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Western Electric 


FOREWORD 

This 1918 Year Book follows the plan of uniform list prices and 
discount which has been a popular feature of our Year Books during 
the past three years. Manufacturers’ list prices are also shown on 
schedule material and certain other standard lines for the convenience 
of those customers who prefer to buy on the basis of manufacturers’ 
discounts, or who desire an independent means of checking our in¬ 
voices. Western Electric quotations and bills will, as in the past, 
ordinarily be made on the basis of net prices. 

1918 is likely to be another year of fluctuating values. No 
printed schedule of prices can therefore be expected to have any 
permanent value as an accurate gauge of costs. The Western Electric 
uniform list price plan used throughout this book is, however, we 
believe, the most complete electrical guide published for rough 
estimating, for the engineers’ requisitions, and for use at the retail 
counter. 

Obviously, however, in the purchase of any considerable quantity 
of supplies, when exact prices are desired, they may always be secured 
from tha traveling representative or on request to our nearest office. 

This Year Book is regularly supplemented by descriptive matter 
on all classes of equipment bought or sold by the electrical trade. 
These may be had upon request. 

Substantially all of the material listed in the catalog is carried 
in stock at our distributing houses. In ordering, customers are 
advised to anticipate their future needs and as far as possible place 
their requisitions for standard package units. By eliminating the 
need for assembling and packing broken lots of material we are saved 
a considerable item of expense, which saving is passed along to the 
customer in the form of lower prices. 

We look" forward to the opportunity to serve you. 
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Western Electric 

Prices 

Prices found in this catalog are revised to agree with the latest costs at the time of issue. It is to 
be understood that they are subject to change without notice and are therefore not offered by us as a quota¬ 
tion. It is contemplated that all prices are for shipment from our warehouse unless otherwise specified, 
except such goods as are shipped regularly direct from factories, in which cases prices are for factory delivery 
unless otherwise specifically agreed upon. f 


Orders 

You will note that we have placed opposite each article, when possible, a list number. When ordering 
material by mail, kindly order by the list number and give a description of the article required. 

You are requested to specify the routing over which you prefer shipments to be made. In the absence 
of specific instructions, we shall use our best judgment in selecting the route, but we are not responsible 
for extra drayage expenses at destination. 


Terms 

Our terms are 30 days net from date of invoice. Cash discount for payment within ten days from date 
of invoice may be deducted at the rates set forth in the manufacturers’ schedules of cash discounts, or 
such cash discounts may be deducted for payment with order. 

Payments may be made by check, bank draft, postal or express money order, drawn to the order of 
or endorsed to the order of the Western Electric Company, Incorporated. 

Payments In currency through the mails even if registered are not recommended and are at sender’s 
risk. We are not responsible for loss or miscarriage of the mails. 

Receipts are not issued for remittances unless requested. Our endorsement on remittance is acknowl¬ 
edgment of the receipt of the funds. 

We solicit new accounts on a credit basis, and in order to give prompt service, request that where 
you are not rated by the Commercial Agencies, references or other information of a credit character be 
forwarded with the order. These wdll be immediately acted upon, and the results held in strict confidence 
for our sole use and, when reasonably satisfactory, shipment will follow with all possible dispatch. 

To avoid the delay incidental to communicating with references, etc., it would be mutually convenient, 
when immediate shipment is desired, to instruct us to ship C. O. D., by express, or parcel post (insured if 
so instructed) or by freight subject to sight draft through a local bank against bill of lading. 

We shall advise you of the terms on future orders promptly after communications from references 
are received. 

Returned Goods 

To save you transportation charges, and to facilitate the handling of goods upon receipt, you are 
requested not to return goods without having obtained shipping instructions from us. 

Shipments 

Aa experienced packers are employed, and as reasonable care is used in packing, we cannot be held 
responsible for breakage in packages which are delivered in “good order” by the carrier. 

Shipments of glassware are made at your risk. 

Goods ordered to be shipped by parcel post will be sent only at the phtchasei^s risk of loss or damage. 



Western Electric 

ALPHABETICAL INDEX 


A 


Material Page 

Accessories, Inter-phdne.45,46 

Accessories, Heating Device... .384,385 

Adapt-A-Lite...478 

Adapter Plates.783 

Adapters.689,692,785,797 

Adapters, Conduit Bushing.804 

Adapters, Socket.. —689 

Adjustable Plaster Drill.1099 

Adjustarods.1039 

Adjusters, Cord.476 

Advertising.10-27 

Aerial Cable Rings.1056 

Aglites.514 

Ajax Insulator Brackets.1029 

Ajax Varnishes.559-560 

Alarm Fire Boxes.284, 285 

Alley Arm Braces.1033 

Alloy Shunts.182 

Alternators.93-95 

Alternators, Engine Driven.94 

Alternators, Water Wheel Driven... 95 
Ammeters.... 179, 183, 186, 188, 189- 
195,196,197,201-205 

Ammeters, A.C.186, 188, 196, 197 

Ammeters, D.C_179, 183, 186, 189- 

195,201,202,205 

Ammeters, Double Range.202 

Ammeters, Portable...179 

Ammeter Shunts.182 

Ammeters, Miniature.201-203 

Ammeters, Single Range.202-203 

Ammeters, Switchboard.189 

Ammeters, Triple Range.202,203 

Ammeters, Zero Center.205 

Ammeters, Zero Left.205 

Anchor Rods.1041 

Anchors, Guy.1038,1039 

Anchors, Screw.1053 

Anchors, Scrulix.1038 

Angle Box Connectors.798 

Angle Clamps.1031 

Angle Receptacles, Porcelain.655 

Angle Reflector Fixtures.468 

Annunciator Cables.952 

Annunciators.251-266 

Annunciator Wire.952 

Apartment House Inter-phones.. .39-41 

Apparatus, Telephone.62-74? 

Arc Light Rope.1121 

Armor Cutters..801 

Armored Conductors.796 

Armored Lamp-cord, Flexible.795 

Arms, Break.1024,1025 

Arms, Flexible.480 

Arms, Mast.530,1030 

Arresters and Fittings, 

Garton Dapiels. .158 
Arresters, A.C. Lightning. 154,155,156 

Arresters, Lightning, Fittings.158 

Arresters, Lightning. Garton Daniels 

154-160 

Asbestos Tubing.566,567 


Material Page 

Attachment Plugs_640, 641, 650, 

652, 655, 691, 696, 779 

Attachment Plugs, Signal.656 

Attachments, Incandescent Light.. .633 

Attachments, Pull.633 

Auger Bits.1100, 1101 

Augers, Earth.1084 

Augers, Post Hole.1084 

Automobile Cables.230 

Automobile Supplies.224-233 

Auto Transformers.96 

Axes.1106 


B 


Back Braces.1032 

B. & D. Wire Cleats.975 

Bags, Carbon.1095 

Bags, Tool.1095 

Bands, Ceiling.493 

Bands, Pole.1036 

Bands, Porch. ...493 

Bar and Wire Solder.552 

Bars, Crow.1066 

Bars, Digging.1066 

Bars, Tamping.1066 

Base Board Receptacles.,.. .708 

Base Couplings.777 

Bases, Canopy.783 

Bases, Snap Switch.783 

Batteries, Blue Bell.234 

Batteries, Blue Label.234 

Batteries, Carbon.248 

Batteries, Columbia .235 

Batteries, Dry.234-237 

Batteries, Eveready.235 

Batteries, Gravity.248 

Batteries, Hot Shot.236 

Batteries, Ignition.235, 236 

Batteries, Medical. 342 

Batteries, Miscellaneous.234-237 

Batteries, Multiple.237 

Batteries, Primary.244-247 

Batteries, Red Label.234 

Batteries, Red Seal.235 

Batteries, Storage.163,227,228 

Battery Boxes.45 

Battery, Connectors.249 

Battery Coppers.249 

Battery Key Stations .277 

Battery Meters.222 

Battery Renewals, Edison.244-247 

Battery Sets.238-243 

Battery Switches.231, 288, 289 

Battery Supplies.249,250 

Battery Syringe.250 

Battery, Telephones, Central.33 

Battery Testers.205, 336 

Battery Zincs.249 

Beam Strap.804 

Beil Cord.959 


Material Page 

Bells.302-304,306-312,314-316 

Bells and Buzzers, Iron Box.301 

Bells, Economy.302 

Bells, Electro Mechanical.305 

Bells, Extension.69 

Bells, Faraday.312-328 

Bells, Iron Box.301 

Bells, Monitor.301 

Bells, Recti.307-309 

Bells, Transformer.310 

Bell Tower Strikers.286 

Belts.1094 

Benders, Conduit, Rittenhouse.. . .1108 

Benders, Pipe.1108 

Bendhicks, Conduit Elbow.805 

Bends, Fiber Conduit.1062 

Benjamin Lighting Fixtures 

468-471,505-510 

Bierce Guy Anchors.1039 

Binding Wire.961 

Bit Braces.1098 

Bit Holders..1100 

Bits, Auger.1100, 1101 

Bits, Rapid Fire.1102 

Bits, Wood Drill.1100,1101 

Blades, Hack Saw.1105 

Blake Compressed Cleats.. ...833 

Blake Insulated Staples.833 

Blank Covers.783 

Blocks, Connecting.45 

Blocks, Hoist, Yale.1082-1083 

Blocks, Protector.71 

Blocks, Pulley.1081 

Blocks, Pulley, Laurent Cherry... 1080 

Blocks, Pulley, Wood..1081 

Blocks, Self-locking. .1081,1085 

Blocks, Switch Porcelain.620 

Blocks, Tackle.1081 

Blue Bell Dry Batteries.234 

Blue Label Batteries .234 

Blue Stone.248 

Blue Vitriol -.248 

Bolt and Wire Cutters.1090 

Boltless Guy Clamps.1046 

Bolts, Brace.1049 

Bolts, Carriage.1049 

Bolt Clevis.1044 

Bolts, Crossarm..1050 

Bolts, Double Arming.1048 

Bolts, Expansion..1052,1053 

Bolts, Eye.1041 

Bolts, Machine.1050 

Bolts, Ring.1056 

Bolts, Spacing.1048 

Bolts, Toggle..1054 

Booths, Telephone.64 

Border Light Cable.955 

Boring Machines.1099 

Boston Cable Clips.1055 

Box Connectors.797-798 

Box Cover Receptacles.780 

Boxes, Coil.48 

Boxes, Condenser.48 

Boxes, Corner.i.781 


Index 7 










































































































































































Western Electric 


Material Page 

Boxes, Desk Set.68 

Boxes, Fiber Junctions.1063 

Boxes, Fire Alarm.284, 285 

Boxes, Floor.828-832 

Boxes, Gang.819 

Boxes, Junction.782,811,1063 

Boxes, Outlet.782,808-820 

Boxes, Relay.48 

Boxes, Steel, Cutter.826-827 

Boxes, Switch.748, 749,821-824 

Boxwood, Dresser...1116 

Brace Bolts.1049 

Braces.1098 

Braces, Alley Arm. 1033 

Braces, Back.1032 

Braces, Bit.1098 

Braces, Crossarm.1026,1032 

Braces, Vertical.1032 

Bracket Parts.529 

Bracket Plates. 492 

Brackets, Ceiling.1014,1015 

Brackets, Corner.1006,1013 

Brackets, Crossarm :. 1017, 1018 

Brackets, Cutter_522, 526, 529, 538, 

548,549 

Brackets, Distributing.1047 

Brackets, Drive.1013 

Brackets, Duplet.1006 

Brackets, Duplex Insulated.1030 

Brackets, Entrance. 538 

Brackets, Foot..1020 

Brackets, Insulator, Ajax.1029 

Brackets, Iron.1011-1016 

Brackets, Junior.538 

Brackets, Ornamental.546-548 

Brackets, Phantom.1026 

Brackets, Pole.1023 

Brackets, Presteel.1107 

Brackets, Prussian Hook.1019 

Brackets, Spreader.1022,1024 

Brackets, Standard.538 

Brackets, Switchboard.490 

Brackets, Telephone.74 

Brackets, Transposition.1006,1027 

Brackets, Wall. ..485, 488-490, 499, 

502,1019-1022,1054 

Brackets, Wood.1006 

Bracket Tubes.490 

Brake Arms, Iron.1025 

Branch Boxes, D. & W.: 764 

Brascolites.514-519 

Brass Cleats.1160 

Brass Connectors, Insulated.800 

Brass Terminal Bushings.801 

Break Arms.1024,1025 

Brewery Cord.956 

Bridle Rings.1056,1057 

Bridle Wire.953 

Broilers, Hughes.395 

Bryant Flush Receptacles.609,610 

Bryant Plugs.604-608 

Bryant Receptacles_588, 589, 593- 

598, 613, 614 

Bryant Rosettes, Porcelain.... 602, 603 


Bryant Sockets. .574-579,585,586,588, 
589,590 

Index 8 


Material Page 

Bryant Switches.. 581-584, 587, 739- 
741,746 

Buffalo Grips.1077 

Buffalo Lineman’s Tool.1077 

Buffer, Electric.89 

Bulldog Clips.1045 

Burglar Alarm Accessories.273-274 

Burglar Alarm Apparatus.270-274 

Bush Hook.1084 

Bushings.491,802,805 

Bushing Adapters, Conduit.804 

Bushing Connectors, Jiffy.807 

Bushings, Clamp.781 

Bushings, Electrose.1001 

Bushings, Lead.801 

Bushings, Porcelain.805,806,974 

Bushings, Porcelain Lined.805 

Bushings, Socket.657 

Bushings, Stuffing.800 

Bushings, Terminal, Brass.801 

Bushing Tools.801 

Bushings, Universal.807 

Buttons, Ceiling.688 

Buttons, Push.290-300 

Butt Plates. 1034 

Buzzers.303 

Buzzers & Bells, Iron Box.301 


C 

Cabinets and Panel Boards .1122-1151 


Cable, Annunciator.952 

Cables, Automobile.230 

Cable, Border Light.955 

Cable Cars.1070 

Cable, Circular Mills.946,949 

Cable Clamps, Long-Saut.1057 

Cable Clamps, Matthews.1057 

Cable Clips, Boston.1055 

Cable Clips, Metropolitan.1055 

Cable, Deck.955 

Cable Duct Shields.1076 

Cable, Elevator.955 

Cable Grips.1060 

Cable Hangers...806,1055 

Cable Hangers, Marlin.1055 

Cable Hooks..1058 

Cable, Mining and Park.948 

Cable, Moving Picture Machine... .957 

Cable Racks.1058 

Cable Reel Jacks.1070 

Cable Reel Stands.1075 

Cable Reel Wheels.1073 

Cable Rings, Aerial.1056 

Cable Rings, Pierce.1056 

Cable Rollers.1075 

Cable Saws.1116 

Cable Solder.552 


Maten&l Page 

Cable Terminals.66 

C. <k L. Fire Pots.1113 

C. & L. Torches.1112 

Calipers, Micrometer.1120 

Call Systems, Silent.267-269 

Candelabra Extensions.634 

Candelabra Pull Sockets.634 

Candelabra Receptacles.634 

Candelabra Sockets.601 

Candelabra Switches.694 

Candles, Electric.338 

Canopies.493 

Canopy Bases.783 

Canopy Switches.695 

Cant Hooks.1067 

Canvasite Cord.956 

Canvas, Oiled.568 

Canvas Tool Bags.1095 

Cap and Lapel Light.335 

Caps, Color.410 

Caps, Fuseless.651 

Caps, Fusible.651 

Caps, Pipe.802 

Caps, Signalite.656 

Caps, “Wrinklet”.586 

Carbon and Tube Cutters.1094 

Carbon Bags.1095 

Carbon Batteries.* 248 

Carbon Lamps.408 

Car Fuses.751 

Carriage Bolts.1049 

Carrying Cases.188 

Carrying Hooka.1067 

Cars, Cable.1070 

Carts, Steel Line.1073 

Carts, Tool.1072 

Car Wire.959 

Cases, Carrying.188 

Cases, Electrician’s.1097 

Cases, Plug Fuse.754 

Casing, Rubber.657 

Ceiling Brackets_500, 501, 505-507, 

1001,1014,1015 

Ceiling Buttons.688 

Ceiling Sockets.636 

Ceiling Units.500,501,505-507,509-511 

Cement, Commutator.553 

Cement Mico.571 

Central Battery Telephones.53 

Chafing Dish.375 

Chain, Oneida...1121 

Chain Pull Receptacles..784 

Chain, Pull Socket.572,573 

Changers, Lamp.428 

Chase Couplings.803 

Chase Nipples.803 

Chau-Phone.232 

Chisels.1106,1109 

Choke Coils.157,159 

Chucks, Extension...1091,1096 

Christmas Tree Outfits.411 


Cable Splitting Knives.1116 Circuit Breakers, A.C. and D.C..129-140 

Cable, Stage.956 Circuit Breaker Attachments, 

Cable Strippers.1116 A.C. and D.C.. 134 

Cables, Suburban.948 Circuit Breakers, Carbon.129-140 


Cable, Switchboard. 
Cable Taps.. 


947, 957 
.742 


Circular Mils Cables 


Clamp Bushings. 

Digitized by VjiU 



... 


946, 949 

....781 
















































































































































































Western Electric 


Material Page 

Clamp Knobs.532 

Clamp Pins.1007 

Clamps, Angle.1031 

Clamps, Cable.1046,1057 

Clamps, Cable, Long-Saut.1057 

Clamps, Crossarm..1031 

Clamps, Ground.834,1058 

Clamps, Guy, Boltless.1046 

Clamps, Guy, Steel.1046 

Clamps, Guy, Two Bolts.1046 

Clamps, Conduit.676, 807 

Clamps, Messenger.1047,1090 

Clamps, Metal Molding... 787,788,790 

Clamps, Safety.1047 

Clamps, Splicing.1089 

Clamps, Strap.788 

Clamps, Suspension.1046 

Clamps, Wire and Sleeve.1089 

Clay Conduit.1064 

Cleat Receptacles, Porcelain, P. k S. 

685, 686 

Cleats, B. & D. Wire.975 

Cleats, Brass.1160 

Cleats, Compressed.833 

Cleats, Hard Fiber.833 

Cleats, One Wire.975, 976 

Cleats, Porcelain.975,976 

Cleats, Suspension.679 

Cleats, Two and Three Wire.973 

Clevis Bolt.1044 

Clevis, Cross Arm. 1031 

Climbers, Pole...1093 

Climber Straps.1093 

Clips, Bulldog.1045 

Clips, Cable.1055 

Clips, Test.223 

Clips, Wire Rope.1045 

Cloth Cutter, Electric.91 

Cloth Micanite.564 

Clothes, Oiled.568 

Clothes, Untreated.571 

Clothes, Wiping.1117 

Cluster Bodies.436, 437 

Clusters, Plug.435, 692 

Clusters, Socket.692 

Code Signaling Sets.48 

Coffee Percolator.398 

Coffee Urn Heater.398 

Coffee Urns.375 

Coffee Mill.366 

Coil Boxes.48 

Coils, Choke, Garton Daniels.. 157,159, 

Coils, Choke.157,159 

Coils, Induction.70 

Coils, Sneak.759 

Coin Collectors.67 

Collar Protector, Universal Leather 

1060 

Color Caps. r.410 

Columbia Dry Batteries..235 

Combination Fixture and Drop Cord 

Fittings.779 

Combination Plates.616 

Commutator Cement.553 

Commutator Compound.553 

Commutator Lubricant.553 

Compensarcs.175, 176 


Material Page 

Compensators.112 

Compound. Commutator.553 

Compound, Pothead.560 

Compounds, Splicing.550 

Compressed Cleats.833 

Condenser Boxes.48 

Condensers.67 

Conductors, Armored.796 

Conductors, Steel Armored, Flexible.796 
Conductors, Steel Armored, Lead 

Covered.796 

Conduit Benders..1108 

Conduit Box Covers.783,808-820 

Conduit Box Receptacles.646, 647 

Conduit Box Straps.676 

Conduit Bushing Adapters.804 

Conduit Clamps.676, 807 

Conduit, Clay.1064 

Conduit Couplings.805 

Conduit Covers.808-820 

Conduit Elbow Former.1108 

Conduit Elbows.805 

Conduit, Fibre.1061-1063 

Conduit Fittings, Flexible.797-803 

Conduit Fittings Marine.838 

Conduit, Flexible Steel.795 

Conduit Hangers.806,807 

Conduit, Non-Metallic.794 

Conduit Plugs, Wood.1064 

Conduit, Rigid Pipe.794 

Conduit, Wooden.1064 

Condulets.839-938 

Conduletto, Fittings.935-938 

Cones, Ground, Paragon.1040 

Connecting Blocks.45 

Connecting Links.1045 

Connectors, Angle Box.798 

Connectors, Battery.249 

Connectors^Box.797-798 

Connectors, Bushing, Jiffy.807 

Connectors, Copper.966 

Connectors, Cord. 642-645,650,651,696 

Connectors, Electrose.1001 

Connectors, Hood.802 

Connectors, Insulated Brass.800 

Connectors, Marine.836 

Connectors, Molding..939 

Connectors, Panel Box.798 

Connectors, Squeeze.802 

Connectors, Strand.1058 

Connectors, Wire.1058 

Connectors, Wire, Dossert.742-745 

Controller.110 

Controlling Devices.110-119 

Copper Connectors.966 

Copper Line Wires.962 

Copper Sleeves.966 

Coppers, Battery.249 

Coppers, Soldering.1117 

Copper Wire.940-959 

Copper Wire, Hard Drawn.941 

Copper Wire, Lead Encased.949 

Copper Wires, Weatherproof. .940, 941 

Cordage, Samson.1121 

Cord Adjusters.476 

Cord, Bell.959 

Cord, Brewery.956 


Material Page 

Cord, Canvasite.956 

Cord Connectors.642-645, 650, 651,696 

Cord, Flexible.955,956 

Cord, Heater.955,957 

Cord, Lamp.951 

Cord, Packing House.956 

Cord, Parallel.951 

Cords, Flexible Lamp ... 759, 950, 951 

Cords, Reinforced.950,951 

Cord, Samson Spot.1121 

Cord, Sash.1121 

Cord Switch. 694 

Cord, Vacuum Cleaner.959 

Cords, Telephone.68 

Corner Boxes.781 

Corner Brackets.1006,1013 

Corner Irons.1020 

Corrugated Rubber Matting.558 

Cotton Sleeving.554 

Cotton Tape.. % .554,555 

Counters, Pole.1119 

Counters, Tally.1119 

Couplings, Base.777 

Couplings, Chase.803 

Couplings, Conduit.799,805 

Couplings, Fitting. 777 

Couplings, Galvanized.799 

Couplings, Molding.787-790 

Covers, Blank.783 

Covers, Conduit Box.783, 808-820 

Crimping Pliers.1056 

Crossarm Bolts..1050 

Crossarm Braces.1026,1032 

Crossarm Brackets..1017-1018 

Crossarm Clamps.1031 

Crossarm Clevis.1031 

Crossarms.1005 

Crossarm Straps.1031 

Cross Overs, Molding.939 

Crow Bars.1066 

Crowfeet, Iron.498 

Crowfoot Zincs.249 

Curling Iron Heater.377 

Current Taps.640-643,656,689 

Cut Out Pulleys.531 

Cut Outs. ... .748-750, 763 

Cut Outs, Oil Fuse..760 

Cutter, Brackets 

522, 526, 529, 538, 548, 549 

Cutter, Electric Cloth.91 

Cutter Pole Line Material.520-538 

Cutter Street Fixtures.520-548 

Cutters, Armor.801 

Cutters, Bolt and Wire.1090 

Cutters, Pipe.1110 

Cutters, Tube and Carbon.1090 


D 

Damp-proof Office Wire.952 

D and W Branch Boxes.764 

D and W Cut-Outs 

748,749, 760, 761,763 

D and W Fuse Boxes.765, 766 

lodes 9 
















































































































































































Western Electric 


Material Page 

D and W Fuses.754-759, 762 

D and W Qutlet Hoods.764 

D and W Protectors.759 

D and W Service Switches. .765,766 

D and W Switch Boxes.749,763 

Dead Men.1068 

Deck Cable.955 

Decorative Cleat Receptacles.598 

Decorative Lamp Outfits.411 

Decorative Lamps.404,411 

Decorative Sockets.679 

Deltabeston Magnet Wire.961 

Depth Gauges, Hack Saw.1104 

Desk Portables.483-486,478-480 

Desk Set Boxes.68 

Desk Stands.68 

Desk Telephones..52,53 

Detectors, Time.275-277 

Diamond Expansion Shutter Eyes . 1029 

Diamond Rapid Fire Drills .1102 

Dio Stocks.1110 

Diggers, Post.1084 

Digging Bars.1066 

Digging Spuds.1066 

Dim-A-Lite.441 

Dinkey, Pole.1073 

Disc Stoves. .374,376,381 

Dish, Chafing.375 

Dishwashers.348, 349 

Distributing Racks.1028 

Dolly, Track.1072 

Door Openers.287,288 

Door Switches 

231, 288, 613, 695, 708, 711 

Dossert Wire Connectors.742-745 

Double Arming Bolts.1048 

Draw Knife.1106 

Dresser, Boxwood.1116 

Drill, Adjustable Plaster.1099 

Drill Bits, Wood.1101 

Drill, Dumore.91 

Drill Holders.1103 

Drill Points.1102,1103 

Drills, Breast.1099 

Drills, Chain..1099 

Drills, Electric.88,89,91 

Drills, Extension.1103 

Drills, Four Point.1103 

Drills, Hammer.1102 

Drills, Hard.1099 

Drills, Hand.1098-1099 

Drills, Portable, Electric.89,90 

Drills, Rapid Fire.1102 

Drink Mixer.365 

Drive Brackets.1013 

Drop Cord and Fixture Fittings... .779 

Drop Wire.954 

Dry Batteries.234-237 

Dryer, Hair.365 

Dryer, Shoe.365 

Duct, Pump-log.1064 

Duct Rods, Empire.1075 

Duct Rods, Screw.1076 

Dumore Drill.. 91 

Dumore Grinder. 91 

Duplex Brackets.1006 

Duplex Instruments.193 

Index 10 
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E 

Earth Augers.1084 

Ebony, Wire Rope.1121 

Eccentric Grips.1078 

Economy Bells .. 302 

Elbow Formers, Conduit .1108 

Elbows, Conduit.805 

Elbows, Gas.803 

Elbows, Internal.778 

Elbows, External.778 

Electric Cloth Cutter.91 

Electric Drills.88,89,91 

Electric Gas Lighter ..337 

Electric Hammers.88 

Electric Household Devices 

366, 371-378 

Electric Ranges.. .. 386-397 

Electric Sign Letters..402 

Electric Toys.1155-1159 

Electric Vulcanizer.229 

Electrician’s Cases.1097 

Electrician’s Knife and Screw Driver 

1086 

Electrician's Scissors.1086 

Electrician’s Wire Tweezers.1086 

Electric Lighting Plants.164-168 

.Electrolier Keyless Sockets.591 

Electrolier Key Sockets.591 

Electrolier Pull Sockets.591 

Electro-Mechanical Bells.305 

Electrose Bushings..1001 

Electrose Connectors.1001 

Electrose Insulators.997-1001 

Electrose Safety Strain Insulators 

998-999 

Elevator Cable.955 

Emery Cloth.553 

Emery Paper.553 

Empire Cloths.568 

Empire Duct Rods.1075 

Empire Papers...569 

Enameled Steel Reflectors.467-475 

Enclosed Fuses.755-758 

Enclosed Switch Accessories... .769-772 

Enclosed Switches, Steel.767, 768 

Entrance Switches.'.746 

Erector, Pole.... .. 1073 

Erickson Conduit Coupling.805 

Etch-O-Lite.410 

Eveready Batteries.235 

Exciters, D.C.95 

Exhaust Fans.359-361 

Expansion Bolts.1052-1053 

Expansion Plugs.1058 

Expansion Shields.789, 1052,1053 

Extension Bells.69 

Extension Chucks.1091, 1096 

Extension Drills.1103 

Extension Fixtures.1033 

Extensions, Candelabra.634 

External Elbows.778 

Extinguishers, J-M Fire.340 

Extinguishers, Pyrene Fire.340 

Eye Bolts..1041 

Eye Nuts.../.1044, 1057 

Eyes.104L 


Material Page 

F 

Fans.354-361 

Fans, Exhaust.359-361 

Fans, Ventilating.359-361 

Faraday Bells.312-328 

Faries, Wall Brackets.488-490 

Fiber Cleats.833 

Fiber Conduit.1061-1063 

Fiber Conduit Bends.1062 

Fiber Fittings.1063 

Fiber Junction Boxes.1063 

Fiber Rods.556 

Fiber, Sheet.556 

Fiber Tubes.556 

Fiber, Vulcanized.556 

Fielding Receptacles.830 

Field Rheostats.124,125 

Film Sockets, Regent. 528 

Finishes, Special and Standard 

Wiring Device.573 

Fire Alarm Systems.278-286 

Fire Extinguishers, J-M.340 

Fire Extinguishers, Pyrene.340 

Fire Pots, C. & L.1113 

Fire Pots, Turner.1115 

Fish Paper.565 

Fish Plugs.800 

Fisb Wire.803 

Fittings, Coupling.777 

Fittings, Conduit, Fiber.1063 

Fittings, Copdulatto.935-938 

Fittings, Flexible Conduit.797-803 

Fittings, Lightning Arresters.158 

Fittings, Metal Molding.777-793 

Fixture Hangers, Hickey.804 

Fixture Loops.681 

Fixture Receptacles..642,643 

Fixtures, Adjustable.499-504 

Fixtures and Drop Cord Fittings.. .779 

Fixtures, Cutter Street.520-548 

Fixtures, Extension.1033 

Fixtures, Knob.1028 

Fixtures, Lighting, Benjamin 

468-471,505-513 

Fixtures, Office.509,510,515-519 

Fixtures, P. & S.681 

Fixtures, Reflector, Angle.468 

Fixtures, Show Case.475 

Fixtures, Socket, Porcelain, P. & S. .686 

Fixtures, Sol-lux.538 

Fixture Stems.804 

Fixture Studs..497 

Fixture, Switches..674 

Fixture Wire.944,958 

Flameproof Wires.953 

Flashers, Sign.417-423 

Flashlights.333-338 

Flexible Arms.480 

Flexible Conduit Fittings.797-803 

Flexible Cord.795,951 

Flexible Lamp Cords.795 

Flexible Steel-Armored Conductors. 796 

Flexible Steel Conduit.795 

Float Switches.123 

Food Warmer...376 

Floodlights.. ).OSie.414,415 



















































































































































































Western Electric 


Material 

Page 

Floor Boxes.. .828-829,831,832 

Floor Outlets. 

.837,838 

Floor Polisher. 

.364 

Floor Portables. 

.487,504 

Flush Receptacles 

609,610,646-649,654,696 

Flush Switches. 

.611,695 

Flush Switch Plates. 

.611,785 

Flutolier Sockets.664,670,671,684 

Fork Screws, Insulated .. 

.1042 

Forks, Insulated. 

.1042 

Four Point Drills. 

.1103 

Frames, Hack Saw. 

.1104 

Frequency Meters. 

.195 

Frying Griddle, Hughes.. 

.396 

Furnaces, Soldering. 

.1117 

Furnace, Telephone. 

.1115 

Fuse. Boxes, D. k W.... 

.765,766 

Fuse Cases, Plug. 

.754 

Fuse Cutouts, Oil. 

.760 

Fused Switch Boxes. 

.763 

Fused Switches. 

.773-775 

Fuse Holders. 

.161,162 

Fuse Holders, Expulsion. 

.161,162 

Fuseless Caps. 

.651 

Fuseless Rosettes. 

602,673,674 

Fuse Links... 

.751 

Fuse Plugs. 

.753 

Fuse Ribbon. 

Fuses, Car. — 

.752 

.751 

Fuses, D and W. 

.754-759,762 

Fuses, Enclosed. 

.755-758 

Fuses, Expulsion. 

.....161,162 

Fuses, Indicating Plug... 

.754 

Fuses, Link. 

.752 

Fuses, Mica. 

.69 

Fuses, Tubular. 

.69 

Fuses, Type B Plug. 

.754 

Fuse Wire, Round. 

.751 

Fusible Caps. 

.651 


G 


Galvanized Wire.964,965 

Gang Boxes.819 

Gas Elbows.803 

Gas, Electric Lighter.337 

Gaskets, Condulets.933,934 

Gauges, Hack Saw Depth.1104 

Gauges, Wire.1120 

Gaurd Irons.1031 

Gem Lamps.408 

Generators. A.C.93-95 

Generators, D.C.105-108,124,125 

Generators, Hand.70 

Glass Insulators.983-996 

Glass Reflectors.444,445 

Glass Shades.442,443 

Globe Holders.465 

Globe Nets...425 

Gloves, Rubber.1092 

Glue, Mico Insulating.571 

Glue Pot.381 

Gongs, Fancy.316 


Material Page 

Gongs, Faraday.316-328 

Gongs, Signal... .305-307,311,317-328 

Gongs, Transformer.323,327,328 

Goosenecks.529 

Gravity Batteries.248 

Griddle, Frying.396 

Grinder, Dumore.91 

Grinders, Portable.90 

Grinder, Tool Post.89 

Grips, Buffalo.1077 

Grips, Cable.1050 

Grips, Eccentric.1078 

Grips, Wire.1077,1078,1079 

Ground Clamps.. 834,1058 

Ground Cones, Paragon.1040 

Ground Pipes.1040 

Ground Plates.1040 

Ground Rods.1040 

Guards, Hold Fast Lamp.428 

Guards, Hub.1034 

Guards, Lamp.425-434,932 

Guards, Lamp Loxon.429,431 

Guards, Lamp, Neverbreak.430 

Guards, Marine.433,434 

Guy Anchors.1038,1039 

Guy Clamps, Boltless.1046 

Guy Clamps. Steel.1046 

Guy Clamps, Two Bolt.1046 

Guy Hooks. 1044 

Guy Shackles.1045 

Guy Shims.1034 

Guy Thimbles.1044 

G. V. Pipe Caps.802 


H 


Hack Saw Blades.1105 

Hack Saw Frames.1104 

Hair Dryer.365 

Hammer Drills.1102 

Hammers.1107 

Hammers, Electric.88 

Hand Drills.1098 

Hand Generators.70 

Handles, Shovel.1065 

Handles, Socket.657 

Handles, Spade..1065 

Handles, Spoon.1065 

Hand Saws.1104 

Hand Sets.70 

Hand Vises. 1104 

Hangers, Cable.806,1055 

Hangers, Conduit.806,807 

Hangers, Hickey Fixture.804 

Hard Drawn Copper Wire.941 

Hard Fiber Cleats.833 

Hard Rubber Rods.558 

Hard Rubber Sheets.558 

Harpoon Guy Anchors.1039 

Hatchets.1084 

Heater, Coffee Urn.398 

Heater, Cord.955,957 

Heaters, Air. 379-381 

Heaters, Curling Iron.377 


Material Page 

Heating Device, Accessories. . 384,385 

Heaters, Water.376 

Heater Switches.384 

Heating Units, Luminous Radiator..378 

Hickey Fixture Hangers.497,804 

High Speed Indicators.1120 

High Tension Fuses.762 

High Voltage Insulators.978-982 

Hoist Blocks, Yale.1082-1083 

Hoists, Single Drum.92 

Hoists, Yale..1082,1083 

Holders, Bit.1100 

Holders, Drill.1103 

Holders, Fuse.161,162 

Holders, Globe.465 

Holders, Shade.438-440,930 

Hold Fast Lamp Guards.428 

Hollow Handle Tool Sets. 1091 

Hood Connectors.802 

Hoods, D & W Outlet.764 

Hook, Bush.1084 

Hooks, Cable. 1058 

Hooks, Cant.1067 

Hooks, Carrying.1067 

Hooks, Guy.1044 

Hooks, Lug. 1067 

Hooks, Pipe.803 

Hooks, Rack.1058 

Horns, Klaxon.225,226 

Hot Plates. Hughes.398 

Hot Shot Batteries...236 

Household Electric Devices 

366,371-398 

Hubbell Metal Reflectors. .446-464,466 

Hubbell Pull Sockets.626-632,637 

Hubbell Pull Switches.626-629 

Hubbell Sockets 

465,626-632,634-637,639 

Hub Guards.1034 

Hughes Broilers.396 

Hughes Frying Griddle.396 

Hughes Hot Plates.398 

Hughes Ovens. 393-394,397 

Hughes Plate Warmer.395 

Hughes Radiators.398 

Hughes Ranges.386-397 

Hughes Stoves.398 

Hughes Toaster.395 

Hughes Water Heater.396 

Hylo-Economical Lamps.413 


Hylo-Economical Turn Down 

Lamps. .413 


1 

Ignition Battery.236,237 

Illuminated Porch Numbers.266 

Improved Strain Insulators.977 

Incandescent Brackets.522,526 

Incandescent Lamps.399-408 

Incandescent Light Attachments.. .633 

Indicating Plug Fuses.754 

Indicators, High Speed.1120 

Jn^uptiQp^ui^)^. • tJ.0.70 
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Western Electric 


Material Page 

Induction Motors.81-87 

Industrial Lighting.468-475 

Inner-Rope Pulleys....532 

Instruments, Testing.. 179-205,220-222 

Instruments, Weston.179-205 

Insulated Brass Connectors.. ., — 800 

Insulated Fork Screws.1042 

Insulated Forks.1042 

Insulated Nails, Perfection.833 

Insulated Saddle Staples .833 

Insulated Staples.833 

Insulated Turnbuckles.1042,1043 

Insulating Glue, Mico.571 

Insulating Joints.494-498 

Insulating Tapes. 550 

Insulation, Pins.1007 

Insulating Varnishes.559,560 

Insulator Brackets, Ajax.1029 

Insulators, Electrose.997-1001 

Insulators, Glass.983-996 

Insulators, High Voltage.978-982 

Insulators, Mine.977 

Insulators, Pony Duplex.977 

Insulators, Porcelain.976-982 

Insulators, Safety Strain.998-999 

Insulators, Strain.976-977 

Insulators, Tree.1029 

Insulators, Wall.1000 

Interchangeable Plugs.604-608 

Interchangeable Receptacles... 604-608 

Internal Elbows.778 

Inter-Phone Accessories.45, 46 

Inter-Phone Outfits.28-32,43,44 

Inter-Phones, Apartment House. .39-41 

Inter-Phone Systems..33-45 

Inter-Phone Systems, Introduction.. 28 

Iron Box Bells and Buzzers.301 

Iron Brackets..1011-1016 

Iron Brake-Arms.1024,1025 

Iron Drop Wire.954 

Ironing Machines.353 

Iron Pins.1007, 1011-1016 

Irons, Corner.1020 

Irons, Electric.371-373 

* Irons, Guard.1031 

Irons, Pulling-in.1076 

Irons, Soldering.382,383,1111 

Iron Wire, Weatherproof.941 


J 


J-M Fire Extinguishers.340 

Jacks.1074 

Jacks, Cable Reel.1070 

Jacks, Pole .1074 

Jacks, Simplex.1074 

Jacks, Weatherproof.71 

Jiffy Bushing Connectors.807 

Joints, Insulating.494-498 

Joints, Splicing.1059 

Joint Twisters.1089 

Jumper Wire Reel.1072 

Junction Boxes..782,811 

Index 12 
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Junction Boxes, Fiber.1063 

Junior Range No. 6.386 


K 


Kettle, Tea.375 

Keyless Receptacles.780, 784 

Keyless Sockets, Electrolier... .630,631 

Key Receptacles.784 

Key Sockets, Electrolier 

664,670,671,684 

Keys, Telegraph.1153 

Kitchenette Ranges.396 

Kits, Tool..*.1096 

Kits, Tool, Pocket.1096 

Kits, Tool, Steel.1097 

Klaxon Horns.225,226 

Knife and Screw Driver, Electrician's 

1086 

Knife Switches.714-741 

Knives, Cable Splitting.1116 

Knobs, Clamp.532 

Knob Fixtures.1028 

Knobs, Porcelain. .1 .967-972 


L 


Laboratory Plates.*..383 

Ladders, Manhole.1076 

Ladles, Pouring.1117 

Lag Screws.1048 

Lag Screw W’rench.1091 

Lamp Changers.428 

Lamp Colorings.409 

Lamp-Cord, Armored, Flexible.795 

Lamp Cords..795,950,951 

Lamp Cords, Flexible.795,950,951 

Lamp Guards.425-434,932 

Lamp Guards, Holdfast.428 

Lamp Guards, Loxon.429, 431 

Lamp Guards, Neverbreak.430 

Lamp Nets.:. .425 

Lamp Outfits, Decorative.411 

Lamp Receptacles.651, 655 

Lamps, Carbon.408 

Lamps, Decorative.404,411 

Lamps, Gem.408 

Lamps, Hylo-Economical Turn Down 

413 

Lamps, Incandescent.399-408 

Lamps, Locking.412 

Lamps, Mazda, Miniature.404-406 

Lamps, Novelty.404 

Lamps, Portable.481-487 

Lamps, Sign.407 

Lamps, Type C Mazda.400 

Lanterns, Dry Battery....331,332 

Lanterns, Electric.338 


Material Page 

Lead Encased Copper Wires.949 

Leather Nail Heads.833 

Leather Pouch.1094 

Leather Tool Bag3.1095 

Lee Pins.1008 

Letters, Electric Sign.413 

Lifters, Manhole Cover.1076 

Lighter, Electric Gas.337 

Lighting Fixtures, Benjamin 

468-471, 505-513 

Lighting Fixtures, White.499-504 

Lighting Plants, Electric.164-168 

Lightning Arresters.154-160 

Lightning Arresters Fittings.158 

Lights, Flood.414,415 

Lineman's Test Sets.220-221 

Lineman's Tools. .1077-1079, 1081,1091 

Lineman’s Torches.1115 

Linen, Oiled.568 

Linen Tape.554,555 

Line Material Cutter, Pole.520-538 

Link Fuses.752 

Links, Connecting.1045 

Links, Fuse.751 

Linotape.569 

Locking Lamps.412 

Locknuts.802 

Lock Switches.710 

Locust Pins.1006 

Long Handle Shovels.1065 

Long Handle Spoons.1065 

Long-Saut Cable Clamps.1057 

Loops, Fixture.681 

Loxon Lamp Guard.428, 431 

Loys.1066 

Lubricant, Commutator.553 

Lug Hooks.1067 


Luminous Radiator Heating Units . 407 


M 


Machine Bolts.1050 

Machines, Boring.1099 

Machine, Sewing. 362-364 

Magneto Telephones.49-51 

Magneto Testing Set.73 

Magnet Wire.960,961 

Malleable Shields.1053 

Manhole Cover Lifters.1076 

Manhole Ladders.1076 

Manhole Skids.1075 

Marine Connectors.836 

Marine Guards..433-434 

Marine Portable.434 

Marine Receptacles.835-837 

Marine Switches.836 

Marlin Cable Hangers.1055 

Mast Arm Pulleys..532 

Mast Arms..530,1030 

Mast Arms, Cutter.530 


Lapel and Cap Light. 

Laurent Cherry Pulley Blocks. 
Lead Bushings. 


335 Mast Arm Ropes 


1090 Matting, Rubber. 

■“‘Dig^l^KaOOgle 
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Westerh Electric 
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Mazda Lamps.399-407 

Mazda Lamps, Type C.400 

Mazda Miniature Lamps.404-406 

Measures, Tape.1118 

Measuring Outfit_1118, 1119, 1120 

Mechanical Signaling Systems... 47, 48 

Medical Batteries.342 

Melting Pots.1117 

Mercury Arc Rectifiers.170-173 

Messenger Clamps.1047,1090 

Messenger Supports.1047 

Metal Molding.777-793 

Metal Molding Clamps . .787, 788, 790 

Metal Molding Fittings.777-793 

Metal Reflectors, Hubbell.446-464, 466 

Meters, A.C. Watthour.212-219 

Mete D.C. Watthour.206-211 

Meters. Frequency.195 

Meters, Pocket.222 

Meters, Polyphase W T atthour. .218, 219 

Meters, Portable Watthour.210 

Meters. Power Factor.200 

Meters, Prepayment.218,219 

Meters, Switchboard Watthour 

208, 209, 217 

Meters, Watthour.206, 219 

Meters, Wire.1120 

Metropolitan Cable Clips.1055 

Mica Cement.571 

Mica, Cut.557 

Mica Decorative Sockets, P and S... 679 

Mica Fuses.69 

Mica Pockets.830 

Micas, Protector.72 

Micanite Cloth.564 

Micanite Paper.565 

Micanite Plates.562-564 

Micanite Tubing.566-568 

Mico Insulating Glue.571 

Micrometer Calipers.1120 

Mil-Ammeters.. .184,186,188, 201, 202 

Mil-Ammeters, Portable.184 

Mil-Ammeters, Single Range.. . .202 

Millivoltmeters.181, 182, 202 

Milonite Nails...833 

Mine Insulators.977 

Mine Telephone.60, 61 

Miniature Ammeters.201-203 

Miniature Mazda Lamps.\ 404-406 

Miniature Receptacles.601 

Miniature Sockets.601,686 

Miniature Voltmeter.201-203 

Mining and Park Cable.948 

Mogul Base Sockets. .589,592, 635, 636 

Mogul Porcelain Sockets.465 

Mogul Receptacles.672 

Mogul Sockets. . . .465, 635, 636, 672 

Molding Couplings.787-790 

Molding Cross.778 

Molding Tee.778 

Motors, A.C.75-87 

Motors, A.C., Mill Type.92 

Motors, Adjustable Speed.87,104 

Motors, Crane and Hoist.104 

Motors, D.C..75 

Motors, Induction.81-87 

Motors, Sewing Machine.364 


Material Page 

Motors, Single Phase.79, 80, 82 


Motors, Small Power, A.C. and D.C. 

78, 99-108 

Motor Starters 

110-112, 114, 115, 120, 126, 776 


Motor Starting Panels.115 

Motors, Three Phase, Two Phase . 81-85 

Motors, Variable Speed.104 

Moulding, Wire Grip.833 

Moving Picture Machine Cable,.. .957 
Multiple Batteries.237 


N 


Nail Heads, Leather.833 

Nails, Milonite.833 

National Metal Molding.777-789 

Nets, Lamp.425 

Neverbreak Lamp Guards.430 

Newels, Ornamental.547,548 

Newgard Receptacles.424 

“New Wrinkle “Sockets. .574, 579, 585 

Nipples.j.491,803 

Nipples, Chase.803 

Non-Metallic Conduit.794 

Novelty Lamps.404 

Number, Porch.266 

Nuts, Eye.1044 


O 


Office Fixtures.509, 510, 515-519 

Office W T ire.952 

Oil Break Switches.141-149 

Oiled Cloths. 568 

Oil Fuse Cut-outs.760 

Oneida Chain.1121 

One Wire Cleats.975, 976 

Openers, Door.287,288 

Open Link Fuses.752 

Ornamental Brackets.546-548 

Ornamental Newels.547,548 

Ornamental Post Parts.545, 546 

Ornamental Posts, Cutter.539-549 

Outlet Box Receptacles.677-680 

Outlet Boxes and Covers. .782, 808-820 

Outlet Hoods, DAW.764 

Outlets, Floor.837-838 

Ovens, Hughes.393-394, 397 


P 


Packing House Cord.956 

Pads, Strap.1093 

Pads, Warming.377 

Panel-Boards and Cabinets. .1122-1151 

Panel Board Switches.711 

Panel Box Connectors.798 


Material Page 

Panels, Motor Starting.115 

Panel Board Switches.711 

Panel Switches.746,747 

Paper, Emery.553 

Paper, Micanite.565 

Paper, Oiled.569 

Paper Pulleys.109 

Paper, Red Rope.565 

Paper Sleeves_,.558 

Paper, Untreated...570 

Papers, Empire.569 

Paragon Ground Cones.1040 

Parallel Cord.950, 951 

Park and Mining Cable.948 

P. & S. Fixtures.681 

P. & S. Receptacles 

670, 675-680, 682-687 

P. & S. Sockets.659-672, 687 

Paste, Soldering.551 

Pay Out Reels.1069, 1071, 1072 

Pay Stations..’.67 

Pea vies, Socket.1067 

Peelers, Wire.•.1086 

Pencil Zincs.249 

Pendent Sockets.601 

Pendent Switches.621,690,693,694,708 

Percolators, Coffee.398 

Perfection Insulated Nails.833 

Perkins Switches_621-625, 746, 747 

Phantom Brackets.1026 

Picks.1084 

Pierce Cable Rings.1056 

Pike Poles.1067, 1068 

Pincers.1086 

Pins, Clamp.1007 

Pins, Insulation.1007 

Pins, Iron.1007, 1011-1016 

Pins, Lee.1008 

Pins, Pole Top.1009-1011 

Pins, Porcelain Base.1020 

Pins, Screw.1018 

Pins, Steel.1006-1010 

Pins, Wood.1006 

Pins, Wood Top.1006 

Pins, W. U. Steel.1006 

Pipe Benders.1108 

Pipe Caps, G.V.802 

Pipe Cutters.1110 

Pipe Hooks.803 

Pipe, Iron....794 

Pipe Straps.1160 

Pipe Threaders.1110 

Pipe Vises.1109 

Pipes, Ground ...1040 

Plants, Small Electric Lighting. 164-168 

Plates, Adapter.783 

Plates, Bracket.492 

Plates, Combination.616 

Plates, Flush Switch.612,785 

Plates, Ground.—1040 

Plates, Laboratory.383 

Plates, Micanite.562-564 

Plates, Push.295-298 

Plates, Push Switch.612,709 

Plates, Special.615 


Plates, Strain. 


Plates, Switch. 
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Western Electric 


Material Page 

Plates, Wall.429 

Plate Warmer, Hughes.395 

Plaster Drill, Adjustable.1099 

Platforms, Pole.1037 

Pliers.1086,1087,1088 

Pliers, Crimping .1056 

Plug Attachment 

604, 640, 641, 650, 652, 655, 691, 696 

Plug Clusters.435,692 

Plug Cut-Outs.750 

Plug Fuse Cases.754 

Plug Fuses, Indicating.754 

Plug Fuses, Type B..754 

Plugs and Receptacles.604-608 

Plugs Attachment 

640, 641, 650, 652, 655, 691, 696, 779 

Plugs, Bryant.604-608 

Plugs, Expansion.1058 

Plugs, Fish.800 

Plugs, Fuse.753 

Plugs, Hubbell Attachment... .652,655 

Plugs, Interchangeable.604-608 

Plugs, Marine.835-837 

Plugs, Porcelain.640,641,650,652 

Plugs, Receptacle.939 

Plugs, Signal Attachment.656 

Plugs, Spark.224 

Pocket Meters. 222 

Pockets, Mica.830 

Pocket Volt-Ammeters. 222 

Pocket T 09 I Kits.1096 

Pocket Voltmeters. 222 

Points, Drill.1102,1103 

Pole Bands.1036 

Pole Brackets.1023 

Pole Climbers. 1093 

Pole Counters.1119 

Pole Dinkey.1073 

Pole Erector.1073 

Pole Jacks.1074 

Pole Line Material, Cutter.520-538 

Pole Platforms.1037 

Pole Protection Strips.1034 

Pole Seats.1037 

Poles, Pike.1067,1068 

Pole Steps, Miscellaneous.. .1035, 1036 

Pole Supports.1068 

Poles, Wood.1002-1004 

Pole Top Material. 1011 

Pole Top Pins.1009-1011 

Polisher, Electric.89 

Polisher, Floor.364 

Polyphase Watthour Meters . .218,219 
Polyphase Wattmeter. . .187, 218, 219 

Pony Duplex Insulators .977 

Porcelain Angle Receptacles.655 

Porcelain Base Pins. 1020 

Porcelain Bushings. * . . .805, 806, 974 

Porcelain Cleats...975 

Porcelain Decorative Sockets, P. & S. 

679 

Porcelain Insulators.976-982 

Porcelain Knobs.967-972 

Porcelain Lined Bushings.. .805 

Porcelain Plugs.640,641, 650, 652 

Porcelain Receptacles..593-597, 


637, 638, 676, 682, 683, 685, 686 
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Porcelain Receptacles, Cleat, P. k S 

685, 686 

Porcelain Receptacles, P. & S.676 

Porcelain Rosettes. .602, 603, 688 , 781 

Porcelain Shades.443 

Porcelain Sockets 

465, 588, 589, 637, 639, 672, 686 

Porcelain Switch Blocks.620 

Porcelain Tubes.973-974 

Porcelain Wall Receptacles 
640, 645, 650, 653, 670, 675-677, 830 

Porch Bands. .493 

Porch Number, Illuminated.266 

Portable Grinders.89,90 

Portable Millivoltmeters.181 

Portable, Silk Shades.477 

Portable Telephone.62,63 

Portables.478,481-487 

Portables, Desk.478-480,483-486 

Portables, Floor.487, 504 

Portable Voltmeter.179 

Portables, Hand.434 

Portables, Marine. .434 

Portable Watthour Metei-s.210 

Post Hole Augers.1084 

Post Hole Diggers.1084 

Post Parts, Ornamental.545, 546 

Posts, Ornamental, Cutter.539-549 

Pothead Compound.560 

Pothead Compound, Ajax.560 

Pothead Supports.1058 

Pothead Wires.954 

Pots, Melting.1117 

Pouring Ladles..1117 

Power-Factor Meter.200 

Prepayment Meters.218,219 

Pressboard.565 

Prest-o-lites.1111 

Primary Batteries.244-247 

Protectors.71 

Protection Strips, Pole.1034 

Protector Blocks.71 

Protector Micas.71 

Protectors, Cable Grip.1060 

Protectors, D. & W.759 

Protector, Universal Leather Collar 

1060 

Pruners, Tree.1085 

Pulley Blocks.1080, 1081 

Pulley Blocks, Laurent Cherry.... 1090 

Pulley Blocks, Wood.1080, 1081 

Pulleys, Cut-out.531 

Pulleys, Inner-Rope....532 

Pulleys, Lamp-Supporting.532 

Pulleys, Mast Arm.532 

Pulleys, Miscellaneous — 532-534, 674 

Pulleys, Paper.109 

Pdling-in Irons.1076 

Pull Socket Chain.572-573 

Pull Sockets.626-632, 637 

Pull Sockets, Candelabra.634 

Pull Sockets, Electrolier.591 

Pull Sockets, P. & S. 

659,661,663,664,666-671,684 

Pull Switches.581-584,626-629 

Pull Switches, Electrolier.582-583 

Pull Switches, Hubbell.626-629 


Material Page 

Pull Switches, Rosette... .580,673-674 

Pull Wall Sockets.581 

Pump-Log Duct.1064 

Pumps, Electric.367-370 

Punch, Metal Molding.789 

Tush Buttons.290-300 

Push Button Switches 

611,694,695,709,711 

Pushes.299-300 

Push Plates.295-298 

Push Switch Plates.612 

Pyrene Fire Extinguishers.340 


R 


Rack Hooks.1058 

Racks, Cable.1058 

Racks, Distributing.1028 

Racks, Secondary.1028 

Radiant Radiators.381 

Radiators, Hughes.398 

Radiators, Luminous.378 

Radiators, Radiant..381 

Railway, Cut-Outs, D. & W.763 

Railway Telephone Apparatus.... 62,63 

Range Kitchenette.396 

Range, Junior No. 6 .386 

Ranges, Hughes.386-397 

Rapid Fire Bits. 1102 

Rapid Fire Drills, Diamond.1102 

Reamers.801 

Receivers.72 

Receptacle Base.696 

Receptacle Outlet.679 

Receptacles and Plugs, Fielding... .830 

Receptacles, Base Board.708 

Receptacles, Box Cover.780 

Receptacles, Bryant — 588, 589, 593- 
598,600,601,613,614 

Receptacles, Bulls Eye.r613,614 

Receptacles, Candelabra.601 

Receptacles, Chain, Pull.784 

Receptacles, Cleat, Porcelain, P. & S. 

685, 686 

Receptacles, Conduit Box.646,647 

Receptacles, Decorative Cleat.598 

Receptacles, Fielding. .830 

Receptacles, Flush 

609, 610, 646-649, 654, 696 
Receptacles, Flush, Bryant... .609-610 
Receptacles, Hubbell, Wall 

644,645,653,655 
Receptacles, Interchangeable... 604-608 

Receptacles, Fixtures.642-643 

Receptacles, Key.784 

Receptacles, Keyless..780,784 

Receptacles, Lamp.651,655 

Receptacles, Marine.835-837 

Receptacles, Miniature.601 

Receptacles, Mogul.589,635,670 

Receptacles, Newgard.424 


Receptacles, Outlet Box, P. & S. 

677-680, 687 

Receptacles, P. & S... .670, 675-680, 
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Receptacles, Porcelain_588,593-598, 

637, 638, 653, 682, 683, 685, 686 

Receptacles, Porcelain, Angle.655 

Receptacles, Porcelain, P. & S. 686 

Receptacles, Sign.679,680 

Receptacles, Sign, P. & S.679,680 

Receptacles, Surface.696 

Receptacles, Wall 

653,670,675-677,684,830 

Receptac-es, Wall, Porcelain.653 

Receptacles, Weatherproof 

600,646,647 

Recorder, Time.269 

Rectifiers, Mercury.170-173 

Rectifiers, Tungar.169 

Red Label Batteries.234, 235 

Red Rope Paper.565 

Red Seal Batteries.236 

Reducers, Socket.692 

Reel Jacks.1070 

Reels, Pay Out.1069,1071,1072 

Reels, Take-up.1069,1070,1071 

Reels, Wasson.1071 

Reels, Wire.1071 

Reels, Wire, Jumper.1072 

Reflector Fixtures, Angle.468 

Reflectors, Benjamin.468-471 

Reflectors, Glass.444,445 

Reflectors, Metal.446-464,466-475 

Reflectors, Metal, Hubbell.446-464,466 

Reflectors, Porcelain.443 

Reflectors, Steel.446-471 

Reflectors, X-Ray.472-475 

Regent Film Sockets.528 

Registers, Tally.1119 

Regulators, Speed.126,127 

Reinforced Cords.950,951 

Relay Boxes.48 

Relays, A.C.150-153 

Relays, A.C., Overload.150 

Relays, D.C. and A.C.153 

Relays, D.C., Reverse Current. 151,152 

Relays, Solenoid Control.153 

Relays, Telegraph.1154 

Renewals, Battery, Edison.244-247 

Resin Core Solder.552 

Resistance Units. 121 

Rheostats.114,116-119,124,125 

Rheostats, Battery Charging.174 

Rheostats, Field.124,125 

Rheostats, Field, D.C.124, 125 

Rheostats, Speed Regulating... 115, 116 

Ribbon, Fuse.752 

Rigid Pipe Conduit..794 

Ring Bolts.1056 

Ringers, Telephone.52,72 

Rings, Bridle.1056,1057 

Rings, Rubber...:.657 

Rings, Socket.657 

Rittenhouse Conduit Benders.1108 

Rods, Anchor. 1041 

Rods, Duct, Empire.1076 

Rods, Fiber.556 

Rods Ground.1040 

Rods, Hard Rubber.558 

Rods, Screw Duct.1076 

Rollers, Cable.1075 
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Rope, Arc Light.1121 

Rope, Ebony W’ire.1121 

Rope, Mast Arm.1121 

Rope, Weatherproof.1121 

Rosettes.673,674,681,784 

Rosettes, Bracket.. . .*.603 

Rosettes, Bryant Porcelain.... 602,603 

Rosettes, Fuseless.602,673,674 

Rosettes, National Metal Moulding 

780,781 

Rosette Sockets, Bryant.580 

Rosettes, P. & S .673, 674, 681, 688 

Rosetts, Porcelain. . . .602,603,688,781 

Rosettes, Pull Switch.673,674, 

Rotary Switches 

697-704,705-707,710,711 

Rubber Casing.657 

Rubber Covered Wires 

943-947,950-959 

Rubber Gloves.1092 

Rubber Matting .558 

Rubber Rings.657 

Rubber Rods.558 

-Rubber Sheets.558 

Rubber Tubing.558 


S 


Saddle Staples, Insulated.833 

Safety Clamp.. .104*7 

Safety Strain Insulatore.998-999 

Safety Straps.1047,1094 

Sal-Ammoniac.248 

Salts, Soldering.552 

Sand Paper. 553 

Samovar, Tea.375 

Samson Cordage. 1121 

Samson Spot Cord . 1121 

Sash Cord.1121 

Saws, Cable...1116 

Saws, Hand.1104 

Scissors, Electrician’s.1086 

Scrapers..'_1116 

Scoopes.1065 

Screw Anchors.1053 

Screw Driver and Knife, Electrician’s 

1086 

Screw Driver.1096 

Screw Driver Sets.1096 

Screw Duct Rods.1076 

Screws, Insulated Fork .1042 

Screw’s, Lag. 1048 

Screw Pins.1013 

Screws, Wood.1051 

Scrulix Anchors.1038 

Searchlights.177,178 

Searchlights, Store Window... .473,474 

Seats, Pole.1037 

Secondary Racks.1028 

Sectional Unit Sign.413 

Self-Locking Blocks.1081,1085 

Self Starters. 120 

Sets, Screw Driver.1096 

Sewing Machine.362-364 

Sewing Machine Motors.364 
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Shackles, Guy.1045 

Shade Holders.438^440, 930 

Shades, Glass.442,443 

Shades, Half.443 

Shades, Porcelain.443 

Shade Portable, Silk.477 

Shaping Tools.'..1116 

Shear, Metal Molding...789 

Sheaves.$.1075 

Sheet Fiber.556 

Sheets, Hard Rubber.558 

Shields, Cable Duct.1076 

Shields, Expansion.789,1052,1053 

Shields, Malleable.1053 

Shims, Guy.1034 

Shoe Dryer.365 

Shovel Handles.1065 

Shovels.1065 

Show Case Fixture.475 

Shunts, Alloy.182 

Shunts, Ammeter.189 

Shutter Eyes.1029 

Signal Attachment Plugs.656 

Signal Gongs.305,307,311,317-328 

Signaling Sets, Code.48 

Signaling Systems, Mechanical.. .47,48 

Signalite Caps.656 

Signal Systems.267-285 

Signals, Warning, Klaxon.225,226 

Sign Flashers.417-423 

Sign Lamps.407 

Sign Lighting Transformer.96,97 

Sign Receptacles.679,680 

Sign Receptacles, P. & S.679,680 

Sign Section Unit.413 

Silent Call Signal Systems.267,269 

Silk, Oiled.568 

Silk Shade Portable .477 

Simplex Ground Wires.953 

Simplex Jacks.1074 

Skids, Manhole.1075 

Skinners, Wire.1086 

Slack Tackle.1081 

Sleeve and Wire Clamps...:.1089 

Sleeves, Paper.558 

Sleeves, Copper.966 

Sleeves, Tinned Steel.966 

Sleeving, Cotton.554 

Slicks.1066 

Slow-Burning Wire.942 

Snap Switch Bases..783 

Snap Switches. ..617-619,779 

Snap Switches, Perkins..617-619 

Snap Switches, Surface 

617,619,697-707 

Sneak Ceils.759 

Socket Adapters.689 

Socket Bushings.657 

Socket Clusters..692 

Socket Features.572,573 

Socket Fittings.657 

Socket Handles.657 

Socket Parts.572,573,631,637 

Socket Pea vies.1067 

Socket Reducers.692 

Socket Rings.657 

Sockets, Aluminum Shell.590 
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Sockets, Angle.690 

Sockets, Benjamin.690 

Sockets, Bryant 

574,579,585,586, 588-590,599 

Sockets, Candelabra.601 

Sockets, Candelabra Pull.634 

Sockets, Decorative.679 


Sockets, Decorative Porcelain, P. k S 

679 

Sockets, Electrolier Key 

664,670,671,684 
Sockets, Fixture, Porcelain, P. & S.. 686 

Sockets, Hubbell.465, 626-632,634 

Sockets, Keyless, Electrolier.. .630,631 

Sockets, Miniature.601,686 

Sockets, Mogul.. .465, 589,635,636,672 
Sockets, Mogul Base.. 465, 592,635,636 

Sockets, New Wrinkle.574-579, 585 

Sockets, P. & S. 

659-672,682-684,686,687 

Sockets, Porcelain_465,588,589,635, 

637, 639. 672, 686 


Sockets, Pull.626-632,637 

Sockets, Pull, Bryant 

576, 578,579, 586, 588, 590, 591, 601 

Sockets, Pull, Electrolier.591 

Sockets, Pull, P. & S. 

659,661,663,664,666-671,684 

Sockets, Rosette.580 

Sockets, Streethood.528,592 

Sockets, Twin.590 

Sockets, Weatherproof... .599-601,687 

Soft Rubber Tubing.558 

Solderall.552 

Solder, Bar and Wire.552 

Solder, Cable.552 

Soldering Coppers.1117 

Soldering Furnaces.1117 

Soldering Irons.382,383,1111 

Soldering Outfits.1111 

Soldering Paste.551 

Soldering Salts.552 

Soldering Sticks.552 

Soldering Tool, Rite Quick.1115 

Solder Pots.381 

Solder, Resin Core.552 

Sol-Lux Fixtures .538 

Sol-Lux Pendents..536-538 

Sounders, Telegraph..,.1154 

Spacing Bolts.1048 

Spade Handles.1065 

Spades.1065 

Spark Plugs.224 

Spanner Wrenches.1059 

Special Finishes.573 
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Stage Cable.956 

Standard and Special Finishes.573 

Stands, Cable Reel.1075 

Stands, Desk. 68 

Staples, Insulated..833 

Staples, Insulated Saddle.833 

Staple, Puller. 1107 

Starters, Motor 

110-112,114,115,120,126,776 

Starters, Self.120 

Starters, Single Phase.110 

Stations, Battery Key.277 

Staysalite Torch.1115 

Steel Armored Conductors, Flexible. 796 

Steel Boxes, Cutter.826-827 

Steel Conduit, Flexible.795 

Steel Guy Clamps.1046 

Steel Line Carts.1073 

Steel Pins.1006-1012 

Steel Reflectors, Enameled.467-475 

Steel Reflectors.446—471 

Steel Sleeves, Tinned.966 

Steel Tackle Blocks.1080' 

Steel Tapes.1118 

Steel Tool Kits.*.1097 

Stems, Fixture.804 

Steps, Pole.1035,1036 

Stocks, Die.1110 

Stone, Blue.248 

Storage Batteries.163,227,228 

Stoves, Disc.374-376 

Stoves, Hughes.398 

Stoves, Toaster.374,376 

Stove, Table.398 

Stove Wire.958 

Straight-Through Switches.621 

Strain Clamps, Suspension.1046 

Strain Insulators.976,977,998-999 

Strain Plates.1034 

Strand, Connector.1058 

Strand Wire.964,965 

Straps, Conduit Box.676 

Strap Clamps.788 

Strap Pads.1093 

Strap, Wall.1044 

Straps, Beam.804 

Straps, Climber.1093 

Straps, Crossarm.1031 

Straps, Leather.1094 

Straps, Pipe.1161 

Straps, Safety.1047,1094 

Street Fixture, Cutter.520-548 

Streethoods.520-527 

Streethood Sockets.528-592 

Streethoods, Suspension.. .522-524,527 
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Surface Switches.697-704 

Suspension Clamps.1046 

Suspension Strain Clamps.1046 

Suspension Streethoods_522-524,527 

Switch Accessories, Enclosed.. .769-772 

Switch Bases.783 

Switchboard Cables.947, 957 

Switchboards.54-59, 128 

Switchboards, D.C., Small Plant.. .128 
Switchboard Watthour Meters 

208, 209, 217 

Switch Blocks, Porcelain.620 

Switch Boxes.821-824 

Switch Boxes, D. <fe W.749 

Switch Boxes, Fused.763 

Switch Cord.694 

Switch, Plates.695 

Switches, Battery.231 

Switches, Bryant 

581-584,587,611,739,741,746 

Switches, Candelabra.694 

Switches, Canopy.695 

Switches, D. & W. Service.765, 766 

Switches, Disconnecting, 


Garton Daniels.. 160 

Switches, Door 

231,288,613,695,708,711 

Switches, Enclosed Steel.767, 768 

Switches, Entrance.746 

Switches, Fixtures.674 

Switches, Float.123 

Switches, Flush.611, 695, 707, 709 

Switches, Flush, Perkins.611 

Switches, Flush, Rotary. .709, 711, 713 

Switches, Fused.773-775 

Switches, H. & H.697-704 

Switches, Heater.384 

Switches, Knife.714-741 

Switches, Lock.710 

Switches, Marine.836 

Switches, Motor Starting.732 

Switches, Oil Break.141-149 

Switches, Oil Break Attachments 

142,145, 149 

Switches, Panel.746, 747 

Switches, Panel Board.711 

Switches, Pendent_690,693,694,708 

Switches, Perkins 

617-619,621-625,746,747 

Switches, Porcelain.693,694 

Switches, Pressure and Vacuum.... 122 

Switches, Pull.581,584,622 

Switches, Pull. Electrolier.673 

Switches, Pull, Hubbell.626-629 

Switches, Pull, Rosette.673,674 


Special Plates.615 Strikers, Tower Bell.286 Switches, Push Button 

Special Socket Features.572,573 Strippers, Cable.1116 694,695,709,711 

Speed Regulators.126,127 Studs, Fixture. 497 Switches, Remote Control.712 

Splicing Clamps.1089 Stuffing Bushings.800 Switches, Rotary.697-707,710,711 

Splicing Compounds.550 Sub-bases, Porcelain.781 Switches, Snap.617-619,779 

Splicing Joints.1059 Suburban Cables.948 Switches, Starting.111,776 

Spot Lights.233 Supplies, Arc Lamp. 1121 Switches, Straight-Through.621 

Spoon Handles..1065 Supplies, Automobile.224-233 Switches, Surface.697-704 

Spoons, Long Handle.1065 Supports, Messenger.1047 Switches, Surface Snap 

Spreader Brackets.1022,1024 Supports, Pole.1068 617-619,697-707 

Spuds, Digging.1066 Supports, Pothead.1058 Switches, Tank.712 

Squeeze Connectors.802 Surface Snap Switches.617-619,697-707 Snatches,flipe.416 
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Switches, Toggle.713 

Switch, Pendent.621,708 

Switch Plates.612-616 

Switch Plates, Push..612,709 

Synchroscope.200 

Syringe Battery.250 


Table Stove.398 

' Tackle Block, Steel.1080 

Tackle, Slack.1081 

Take-Up Reels.1069 1070 1071 

Tally Counters.1119 

Tally Register.1119 

Tamping Bars.1066 

Tank Switch.712 

Tape Measures.1118 

Tape, Paper. 567 

Tapes, Cotton.554,555 

Tapes, Insulating.550,561 

Tapes, Linen.554,555 

Tapes, Steel.1118 

Taplets, Molding.939 

Taps, Cable.742 

Taps ,Current.640-643,656,689 

Tea Kettle.375 

Tea Samovar.375 

Telegraph Apparatus .1153,1154 

Telegraph Keys.1153 

Telegraph Relays.*.1154 

Telegraph Wires.954,964 

Telegraph Sounders.1154 

Telephone Apparatus.62,74 

Telephone Apparatus, Railway... 62,63 

Telephone Booths.64 

Telephone Brackets.74 

Telephone Cords. 68 

Telephone Central Battery.53 

Telephone Ringers.52 

Telephones.33-53, 60-64 

Telephones, Desk.52,53 

Telephones, Magneto.v 49-51 

Telephone, Mine.60,61, 69, 70 

Telephone, Portable.62,63 

Telephone Switches.859 

Telephone, Wall..52,53 

Telephone Wires.65,953,964 

Terminal Bushings, Brass.801 

Terminal Cable. 66 

Terminal, Wrench.1091 

Terminals.45,66 

Test Clips.223 

Testing Instrument.. 179- 205, 220-222 
Testing Sets.73 ,221 
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Toaster Stoves.374,376 

Toggle Bolts.1054 

Toggle Switches..713 

Toggles.788 

Tool Bags.1095 

Tool Bags, Canvas.1095 

Tool Bags, Leather.1095 

Tool, Buffalo Lineman’s.1077 

Tool Carts.1072 

Tool Kits.1096 

Tool Kits, Pocket.1096 

Tool Kits, Steel.1097 

Tool Post Grinder.89 

Tools, Bushing.801 

Tool Sets..1096 

Tool Sets, Hollow Handle.1091 

Tools, Lineman’s 

1077-1079,1081,1091 

Tools, Shaping.1116 

Tools, Wire.1079 

Torches, C. & L. 1112 

Torches, Lineman's, Staysalite.. . .1115 

Torches, Turner .1114 

Toys, Electric.1155-1159 

Track Dollys.•.1072 

Transformer Gongs.323,327,328 

Transformers, A. & H. Type.97,98 

Transformers, Auto.96 

Transformer Bells.310 

Transformers, Bell Ringing_329-330 

Transformers, Sign Lighting_96,330 

Transformers, Toy.329,330 

Transmitters.73 

Transposition Brackets.1006,1027 

Tree Insulators.1029 

Tree Pruners.1085 

Tree Trimmers.1085 

Trimmers, Tree.1085 

Triplex Blocks.1082 

Tripod, Iron.498 

Trolley Wire.962 

Trolley Wire Grips.1079 

Tube and Carbon Cutters.1090 

Tube Flux .551 

Tubes, Fiber.556 

Tubes, Porcelain.973-974 

Tubing, Asbestos.'. 566,567 

Tubing, Micanite.566-568 

Tubing, Soft Rubber.558 

Tubular Fuses.69 

Tungor Rectifier .169 

Turnfcuckles.1042,1043 

Turn Down Lamps, Hylo- Economical 

413 

Turner Fire Pots.1115 

Turner Torches.1114 

Turning, Pins..1116 

Tweezers, Wire, Electrician’s.1086 
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Universal Bushings.807 

Universal Leather Collar Protector. 1060 

Universal Messenger Hanger..1047 

Untreated Cloth.571 

Untreated Papers.570 

Urn, Coffee Heater.375 

Urns, Coffee.375 

Urns, Water .375 


Vacuum Cleaner Cord.959 

Vacuum Cleaners.343-347 

Varnishes, Insulating.559,560,561 

Ventilating Fans.359-361 

Ventilating Outfits.360-361 

Verticle Braces.1032 

Vibrators, Electric Massage... .341, 342 

Vises.801, 1104 

Vises, Pipe.1109 

Vitrified Clay Conduit.1064 

Volt-Ammeters, Double Range.203 

Volt-Ammeters, Pocket. 222 

Volt-Ammeters, Single Range..203 

Volt-Ammeters, Switchboard. 201 

Volt-Ammeters, Triple Range .! _203 

Voltmeters, A.C.186, 188, 196, 197 

Voltmeters, D.C... .179-181, 183, 186, 
190-195, 201-205 

Voltmeters, Double Range : . 202 

Voltmeters, Miniature. 201,202 

Voltmeters, Pocket. 222 

Voltmeters, Portable.179 

Voltmeters, Single Range. 202 

Voltmeters, Switchboard. 201 

Voltmeters, Triple Range . 202 

Vulcanized Fiber.556 

Vulcanizers, Electric.229 


Wall Brackets.485,488 490, 499, 

502,1054 

Wall Cases.825 

Wall Plates. 492 

Wall Receptacles. .640,645, 650, 653, 
670,675-677, 684,830 

Wall Receptacles, Porcelain... .653, 676 

Wall Sockets..683 

Wall Sockets, Bryant.592 

Wall Sockets, P. & S.. ..683 


Tinned Steel Sleeves 


.220 

Two and Three Wire Cleats. 

.975 

Wall Telephones. 

...52-53 

...1044 

T ypo C Mazda Lamps . 

.400 

Warmer, Food. 

.376 

...1044 



Warning Signal Klaxon.. 

.225,226 

...1110 



Washers. 

....1052 

.275-277 



Washing Machines. 

.349-352 

.416 

U 


Wasson Reels. 

. .1071 

. ..966 



Water Heaters. 

.375, 376 

.374,395 

Units, Ceiling... . 

..509, 510 

Water Heaters, Hughes. ... 

.396 

.395 

Units, Heating. 

.407 


. ..375 
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Material Page 

Watthour Meters.206,219 

Watthour Meters, A.C.212-219 

Watthour Meters, D.C..206-211 

Watthour Meters, Polyphase .218, 219 

Watthour Meters, Portable. 210 


Watthour Meters, Switchboard 

208, 209, 217 

Wattmeters, A.C.184,185,187,198 

Wattmeters, D.C.184,185,187,198 

Wattmeters, for Low Power Factors. 187 
Wattmeters, Polyphase.... 187,218,219 


Wattmeters. Single Phase.184,185 

Weatherproof Copper Wire... .940, 941 

Weatherproof Iron Wire.941 

Weatherproof Rope. 1121 

Weatherproof Receptacles.646,647 

Weatherproof Sockets.687 

Webbing.554,555 

Weston Instruments. 179-205 

Wheels, Cable Reel.1073 

White Adjustable Fixtures.499-504 

Windlasses.534 

Wiping Cloths.1117 

Wire and Bar Solder.552 

Wire and Bolt Cutters.1090 

Wire, Annunciator.952 

Wire and Sleeve Clamps.1089 

Wire, Bare Copper.962,963 

Wire, Binding.961 

Wire, Bridle .953 

Wire, Car.959 

Wire, Clamps.1058 

Wire Connectors.1058 

Wire Connectors, Dossert.742-745 

Wire, Copper.940-959 

Wire, Copper, Lead Encased.949 

Wire, Copper Line.962 

Wire, Cutters.1090 

Wire, Damp-proof Office.952 

Wire, Drop. .954 


Material ^ Paje 

Wire. Fish. 803 

Wire, Fixture.945, 958 

Wire, Fuse.751 

Wire, Galvanized.964, 965 

Wire, Gauges. 1120 

Wire Grip Moulding.^_833 

Wire Grips.* ... 1079 

Wire, Hard Drawn Copper.941 

Wire, Iron, Weatherproof.941 

Wire, Magnet.960, 961 

Wire Measuring Outfit.1119 

Wire Meters. 1120 

Wiremold.790-793 

Wire. Office.952 

Wire Peeler .1086 

Wire, Phosphor Bronze..961 

Wire, Pot Head.954 

Wire Reels .1071,1120 

Wire Reels, Jumper..1072 

Wire Rope Clips .1045 

Wire Rope, Ebony.1121 

Wire Rope Thimbles.1044 

Wire, Rubber Covered 

943,947,950-959 

Wires, Flameproof.953 

Wires, Single Ground.953 

Wire, Skinners.1086 

Wire, Slow Burning.942 

Wire, Stove.958 

Wire, Strand.964,965 

Wire, Stretcher.1086 

Wires, Telegraph.954 

Wire, Telephone..65,953 

Wire, Tinned Steel.961 

Wire Tools.1079 

Wire, Trolley.962 

Wire Tweezers, Electrician's.1086 

Wire, Weatherproof Copper.. .940, 941 

Wood Brackets.1006 

Wood Crossarms. 1005 


Material Page 

Wood Drill Bits.1101 

Wooden Conduit.1064 

Wood Pins.1006 

W T ood Poles.1002-1004 

Wood Pulley Blocks.1080 

Wood Screws. .1051 

Wood Top Pins.1006 

Wrench, Lag Screw.1091 

Wrenches, Monkey.1106 

Wrenches, Pipe.1106 

Wrench, Terminal .1091 

Wrenches, Spanner.1059 

Wrenches, Twin..1086 

“Wrinklet” Caps .. 586 

“Wrinklet” Sockets .586 

“Wrinklet” Switches.587 

W. U. Steel Pins.1006 


X 

X-Ray Reflectors.472-475 


Y 

Yale Hoist Blocks..1082-1083 


Z 


Zincs, Battery.249 

Zincs, Crowfoot..249 

Zincs, Pencil.249 
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Western Electric 
THE 


Western Electric Company 

INCORPORATBB # # 

S' 

TO ITS MERCHANT-CUSTOMERS 
We Are Selling the Idea 

The Western Electric extensive national advertising, carried on in the popular 
magazines throughout the year, is made up of advertisements that may well be styled 
Electrical Educational Publicity. They constitute a policy that is different from the 
advertising of most manufacturers and absolutely unique among jobbers. 

In this Western Electric publicity the main theme—the big thought—is to sell the 
idea “Do It Electrically.” Thus, in talking to the woman, it points to electricity as 
“the answer to the servant problem”; in talking to the man, it asks him if he is giving 
his wife a square deal when he fails to equip his home with up-to-date housekeeping 
appliances. 

This advertising is intended, first of all, to make more users of electricity. It forms 
the Western Electric's contribution to the industry. It is not altruistic. We do it 
because we believe that what is good for the industry is good for us. 


Are You Selling the Goods? 

Many people in your locality are reading our-advertising. They are learning to 
want to “Do It Electrically.” They will look for appliances bearing the name Western 
Electric. If this publicity is to mean increased business for your store, it is up to you 
to make it easy for these people to buy what they want. 

In the following pages, you will find reproductions of our complete line of free selling 
helps, designed for your use. 

There are ready-to-run newspaper printing plates with room for your name and 
address; small envelope size folders, display cards and lantern slides to use in your local 
motion picture theatre, all of which we will imprint with your name; and sets of window 
display material with instructions for making your show window a real business puller. 

If the sales helps shown here do not meet with your ideas and local conditions, let 
us prepare something especially designed for your use. 

Put these sales helps to work for you; tie up with this magazine publicity and 
proclaim your store the plaqe to buy this nationally advertised line of quality products. 

Order by Number 


Advertising 
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SM-9 

Double Column 
7 inches high 


SM-10 

Double Column 
7 inches high 


SM-11 SM12 

Single Column Double Column 

7 inches high 10 inches high 

Advertising 
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Western Electric 

PORTABLE SEWING MACHINES 

Window Displays 



W-109 


Display Card 



Electricity's Latest 

JTMC 

Western Electric 

Portable 

Sewing Machine 

■ 






C-709 



W-113 



Small Folder 


B-131 


Lantern Slides 



LS-542 



LS-545 


For Bill and Letter Heads 



SM-14 

Furnished in Three Sizes, 
1 Inch, \\i Inches and 
2M Inches Wide 
Specify size wanted 


IRONS 


Newspaper Printing Plates 



El-3 

Furnished in Three Sizes, 2% Inches, l\i Inches 
and AM Inches Wide 
Specify size wanted 



Advertising 
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Western £Mtrk 

IRON 


iggerThanA Savings Bank 4 ] 


Single Column 
5 % Inches high 


Double Column 
7 Inches high 


Single Column 
7 inches high 


Double Column 
4 Inches high 


A NOVEL ADVERTISING CARD 


For Mailing Out with Monthly Bills, Etc, 


-<—These— y 

two pictures show the card as 
it looks when it is received (on 
the left) and as it looks after heat 
has been applied to the back (see 
picture on the right). Actual size 
of cards is 3 x 4J£ inches. 


Western 0 Electric 
IRON 


Western 0 Electric 

_IRON 


Lantern Slides 


Digitized by 


Advertising 


y 

5H0EHSHBB 


1 


































14 


Western Electric 
IRONS 


Window Display 



W-114 


Cut-out 



This Is an Integral part of window display 
outfit W-114. After using in the window, 
it can be used on your store counter. The 
little girl is shown to give an Idea of the 
size of the cut-out. 


WASHING MACHINES 
Newspaper Printing Plates 



Western Electric 

WASHER *nd WRINGER 

-»• btnnbev! Ic.rr.rr fc.il.-day drudgery 

W* Juag With thu |U()>|M II M> (Mt 

Sauply put .a the cletKra ted Hart the motor aad k 10 

or IJ Multi ik« ckttKn ue -»Jard u while u mow 

wuhoul • Ihtrnd of ihr da mJ.nl lain worn ot broken. 

^’h.l * wsadrWul Ad rimer when temperrd wilh (he 

etd beck-brealing ruUuarg o»tl > Hrenuny tub. 

Tlui met how will do thr wuhuif ot • f.m.ly el ek k 90 
—mtae el e ton of only } cm. for elrtimrty 
C*—«ct »o eey tlrtlnt leap welet. 


W-l 

Double Column 
6% inches high 


DONT BE A 5LAVF 

tffK, ALL 

T. ,WASHED 

VliV AND 

©NTHE LWE 
BY 9AM k 


TO YOUR 

WASg TUB 






t| 




gi\ 


Vjmc==r4 


\ You 





' u : m 



ThoraMdl el eremreherr bum 

MlmlW..OAyh4li 

Western Electric 

WaaKer and Wrinfn 

• 

Western Electric 

Weeher and Wringer 

Smgd. pU « .In tU.1-. 
u.,1 liar nolo, -a. 10 le 15 



bneLey drodgrty [Sr .ail 
'•*> —1 «*«> | lwr 
JbMBk Ithnliwk meek- 





Thu aadrw «nB .til da. 


(awl 1* »ey rlrvtnc Unp 



90 aeee u » >Jo a ~ooi. 


cL. »l, l teen uU* 



S»rlU> WfeWtrv twirl 

\A' r ^ j ,, r9 ^ ^_ T| 

he 15 deti Irw tn*L 


Id at tend on. to you Wa 
ler lid.,. In. Irani e 



W-2 
Single Column 
6^ inches high 


W-7 

Single Column 
6j^ inches high 


CH ANGES M5HB0f 

INTO 

DASH HOOK 




Yee cm iwt hr it U die 


W-8 

Single Column 
6J’i inches high 


iTwowtEKs Washings FREE\ 



We will put thu 
Western Electric 
Wa*her and Wringer 

W. wOlkt you me b for IS 



Lai Ue E a p lai n Today I 


W-9 

Double Column 
7 inches high 

Advertising 


WE’LL GIVE YOU THIS 


iF 


Western Electric 

WuImt and Wringer 

for IS day* frea tripL Wadi to year 
haart i coolant —laat h out—figure com 
—eaoadno Um ckrthaa. and U your wash¬ 
ing k not dona aadar. quichar. batter and 
cheaper—wa n take back tha maetdno. 
Tha—’■ ba no charyaa—no quaatfcna 
—bad—no rod tapa 

Lat Ue EspUa Today I 

UnpaM aa— torn) 


W-10 

Double Column 
7 inches high 




W-ll 

Double Column 
7 inches high gjtized by 


W-12 

G Double Column 
7 inches high 










































Western Electric 
WASHING MACHINES 

Newspaper Printing Plates 


Double Column 
7 Inches high 


W-31 

Display Card 


C-7U2 


Double Column 
7 inches high 


Window Display 


Double Column Furnished In three sizes 

7 inches high 1H"* 2^*, and 4*'3?lde 

Specify size wanted 

Lantern Slides 


LS-547 


LS-614 


LS-615 


Digitized by ' 


Advertising 




AfiOtlSU KttSH 0TDOUBUS 


nta tern 
Flocrr/c 


\ WASWCfe; 
♦ WRINOER.) 
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WASHING MACHINES 

Small Folders 



L 


B-144 



B-145 


9T fS< lOTwct 

,* u y 

Hap 

i‘V\C^A'' \\ \ 


B-141 



B-I46 


FANS 


Newspaper Printing Plates 



F-25 

Double Column 
7 Inches high 



Turn oo i 

Western Electric 

FAN 



F-43 

Double Column 
7 Inches high 



F-54 

Double Column 
7 Inches high 



F-55 

Double Column 
7 inches high 








Western Electric 

FANS 

Lantern Slider 
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LS-549 LS-550 LS-517 LS-518 

Window Cards 




C-708 

Small Folder 


C-704 


DAILY TOWS 

TO TH E 

cooLWoimmws 


J l 




u Hr 


B-139 


Vacuum Cleaners 

Lantern Slides 



Newspaper Printing Plates 



Single Column 
4K" high 



V-113 

Single Column 
4 X* high 





V-II1 

Double Column 
bH” high 


V-114 


Single Column 
j bH 0 high 


V-116 

O Single Column 
b'A” high 

Advertising 
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Western Electric 
VACUUM CLEANERS 

Newspaper Printing Plate Window Display 



W-74 


Window Card 


Small Folder 



THE CLEAN W TO CLEAN 

er r a 

Western Electric 

Vacuum Cleaner 



C-703 


ELECTRIC RANGES 

Newspaper Printing Plates 



ER-3 

Single Column 
7 Inches high 


ER-4 

Single Column 
7 Inches high 


Advertising 



***sfimr Electric 
RANGE 

n pnh. •» *• 



ER-5 

Single Column 
7 Inches high 

13 



ER-9 ER-6 

Single Column /"Double Column 

7 Inches high zed by 7 inches high 































Western Electric 
ELECTRIC RANGES 


Newspaper Printing Plates 



ER-11 

ER-12 

ER-13 

ER-14 

ER-7 

Single Column 

Single Column 

Single Column 

Single Column 

Double Column 

7 inches high 

7 inches high 

7 inches high 

7 inches high 

7 inches high 



Western Electric 

RANGE 


ER-10 

Double Column 
7 Inches high 


ER-15 

Furnished in three sizes 
1 inch. 2ft Inches and 4 
inches wide 
Specify size wanted 


ER-8 

Double Column 
7 inches high , 


Window Display 


Small Folder 


and Ash Woman 
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Western Electric 

ELECTRIC RANGES 


Lantern Slides 



LS-tll 



LS-609 


LS-610 


1S-53V 



LS-608 



DISHWASHERS 


Newspaper Printing 
Plate 



DW-l - 


Furnished In three 
sizes, % inch, 
inen and 4 inch wide 


Small 

Folder 



j , Dishwashing— , 


"Do It 
EJeciric.it]; 


' ft 



B-135 



Window Display 



* 


Digitized by 


Google 


Advertising 


W-I02 
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VIBRATORS 


21 


Newspaper Printing Plate 



VR-l 

Furnished in three sizes 
Inches, 2^ inches and 4 Inches wide 



IK inches, 2}£ inches and 4 inches wide 


Lantern Slide 



LS-543 


Small Folder 



B-134 


SEWING MACHINE MOTORS 

Newspaper Printing Plates 




21 


Advert bine 
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SEWING MACHINE MOTORS 

Small Folders 


Lantern Slide 



LS-540 



B-115 


B-148 


HEATING PADS 


Newspaper Printing Plates 



HP-1 

Double Column 
7 inches high 



HP-2 

Single Column 
7 inches high 



HP-3 

Furnished in two sizes 
1J4 Inches and 234 inches wide 
Specify size wanted 


Lantern Slide 



MOSl Of VCH 

JR P«INSANDACH£S 
wiu Disappear 

1 



LS-546 


TOASTERS 


Newspaper Printing Plates 


\ 


;ThatsWiiat 1 CallToastI 

¥$ 7 : 


TOAS^I 

'm P; 

T un that n »nrrliy o4 
the lhal * 

v V7i JT x 

frfn ihc in lift* with tha«Jj/a-S*J« right- 

! 

M ought to ba—can Sc 
made »tib a 

Western Electric 

TOASTER 


Wtftwrn EUetrie 
TOASTER 

ll mil hare that < n«(v 

k «»n briny tJve bright amito ai apprccabo* n roar 


coha that rake bntk 

a good wtf k> Karr the <U/ - Tom madr th« «lcr- 
trkal «aar—nghi ai iba ahlfc —m abnyi cn«p, golden 
bro»o and ho—anti cold nor K|p 


Um mil/ enjoyable 

San thr Jar nght «nth 

Cat four naurr n 


bom 





ET-1 

Double Column 
7 inches high 
Advertising 


ET-2 

Single Column 
7 inches high 



ET-3 

Furnished in two sizes 
134 inches and 234 inches wide 
Specify size wanted 


Lantern Slide 



LS-529 * 


Digitized by 


Google 















Quantity Prices 
Quoted pn Request 
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FARM LIGHTING PLANTS 


For Bill or Letter Heads 


Newspaper Printing Plates 


Homes Made Bright 



24 HqurSunsminePlant 




FLP-25 

Single Column 
7 Inches High 


FLP-26 

Single Column 
7 Inches High 


FLP-24 
Actual Size 


Handbook 


Small Folder 



FL-28 



B-136 


Note: For sales agents engaged in selling Western Electric farm lighting plants, there is available a 
number of other small folders designed to create interest in the plants and their accessories. Complete 
details will be furnished upon request by your nearest house. 


Advertising 














VOTE FOR 
Wt 3 ttrn Eltcrnc 


For Thanksgiving Day 
W -104 


For Election Day 
W-106 


GENERAL FOLDER 


^RIGHT’S 

/ffhkWAY 


This folder describes the 
seven leading Western 
Electric Quality Prod¬ 
ucts—Washing Machine, 
Vacuum Cleaner, Sewing 
Machine, Dish Washer, 
Iron, Toaster and Sun¬ 
beam Mazda Lamps. 


For Christmas 
W-107 


B-130 



If You Lived on 

the Sahara Desert 


FARM LIGHTING PLANTS 

Newspaper Printing Plates 


TheTireless Farm Hand! 


ICows\ 

r Cant \ 
' Kick 
Electric 


Western Electric 
Farm Lighting Plant 

'• oftrn bear "I d likr ro hm el« trk light 
i I hm them where I hw"— 


Western Electric 

farm lighting plant 


Western Electric 

FARM LIGHTING PLANT 


FLP-27 

Double Column 
7 Inches High 
Advertising 


FLP-28 

Double Column 
7 Inches High 

24 


Digitized by' 


FLP-29 

Double Column 
7 Inches High 




























For June Weddings For Fourth of July 

W-99 W-10I 
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SEASONABLE WINDOW DISPLAYS 




For Labor Day 
W-100 


For Hallowe'en 

Digitized by VjOOglC W-103 


Advertlsin; 
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Western Electric 
BUSINESS MOTORS 
Newspaper Printing Plates 



RC Motor 

Furnished in five sizes: 
RCI 2* and 3* 



KT Motor 

Furnished in three sizes 
KT-1^". IK" and T 


Half-tone electrotypes in various sizes— 
of Type KT, KS, RI, SA, RC, RCS, and 
SD motors and of motor generator charg¬ 
ing outfits (MG) are available. Order by 
specifying type of motor and width of 
electrotype desired. 


Lantern Slides 



SEASONABLE WINDOW DISPLAYS 


Use your window to tie up to current events— 
either national or local. The window displays here 
illustrated offer seasonable suggestions. Order the 
outfits by number. 


If there is any special event in your town for which 
you desire a suitable window—such as an “Old 
Home Week”—write to us. We will be glad to pre¬ 
pare a display. 


Write for Our Window Display Service Book 




















Western Electric 
SUNBEAM MAZDA LAMPS 
Newspaper Printing Plates 


27 



Write for 

This Mazda Ad Book No. 4. It contains a large 
number of reproductions of live, snappy newspaper 
advertisements that will keep your stock of Sunbeam 
Mazdas constantly on the move. 


POINTERS ON ORDERING SALES HELPS 

NEWSPAPER PRINTING PLATES 

Standard ready-to-use advertisements —specify number only, when 
ordering, as V-112 or SM-9. 

Standard printing plates for making up your own advertisements— 
always specify width, as SM-4, 1 x /\ inches wide, or W-28, 2)4 inches wide. 

Special plates— DO NOT ORDER AS “COLUMN” OR “DOUBLE 
COLUMN” plates— always give both dimensions of space available— 

width first, height second. 

Electrotype is the name given to a copy of either a halftone or line 
plate—don’t use it to distinguish. For newspaper work, line plates are pref¬ 
erable, but coarse screen half-tones can be supplied. 

If half-tones are required for catalogs, tell us the kind of paper (rough 
or smooth) that is to be used. 


SMALL FOLDERS 
DISPLAY CARDS and 
LANTERN SLIDES 

In ordering any of these with your imprint, give name, address, telephone 
number, etc., just as you want them to appear. In ordering printed matter be 
sure to specify quantity desired. 


Order All Sales Helps by Number 

Digitized by 


Google 

Advertising 
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Western Electric 

Western Electric 


Mail Orders Filled 
at Prevailing Prices 


INTER-PHONES 

“Inter-phones" is a trade name adopted by the Western Electric Company for what are generally known 
as intercommunicating telephones. They are special telephones designed to meet the requirements of 
service from room to room in a building or possibly from house to barn or garage. They have been designed 
by skilled telephone engineers especially for such use and are not adapted for outside telephone service. 


For the Information of Customers 

Operating telephone companies, as a rule, do not permit connections with their wires, switch¬ 
boards or telephones, of any apparatus or attachments not owned or maintained by them. 


Application 


Inter-phones are intended to provide telephonic communication between various points in the home, 
factory or plant, as for example: 


Tn the home—between 
Living-room 
Bedroom 
Library 
Nursery 

Servants’ quarters 
Kitchen 

Stable or garage 
Etc. 


In a business organization—between 
President’s office 
General manager 
Superintendent 
Bookkeeper 
Shipping clerk 
Foreman 
Cashier 
Etc. 


Operation 

• 

A combination formed by connecting together a number of Inter-phones is called an Inter-phone system. 

Each system may be considered as a small private telephone exchange requiring neither switchboard 
nor operator. Communication—that is, ringing the station desired and conversing with the person answer¬ 
ing—can be established by merely depressing a push button for a few seconds, holding the receiver to the car 
and talking into the transmitter. 


Inter-phone Systems 

To meet the different conditions in home and business, various Inter-phone systems have been designed, 
which differ in the number of instruments that can be connected, the kind of service they will give, the appear¬ 
ance of the sets—and the price. The quality of the apparatus for each system is of the highest and the differ¬ 
ence in price is due to the fact that the service rendered by the various systems necessitates Inter-phones that 
differ in structure. 


Apparatus Required 

All Western Electric Inter-phone systems are simple and consist primaril} of the following apparatus: 

1. Inter-phones. 

2 Batteries to furnish current for ringing and talking. 

3. Wire or cable to connect Inter-phones and batteries. 

4. Installing material (usually furnished by the installer) for connecting and fastening Inter-phones, 
cable (or wire) and batteries. 


Types of Inter-phones 

Three different types of Inter-phones to suit different conditions and tastes can be furnished: Wall 
Inter-phones, desk Inter-phones and hand set Inter-phones, which can be used interchangeably in the same 
system except when otherwise stated. 

Digitized by VjOOQIC 
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INTER-PHONE SYSTEMS 

In order to assist our customers in selecting a system best adapted to their requirements the following list 
has been compiled: 

Inter-phone System Adapted to Business Organizations, Factor¬ 
ies, Stores, Institutions, Large Residences, etc. The Following 
Requirements Will Be Met. 

1. More than one conversation can take place simultaneously. 

2. Any station can ring selectively any other station in the system instantaneously. 

3. Quality of apparatus, operation, and appearance, the highest grade obtainable. 


System No. 1. 3 up to 24 stations 


Page 

31 


From any station it is possible to select, ring, and talk individually to any other station. As many 
separate conversations can be carried on simultaneously as there are pairs of Inter-phones connected. 

Inter-phone Systems for Residences, Banks, Institutions, Ware¬ 
houses, Stores, or Other Mercantile Establishments Where Con¬ 
versations Are Less Frequent. The Systems Are Reliable in Oper¬ 
ation, the Apparatus Pleasing in Appearance and Moderate in Cost. 
Each System is Limited to One Conversation at a Time. 


System No. 11. 3 up to 12 stations 


32 


From any station it is possible to select and ring any one of the other stations. One conversation can 


be carried on at a time. 

System No. 12. 3 up to 12 stations. 33 

System No. 16. 3 up to 24 stations. 34 


Systems No. 12 and No. 16 consist of one centrally located Inter-phone called the “Master Station” to 
which are connected a number of other Inter-phones called “Outlying Stations.” 

It is possible to ring from the master station any one of the outlying stations selectively, or the master 


station from each of the outlying stations. One conversation can be carried on at a time. 

System No. 15. 2 up to 6 stations. 39 

A simple system. The bells of all stations will ring simultaneously whenever a call is made from any one 
of the stations. The various stations are called by signaling each one with a different code. 

System No. 14. 2 stations only.T. 38 


Primarily recommended for connecting two points separated by a mile or less. Only two wires are re¬ 
quired for connecting the two stations, either of which can ring and converse with the other. 


Inter-phone Systems for Apartment Houses 


System No. 7. 7 up to 25 stations. 39 

System No. 8 . 8 up to 26 stations. 39 

System No. 9. 9 up to 27 stations. 39 

System No. 10. 9 up to 70 stations. 39 


These systems provide service for any combination of suite, vestibule, janitor’s and tradesmen’s Inter¬ 
phones. They differ from each other in their capacities and combinations. 

From the vestibule, janitor and tradesmen stations it is possible to select, ring and talk individually to 
any of the other stations in the system (except between vestibule and tradesmen and vice versa). 

System No. 20. 4 or more stations. 40 


This system provides service for anv combination of a number of suite Inter-phones, a vestibule Inter¬ 
phone, a janitor Inter-phone and a laun dry Inter-phone. From the vestibule, janitor, and laundry stations 
any one of the suite stations can be select. X and rung individually, and vice versa. One conversation can be 
carried on at a time in the system. 
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Mail Order* Filled 
at Prevailing Price* 


Western Electric 

% 

INTER-PHONE SYSTEMS 
Inter-phone Annunciator System 

Consists of one centrally located annunciator with Inter-phone, called the “Master Station,” connected 
to which are a number of other Inter-phones called “Outlying Stations.” 

System No. 18. 10 up to 70 stations or more.Page 42 

From the master station any one of the outlying stations can be rung selectively or the master station 
from any one of the outlying stations. Communication can be established between any two outlying sta¬ 
tions through the medium of one or two connecting cords which can be used with the switchboard annun¬ 
ciator. Where many interconnections are required a private exchange switchboard of the No. 1801 type 
should be installed. 


Inter-phone Outfits 

Complete Inter-phone systems of small capacities (2 or more) put up in standard packages containing 
Inter-phones, all necessary installing material, and complete instructions for mounting and wiring. Page 43 

Mechanical Code Signaling Systems 

A call bell system making use of a number of mechanically revolving keys which, when turned, ring a 
number of bells simultaneously in accordance with a prearranged code. This calls to the telephone or central 
point persons to whom the code has been assigned. Fully described hereinafter. 


i 



No. 1355 Type Wall Inter-phone 


Inter-phone System No. 1 

The No. 1 Inter-phone System is recommended for use in business 
organizations, factories, stores, institutions, large residences, etc., where 
frequently more than one conversation will take place at the same time; 
where prompt connections without loss of time are necessary and the highest 
grade of transmission is required. 

Operation. From any station one can select and ring any other sta¬ 
tion without disturbing the rest of the stations in the system. That is only 
the station wanted will be signaled and no other. This is done by means 
of push button keys which dre mounted in the face plates of the wall Inter¬ 
phones or in the key boxes used with desk stands or hand sets. For each 
station in the system, one push button key is required in each Inter-phone. 
Associated with the buttons are card holder frames to hold the cards which 
designate the names or station numbers of the buttons. 



PRESIDENT SUPERINTENDENT GENERAL OFFICE STOCKROOM SHIPPING DEPT.. BOILER ROOM 


To make a call the button marked with the name or number of the station wanted is pressed (thereby 
ringing the bell of that station.) 

Neither switchboard nor operator is required. The user makes his own connections, and is certain to 
get them right and without delay. 

As many separate conversations can be carried on simultaneously as there are pairs of Inter-phones 
in the system. For example, in a system consisting of six Inter-phones, three separate conversations, as 
shown above, can be carried on at the same time without interfering with each other. 

The class of service as described above is known as “Selective Ringing and Selective Talking” or “Non¬ 
interfering Service.” 







NO. 6016 

HAND SET TYPE 


NO. 6016 
DESK TYPE 


NO. »349 
WALL TYPE 


INTER-PHONES 


Syitem No. 1 (Continued) 

Capacity. Inter-phones for System No. 1 are A 
available in standard capacities of 6, 12, 16, 20 or 24 
buttons. There can be as many Inter-phones sta¬ 
tions in a system as there are buttons in the Inter- 
phones. 

NO. 1325 

Types of Instruments. Wall, desk and hand WALL TYPE 
set Inter-phones can be used interchangeably in the 
same system. 


Quantity Prices 
Quoted on Request 


Western Electric 


Metal 

Metal 

Wood 

Metal 

Metal 


Write our nearest distributing house for particu¬ 
lars and prices. 


NO. 1324 
WALL TYPE 


NO. 1324 
WALL TYPE 


•Either desk or hand set type. 


1324 Non-flush 

1325 Semi-flush 
1349 Non-flush 
1355 Flush 
6016* Non-flush 


6 and 12 
6 and 12 
6, 12, 16, 20, 24 
16, 20, 24 
6, 12, 16, 20, 24 


31. 
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INTER-PHONES 
System No. 11 

The No. 11 Inter-phone system is recommended for use in residences, banks, institutions, warehouses, 
stores, or other mercantile establishments where conversations can be limited to one at a time. 

The system is reliable in operation and the apparatus is pleasing in appearance and moderate in cost. 

Operation. Each Inter-phone in the system is equipped with a number of pash buttons for signaling 
the other stations. Associated with the buttons are card holder frames to hold cards designating the name 
or station number of the buttons. By depressing the button marked with the name or number of the station 
wanted, the bell of that station will be rung. No other station in the system will be signaled but the one 
desired. 

Summarizing the service: 

From any one station in the system any other station in the system can be selected and rung without 
disturbing those stations that are not wanted, and 

Only one conversation can be carried on at a time. 

Each No. 11 system requires one battery station, which should be located near the battery. The other 
stations in the system should be of the non-battery station type. For example, in a system consisting of five 
stations, there should be one battery station and four non-battery stations. 


THIS DIAGRAM IS INTENDED TO SHOW THE 
RINGING SERVICE PROVIDED BY 5-FOUR 
BUTTON SETS OF SYSTEM NO. 11 AND SHOULD 
NOT BE CONFUSED WITH THE WIRING DIAGRAM 



EACH SET REQUIRES ONE BUTTON FOR EACH OTHER STATION IN THE 
SYSTEM, THUS-A BUTTON SETS WILL PROVIDE FOR A S STATION SYSTEM. 
STATION *1 CAN RING STATIONS 2.3.4 & 5; STATION"2 CAN RING STATIONS 
134 AND 5 - ETC. - SEE MARRING ON PUSHBUTTONS IN DIAGRAM ABOVE. 


The class of service described under this system is known as Selective Ringing and Common Talking. 
Capacity. The standard Inter-phones are equipped with 4, 8 and 12 buttons, accommodating the 
following number of stations in a system: 

4 button. 5 stations 

8 button. 9 stations 

12 button.13 stations 


Types of Instruments. Wall, desk and hand set Inter-phones can be used interchangeably in the 
same system. 



No. 1327 Type Wall No. 6034 Type Desk Inter- No. 6016 Type Desk Inter- No. 1339 Type Wall 

Inter-phone phone Pftipted by VjOOQ r nter “P hon ® 



















Quantity Prices 
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No. 6034 Type Hand Set Inter-phone 


INTER-PHONES 


System No. 11 
(Cont’d.) 



No. of 

Illustrated 

Type 

Buttons 

on 

Page 

1327 

4 and 8 

Wood 

32 

1339 

4 and 8 

Metal 

32 

1324 

12 • 

Metal 

31 

1325 

12 

Metal 

31 

6034* 

4 and 8 

Metal 

32 



and 33 

6016* 

12 

Metal 

41 



and 33 

*Either desk 

or hand set 


type. 

Write our nearest dis¬ 
tributing house for par¬ 
ticulars and prices. 



No. 6016 Type Hand Set Inter-phone 


System No. 12 

The No. 12 Inter-phone system consists of one centrally located Inter-phone called the “Master Sta¬ 
tion,” to which a number of other Inter-phones, known as “Outlying Stations,” are connected. This system 
is adopted for the same class of service as outlined under the No. 16 system, and provides communication 
from a central point to different rooms, and vice versa. It differs from the No. 16 system in that wall, desk 
or hand set Inter-phones can be used interchangeably in the same system, whereas the No. 16 system makes 
use of hand sets only. 

Operation. The master station is equipped with a number of push buttons, one for each outlying 
station in the system. Associated with the buttons are card holder frames to hold cards designating the 
name or station number of the buttons. By depressing the button marked with the name or number of the 
outlying station wanted, the bell of that station will be rung. No other Inter-phone in the system will be 
signaled but the one desired. 

The outlying stations are equipped with only one button, which will signal the master station when 
depressed. 

Service. The service provided by Inter-phone System No. 12 is called two-way service, which sigidfies 
that it is possible to select and ring individually any one of the outlying stations from the master station, and 
vice versa, any one of the outlying stations can call the master station. No provision is made for having 
the outlying stations call one another. If this feature is desired, systems No. 1,11 or 15 should be used. 

Only one conversation can be carried on at a time. 



Capacity. One master station and from two to twelve outlying stat^np can be connected. 

Type* of Instruments. Wall, desk and hand set type Inter-phones can be used interchangeably in 
the same svstcrr. 
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INTER-PHONES 
System No. 12 (Continued) 


MASTER STATIONS 


Types 

1327 

1339 

1324 

1325 
6034* 
6016* 


Number oi 
Buttons 

4 and 8, wood 
4 and 8, metal 
12, metal 
12, metal 


Illustrated 
on 
Page 
32 
32 
31 
31 


4 and 8, metal. 32 and 33 

12, metal. 32 and 33 


♦Either desk or hand set type. 

OUTLYING STATIONS 



1327 

1, wood. 

34 


1339 

1, metal. 

34 


6015 

1, wood. 

38 


6034 

1, metal. 

38 


6042 

1, metal. 

34 

No. 1339 Type WaU 
Inter-phone 

6043 

1, metal. 

34 

Outlying Station 

Write our nearest distributing house for 

pai- 


ticulars and prices. 




No. 1327 Type Wall 
Inter-pnone 
Outlying Station 


System No. 16 

GENERAL 

The No. 16 Inter-phone system consists of one centrally located Inter-phone called the “Master Sta- 
tion” connected to a number of other Inter-phones called “Outlying Station^.” This system is particularly 
adapted to residences, country places, hotels, hospitals, schools, etc., where it is desired to communicate from 
a central point to various rooms, and vice versa; for example: • 

In residences for calling a central point, such as the kitchen or pantry, from the living-room, bedroom 
garage, laundry, vestibule, attic, etc.; 

In apartment houses for dumb-waiter service, where telephonic communication is desired between the 
tradesmen at the foot of the dumb-waiter shaft and the apartments; 

In stores, offices, banks, where a number of people must frequently consult with the department heads, 
and vice versa; 

In schools where the principal desires to call the teachers individually and the teachers to call him, but 
not to call each other; 

In hospitals where the house doctor or head nurse may be wanted in a hurry; 

In prisons or asylums where the superintendent, warden or other officials are likely to be summoned 
suddenly. 

Capacity. One master station and any number of outlying stations, up to 24, can be installed. Addi¬ 
tional outlying stations can be provided if desired. 



No. 6042 Typo 
Master or Out¬ 
lying Station 


Types of Instruments 

Hand Sets. Only the hand set type of Inter-phone can be 
used with System No. 16. This represents one of the most con¬ 
venient types of talking equipment. The transmitter and re¬ 
ceiver are a part of the hand set, which can be held and operated 
with one hand, leaving the other free. A bar marked Press to 
Talk is mounted on the hand set handle and is held down by the 
natural position of the hand while talking. When not in use, the 
hand set can be hung on a hook or laid down in any position. The 
hand set is finished in black. 

Apparatus Boxes. In connection with the hand set it is 
necessary to use apparatus boxes containing terminals and other 
accessories. Two types of apparatus boxes can be furnished. 

1. Round boxes arranged for non-flush mounting and equipped 
with an insulated base, black finished metal cover and nickel hook. 

2. Metal boxes arranged for flush mounting, intended to be set 
in wall and equipped with a brush brass finished face plate. 
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INTER-PHONES 
System No. 16 (Continued) 

FLEXIBILITY 

With the non-flush apparatus box, the hand set cord is permanently 
attached to the hand set and box. With the flush mounted apparatus box 
the hand set cord is not permanently attached to the box, but terminates in a 
plug (except with No. 6042L and G, System No. 16B). This plug can be 
inserted into a receptacle located in the center of the face plate just below the 
push button, thereby connecting the hand set to the system. This feature 
makes it possible to discontinue telephone service at any point by simply re¬ 
moving the plug and the hand set. A hand set can be carried around from 
room to room to serve as an outlying station at any place where a flush appar¬ 
atus box is located. The plug is equipped with a hook on which the hand set 
can be hung when not in use. 

Three kinds of ringing service are possmle with System No. 16. They are 
designated as Nos. 16A, 16B and 16C. Any one can be obtained by specifying 
appropriate equipment. 

No. 16A: One-way Service, Master Station Can Call Outlying 
Stations. Any one of the outlying stations can be called from the master 
station. No other Inter-phone in the system will be signaled but the one de¬ 
sired. The outlying stations cannot ring the master station. 

No. 16B: One-way Service, Outlying Stations Can Call Master Station. Any one of the out¬ 
lying stations can ring the master station, but the master station cannot ring the outlying stations. 

No. 16Cs Two-way Service. This is a combination of No. 16A and 16B in which any one of the out¬ 
lying stations can ring the master station and the master station can ring any one of the outlying stations. 
No other Inter-phone in the system will be signaled but the one desired. 

Only One Conversation Can Be Carried on at a Time, no matter what class of ringing service is to 
be used. No provision is made for having the outlying stations call one another. If this feature is desired 
Systems Nos. 1, 11 or 15 should be used. 

System No. 16A 

PROVIDING ONE-WAY SERVICE 
Master Station Can Call Outlying Stations 

The master station may consist of a hand set with either a flush or a non-flush mounted apparatus box, 
and a push button block, with as many push buttons as there are outlying stations to be called. Associated 
with the buttons are card holder frames for holding cards to designate the name or station number of each 
button. The blocks come in capacities of 4, 6, 8, 10, 12, 14, 16 and 20 buttons. 


THIS DIAGRAM IS INTENDED TO SHOW THE RINDING SERVICE PROVIOED BY 
SYSTEM NQtfrA AND SHOULD NOT BE CONFUSED WITH THE WIRING DIAGRAM 



MASTER -- “' y 

STATION OUTLYING STATIONS 


To call an outlying station from the master station, the button marked with the name or number of the 
station wanted must be depressed. This will operate the buzzer at the outlying station. No other Inter¬ 
phone in the system will be signaled but the one desired. Conversation can be carried on by depressing the 
talking bar in the hand set handle. In this system the outlying stations cannot call the master station nor 
can the outlying stations call one another. 

Write our nearest distributing house for particular* and prices. 



Quantity Prices 
Quoted on Request 


Western Electric 
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INTER-PHONES 
System No. 16B 

PROVIDING ONE-WAY SERVICE 
Outlying Stations Can Call Master Station 


THIS DIAGRAM 13 INTENDED TO SHOW THE RINGING SERVICE PROVIDED Bf 
SYSTEM NQ16*B AND SHOULD NOT BE CONFUSED WITH THE WIRING DIAGRAM 



WITHOUT ANNUNCIATOR OUTLYING STATIONS 


The master station may consist of a hand set with either a flush or non-flush mounted apparatus box, or a 
hand set and an annunciator. The outlying stations may consist of a hand set with either a flush or a non¬ 
flush mounted apparatus box. 


THIS DIAGRAM IS INTENDED TO SHOW THE RINGING SERVICE PROVIDED BY 
SYSTEM NO. IG-B AND SHOULD NOT BE CONFUSED WITH THE WIRING DIAGRAM 



OUTLYING STATIONS 


Each outlying station is provided with a push button, which when depressed will signal the master sta¬ 
tion. # If the master station consists of a hand set and apparatus box, there will be nothing to indicate which 
outlying station originated the call. If such an indicating arrangement is desired, an annunciator, equipped 
with as many drops as there are outlying stations, is required in place of the apparatus box. Each call from 
the outlying stations will then be registered by the operation of one of the drops, thereby indicating what 
outlying station signaled. Conversation can be carried on by depressing the talking bar in the hand set 
handle. 

The master station cannot call the outlying stations, nor can the outlying stations signal each other. 

Write our nearest distributing house for particulars and prices. 


System No. 16C 

PROVIDING TWO-WAY SERVICE 
Master Station Can Call Outlying Stations and Vice Versa 

In the No. 16C system the master station consists of a hand set and an annunciator equipped with a 
bell, a number of drops and a corresponding number of push buttons, one for each outlying station. ‘Asso¬ 
ciated with these buttons are card holder frames for holding cards to designate the name or station number 
of each button. The outlying stations may consist of a hand set and apparatus box arranged for either flush 
or non-flush mounting. 

Each outlying station is provided with a push button to ring the bell of the master station annunciator, 
:md ;it the same time operate one of the annunciator drops. 






Quantity Prices 
Quoted on Request 
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SYSTEM NO. 16C (Continued) 
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THIS DIAGRAM IS INTENDED TO SHOW THE RINGING SERVICE PROVIDED &T 
SYSTEM N0.I6-C AND SHOULD NOT BE CONFUSED WITH THE WIRING DIAGRAM 



MASTER STATION OUTLYING STATIONS 


To signal an outlying station from the master station, the annunciator push button corresponding to 
the station wanted must be depressed, thereby operating the buzzer at the outlying station. No other Inter¬ 
phone will be signaled but the one desired. 

Conversation can be carried on by depressing the talking bar in the hand set handle. 

EXTENSION CORDS 

The standard hand set cord is three feet long. Longer cords are often needed, as in case of illness or for 
other reasons, so that the hand sets can be used in bed or any other point some distance from the apparatus 
box. In such cases hand s^s for outlying stations can be furnished provided for or equipped with an exten¬ 
sion cord in addition to the standard three-foot hand set cord. Each extension cord is eight feet long and as 
many extension cords can be connected as desired. 

Write our nearest distributing house for particulars and prices. 


System No. 15 


The No. 15 Inter-phone system is a simple and inexpensive system for smaller residences, warehouses, 
stores or other mercantile establishments, where only a few stations are required and the number of calls 
between the stations are few. 


Operation. Each station is equipped with one push button for signaling the other Inter-phones in the 
system. Whenever the push button at any one station is depressed the bells at all the other stations will 
ring simultaneously. 

When there are more than two stations in the system, it becomes necessary to provide some means 
whereby it is possible to indicate to the various stations which one of them is wanted to respond to the ring 
of the bell. This can be arranged by a Qode of signals made up of various numbers of rings; for instance: - 
One ring for station No. 1, two rings for station No. 2, three rings for station No. 3, etc. Thus a certain 
number of rings originated at any one of the stations will indicate the station desired, and none of the others, 
to whom the signal will also be audible, will respond. 

If more than six stations are in service, the signaling code becomes cumbersome and mistakes are likely 
to occur, due to the possibility of misunderstood signals. 

Only one conversation can be carried on at a time. » 

This system requires one battery station, which should be located near the battery. The other Inter¬ 
phones in the system should be of the non-battery station type. In a system consisting of five stations, for 


example, there should be one battery station and four non-battery stations. 


Digitized by 


Google 
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System No. 15 (Continued) 
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I0N4 


This Diagram Is Intended to Show the Ringing Service Provided by System No. 15 and Should Not 
Be Confused with the Wiring Diagram 

The class of service described is known as Code Ringing and Common Talking. 

Capacity. Two to six stations are recommended 
for t his system. More stations can be added, though 
at the expense of ease and certainty in signaling. 

Types of Instruments. Wall, desk and hand 
set Inter-phones can be used interchangeably in the 
same system. ’ Illustrated 

Types Used on Page 

1327 Wood. 38 

1339 Metal. 34 

6034 Metal. 38 

6042 Metal. 38 

6043 Metal. 34 

System No. 14 

The No. 14 Inter-phone System is intended for 
use where only two stations will be required) and 
located a considerable distance apart. A feature of 
this system is that only two wires are required to 
connect the Inter-phones. M T n . 

Operation. Either station can ring and talk to s e t Interphone 
the other. 

This is done by depressing the push button with which each set is equipped, thereby ringing the bell at 
the other station, holding the receiver to the ear and talking into the transmitter. 

Types of Instruments. No. 1327 wali.and No. 6015 desk type Inter-phones can be used interchange¬ 
ably in this system. 

Write our nearest distributing house for particulars and prices. 




No. 6034 Type Desk Inter-phone 



NO. 6015 
DESK TYPE 


INTER-PHONE SYSTEM N0.14 


this diagram is intended to show 

THE RINGING SERVICE PROVIDED BY 
SYSTEM NO \A AND SHOULD NOT BF. 
CONFUSED WITH THE WIRING DIAGRAM 







• i 
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INTER-PHONES 

Systems for Apartment Houses 

Apartment House Inter-phones are for use in place of the old-time speaking tube for effecting communi¬ 
cation between the vestibule, apartments, janitor and tradesmen. 

Apartment House Inter-phone Systems may be divided primarily into two classes, in accordance with 
the service they will furnish: 

1. Systems Nos. 7, 8, 9 atid 10 will furnish selective ringing and selective talking or non-interfering 
service, making it possible for a number of conversations to take place simultaneously. 

2. System No. 20 will furnish selective ringing and common talking service, making possible only one 
conversation at one time. 


SYSTEMS NOS. 7, 8 f 9 AND 10 

These systems are planned throughout with the utmost care to insure satisfaction under all service con¬ 
ditions. The telephone instruments themselves are neat and attractive in design. Systems Nos. 7, 8, 9 and 
10 differ from one another in the variety of points in the apartment house that can be connected for inter¬ 
communicating service. They are, however, so arranged that one system may be expanded into another by 
merely supplying additional apparatus. 

Operation. The systems may consist of one, two, three or more central or master Inter-phones located 
in the vestibule, janitor’s or tradesmen’s entrance. These sets may be connected to (from 3 to 24) Inter¬ 
phones located in the apartments. 

The vestibule, janitor’s and tradesmen’s Inter-phones are equipped with a number of push button keys 
one for each apartment station. Associated with these push button keys are card holder frames to hold cards 
designating the name or apartment number of the buttons. By simply depressing the button marked with 
the name or the number of the apartment desired, the bell of the Inter-phone installed in that apartment 
will be rung. No other station in the system will be signaled but the one desired. 

The suite Inter-phones can be provided with one or two buttons which, when depressed, will ring the 
janitor’s station or operate an electric door opener. 

Separate conversations may take place simultaneously between each of the vestibule, janitor’s and 
tradesmen's sets, and three different apartments. This is manifestly impossible with a single speaking tube 
system. 



No. 1362 Vestibule Inter-phone with Letter Boxes 

Types of Instruments. Wail or hand set type Inter-phones may be used interchangeably in the same 
system for suite service. The vestibule, janitor’s and tradesmen’s Inter-phones are of the wall type only. 
The vestibule letter boxes are equipped with either two or four separate compartments. 



No. 1327 Type Suits 
Inter-phone 


SYSTEM NO. 7 

Service. Vestibule can call apartments. Apart¬ 
ments can open door, if desired. 

Capacity. One vestibule Inter-phone and any 
number of suite Inter-phones up to 24. 

SYSTEM NO. 8 

Service. Vestibule can call apartments and 
janitor. 

Apartments can call janitor and open door, if 
desired. 

Janitor can call apartments. 

Capacity. One vestibule Inter-phone, one jan¬ 
itor’s Inter-phone and any number of suite Inter¬ 
phones up to 24. 



Digitized by 


No. 1339 Type 
Suite Inter-phone 

Google 
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INTER-PHONES 


Systems for Apartment Houses (Continued) 



Janitor's Annunciator Switchboard 
for System No. 10 


SYSTEM NO. 9 

Service. Vestibule can call 
apartments and janitor. 

Apartments can call janitor 
and open door, if desired. 

Janitor and tradesmen can call 
apartments. 

Capacity. One vestibule 
Inter-phone, one janitor’s Inter¬ 
phone, one tradesmen’s Inter¬ 
phone and any number of suite 
Inter-phones up to 24. 

SYSTEM NO. 10 

Service. This system pro¬ 
vides the same service as out¬ 
lined underSystcm No. 0 . but on 
a larger scale. It is intended for 
use where several vestibules, in 
the same or adjoining apartment 
houses are to be served by one 
janitor. In this case, the jani¬ 
tor’s equipment consists of a 
switchboard which combines the 
functions of a wall type Inter¬ 
phone and annunciator. 



No. 1350 Type 
Janitor's and 
Tradesmen's Inter-phone 


Capacity. One janitor’s switohboard, two or more vestibule and tradesmen’s Inter-phones and any 
number of suite Inter-phones up to 70. 


Number of Illustrated 

Type Buttons on Page 

Vestibule Inter-phones 1362 *7, 13, 17, 21, 25, metal. 39 

Suite Inter-phones 1327 1 , 2 , wood. 39 

1339 1,2, metal. 39 

6042 1,2, metal. 34 

6043 1,2, metal. 34 

Janitor’s and trades-) 1350 +7 13 2 5 woo d. 40 

men’s Inter-phones / ^ ’ ’ ’ 

•The odd button is for calling the janitor. 


4 -Theodd button is for conversing with vestibule. Disregard button in tradesmen’s Inter-phones. 


SYSTEM NO. 20 

The No. 20 Inter phone System has bet n designed to provide an inexpensive and reliable means of com¬ 
munication between vestibule, apartments, janitor’s quarters, laundry and tradesmen’s entrance. There 
are eight different combinations of the No 20 System, differing from each other in the variety of points in 
the apartment house that can be connected lor intercommunicating service. The operation of each of these 
combinations, however, is the same. 



Y$?tibule Equipment for SU Apartment® 


Operation. The vestibule equipment consists of 
one vestibule Inter-phone and any number of letter 
boxes. 

The vestibule Inter-phone is provided with neces¬ 
sary talking equipment and one push button, the lat¬ 
ter to be used for calling the janitor. Each letter box 
is provided with three compartments. A push button 
is mounted below each compartment. When de¬ 
pressed this button will ring the bell of the Inter-phone 
in the apartment to which the letter box compartment 
has been assigned. No other Inter-phone in the sys¬ 
tem will be signaled but the one selected. Each letter 
box compartment is also equipped with a card holder 
for indicating the name or apartment number. 

The suite sets can be provided with a number of 
push buttons, depending upon the combination 
selected. These push buttons when depressed will 
operate the door opener, call the janitor, laundry or 
any other combination desired. 

y/rite our nearest distributing house for par- 
titulars and pri«^, tized by CjQOgle 
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INTER-PHONES 

Systems for Apartment Houses (Continued) 

SYSTEM NO. 20 (CONTINUED) 

The janitor’s, laundry and tradesmen’s Inter-phones can be arranged 
either for receiving calls from the other stations without being able to 
signal back, or for receiving calls and for signaling any one of the suite 
sets. In the latter case a separate push button block must be used, 
which can be mounted conveniently beside the instrument. 

Only one conversation can be carried on at a time over this system. 

The class of service as described under this system is known as 
“Selective Ringing and Common Talking.” 

There are eight combinations of the No. 20 System available. The 
diagrams associated with this description are intended to show the 
ringing service provided and should not be confused ‘with the wiring 
diagram. 

SYSTEM NO. 20A 



Service. Vestibule can call apartments, apartments can open door. 

SYSTEM NO. 20V 

Service. Vestibule can call apartments, apartments can open door 
and call janitor. 

SYSTEM NO. 20C 

Service. Vestibule can call apartments and janitor, apartments 
can open door. 

SYSTEM NO. 20D 

Service. Vestibule can call apartments and janitor, apartments 
can open door and call janitor. 

SYSTEM NO. 20E 

Service. Vestibule can call apartments and janitor, apartments 
can open door and call janitor and laundry. 

SYSTEM NO. 20F 


Service. Vestibule can call apartments, apartments can open 
door and call janitor or laundry, and laundry or janitor can call apart¬ 
ments. 



SYSTEM NO. 20G 

Service. Vestibule can call apartments and janitor, apart¬ 
ments can open door and call janitor, and janitor can call apartments. 

SYSTEM NO. 20H 

Service. Vestibule can call apartments and janitor, apart¬ 
ments can open door and call janitor and laundry. Janitor and laun¬ 
dry can call apartments. 

Number of Illustrated 



Types 

Buttons 

on Page 

Vestibule Inter-phones 

1520 

1 metal 

50 

Suite Inter-phones 

1327 

1, 2, 4 wood 

34 and 32 

Janitor’s, laundry and 

1339 

1, 2, 4 metal 

34 and 38 

tradesmen’s Inter-phones 1327 

wood 

34 


Capacity. One vestibule set and any number of letter boxes 
can be used. One letter box will take care OTUfesuiCdfiitf-phones. 

Write our nearest distribut ing house for particulars and 












AO 4AA ^ # Mail Orders Filled 

Western Electric prevailing price. 

INTER-PHONES 

Annunciator System No. 18 

The No. 18 Inter-phone Annunciator System is designed to provide the service required in hotels, clubs 
Y. M. C. A. buildings, schools, hospitals, asylums, prisons, and in fact wherever it is found desirable to estab¬ 
lish communication between a central point and a large number of points in one or several buildings. No 
connection can be made between this system and a public telephone system. 

The system consists of one centrally located Inter-phone equipment called the “Master Station” to 
which are connected a number of other Inter-phones called “Outlying Stations.” 

Operation. The master station equipment is a combination of an annunciator and a hand set type 
Inter-phone. The annunaiator consists of a number of drops and jacks (one of each for every outlying sta¬ 
tion in the system), a cord and plug and a hand set Inter-phone. The associated drops and jacks are pro¬ 
vided with corresponding numbers. From the master station it is possible to select and ring any one of 
the outlying stations in order to carry on conversation. This is done by inserting the plug into the jack 
bearing the number of the outlying station wanted and depressing a push button mounted on the front of 
the annunciator. 

Each outlying station is provided with one push button which, when depressed, will ring the bell of the 
master station, and at the same time operate an annunciator drop bearing a number corresponding to that of 
the station calling. In response to this signal, the plug of the annunciator cord at the master station should 
be inserted in the jack corresponding to the operated drop. This connects the calling outlying station to the 
master station Inter-phone. 

Capacity.' This system provides for one master station and 10 to 70 or more outlying stations. 




Types of Instruments 

Wall or hand set type Inter-phones can be used interchangeably in the same system The master 
station equipment consists of an annunciator and a hand set type Inter-phone. The outlying stations of 
either 1327 wooden or 1339 metal wall Inter-phones or 6042 or 6043 metal hand Inter-phones. 

Write our nearest distributing House for particular* find prices. 
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INTER-PHONES 
Outfit No. 14 

This consists of two wall type Inter-phones suitable for a private telephone line between house and 

barn or garage, or for a line that is wholly within 
a house. It may also be used in offices or shops 
between two buildings or in one building. 

Either station can ring and talk to the other. - 
u|[aeU>if The Inter-phones are the same as those used for 
imWi ^ ^ Inter-phone System No. 15. The instruments are 

^ I Mi wood, arranged for non-flush mounting and fin- 

ished in golden oak. Concise and fully illustrated 
Sr ^ instructions for installing are included in every 

Outfit No. 14-B . package. 

Outfit No. Description Retail List Price 

14 Includes two wall type Inter-phones in one box but no installing or wiring Price Each 

material. $15.60 $31.20 

14A For use where the wiring is to be run entirely under cover and not exposed to 
moisture or weather. Includes one No. 14 outfit in one box, and another 
box containing 75 feet of insulated 3 conductor copper wire, two battery 
connectors, insulated nails for fastening wires, and illustrated installing 

instructions. 17.85 35.70 

14B For use where the wiring is to be run in the open between or outside of build¬ 
ings, and exposed to weather and moisture. Includes one No. 14 outfit 
in one box, and another box containing 150 feet of outside 3 conductor 
copper wire, two brackets with screws, hooks and knobs to attach wires 
to building, two porcelain tubes to insulate wires when entering building, 
two battery connectors, 25 insulated nails for fastening wires inside build¬ 
ing, and illustrated installing instructions. 22.25 44.50 

Outfit No. 15 

This consists of two hand set type Inter-phones 
suitable for the same class of service for which the 
No. 14 type outfit is intended. The Inter-phones 
Hr are identical with the non-flush type hand sets used 

W in Inter-phone System No. 15. 

T gfr 1 Either station can ring and talk to the other, 

i / The instruments are finished in black with trans- 

/ mitter and receiver on one handle, and equipped with 

'—' ^ a small non-flush apparatus box. Complete in- 

Outflt No. 15-A structions for installingareincluded in each package. 

Outfit No. Description Retail List Price 

15 Includes two hand set type Inter-phones in one box but no installing or wiring Price Each 

material. . . $19.40 $38.80 

15A For use where the wiring is to be run entirely under cover and not exposed to 
moisture or weather. Includes one No. 15 outfit in one box,.and another 
box containing 75 feet of insulated 3 conductor copper wire, two battery 
connectors, insulated nails for fastening wires, and illustrated installing 

instructions. 21.60 43.20 

15B For use where the wiring is to be run in the open between or outside of build¬ 
ings, and thus exposed to weather and moisture. Includes one No. 15 
outfit in one box, and another box containing 150 feet outside 3 conductor 
copper wire, two brackets with screws, hooks and knobs to attach wires 
to buildings, two porcelain tubes to insulate wires when entering building, 
two battery connectors, 25 insulated nails for fastening wires inside build¬ 
ing, and illustrated installing instructions. 26.10 52.20 

Outfit No. 16 

Two hand set type Inter-phones are furnished 
with this outfit, which is intended to be used for con- 
verting any existing bell, buzzer or annunciator cir- 
^B cuit into a practical working telephone system. This 

can be done by using the existing wires, bell and 
batteries, replacing the push button with one hand 
set and connecting the other hand set to the wire 
rs. -#f near the bell. As only one bell is used, calls can be 

^ XPfr- r\. mac * e * n one direction only. < An outfit of this type 

AZ ^y placed in the office makes it unnecessary for tne 

cbrk or office boy to run back and forth when file 
Outfit N 0 .M 6 -A information is required by the executive. 

Outfit No. Description Retail List Price 


E 

I •! 


Outfit N 0 .M 6 -A information is required by the executive 

Outfit No. Description Retail 

16A For use with any existing cirouit consisting of one bell or buzzer and one push Price 
button. Includes two hand set type Inter-phones, two connecting blocks 
with mounting screws, 25 feet of insulated twisted pair copper wire (to 
connect the Inter-phones to the existing wiring), 20 insulated nails for ^ 
fastening wires, two hooks for holding hand sets and illustrated installing 
in si motions. $13.20 


List Price 
Each 


$26.40 
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Outfit No. 16 (Continued) 

If the existing bell, buzzer or annunciator circuit consists of two or more push buttons, a No. 16A out¬ 
fit should be used—one hand set for the bell, buzzer or annunciator station, the other to replace one of the 
push buttons—and one No. 16B Inter-phone outfit for each additional push button. 

Retail Price List Price 

Description Each Each 

To be used in addition to No. 16A outfit if existing bell, buzzer or annunciator 
circuit has two or more push buttons. Includes one hand set type Inter¬ 
phone, one connecting block with mounting screws, 12 feet of insulated 
twisted pair copper wire, 10 insulated nails for fastening wires, one hook for 
holding hand set, and illustrated installing instructions. $7.20 $14.40 



No. 17 Outfit 


Outfit No. 17 

This consists of two Hand Set Type Inter-phones with all the material required to install a simple 
intercommunicating system between two points not over 80 feet apart, and where the wire will be wholly 
indoors and not exposed to weather conditions or moisture. 

When installed in accordance with the directions furnished with each outfit, either station can call 
or talk to the other. Although intended primarily for business use, the No. 17 outfit can be used equally 
well in the hopoe. 

Outfit Retail Price List Price 

No. Description Each Each 

17 Includes two hand set type Inter-phones, two connecting blocks with mounting 
screws, 80 feet of insulated twisted pair copper wire, 60 insulated nails to- 
fastening wire, two hooks for holding hand sets, two bells, two Batterycori- 

inofrilpfinns .. 



Outfit 

No. 

16B 


Ml_ 


SO 


*ai no 
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INTER-PHONE ACCESSORIES 
Extension Bell 

N List Price 
Description Each 

This bell is wound to 10 ohms, and may be used as an 
extension bell for any Inter-phone system. It should 
also be used for any separate signaling circuit, such as a 
door bell operating from the Inter-phone batteries... $1.80 

Battery Boxes 

Black japanned sheet metal box lined with an insulating 


material. Holds 3 Blue Bell dry cells. Size of box, 

8 z /i inches long by 3 3 ^ inches wide by 7 % inches high. $2.40 

Similar to the No. 1A. Holds 9 Blue Bell dry cells. 

Size of box, 14 & inches long by 5H inches wide by 7% 
inches high. 8.50 

Push Button 

Wood push button. $0.15 



No. 1396 Push Button 


No. 19 Type Cable Terminals 

The No, 19 Type cable terminal is admirably suited for interior dis¬ 
tributing work. It was designed after a great deal of study, and is thought 
to be the best of its kind on the market. Made of hard wood, numbered 
and shellacked, and equipped with a japanned sheet metal cover. 



No. 19B. Cable Terminal 



Nc. 6B Connecting Block 



No. 11A Connecting Block 


Code 

Capacity 

in 

--Dimensions, Inche 

_ ^ 

List 

Price 

No. 

Pairs 

Length Width 

Depth 

Each 

19A 

14 

8 5V S 

m 

$8.60 

19B 

26 

14 5H 

2H 

11.00 


Connecting Blocks 

No. 6 TYPE 

These consist of brass studs embedded in a hard com¬ 
position base. Studs fitted with two nuts (one a split 
check nut) and two washers. 


Code 

Capacity 



List Price 

No. 

in Pairs 

Length 

Width 

Each 

6 A 

7 

5 5 ^ ins. 

1 V% ins. 

$ 1.?0 

6 B 

11 

8 5 /g ins. 

1 % ins. 

2.30 

6 C 

16 

12 % ins. 

1 % ins. 

2.90 

6 D 

21 

16% ins. 

1 H ins. 

4.00 

6 t; 

26 

19 % ins. 

1 % ins. 

4.80 


Nos. 11 AND 12 TYPES 

These consist of a composition base in which the 
screw terminals are imbedded. Each terminal consists 
of two screw bushings electrically connected by means 
of a metal strip, and provided with screws and washers. 

Code No.’ of Size List Price 

No. Terminals Inches Each 

11 A 2 l^xl* $0.50 

11 B Same as No. 11A except equipped with a cover. . 60 
12 A 3 lU.xlA .60 

12 B Same as No. 12 A except equipped with a cover. . 70 

Digitized by ' L.ooQLe 







Cable for Interior Cable for Outside 
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Western Electric at Prevailing Price. 

INTER-PHONE ACCESSORIES 
Inter-phone Cable 

The conductors are provided with double silk and single cotton 
insulation, which is colored in such a way that each pair and each 
single wire can be identified. The cable is then impregnated with 
a wax compound and is covered with servings of paper and a heavy 
braiding, which is given a heavy coat of fireproofing paint. 

The impregnation with wax prevents the insulation from fraying 
when the cables are installed. It also serves to protect the formed 
ends against moisture. 

Three general types of cable are provided. Each type has its 
particular use, and care should be taken to order the proper cable 
for any desired purpose. These types are as follows: 

1. Interior cable with outside braiding treated with gray fire¬ 
proofing paint. Use only in dry places. 

2. Interior cable with green glazed cotton outside braiding. Use 
only in dry places where exposed to view. 

3. Outside cable , lead covered. Always use this cable outside, 
and inside in every case where there is apt to be moisture even in a 
small degree 

Lead-covered cables are not listed with separate Code Nos. 
Outside fireproofed type of cable may be ordered with a lead sheath. 

9 All cables are provided with a standard color scheme, so that 

each pair can be distinguished from any other. The pairs are prop¬ 
erly twisted to prevent inductive disturbances. 


Conductors 
B. & S. Gauge 


185 


4 singles No. 22. 

161 

, 

8 singles No. 22. 

161 

(Lead) 

8 singles No. 22. 

142 


8 singles No. 22. 

162 


12 singles No. 22 

162 

(Lead) 

12 singles No. 22 

163 


12 singles No. 22 

164 


6 singles No. 22, 

164 

(Lead) 

6 singles No. 22, 

165 


6 singles No. 22, 

134 


6 pair No. 22, 2 

134 

(Lead) 

6 pair No. 22, 2 

155 


6 pair No. 22, 2 

141 


12 pair No. 22, 2 

141 

(Lead) 

12 pair No. 22, 2 

156 


12 pair No. 22, 2 

157 


16 pair No. 22, 2 

157 

(Lead) 

16 pair No. 22, 2 

159 


16 pair No. 22, 2 

158 


20 pair No. 22, 2 

158 

(Lead) 

20 pair No. 22, 2 

160 


20 pair No. 22, 2 

136 


24 pair No. 22, 2 

136 

(Lead) 

24 pair No. 22, 2 

150 


24 pair No. 22, 2 

140 


31 pair No. 22„2 


Covering 

Approx. List Price 

Outside per 100 

Diameter Feet 

Fireproofed braid 

M in. 

Fireproofed braid 

A <n. 

Lead sheath. 

A 'n. 

Green cotton braid 

A in. 

Fireproofed braid 

ttin. 

Lead sheath 

% in. 

Green cotton braid 

H in. 

Fireproofed braid 

H in. 

Lead sheath 

Bin. 

Green cotton braid 

V% in. 

Fireproofed braid 

y in. On request 

Lead sheath 

A in. 

Green cotton braid 

yin. 

Fireproofed braid 

A in. 

Lead sheath 

>Vi in. 

Green cotton braid 

Ain. 

Fireproofed braid 

yin. 

Lead sheath 

Ain. 

Green cotton braid 

Min. 

Fireproofed braid 

A in. 

Lead sheath 

H iP- 

Green cotton braid 

A in. 

Fireproofed braid 

yin. 

Lead sheath 

V% in. 

Green cotton braid 

A in. 

Fireproofed braid 

H in. 

^.oogle 
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MECHANICAL CODE SIGNALING SYSTEMS 



General 

APPLICATION. In every mercantile establishment it is often 
necessary to communicate immediately with the manager, superintendent 
or other executive who is not at his desk or within hearing range of his 
telephone bell at the moment. 

In schools the principal, his assistant or the janitor are frequently 
wanted when they may be in any one of several places about the building. 

The same is true of hotels and Y.M.C.A. buildings where the presence 
of the janitor, engineer or manager may be urgently needed at the office. 

In hospitals the house doctor or head nurse may be wanted in a hurry 
when they are on their rounds. 

In prisons or asylums the superintendent, warden, head keeper, or 
other official is apt to be suddenly wanted on an important matter. 


No. I A. Signaling Sot To call different telephones (if such equipment is part of the building) 

one at a time, or to send a messenger in order to locate the desired person, frequently takes a considerable 
period of time, but with a mechanical code signaling system installed, the operator, clerk or other em¬ 
ployee in the office or other central point gives a turn to a revolving key marked with the name of the individ¬ 
ual wanted, which instantly signals the person desired wherever he may be. 

DESCRIPTION. The equipment consists of a centrally located wooden cabinet equipped with revolv¬ 
ing contact keys. A number of bells are mounted in different parts of the building which, when actuated 
from the central key cabinet, will ring simultaneously. 

OPERATION. The key cabinet is equipped with a number of revolving keys. When the handle of a 
key is turned one-half revolution it slowly moves back to its original position, making and breaking an 
electrical contact a number of times at different intervals, thus forming a combination which is repeated 
four times before the key comes to a final stop. Each key produces a combination different from any of the 
other keys. 

By placing the bells in such locations that, no matter where a person may be, he will always be within 
hearing distance of one of them, and by installing at a central point a key cabinet equipped with as many 
keys as there are persons in the organization who are apt to be frequently wanted on important matters, 
a call can be sent out for any one of them just by turning the key assigned to him. All bells will immediately 
sound the proper combination, and on hearing his call the person wanted steps to the nearest telephone 
and is in communication with the office immediately. 

In addition to the regular signals described above, a special signal giving a continuous series of im¬ 
pulses to attract attention above all other signals can be furnished if desired. This special signal is in¬ 
tended to be used for emergency, fire, etc. 

CAPACITY. The system can be furnished with keys for sending out 4, 6, 8,10,12,14 and 16 different 
signals, thus producing maximum calling facilities for sixteen persons, which is usually all that average 
conditions require. When the special signal mentioned above is furnished this reduces by one the capacity 
for regular signals. 

BELLS. It has been found that single stroke bells with 6 inch gongs will give satisfactory service under 
ordinary conditions. Any number and various sizes of bells can be combined to form one system. 

INSTALLATION. The signaling system can be used alone or in connection with an Inter-phone 


System. 


1. Independently. The signaling system can be installed and operated entirely separate and apart 
from any other system, and requires only two wires for its operation. As many bells as desired can be 
connected and made to simultaneously sound any desired code by turning the proper key in the key cabinet. 

2. With Intercommunicating Telephone Systems. These signal sets can be connected directly 
to our inter-phones of System No. 1 without any change in the wiring of the instruments, or special bells. In 
this case, the bells on the instruments sound the code signals simultaneously whenever any one of the calling 
keys in the key cabinet is set in motion. 

In case, however, loud ringing bells are required, or bells in locations where telephones are not installed, 
it will be found more satisfactory to install this code signaling system independently of any other equipment. 

3. With Private Exchange or Private Branch Exchange Telephone Systems/ A mechanical 
signaling system, when installed in connection with telephone systems of this class, should be put in as a 
separate system without special regard for the location of the various telephone instruments, the object 
being rather to so locate the bells that they will be best heard from every nook and corner of the plant. 

93 Digitized by ^j^hone Equipment 
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MECHANICAL CODE SIGNALING SYSTEMS 


General—(Continued) 

CONNECTION DIAGRAMS. No connection diagrams are given for the reason that there are many 
different signaling systems in which the code signaling sets can be used. We furnish, upon application, 
detail information covering the connection of these sets with inter-phones and with large and small bells 
and buzzers. If you will advise us as to your requirements, we will be very glad to work up a suitable 
signaling system and make you a quotation. 

REQUIREMENTS. The following apparatus and accessories are usually required: 

The key cabinet (state capacity) with 4 (or less) up to 16 keys. 

Any number and size of bells. 

One resistance coil and condenser box (to prevent sparking at contacts). 

One or more relay boxes, depending upon the number and size of bells and the length and size of 
wire. ,, 

Necessary wire to connect the apparatus. 

One or more batteries consisting of four or more cells, depending upon the number and size of bells 
and the length and size of wire. 



No. 2A Code Signaling Set 



Model “ASS” 
Single-stroke En¬ 
closed Type 


Code Signaling Sets 

The cabinets are made of golden oak, quarter-sawed. The 
metal face is finished in dull black with nickel trimmings. The 
sets are made only in 4 and 6 key sizes (each key providing a 
different signal), but they can be mounted side by side when 
8 , 10, 12, 14 or 16 signals are required. 


Code No. of List Price 

No. Signals Description Each 

1 A 4 Used for 4 signals. $153.00 

IB 4 Used with 1 A for 8 signals. 153.00 

1C 4 Used with 2A for 10 signals. 153.00 

IE 4 Used with 1A and IB for 12 signals. .. . 153.00 

IF 4 Used with 2 A and 1 C for 14 signals. . . . 153.00 

ID 4 Used with 1A, IB and IE for 16 signals. 153.00 

2 A 6 Used for 6 signals. 196.50 

2 B 6 Used with 1 A for 10 signals. 196.50 

2C 6 Used with 2 A for 12 signals. 193.50 

2 E 6 Used with 1 A and IB for 14 signals. .. . 196.50 

2D 6 Used with 2 A and 1C for 16 signals. . . . 196.50 

Each of the above key cabinets may be ordered partially 
equipped. 


If a special signal is desired one set should be ordered equipped 
with signal wheel No. 17. 

Bells and Homs 

BELLS 

Bells of the enclosed type, either single stroke or vibrating, 
with 4, 6 or 8 inch gongs, can be furnished, the particular type and 
size depending on the local conditions. 

HORNS 

Factory signaling horns can be furnished when a signal of this 
type for extremely noisy places is necessary. 


Coil, Condenser and Relay Boxes 

With each code signaling set a resistance coil and condenser 
box, No. 262F, is required to prevent excessive sparking at the 
contacts. This box is made of quarter-sawed oak to match the 
set. 

A relay box is necessary under certain conditions, depending 
upon the number and size of bells and the length and size of wire. 
This box contains a resistance coil and a condenser in addition 
to the relay. It is similar in appearance to the No. 262F, and 
is known as the No. 262G Relay Box. 

Code List Price 

No. Description Each 

262F Coil and condenser box. Used to prevent spark- 

No 262F ing at contacts. $11.70 

Coll and Condenser Box 262G Relay box.p.. T. _ 20.30 

Digitized by \jOOQL0 
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MAGNETO TELEPHONES 
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No. 1317 Type 


General. The No. 1317 wall telephones listed below arc equipped with our standard long distance 
transmitter, concealed binding post hand receiver, induction coil and cords. 

All of these telephones are wired for a condenser to be inserted in 
the receiver circuit. If condensers are desired, however, it should be so 
stated in the order excepting in the case of the No. 1317R, S, CR and CS 
telephones, which are furnished equipped with a condenser as standard. 
This should not be confused with the telephones for harmonic ringing 
service, which are always furnished equipped with a condenser wired in the 
ringer circuit. 

Bridging code ringing telephones can be arranged for “central office 
selective signaling,” by ordering a No. 465D key for each telephone to be 
so equipped. These keys are intended for mounting on the side of th£ 
telephones and can be easily wired into the circuit to perform the same 
function as telephones equipped with No. 1006A push buttons. 

Two Blue Bell Batteries and One No. 60A Protector Are Furnished 
With Each Telephone and Are Included in the Price 

Note : If batteries are not desired, deduct 60 cents from the list price. 
If protector is not desired, deduct 50 cents from the list price. 

No. 1317C (2 Cell) Type 

The No. 1317C type magneto telephone is the result of a demand by 
many of our customers for a more compact type of telephone. It has 
been designed with a battery compartment only large enough to accom¬ 
modate 2 cells, thus making possible a smaller and neater cabinet. 



No. I317C Type (2 Cell) 
Magneto Telephone 


Code 

No. 

1317CN 

1317CR 

1317CP 

1317CS 

1317CH 

1317CG 

1317CA 

1317CB 

1317CE 

1317CT 

1317CU 
1317CK 


RINGERS OPERATED BY ALTERNATING CURRENT 


Code Ringing 


Ringer 

Resistance 

Ohms 

Generator 

Push 

Button 

Con¬ 

denser 

Service 

tList 

Price 

Each 

1600 

50 type (3 bar A.C.) 



Medium loaded lines 

$29.00 

1600 

50 type (3 bar A.C.) 

.21 type 

Medium loaded lines 

30.30 

2500 

50 type (3 bar A.C.) 



Heavy loaded lines 

29.30 

2500 

50 type (3 bar A.C.) 


21 type 

Heavy loaded lines 

30.60 

1000 

22 tvpe (3 bar A.C.) 


Light loaded lines 

28.20 

1000 

50 type (3 bar A.C.) 



Light loaded lines 

28.70 

1600 

50 type (3 bar A.C.) 

1006A 


Central office selective signaling 

29.00 

2500 

50 type (3 bar A.C.) 

1006A 


Central office selective signaling 

29.00 

1600 

50 type (3 bar A.C.) 

1002A 


Central office selective signaling 

29.00 

1600 (biased) 

50 type (3 bar A.C. and 

1004A 


Signaling central secretly 

30.00 

2500 (biased) 

pulsating) 

22 type (3 bar pulsating) 



Center checking 

29.70 

2500 (biased) 

50 type (3 bar pulsating) 



Center checking 

30.20 


RINGERS OPERATED BY PULSATING CURRENT 
Four-party Selective Signaling 

1317CJ 2500 (biased) 22 type (3 bar A.C.) Any one of four parties $28.80 


RINGERS OPERATED BY HARMONIC CURRENT 
Four or Eight-party Selective, Sixteen-party Semi-selective Signaling 


Code 

No. • 

Ringer 

Frequency 

(Cycles) 

Generator 

Condenser 

Service 

List Price 
Each 

1317CHA 

41 type " 

16% 

22 type (3 bar *) 

21 type 

r 

$30.20 

1317CHB 

41 type 

33% 

22 type (3 bar *) 

21 type 

| Harmonic selective 

30.20 

1317CHC 

41 type 

50 

22 type (3 bar *) 

21 type 

| signaling lines only 

30.20 

1317CHD 

41 type 

66 % 

22 type (3 bar *) 

21 type 

30.20 


•Arranged to give alternating current, but contact springs are arranged so that approximately one 
impulse of current out of four is sent over the line. 

tThese prices include furnishing a No. 143AW composition shell receiver. If the No. 144AW hard 
rubber shell receiver is required add 50 cents to the list price of each telephone to be so equipped. 
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No. 1317 (3 Cell) Magneto Telephone 


MAGNETO TELEPHONES 
No. 1317 (3 Ceil) Type 

The battery,compartments in these telephones provide space for 
three standard 2% x 6 inch dry cells. This number is recommended 
and usually employed on extremely long distance connection or under 
severe service conditions where maximum obtainable transmission 
is absolutely necessary. However, for local exchange and moderate 
toll service two standard Blue Bell dry cells have been found entirely 
satisfactory. 

(a) The ringer furnished with this telephone has an inductive 
winding of approximately 1000 ohms and a non-inductive wind¬ 
ing of approximately 3000 ohms, wound over the inductive winding of 
the spool. These two windings are connected in series and the junc¬ 
tion brought out to an extra terminal for use in connecting an exten¬ 
sion instrument or bell. 

Two Blue Bell Batteries and one No. 60A protector are furnished 
with each telephone and are included in the price. 

Note: If batteries are not desired, deduct 60 cents from the 
list price. If protector is not desired, deduct 50 cents from the 
list price. 


RINGERS OPERATED BY ALTERNATING CURRENT 


(Code Ringing) 


Cod© 

No. 

Ringer 

Resistance 

Ohms 

Generator 

Condenser 

Service 

fList Price 
Each 

•1317N 

1600 

48 type (5 bar A.C.) 


Medium loaded lines 

$20.60 

•1317P 

2500 

48 type (5 bar A.C.) 


Heavy loaded lines 

29.00 

1317R 

1600 

48 type (5 bar A.C.) 

21 type 

Medium loaded lines 

30.90 

1317S 

2500 

48 type (5 bar A.C ) 

21 type 

Heavy loaded lines 

31.20 

•1317AH 

1000 

22 type (3 bar A.C.) 

Light loaded lines 

28.20 

•1317AK 

2500 (biased) 

48 type (5 bar pulsating) 


Center checking 

30.80 


1317BS 


RINGERS (BIASED) OPERATED BY PULSATING CURRENT 
Four-party Selective Signaling 

(a) 22 type (2 bar A.C.) Any one of four parties $28.80 



No. 1305 Magneto Telephone 


No. 1305 Type 

The No. 1305 type magneto telephones listed below are intended 
for use in places where a smaller telephone than the No. 1317 type 
is desired or made necessary on account of available space, the approx¬ 
imate dimensions of the backboard being 7% inches wide by 10% inches 
long. 

This telephone has no space for batteries, nor is a writing shelf pro¬ 
vided. The batteries in this case are supposed to be mounted in some out 
of the way place, either in a battery box or on a shelf. 

Our recommendation regarding batteries is the same as referred 
to under the No. 1317 (3 cell) type telephone. 

RINGERS OPERATED BY ALTERNATING CURRENT 


(Code Ringing) 


Code 

Ringer 



fList Price 

No. Resistance, Ohms 

Generator 

Service 

Each 

♦1305R 

1600 

48 type (5 bar A.C.) 

Medium loaded lines 

$28.50 

♦1305AS 

1600 

50 type (3 bar A.C.) 

Medium loaded lines 

28.00 

♦1305M 

2500 

48 type (5 bar A.C.) 

Heavy loaded lines 

20.00 

♦1305AT 

2500 

50 type (3 bar A.C.) 

Heavy loaded lines 

28.40 

•1305P 

100C 

22 type (3 bar A.C.) 

Light loaded lines 

27.00 


RINGERS OPERATED BY PULSATING CURRENT 
(Four-party Selective Signaling) 

On 

1305U 2500 (biased) 22 type (2 bar A.C.) Any one of four parties request 

The above prices on 1305 type telephones do not include either batteries or protector, and these should 
be ordered separately as desired. 

•Arranged for a condenser to be wired in the receiver circuit, but not so equipped unless specified on 
order. 

fThe above list prices include furnishing a No. 143W composition shell receiver. If the No. 144AW 
hard rubber shell receiver is required, add 50 cents to the list price of each telephone to be so equipped. 
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MAGNETO TELEPHONES 
Desk and Arm Types 
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No. 6003K No. 6003G 

No. 6004B 


The Following Prices Do Not Include Either Batteries or Protector, and These Should Be Ordered 

Separately as Desired 

SERVICE DATA AND LIST PRICES 
RINGERS OPERATED BY ALTERNATING CURRENT 
(Code Ringing) 


Desk Ringer fList 

Code Desk Telephone Set Resist- Price 

No. Stand Arm Box ance, Ohms Generator Service Each 

6O03B 1020AL . 315H 1000 22 type (3 bar A.C.) Light loaded lines $30.30 

6003G . 1048AC 315H 1000 22 type (3 bar A.C.) Light loaded lines 35.50 

60Q3H . 1020AC 315H 1000 22 type (3 bar A.C.) Light loaded lines 40.50 

J6004B 1020AL . 300K 2500 48 type*(5 bar A.C.) Heavy loaded lines 32.20 

J6004C 1020AL . 300L 1600 48 type (5 bar A.C.) Medium loaded lines 32.00 

J6004D 1020AL . 300AA 2500 50 type (3 bar A.C.) Heavy loaded lines 36.50 

J6004E 1020AL . 300AB 1600 50 type (3 bar A.C.) Medium loaded lines 36.20 

6025A 1320CN . 315G 50 22 type (3 bar A.C.) Series lines 30.40 


The No. 1020AC adjustable arm is furnished for use on flat top desks or tables and has a radius adjust¬ 
ment of from approximately 35 to 48 inches. 

The No. 1048AC ann is a Collapsible, swinging arm mounted on top of a desk or table. 

Length of arm closed, 9 % inches. Length of arm extended, 24J^ inches. 

RINGERS OPERATED BY PULSATING CURRENT 

(Four-party Selective Signaling) * 

60Q3C 1020AL . 315J 2500 22 type (2 bar AC..) Any one of four parties $31.00 

(biased) 


RINGERS OPERATED BY HARMONIC CURRENT 
(Four or Eight-party Selective or Sixteen-party Semi-selective Signaling) 


Code 

No. 

Desk 

Stand 

Desk Set 
Box 

Frequency 

(Cycles) 

Generator 

Service 

•List Price 
Each 

6031A 

1020AL 

354A 

33 K 

22 type (3 bar •) 

I 

$32.50 

6031B 

1020A L 

354E 

50 

22 type (3 bar *) 

1 Harmonic selective 

32.50 

6031C 

1020 AL 

354F 

66 % 

22 type (3 bar •) 

f signaling lines only 

32.50 

603ID 

1020 AL 

354G 

16% 

22 type (3 bar *) J 

. 32.50 


•Arranged to give alternating current, but contact springs are arranged so that approximately one 
impulse of current out of four is sent over the line. 

tThese prices include a No. 143AW composition shell receiver. If the No. 144AW hard rubber shell 
receiver is desired 50 cents should be added to the list price of each telephone to be so equipped. 

JArranged for a No. 21 type condenser to be wired in the receiver circuit, but not so equipped unless 
specified on order. 

Portable Telephones 

Portable telephones are described under the heading “Railway Telephones” 
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at Prevailing Prices 


The Western Electric Company manufactures two general types of central battery telephones: 

(a) Induction Coil Type (b) Series Type) 

Series telephones are very satisfactoiy on short subscriber lines (one or two miles), but on long lines (over 
two or three miles) the transmission efficiency is somewhat less than our induction coil apparatus. 




No. 6054 Telephone 


Induction Coil Telephones 

Equipped with transmitter, receiver, induction coil, condenser 
and ringer. 


Ringers Operated by Alternating Current 


Individual, 

2 Party Selective or 4 Party Semi-aelective 
Signaling 


WALL TELEPHONES 

*List Price 

Code No. 

Ringer 

.Each 

1533A 

1000 ohms (biased) 

DESK TELEPHONES 

$20.00 

Code No. 

Ringer Desk Stand 

Desk Set Box 

6054A 

1000 ohm (biased) 1020AL 

534A $23.30 


Ringers Operated by Harmonic Current 


4 or 8 Party Selective or 16 Party Semi-selective Signaling 
WALL TELEPHONES 


Code No. 


Ringer 



1533E 


33% cycles 


$21.70 

1533F 


50 cycles 


21.70 

1533G 


66% cycles 


21.70 

1533H 


16% cycles 


21.70 


DESK TELEPHONES 



Code No, 

Ringer 

Desk Stands 

Desk Set Box 


6054E 

33 % cycles 

1020AL 

534E 

$25.50 

6054F 

50 cycles 

1020AL 

534F 

25.50 

6054G 

66% cycles 

1020AL 

534G 

25.50 

6054H 

16% cycles 

1020AL 

534H 

25.50 


Central battery telephones for 4 party selective ringing with 
ringers operated by pulsating or superimposed current can also be 
furnished. Write for particulars. 


Series Telephones 

Equipped with transmitter, receiver, condenser and ringer. 

Ringers Operated by Alternating Current 

Individual, 2 Party Selective, or 4 Party Semi-selective 
Signaling 

WALL TELEPHONES 

Code No. Ringer 

1533K 1000 ohm (biased) $18.90 

DESK TELEPHONE 

Code No. Ringer Desk Stand Desk Set Box 

6054K ’ 1000 ohm (biased) 1020AH 534K $22.20 


No. 1320 Police Telephone 



No. 1320—Closed 



No. 1320—Outer Door Open 


A Weatherproof central battery telephone, inclosed in a cast iron box and specially adapted for police 
patrol service. All apparatus is mounted on a frame which can be removed as a unit from case. 

Equipped with unbiased 1000 ohm ringers and intended for straight alternating ringing only. 


Code No. 


List Price Each 


1320A Lettering on door, as specified. $83.50 

*List prices include furnishing a No. 143AW composition shell receiver. If the No. 144AW hard rubber 
shell receiver is required, add 50 cents to the list price of each telephone to be so equipped. 
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Western Electric 

CENTRAL BATTERY TELEPHONES 

Telephones for Use with No. 1801 Switchboards 
Systems A, B and C 



No. 1327H 


Series Telephones 

These telephones are recommended for use with No. 1801 switchboard sys¬ 
tems A, B and C in local service only, that is, in connection with switchboards 
which do not have connection with an outside exchange. They are equipped with 
a direct current 140 ohm vibrating bell or buzzer, transmitter and receiver. 


WALL TELEPHONES 

Code 

No. Case and Finish Mounting Receiver 

1327H Wood—Golden oak* Non-flush Watch case type 

1339NM Metal—Brush brass Flush Watch case type 

1533N Metal—Black enamel Non-flush Hand receiver 

*Furnished in ebony finish at same price as oak finish. 


List Price 
Each 

On request 


Code 

No. 

6034AU 

6034AT 


DESK TELEPHONES 

Description 

Consists of a No. 1020BJ black desk stand equipped with 

a watch case receiver. Has a buzzer in the base. 

Consists of a No. 1020BH black desk stand equipped with 
a watch case receiver. Has a separate direct current 
vibrating bell. 


List Price 
Each 


On request 



No 1339 Type 


Induction Coil Telephones 

These telephones are recommended for use with No. 1801 switchboard systems 
"C,” which have lines connecting the system or switchboard with an outside ex¬ 
change. They are equipped with a direct current 140 ohm vibrating bell, induc¬ 
tion coil, standard long distance transmitter and a bipolar hand receiver. 


WALL TELEPHONES 


Code 



List Price 

No. 

Case and Finish 

Mounting 

Each 

1293AR 

Wood—Golden oak 

Non-flush 1 

On request 

1533M 

Metal—Black enamel 

Non-flush j 


DESK TELEPHONES 


Code 



List Price 

No. 

Desk Stand 

Desk Set Box 

Each 

6000AE 

No. 1120CN (Black finish) 

No. 295AU Non-flush 1 
(Golden oak finish) j 

On request 


System D 

Any standard central battery telephone with ringers operated by alternating 
current either induction coil or series type can be used with System D. However, 
induction coil apparatus, such as the No. 1533A wall telephones or No. 6054A desk 
telephones, are recommended where connection is made to an outside exchange. 
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Mail Orders Pilled 
at Prevailing Prices 


TELEPHONE SWITCHBOARDS AND SYSTEMS 

General 

The line of noh-multiple type switchboards is complete and includes designs that will satisfy every 
demand for telephone exchange equipment. 

Magneto switchboards are offered in capacities varying from 4 to 330 lines. 

Private Exchange (P.X.) and Private Branch Exchange (P.B.X.) switchboards, such as our sectional 
unit type, range in capacities from 20 to 80 lines and over. P.X. and P.B.X. boards are also made up in 
either desk or cabinet style, ranging in capacity from 60 to 600 lines. 

Toll switchboards are offered in either desk or cabinet style and have capacities from 40 lines upward. 

Common battery non-multiple switchboards are of the cabinet type and range from 260 to 520 lines in 
capacity. 

Multiple type equipments are also manufactured for regular exchange use, for private branch exchanges 
and for toll offices. These equipments range in capacity from 300 lines to 10.500 lines. 

Due to the varied requirements existing for multiple type equipments, these are not standardized to the 
same extent as are the non-multiple line of switchboards. 

We wiU : upon request, gladly make studies, recommend equipments and furnish engineering data and 
prices applying to any type of switchboard. 



No. 106B Switchboard 
l^all Type 


No. 106B MAGNETO WALL SWITCHBOARD 
Drop Type 

The No. 106B switchboard h intended for exchanges where the 
total number of lines will not exceed 10. 

The cabinet is of walnut. 

The equipment for each line consists of a 500 ohm drop, bridged 
across the line, and a jack. 

The equipment for answering, originating and supervising* calls 
consists of four cord circuits with supervisory drop signals, listening 
jacks and a listening cord. 

Equipment for one toll line is also supplied with this switchboard. 

The operator’s telephone set, furnished with the switchboard, con¬ 
sists of a long distance transmitter and receiver. Other equipment 
consists o f a night alarm circuit, a five-bar hand generator, and a night 
alarm key. 

In operating the switchboard, the operator answers and listens in 
with either one of the two duplicate listening cords provided for the 
purpose. Connections are made by means of the other cords without 
the use of keys. Ringing is done over the listening cord with the hand 
generator. 


No. 1012 MAGNETO WALL SWITCHBOARD 
Ringer Type 

The No. 1012 switchboard is intended primarily for small telephone sys¬ 
tems of ten lines or less where it is not feasible to have a regular switchboard 
operator in attendance. 

The cabinet is made of a light finish quarter-sawed oak, having a door 
hinged in front to facilitate inspection of apparatus and wiring. 

Equipment for each line consists of a 1000 ohm ringer. 1600 or 2500 ohm 
ringers can be furnished if required. Ringer indicators are supplied with each 
ringer so that the operator, if not in attendance when a bell rings, can tell which 
line has called. 

'Die equipment for answering and originating calls consists of four cord 
circuits, listening jacks, and a listening cord. No supervisory or ring-off 
signals are provided. 

The operator’s telephone set, furnished with the switchboard, consists of a 
long distance transmitter and receiver. Other equipment consists of a power¬ 
ful five-bar hand generator. 

In operating the switchboard, the operator answers and listens in with the 
# listening cord and plug provided for the purpose. Connections are made with 
the other cords without the use of keys. Subscribers are called by ringing with 
the hand generator thiough the listening cord. % 

Write our nearest House for particulars. 
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No. 1800 MAGNETO SWITCHBOARD 

Sectional Unit Type 

This type of switchboard corresponds in general design to the 
familiar sectional unit bookcase, and is offered for installations that 
are comparatively small at the start but are expected to grow rapidly, 
and where the needs for the future are indefinite. An ultimate capac¬ 
ity of 50 lines has been set arbitrarily as the maximum that should be 
used with this type of switchboard. With a low calling rate, however, 
it is safe to assume that as many as 70 or 80 lines can be accommodated. 

To meet various requirements, there are different types of base or 
supporting units, cord units, line units and top units. To assemble a 
board it is then necessary to select, first, a base unit; second, a cord 
unit; third, one or more line units, and finally a top unit. These 
. assemble readily in the order given, and provide a perfectly practical 
switchboard to which additional line units may be added at any time. 
Wall Type—20 Linea Easy to assemble a switchboard for any line or operation condition. 

Necessary to buy only as much equipment as needed, switchboard capacity readily increased (by adding 
line units) as business grows, no investment lying idle. 

All terminals and apparatus instantly accessible. 

Apparatus, material, construction and finished product are standard Western Electric Quality Products, 
the best that can be produced. 

Write our nearest house for particulars* 
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No. 1200 TYPE MAGNETO SWITCHBOARDS 
Non-multiple—Automatically Restored Line Signals 


The No. 1200 type switchboard series (Code 
Nos. 1220 to 1259) is designed for the medium 
size magneto exchange. The switchboards range 
in capacity from 105 lines to 330 lines. Addi¬ 
tional capacity may be obtained by lining up 
two or more sections and making use of transfer 
trunks. 

For exchanges where the ultimate capacity 
will exceed 330 lines non-multiple magneto 
switchboards are not recommended because of 
the resulting lower operating efficiency and lower 
grade of service. In such cases central battery 
or multiple type magneto switchboards should 
be installed. 




No. 1240D Switchboard 

Switchboard 



Cord 

Line 

Code No. 

No. of 

Line 

Capacity 

Cable 

(See Note 1) 

Positions 

Capacity 

(See Note 2) 

Pairs 

1220 

1 

105 

15 

105 

1230 

4) f left 

105 

15 

105 

\ right 

105 

15 

105 

1240 

1 

165 

15 

165 

1250 

9 1 left 
~ l right 

165 

165 

15 

15 

165 

165 


Note 1 . The No. 1200 type magneto switch¬ 
boards may be equipped with either No. 2 ball type 
combined jacks and signals and No. 10 ball type push 
button restored supervisory signals or No. 22 shutter 
type combined jacks and signals and No. 34 shutter 
type supervisory signals. Boards equipped with ball 
type signals are described by adding the suflix “C” 
to the switchboard Code Nos.; as for example, No. 
1240C switchboard. Boards equipped with shutter 
type signals are described by suffixing the letter “D” 
to the switchboard. Code No.; as for example, No. 
1230D switchboard. 

Note 2. The No. 1200 non-multiple magneto 
switchboard is furnished with either single or double 
supervision cord circuits. Single supervision boards 
may, if desired, be equipped with five cord circuits 
having toroidal repeating coils and switching keys. 
Double supervision boards may be equipped with 
either the condenser type “non-hang-up” cord circuits, 
or the condenser repeating coil type “non-hang-up,” 
‘‘non-ring-through” cord circuits. The present No. 
1200 ty]>es of switchboard, if arranged for single super¬ 
vision, may be changed to a double supervision board 
simply by installing the necessary additional appara¬ 
tus. GooqIc 

Write our nearest nouse for particulars. 


No. 1220D Switchboard 


No. 1250D Switchboard 
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No. 1801 CENTRAL BATTERY 
PRIVATE EXCHANGE SWITCHBOARDS 
Sectional Unit Type 



No. 1801 Switchboard No. 1801 Switchboard 

Desk Type Wall Type 

Systems B, G or D ' System A 

The No. 1801 sectional unit type switchboards have been designed for small private exchanges or private 
branch exchanges, serving from 20 to 60 lines. Equipments having capacities up to 120 lines can also be 
furnished if required. 

This type of board is constructed along the same lines as the No. 1800 sectional unit type magneto 
board. (See preceding pages.) They differ in that the No. 1801 has lamps for the line and supervisory 
signals. 

The units of the No. 1801 switchboard are finished in birch, mahogany or light oak. Inside of switch¬ 
board units are shellacked to prevent warping. The frameworks are carefully and rigidly assembled. The 
apparatus is of the same quality as that used in the larger central battery equipments. Wiring is in cable 
form. 



No. 1801 Switchboard 
Showing 

Method of Enlarging 


FOR THE INFORMATION OF CUSTOMERS 

Operating telephone companies, as a rule, do not permit con¬ 
nections with their wires, switchboards or telephones, of any appara¬ 
tus or attachments not owned or maintained by them. 

Four different systems—A, B, C and D—have been devised to 
meet the various classes of service required in this type of switch¬ 
board. Telephones which can be used with these systems are listed 
on preceding pages under heading: Central Battery Telephones. 

’"System A. Provides for communication from any telephone 
to switchboard only. No means are available for connecting two 
telephones together and none for connections to the public tele¬ 
phone system. 

■"System B. Same as System A but also arranged for connect¬ 
ing any two telephones together. 

^System C. Same as System B but also provides for con¬ 
nections to a central battery or a magneto central office. 

*N0te: Direct current is used for ringing the telephone bells in 
Systems A, B and C. 

System D. Provides the same service as System C, except 
that alternating current is used for ringing the telephone bells. 
This makes it possible to use standard central battery telephones 
with polarized ringers and induction coils. 

Write our nearest house for particulars. State which 
system is best suited for your requirements. 

Digitized byVjOOvlC 
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Nos. 1262-1350 CENTRAL BATTERY 
P.B.X. SWITCHBOARDS 

These switchboards are designed for use as branch exchange equipments connecting with a public 
telephone system. They are of the central battery type, making use of lamp line signals and lamp 
supervisory signals. This makes possible rapid and reliable operation. The line signal is associated directly 
with the corresponding jack so that the operator can plug in directly above the lighted lamp. 

Supervision Ls positive as the signal is closely associated with the corresponding cord. 

The current supply may consist of a storage battery at the private branch exchange, charged either 
over separate conductors or trunks from the central office or from charging equipment at the private branch 
exchange. It may also be furnished direct from the central office storage battery over a trunk line. 

The trunks from the central office terminate in cords and plugs. These plug-ended trunk circuits reduce 
the number of connecting cords required with the board.. The use of one cord instead of two makes for ease 
in handling and does not tie up the connecting cord circuits. Incoming calls from the central office are com¬ 
pleted directly by operator without the'use of local cord circuits. This results in increased transmission 
efficiency. 

Holding jack circuits up to the number of five are also provided for each trunk circuit equipped to hold 
an exchange trunk without tying up a local line. This feature is valuable when the called-for line happens to 
be busy. 

These private branch exchange switchboards are furnished in one and two-position cabinet or desk 
types in either birch, mahogany or oak finish. 

Write our nearest nouse for particulars. 




No. 1302 P.B.X. Switchboard Desk Type 



Cabinet Type 





Total Line 
Capacity 



Cord 





Number 

Wired Including 



Circuit 

Plug 




Number 

Line 


Capacity 

Ended 


Code 


of 

Arranged 

Relay 


Number 

Trunks 


No. 

Type 

Positions 

for Relays 

Capacity 

Wired 

Wired 

Capacity 

Wired 

1262 

Cabinet 

1 

200 

40 

20 

10 

10 

5 

1272 

Cabinet 

2 

f L. pos. 200 

40 

20 

10 

10 

5 


l R. pos. 200 

40 

20 

10 

10 

5 

1280 

Cabinet 

1 

300 

40 

20 

10 

10 

5 

1290 

Cabinet 

2 

f L. pos. 300 

1 R. pos. 300 

40 

40 

20 

20 

10 

10 

10 

10 

5 

5 

1302 

Desk 

1 

200 

30 

15 

10 

10 

5 

1320 

Desk 

1 

60 

30 

15 

10 

10 

5 

1321 

Desk 

1 

100 

30 

15 

10 

10 

5 

1322 

Desk 

1 

200 

30 

15 

10 

10 

5 

1330 

Desk 

1 

300 

30 

15 

10 

10 

5 

1342 

Desk 

2 

f L. pos. 200 

30 

15 

10 

10 

5 


•\ R. pos. 200 

30 

15 

10 

10 

5 

1350 

Desk 

2 

f L. pos. 300 

30 

15 

10 

10 

5 


\ R. pos. 300 

30 

15 

10 

10 

5 


FOR THE INFORMATION OF CUSTOMERS 


Operating telephone companies, as a rule, do not permit connections with their wires, switchboards 
or telephones, of any apparatus or attachments not owned or maintained bv them. 
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No. 1248A Switchboard 


Western Electric 59 

No. 1248A AND No. 1258A CENTRAL 
BATTERY NON-MULTIPLE 
SWITCHBOARDS 

These central battery non-multiple switchboards are designed 
for serving central battery telephone lines and a small number of 
magneto lines. With the exception of central battery boards of the 
multiple type they are the largest made. # 

The No. 1248A one-position board is best adapted for use where 
the number of central battery lines will not exceed 240; the No. 
1258A two-position board where the maximum will be 480 lines. 

Central battery lines are arranged with lamp signals and 
relays for controlling the lamps as in the large multiple type boards. 

Magneto lines terminate in combined jacks and signals. 




Central 





Battery 

Magneto 

Cord 

Code 


Line 

Line 

Circuit 

No. 

Positions 

Capacity 

Capacity 

Capacity 

1248A 

1 

240 

20 

15 


f left 

240 

20 

15 

1258A 

2 {n g ht 

240 

20 

15 


Cord circuits are arranged with lamp super¬ 
visory signals, giving positive supervision. Any 
or all cord circuits can be arranged to operate as 
straight central battery, combination central 
battery and magneto, or full universal. 

In the universal circuits, toroidal type 
repeating coils will be furnished if specified. 
When these are furnished, a cut-out key is used 
so that ’if two magneto lines are connected, the 
repeating coil may be either cut irf or out of 
circuit. When a magneto and central battery 
line are connected, the repeating coil equip¬ 
ment will serve to eliminate noise. 

Various ringing combinations are available. 
To provide for any of these, universal wiring is 
installed to connect the different types of cord 
circuit keys. 

Suspended type transmitters are usually 
furnished, but chest type transmitters will be 
supplied, if ordered. 

Write our nearest house for particulars. 
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MINE TELEPHONE SYSTEMS 


Mail Orders Filled 
at Prevailing Prices 


Mine telephone systems usually consist of several instruments connected to one pair of wires, forming a 
party line. Local battery magneto telephones are used and signaling is done by code rings. 

The severe conditions encountered under ground, due to moisture, gases, acidulated water, etc., make it 
necessary to provide unusually well protected telephone instruments for this service. For use above ground, 
such as in the engine room, superintendent’s office, etc., in conjunction with the mine system, standard wall 
or desk type telephone instruments can be used unless it is proposed to place them in exposed locations. In 
that event the metal case telephones should be used, the same as used below ground. 

When the mine system requires piore lines than one, they should be terminated in a switchboard located 
at some central point, such as the superintendent’s office or engine house. 

Switchboards suited to every requirement or condition are described elsewhere in this catalog tinder the 
heading of Switchboards. 

Write fdt a copy of booklet, “Mine Telephone Systems and How to Install Them,” sent you on request . 


No. 1336 Type 

The No. 1336 type metal mine telephone is fireproofed, moistureproofed 
and rustproofed. Its iron case is curved at the top so that water ana falling 
objects will easily slide off. 

The apparatus inside the case is doubly protected from moisture, acid 
fumes and gases by two iron doors, and special treatment g'ven each part 
to resist the action of such disturbing elements. When the inner door is 
closed only the metal transmitter mouthpiece, receiver., cord (impregnated 
with a moisture resisting compound) and the generator handle are exposed. 

When the outer door is closed even these parts are protected. In using the 
set it is evident that only the outer door need be opened. 

Ringers or Bells. The instrument is equipped with a high-efficiency 
ringer which is so designed that it is nearly impossible to get out of 
adjustment. 

The gongs emit a very loud, distinct ring and are given a special finish No, 1336 Mine Telephone 
to prevent corrosion. 

It is often desired to provide loud-ringing extension bells, in conjunction with the telephone instruments 
at certain points when conditions are such that the bells furnished with the sets are not adequate. In this 
event, ringers or bells as a part of the instrument are unnecessary, and we are prepared to furnish telephones 
without bells when so specified in the order. 

Generator. The telephones are equipped with a 5 bar hand generator powerful enough to satisfac¬ 
torily ring 40 telephones connected across the same line. All exposed parts are heavily galvanized and the 
armature winding is impregnated with moistureproofing compound. 

Moistureproofed Parts. The receiver cord, windings of the receiver, ringer coils and induction coils 
are impregnated with a compound to protect them from moisture and gaseous fumes and all permanent 
terminal connectors are also imbedded in the same compound. All interior wiring is done with heavy copper 
wire insulated with a high grade of rubber. These wires are formed and laced together into cables, which 
protect them from injury and also present a neat and compact arrangement. 

Batteries. Two cells of standard dry battery are required for each telephone to furnish the talking 
current. In ordering batteries for telephones in use in underground or in damp locations, specify that they 
be furnished with “special impregnated cartons.” 


Code List Price 

No. Description Each 

1336A Metal case mine telephone, without ringer. $69.00 

1336E Metal case mine telephone, equipped with 2500 ohm ringer. 73.50 




No. 1336 Mine Telephone 
(Outer Door Open) 



No. 1336 Mine Telephone 
(Outer and loner Doors Open) 

Digitized by 
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MINE TELEPHONES 
Telephones for Above Ground Service 

In the superintendent's office, engine house and other di^ and protected parts of the plant which should 
have communication with each other and the mine, the No. 1317 standard wooden case magneto telephone 
and No. 6004 desk stand magneto telephone, listed in the preceding pages, can be used and are recommended. 
These telephones have been designed to meet the most exacting requirements of telephone service, and are 
standard with the largest telephone companies for heavy duty magneto service. 

Mine Telephone Extension Bells 

It is often desired to place a bell at some point distant from the telephone thus permitting the instru¬ 
ment to be located in a more or less sheltered position and still make impossible for the signals to be heard over 
quite an area. For this use two types of bells can be furnished. The No. 127 and the Nos. 392 and 342 
types. These are listed under the heading Extension Bells elsewhere in this catalog. 

Bells having ringer coils wound to either 1000 or 2500 ohms resistance can be furnished. In using these 
bells on lines in connection with telephones of other manufacture, the 1000 ohm type is recommended. 

No. 127 Type. The No. 127 type is recommended for use above ground in dry, protected locations 
where a bell having the same sound volume as the bell furnished with the telephone instrument is satisfactory. 
Where a loud-ringing bell is required, the No. 392 or No. 342 types are recommended. 

Nos. 392 and 342 Types. These extension bells are thoroughly protected against moisture, having 
impregnated coils and all exposed metal parts galvanized. They are so designed and constructed that it is 
almost impossible for them to get out of adjustment. However, they can be quickly and easily adjusted, if 
necessary. 

The No. 392 is furnished equipped with 6 inch gongs. The No. 342 is also regularly* equipped with 6 
inch gongs and is mounted on a wooden backboard with canopy, as a protection against falling material; in 
case 8 inch gongs are required they can also be furnished. 


Mine Telephone Protectors 

It is customary to protect mine telephone instruments against lightning discharges and accidental 
crosses with lightning or power circuits. It is generally recognized by telephone authorities that a protector 
should be placed as near as possible to where the line wires enter the building, as by this method protection 
is afforded the inside wiring, the instrument and the building itself. 

We manufacture several different types of protectors for use with telephone apparatus. The No. GOA 
protector is intended for protection against lightning only in locations where there is no chance of contact 
with electric light or power wires, and the No. 12A protector for protection both from lightning and foreign 
electric currents. This apparatus is listed under the heading “Protectors.” 



Mine Signaling Sets 

To provide a reliable system for electrical signaling in mines we 
have designed the No. 343A signal set which consists of a strong iron 
case containing a 5-bar No. 48D hand generator and two terminals. 
The line wires are brought into the set through a hole in the bottom. 

On the front of the outer door a small box having a glass window 
is provided in which is hung the padlock key. In case of emergency 
this window must be broken in order to open the set and turn the 
generator crank. 

No. 48D Generator. The No. 48D generator furnished with 
this signaling set will ring 30 No. 342, 2500 ohms signal bells 
connected on a 7 l A mile full metallic line of No. 12 B.W.G. iron wire 
or a 281^ mile line of No. 12 B.&S. hard drawn copper wire. 

It has all exposed metal parts galvanized to make them rust¬ 
proof and the armature winding is impregnated with a moistureproof 
compound. 

It is mounted inside the metal case and is made proof against dust and dirt by the iron plate which is 
held firmly against an iron shoulder with large screws. The generator handle only protrudes through the 
plate, and all other mechanism and wiring is entirely encased even when the outer door is open. 


No t 343A Mine Signaling Set 


Code List Price 

No. Description Each 

343A Mine signaling set... On request 


Signal Bells 

For receiving the signals either the No. 392 or No. 
342 type loud-ringing bells can be used. These bells 
are alike in design and construction only the No. 
342 type is mounted on a wooden backboard with 
a canopy for extra protection from falling rocks or 
other objects. (See above description of mine tele¬ 
phone extension bells.) * 



Digitized by" 

No. 343A Mine Signaling S;:t (Outfr Door Open) 


Google 
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We have not attempted to list here detailed information with regard to railroad train dispatching tele¬ 
phones and selective apparatus, but only wish to call attention to the fact that we are prepared to furnish 
complete equipments, especially adapted to any service requirement. 

Write our nearest distributing house for detailed information. 


Street Railway Telephone Systems 

City and suburban electric railways are finding the use of telephone dispatching a profitable method of 
controlling the movement of their cars. In general an 1800 switchboard is used at the office. Connected 
to the board are a number of telephones along the line at terminals, short-line points, important traffic 
qenters and intersections, railroad crossings, canal or river crossings and company buildings. For protected 
places, standard magneto telephones of the 1317 type are used. For unprotected places the 1278 type 
telephone is better suited. 

Im some cases it is advisable to equip the cars with portable sets of the No. 1330 or 1331 types, which 
can be connected to the line by means of No. 186 type jacks mounted on poles along the tracks. 



Portable Magneto Telephone of No. 1375 Type 

This is a complete portable magneto telephone for connecting to metallic or grounded lines and capable 
of ringing the bells on a heavily loaded circuit. 

The apparatus is compactly mounted on an aluminum frame which can be easily removed as a unit 

from the case for inspection or adjustment 
when necessary. The line and ground 
terminals are conveniently mounted on a 
terminal plate directly under the cover. 
The equipment consists of a standard No. 
1001 type hand set, induction coil, genera¬ 
tor, 2150 ohm buzzer for receiving signals 
and a No. 703 Evereadv dry battery. 

This portable telephone is especially 
adapted for line patrolmen and others who 
are frequently out of reach of a permanent 
telephone station and who must carry a 
light and compact telephone for communi¬ 
cating to headquarters quickly in an 
emergency. 

The following equipment is intended for 
use with these sets, but will not be fur¬ 
nished unless specified in the order: 

One bayonet type ground rod per Spec. 
D-313 provided with a brass scabbard and 
a 10 foot connecting wire for attaching to 
set. 

One line connection wire per Spec. D-311 consisting of a 40 foot length of No. 14 B. & S. flexible rubber 
covered and braided copper wire, equipped with tips at each end and having a 4 inch bared space at the 
middle. 

The usual method of connecting this telephone to the line is either by means of a line pole or by means of 
the line connecting wire. This wire is thrown over the line and held in such a position that the bared wire is 
in contact with the line wire, and either one or both ends of the wire being connected to one terminal of the 
telephone, the other terminal being connected either to the ground by means of a bayonet ground rod or other 
ground connection, or to the other line wire by means of another line connecting wire in the case of a metallic 
circuit. 


Code 

Hand 



List Price 

No. 

Set 

Generator Buzzer Battery 

Weight 

Each 

1375B 

1001H 

No. 29E 2150 ohms . No. 703 Eveready 

10^ lbs. 

$75.50 



LINE CONNECTING WIRE 

Google 


Spec. D-311 


(As described above) 

BAYONET GROUND ROD 

$1.40 

<• D-313 


(As described above) 


$6.60 
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This is a Weatherproof iron box telephone designed to 
be fastened to poles along a street railway line. The follow¬ 
ing apparatus is mounted on a removable base: 

No. 48 type (5 bar A.C.) generator, ringer, induction 
coil, two fuses, two open space carbon cutouts, and 
automatic door switch which is operated by the opening 
and closing of the door, and a No. 25 type repeating coil. 
The repeating coil insulates all metallic connection between 
the line and telephone instruments. The ringing current 
and talking currents are both transformed through this 
coil either out over the line or into the instrument, as 
the case may be. Closing the door operates the door 
switch and disconnects the repeating coil from the line, 
and also breaks the local transmitter battery circuit. This 
prevents current from passing through the repeating coil 
except when the telephone is in U3e, and also prevents any 
unnecessary drain on the battery. 

No. 1278G The lower part of the case is arranged to hold two dry 

cells and the No. 1001 type hand set and cord when not in 
use. The cord used is weatherproof and of sufficient 
length to enable the user to stand in a comfortable posi¬ 
tion while talking. 

The No. 1278G telephone is provided with a lock so constructed that after the key has been inserted and 
the door opened the key is held tightly in place and cannot be removed until the door has been properly 
closed again. This serves to insure the closing of the door before the user returns to his car. 


Code Hand Door ‘List Price 

No. Generator Ringer Set Lock Fuses Each 

1278G 48C (5 bar A.C.) 51A (1000 ohms) 1001F 5B Two 500 volt, 1 ampere $100.00 
1278H Same as No. 1278G except that a hasp and staple are substituted for the 5B lock, thus On 

permitting standard switch locks to be used. . request 

•The above prices do not include batteries; these should be ordered separately as desired. 


Portable Magneto Telephones in Wooden Cases 



No. 1331E 


These portable telephones are intended for connect¬ 
ing to regular bridging magneto lines, and are equipped 
with a standard local battery circuit. 

They are contained in substantial wooden cases made 
of hard maple, having the corners reinforced with 
aluminum brackets. Cases are regularly furnished with 
a substantial leather suitcase handle. If so specified on 
the order, however, a broad leather shoulder strap can 
be furnished in place of the handle or in addition to it. 

The Nos. 1330F and 1331F are equipped with a six 
foot cord and No. 146 plug for connecting with the line 
through a No. 186 pole jack. 

Condensers are not furnished unless so specified on 
order. 



No. 1331E 



Method of 
Connecting 
to Line 

Ringers 

Generator 

Service 

fBatteries 

Used 

Approx. 

Weight 

Complete 

List 

Price 

Each 


No. 146 plug 
and cord 

32 BG 

(2500 ohms) 

48A (5 bar) 

Heavy loaded lines 

2 Blue Bell 

28 lbs. 


pm 

No. 146 plug 
and cord 

3B buzzer 
(2500 ohms) 

22A (3 bar) 

Light loaded lines 

1 No. 792 
Eveready % 

17 lbs. 

On 

request 


t Batteries are not furnished unless specified in order. 
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TELEPHONE APPARATUS 
Telephone Booths 

No. 2 Type Folding Door 
Telephone Booths 
(French) 

This type booth makes use 
of a folding door which can 
be closed and opened by 

pulling the handle. It re¬ 

mains in any position and 
will stay closed without the 
use of catches. There are no 
tracks upon the floor to gather 
dirt and become clogged. The 

_ k ventilation is perfect. The 

No. 2 Type (French) door, when operated, extends 

only four inches beyond the face of the booth. The interior sides, 
back and ceiling are lined with sheet metal. The floor is of hard¬ 
wood and the threshold is protected with safety tread. The booths 
can be furnished with five glass panels (two panels in upper part of 
door, two panels in left hand side and one panel in right hand side, 
facing booth) or they can be furnished with two glass panels in upper 
part of door only. With each booth a shelf is furnished, intended as 
an elbow rest; The door is always hinged on the right hand side 
(facing booth). The booths are properly crated for shipping without 
additional' charge. Booths will be shipped set up, unless order 
specifically reads “ship knocked down.” In such cases an extra 
charge is made. 




No. 2 Type (French) 


List List Price Each 

No. Material Finish 1 to 24 

2A Oak Plain oak (2 glass panels in door ).$164.40 

2B Birch Dark mahogany (2 glass panels in left side ). 164.40 

2C Birch Light mahogany (1 glass panel in right side). 164.40 

2G Oak Plain oak (2 glass panels in door only). 150 00 

2H Birch Dark mahogany (2 glass panels in door only). 150.00 

2J Birch Light mahogany (2 glass panels in door only). 150.00 

Booth seats (extra). $4.60 

Charge for knocking down booths.. 2.00 


FOLDING DOOR BOOTHS (SEAMAN) 

These booths are made so as to occupy the smallest space possible, but roomy enough for the comfort of 
the user. By the folding door device no space outside of the booth is needed for closing and opening the door. 
The booths are substantially built and a shelf is furnished in every booth. 


2S Folding door Plain oak. $120.00 

2S Folding door Mahoganized birch... 128.00 


SWINGING DOOR TELEPHONE BOOTHS (SEAMAN) 

These booths are sound proof and have double interchangeable walls forming a complete interior shell, 
surrounded by a complete exterior one with an air space between, thereby excluding outside noises. The 
booths are equipped with a double door. Each door swings on its own set of hinges. Only one knob is used 
with the door. If not specified otherwise, the booths will be supplied with doors swinging to the right. Sides 
of glass of panels are made interchangeable so that when one glass side is ordered it may be placed either to 
right or left of the door at the option of the user. 


List # '-Size-» List Price 

No. * Outside Inside Finish Glass Each 

20 *32 x 39 ins. 32 x 26 ins. Plain oak In door only. $124.90 

20 *32 x 39 ins. 32 x 26 ins. Plain oak In door and one side. V.... 135.00 

21 *44 x 39 ins. 37 x 32 ins. Plain oak In door only.. 145.10 

21 *44 x 39 ins. 37 x 32 ins. Plain oak In door only.. 145.10 

21 *44 x 39 ins. 37 x 32 ins. Plain oak In door and one side. 156.20 

25 *31 x 37 ins. 26 x 32 ins. Plain oak In door only. 94.50 

25 *31 x 37 ins. 26 x 32 ins. Plain oak In door and one side. 101.30 

20A *32 x 39 ins. 26 x 32 ins. Plain oak In door only. 124.90 

20A *32 x 39 ins. 26 x 32 ins. Plain oak In door and one side. 135.00 

*Not including shelf. Shelf extra, 


Delivery F. O. B. Factory, Milwaukee, Wis. For warehouse deliveries write nearest house. All 
booths have the door on the wide side except when List No. is followed by capital “A,” which indicates a 
booth with the door on the narrow end. Standard finish of the booth is quartered oak, 

mahogany or cherry finish on request. 
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Lead Covered Telephone Cable 

Cabk for aerial and underground telephone use is composed of copper conductors, 
insulated with either one or two wrappings of paper, twisted into pairs and enclosed 
in a lead sheath. In general, cable with single wrapped conductors is recommended, 
since its electrical and mechanical characteristics are perfectly satisfactory for most 
conditions, and the cost is less than of cable with double wrapped conductors. Cable 
intended for interior construction usually has the conductors insulated with two serv¬ 
ings of silk and one o|f otton. 

The insulated conductors may be enclosed in a sheath composed of commercially 
pure lead, an alloy of lead and tin, or an alloy of lead and antimony. Lead antimony 
sheath is recommended for aerial and underground construction. Lead-tin sheath 
can also be furnished if desired. Pure lead sheath is recommended for use only within 
buildings or in similar unexposed places. It is furnished, however, on cable intended 
for aerial or underground use where a cheap* cable is desired. 


Extra Pairs 

Extra pairs are placed in all cables containing conductors smaller than No. 16 
gauge, to take care of any pairs which may become defective in manufacture. In the 
majority of cables, all or part of the extra pairs are good and may be.used for addi¬ 
tional circuits. All pairs of No. 16 gauge and larger, except in submarine cable, are 
guaranteed to meet the specification requirements when the cable leaves our factory. 


Prices 

Owing to the fluctuations of the market price of raw material, it is impracticable to list prices on cable 
in a catalog. We will be pleased, however, to furnish full information and prices on request. 


Special Cables 

Special conditions often require cables with different characteristics from those which have been stand- 
■' ardized and coded. There is a Western Electric cable to meet every requirement. If your condition neces- 
i sitates special cable write our nearest house giving full details and information and price will be furnished. 
; A brief description of some of the most important of special cables is given below: 

Submarine Cables 

Paper insulated submarine telephone cable may be divided into three general classes, depending upon 
" the use for which they are intended. 

i 1. High dielectric strength, tight core cable, designed for use in rather long lengths, that is, in lengths 
such that the cost of repairing a break in Ihe cable will be less than the cost of an entirely new cable. 

2. High dielectric strength, loose core cable, designed for use in rather short lengths where high trans¬ 
mission efficiency and high dielectric strength are of importance; for example, a short river crossing cable 
connecting important open wire lines. 

. 3. Single paper insulated loose core cable designed for use in rather short lengths where so high a dielec- 

1 , trie strength is not necessary; for example, a short river crossing cable connecting land cables. 

Either single or double armored cable can be furnished. In most cases, the single armored cable is 
sufficient mechanical protection. The double armored cable is used* only in cases of extremely severe 
mechanical requirements. In still water with a mud bottom, a single armor will be sufficient. With a 
rocky and uneven bottom with strong tides and currents, double armor should be considered. 


Composite Cables 

Composite cable, or cable composed of conductors of two or more gauges can be furnished. The com- 
jr binations of pairs which will utilize the space witnin the lead sheath most economically are somewhat limited 
j and our cable engineers will make recommendations along this line upon receipt of detail information as to 
;i the conditions to be met. 

1200 Pair Cables 

A 1200 pair No. 24 gauge cable has been developed for underground use with a mean outside diameter of 
2H inches. This type of cable is designed for short cables in congested districts. 

High Dielectric Strength Cables 

Paper insulated cable designed to withstand potentials up to 1500 volts A.C. is manufactured for use 
3 > where telegraph or signal circuits are to be carried through the cable. 

*5 
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TELEPHONE APPARATUS 
Cable Terminals 
No. 8 Type 

WITHOUT PROTECTORS 

This terminal is for open wire distribution from lead-covered aerial cable, and is ar¬ 
ranged for attaching to poles. No arrangement is made for protective devices. A six-foot 
No. 22 B.&S. gauge cable stub is standard, and will be furnished attached to assembled 
terminal, unless otherwise ordered. List Price Each 



Prices are F. 0. B. Hawthorne, Ill. 


with 6 Ft. 



Overall 

Diameter 

No. 22 B.&S. 

Code 

Capacity 

Height 

of Hood 

Gauge Cable 

No. 

Pairs 

(Less Cable Stub) 

Inches 

Attached 

8A 

10 

15* 

6 X 

$12.20 

8B 

16 

15* 


13.60 

8C 

26 

19H 


18.30 

8D 

31 



20.80 

8E 

51 

28 ft 


28.60 


No. 14 Type 


WITHOUT PROTECTORS 

This is for open wire distribution from lead-covered aerial cable, and is 
intended to be mounted on poles or buildings. No arrangement is made for 
protective devices. A six-foot No. 22 B.&S. gauge cable stub is standard, and 
will be furnished attached to assembled terminal, unless otherwise ordered. 

Prices are F. O. B. Hawthorne, Ill. 

List Price Each 


Length 

Code Capacity Including 

No. Pairs Nipples 

14B 11 10* 

14C 16 12f} 

14D 26 17H 


No. 18 Type 

WITH PROTECTORS 

No. 14C—Cable Terminal 

This is a protected terminal for open wire distribution from lead- 
covered aerial and underground cable. Inclosed in a black finished 
galvanized iron cover approximately 8* inches in diameter, provided with 
a safety chain fastened to the mountingbase. 

Arranged for mounting on poles. Equipped with: 

No. 7A fuses (7 ampere unless otherwise specified). 

No. 1 protector blocks. 

No. 2 protector blocks. 

No. 3 protector micas. 

A six-foot No. 22 B.&S. gauge cable stub is standard, and will be fur¬ 
nished attached to assembled terminal unless otherwise ordered. 

Prices are F. O. B. Hawthorne, Ill. 





List Price Each 

Code 

Capacity 

Length 

Including 

No. 

Pairs 

Inches 

Cable 

18A 

10 

19* 

$30.00 

18B 

15 

22* 

38.30 

18C 

25 

28ft 

54.10 

18D 

30 

33* 

71.80 

18E 

50 

46 ft 

102.20 

18F 

60 

53ft 

135.50 




with 6 Ft. 

Width 

No. 22 B.&S. 

ol Cover 

Gauge Cable 

Inches 

Attached 

7* 

$14.5f 

7* 

18.10 

7* 

25.30 



Digitized 


Open Closed 

No. 18E Cable Terminal 
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COIN COLLECTORS 

Electrically Operated—for Central Battery Service Only 



No. 11 Mounted on a 
No. 1317 Wall Telephone 


No. 14 Mounted with i 
No. 1020 Desk Stand 


Coin Collector 

NO. 7 TYPE 

These are arranged so that a coin placed in the coin chute remains under ccfntrol of the central office 
operator, who may refund or deposit it in the coin box. The coin collector is ordinarily connected to the 
telephone line so that it is necessary to drop a coin of the proper denomination into the box to signal central 
office. This saves considerable time on the part of the operator. It may be wired so that the coin need 
not be deposited until the operator requests it. The switchboard cord circuits must be arranged for operation 
in connection with these coin collectors. 

All electrical circuits are insulated from the case. The case has a heavy black japanned finish. 


Code 

No. 

Arranged for 

Length 

—Approx. Dimensions, Inches— 
Width 

Depth 

List Price 
Each 

7J 

Nickels 



4V 8 

$12.40 

7K 

Nickels 

HA 

5H 

4tt 

12.70 


The No. 7K has a larger coin box than the No. 7J. 


The Gray Automatic Pay Station 

These coin collectors may be used on either local battery or central battery lines. The signals are given 
automatically on dropping the coin into the slot. No electrical connections are required. 


Code 

No. 

Type 

Coins Arranged for 

Approx. 

Size Inches 

•List Price 
Each 

8A 

Wall 

Nickel 

7 x3Hx3H 

$8.40 

11 

Wall 

Nickel, Dime, Quarter 

9 x 4^ x 3 

19.20 

13A 

Desk 

Nickel 

9^x334x3^ 

13.20 

14 

Desk 

Nickel, Dime, Quarter 

11 x4Mx3H 

26.40 

20 

Desk 

Nickel, Dime, Quarter 

10Jix4Mx3J4 

25.20 


*F. O. B. Hartford, Conn. 

The above Code Nos. and prices cover the coin collector box only and do not include telephone 
instrument. 

Condensers' 

Used in telephones on party lines where ringing trouble often occurs, 
due to parties “listening in’* or leaving their receivers off the hook. 

Telephones equipped with one of these condensers wired in series 
with the receiver overcome this difficulty, and it is possible to ring 
satisfactorily on a line with several receivers off provided the telephones 
are so equipped. List price 

Code No. Use Capacity Each 

21W Magneto telephones, for wiring in series 

with receiver. Digitized by $2.30 

29 Telephone Equipment 



















68 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


TELEPHONE APPARATUS 
Cords 

FOR TELEPHONE SETS 

There is a Western Erectric cord to fit any telephone set or 
switchboard. If none of the cords described below meet your require¬ 
ments, write us, sending if possible a sample cord (an old. one will do) 
or a sketch, paying particular attention to the kind of tip required. 

Always specify length of cord when ordering. 


Always specify length of cord when ordering. 

Wall Telephone Receiver Cords 

Standard 

Description Used with Length Cord Ti] 


No. Description 

10 Two conductor tinsel 
cord, green silk cov¬ 
ering. 

92 Two conductor tinsel 
cord, red and blue 
twisted covering 
454 Same as No. 92, ex¬ 
cept for tips. 


Used with 

Receiver on 
wall set 

Receiver on 
wall set 

Receiver on 
wall set. 


Cord Tip 
No. 29 (receiver 
end) 

No. 62 (set end) 
No. 62 (set end) 
No. 30 (receiver 
end) 

No. 30 (both 
ends) 


549 Two conductor tinsel 

cord, green silk cov¬ 
ering. 

329 Single conductor tin¬ 
sel cord, green silk 
covering. 

550 Three conductor tin¬ 

sel cord, green silk 
ering. 


Desk Stand Cords 

isel Receiver on ft. 


Receiver on 
No. 1020 
desk stand. 

Transmitter 
on No. 
1020 desk 
stand. 

No. 1020 
desk stand 
to connect 
it with 
desk set 
box. 


No. 62 (stand end) 
No. 29 (receiver 
end) 

No. 62 (stand 
end.) 


9>g ins. No. 


mitter end) 
No. 62 (both 
ends) 


1—**** — — UJ > 


_£”___ 

-4- 



List Price 
Each 




.70 

i_| 

r~ 


V s ^ 

tftf 

[—» t 

.40 

if 

-f 

_1 

-a- 

j" 

. AM* 

1.80 


s 

u 


N°62 
Cord Tips 


DESK SET BOXES (Magneto) 

For Use with Desk Stands, Telephone Arms, etc., on Magneto or 
Local Battery Lines 

Used with No. 1020AL desk stand and Nos. 1020AC, 1048AA, AB 
and AC telephone arm. 

Nos. 300 and 315 Types 

Oak boxes equipped with induction coil, and with ringer, generator 
and condenser as indicated below. 

RINGERS OPERATED BY ALTERNATING CURRENT 
Code Ringing 


$18.40 

21.10 

22.50 

20.80 

22.20 

20.00 

19.70 



Type Generator 

Con¬ 

denser 

Service 

No. 22 (3bar A.C.) 
No. 48 (5 bar A jC.) 
No. 48 (5 bar A.C.) 
No. 48 (5 bar A.C.) 
No. 48 (5barA.C.) 
No. 50 (3 bar A.C.) 
No. 60 (3 bar A.C.) 

1 Mf. 

1 Mf. 

Light loaded lines 
Heavy loaded lines 
Heavy loaded lines 
Medium loaded lines 
Medium loaded lines 
Heavy loaded lines 
Medium loaded lines 


Desk Stands 

Code 

No. Description 

1020AL For regular bridging magneto service. In¬ 
sulated transmitter. Includes 1 No. 20- 
AL desk stand, 1 No. 329 transmitter, 1 
No. 143AW receiver and cords. 


List Price 
Each 


$14v5(L I by" 



No. 1030 AL 
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TELEPHONE APPARATUS 
Extension Bells 

FOR ALTERNATING CURRENTS 

' # , 

These extension bells are intended for auxiliary use in connection with wall, desk or telephone arm tele* 
phones. They consist of a ringer on a suitable mounting and two line terminals or binding posts. ' 

They are suitable for magneto bridging non-selective 
service only. 

Ringer mounted in an oak box. Approximate dimen¬ 
sions, width 6 Yi inches; height 4J4 inches; depth 4 h /% 


No. 127 Typo 


inches. 

Code 

Ringer 

Resistance 

List Price 

No. 

No. 

Ohms 

Each 

127E 

38AG 

1000 

$7.70 

127F 

38BG 

2500 

x 8.50 

127G 

38FG 

1600 

8.10 



No. 392 type moisture-proofed loud ringing bells hav¬ 
ing a black finish metal cover and base with galvanized 
finish gongs. 

When the extension bell is to be used on a central 
battery line a condenser must be connected in series 
with the ringer coils. 

Base is arranged for mounting a No. 21D condenser. 
Condenser is not furnished, however, unless so ordered. 
The connecting leads to the ringer coils are so arranged 
that the condenser can be easily connected in series with 
the ringer without disturbing the line wires when desired. 


No. 392 Type 



Resistance 

Ohms 

1000 

2500 

1600 

1000 

2500 


Diameter 
Gongs 
6 ins. 

6 ins. 

6 ins. 

8 ins. 

8 ins. 


List Price 
Each 
$13.50 
14.30 
13.90 
On request 
On request 


No. 342 Type 


Mica Fuse, Western Union Style 



Mica Fuse, Postal Style 


No. 11G 


Biasing attachment for selective ringing can be added 
if desired. 

No. 342 type loud ringing bells for use in mines and 
other places where a bell protected from weather is de¬ 
sired. Consists of a No. 392 type bell mounted on a No. 
No. 149A backboard having a sloping roof which pro¬ 
tects the bell from falling water ana otner substances. 
Code Bell Resistance Diameter List Price 

No. Used Ohms Gongs Each 

342G 392G 1000 8 ins. On request 

342H 392H 2500 8 ins. On request 

342J 392A 1000 6 ins. On request 

342K 392B 2500 6 ins. On request 

Mica Fuses 

These fuses are furnished either with copper or foil tips, and in 
either Western Union or Postal style. The fuse is mounted on a 
mica base, or inclosed between two strips of mica. 

When ordering, always specify ampere capacity desired and it 
is best to send sample of fuse wanted (an old one will do). If this 
is not possible, be sutq and give the following information: 

Length. 

Style (whether Western Union or Postal). 

Kind of terminals or tips (copper or tin foil). • 

Use (whether for exchange or telephone protection). • 

Tubular Fuses 

With Fiber Shell 

These fuses are regularly furnished in 7 amperes capacity unless 
otherwise specified, although fuses of from 1 to 8 amperes capacity 
can be furnished if so ordered. The No. 12 fuse contains a heat 
coil. 

List Price Each 

Code Used with Less 10 20 

No. Protectors Nos. than 10 to 20 or More 

11C 58A, 58B *0,60 # $0.30 

12 A 12A T .W Dy '7® .60 


No. 12A 
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TELEPHONE APPARATUS 
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No. 50F 


Hand Generators 


Code 

No. of 


Armature 

List Price 

No. 

Bars 

Current 

Normally 

Use 

Each 





f Magneto tele- 


22A 

3 

Alternating 

Open 

< phone sets and $10.40 





l switchboards 


48A 

5 

Alternating 

Closed 

f Magneto 
\ telephones 

12.80 

48B 

5 

f Alternating 
-j and 

( pulsating 

Closed 

f Magneto 
\ telephones 

14.10 

50A 

3 

Alternating 

Closed 

f Magneto 
\ telephones 

11.60 

50C 

3 

Pulsating 

Closed 

f Magneto 
\ telephones 

12.40 

50E 

3 

f Alternating 
-j and 

( pulsating 

Closed 

f Magneto 
\ telephones 

12.80 

*50F 

Same as 50A, but designed for 1317C type tele- 



phones. 11.60 

*50G Same as 50C, but designed for 1317C type tele¬ 
phones. 12.40 

*50H Same as 50E, but designed for 1317C type tele¬ 
phones. 12.80 



No. 1001A 



No. 1P02AC 


Hand Sets 

Code List Price 

No. Description Each 

1001A For use as a lineman’s test set on central bat¬ 

tery lines. Equipped with No. 244W trans¬ 
mitter, No. 131W receiver and 3 ft. No. 348 

cord which has two spring clips.. $16.50 

1002AC For use in place of a regular magneto 
bridging or central battery desk stand or 
transmitter arm. Equipped with No. 141W 
receiver, No. 267W transmitter, 4J4 ft. 


No. 318 cord. 18.80 

Induction Coils 

Code Dimensions List Price 

No. Inches Used In Each 

13 1 x 1A x 3 }4 All standard bridging magneto tele- 

phones Pimped, .. $1.80 


! 












1 

A 


Quantity Prices 
Quoted on Request 
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No. 12A Protector 


TELEPHONE APPARATUS 


Weatherproof Jacks 

No. 186 Jack—Open with Cast Iron 
Cover Removed 


No. 186. Weatherproof jack de¬ 
signed for mounting poles; affords a 
means of connecting a portable tele¬ 
phone to the line. Contains pro¬ 
tective apparatus. 


List Price 
Each 

Lock will be furnished if spec¬ 
ified in order. $15.50 



Weatherproof Jacks 



Protectors 

FOR TELEPHONES 


Code 

No. 


No. 12 Type 


Protection Against 


Consists of $ 


List Price 
Each 


12A 


Lightning, crosses 
with electric cir¬ 
cuits and sneak 
currents. 


2 No. 12A 7 ampere fuses 
with heat coils, 2 carbon 
blocks and mountings. 

$3.50 


To. 58 Type 


No. 58A Protector 



No. 60A Protector 



58A Lightning and 2 No. 11C 7 ampere fuses. 

crosses with elec- 2 carbon blocks and 

circuits. mountings. $2.60 

58B Lightning and 2 No. 11C 7 ampere fuses 
crosses with elec- 2 copper blocks and 

trie circuits. mountings. 2.90 

( 

No. 60 Type 

60A Lightning. 2 carbon blocks and mount¬ 
ings. $1.20 

60B Lightning. 2 copper blocks and mount¬ 
ings. 1.80 

Note: The No. 12A is recommended in all cases except 
where the entire telephone system is entirely removed from all 
other electric lines. In these cases the No. 60 can be used. 


Protector Blocks 


No. 2 



No. 19 


No. 20 


-Used With-* List Price Each 


Code Protector Protector 


Less than 

20 to 

50 to 

No. Description Blocks 

Micas 

Protectors 

20 

50 

200 

1 Plain carbon block No. 2 
with fuse metal. 

No. 3 

Nos. 12A, 58A, 
60A 

$0.30 $0.12 

$0.08 

2 Grooved carbon No. 1 
block without 

No. 3 

Nos. 12A, 58A, 
60A 

.30 

.10 

.06 

fuse metal. 

19 Plain copper block No. 20 

No. 10 

Nos. 58B, 60B 

.30 

.20 

.14 

with two pins. 

20 Grooved copper No. 19 

No. 10 

Nos. 58B, 60B 

.30 

.20 

.14 

block with two 
bushings. 


Digitized by 

e 
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Protector Mica No. 128W Nos. 143AW and 144AW 

Protector Micas 


■Used With 


Code 

Protector 


Less 

-—List Price Each-* 

No. 

Blocks 

Protectors 

than 20 

20 to 50 

50 to 200 

3 

Nos. 1 and 2 

Nos. 12A, 58A and 60A 

$0.30 

$0.14 

$0.10 

10 

Nos. 19, 20 and 21 

Nos. 58B and 60 B 

.30 

.18 

.14 


Receivers 

List Price 

Code No. Description Used With Each 

*143AW Concealed binding post hand receiver, Telephone sets, desk stands, telephone 


composition case. arms, etc. $3.30 

*144AW Same as No. 143AW, excepting the case is Telephones, desk stands, telephone arms, 

hard rubber. etc. 4.30 

*128W Standard bipolar head receiver, hard Operator's telephone set, all switch- 

rubber case. boards. 5.50 


♦Cord not included; must be ordered separately. 


Ringers 


The ringers listed below have gong posts suitable for either H or % inch woodwork, as indicated; 
spacers can be furnished, however, to adapt the No. 53 type to % inch woodwork and the No. 38 or 51 types 



to either % or H inch woodwork. Black finish gongs are fur¬ 
nished as standard, but nickel finish gongs can be supplied if 
desired. 


Approx. Mounts in 

Resist- --Gongs-» Wood- list 

Code ance Code Diam. work Price 

No. Ohms No. Ins. Ins. Use Each 


38 AG 
38BG 
38FG 
51AG 
51BG 
51FG 
53AG 
53BG 
53F Q 


1000 

2500 

1600 

1000 

2500 

1600 

1000 

2500 

1600 


26A 

26A 

26A 

25A 

25A 

25A 

25A 

25A 

25A 



Local 

battery 

(magneto) 

telephones 


ood 


$5.70 

6.40 

6.00 

5.70 

6.40 

6.00 

5.70 

6.40 

6.00 


No* 51 Type 


e 







i? 





No. 329W No. 350W 

Transmitters for Telephones 

Code List Price 

No. Description Use Each 

329W High resistance, insulated transmitter. Provided with mounting Magneto and central $5.30 

lug and clamping bolt. Nickel-plated case. Similar to No. battery desk stands 

311W except provided with clamping bolt. andtelephonearms. 

350W High resistance, insulated, bracket type transmitter. Equipped Magneto and central 6.30 

with two cords. Nickel-plated case with black finished bracket battery wall tele- 
and arm. phones, requiring a 

bracket type trans¬ 
mitter. 

355W High resistance, insulated transmitter. Arranged to mount on an Magneto and central 4.60 

iron bracket of the type which forms a part of the No. 350W battery Weill type 
transmitter. Not provided with mounting lug. Nickel-plated ' telephones, 
case. 


Quantity Prices 
Quoted on Request 


Western Electric 
TELEPHONE APPARATUS 
Magneto Test Sets 

NO. 1017 TYPE 


A wooden box telephone test set 
equipped with a regular local battery 
talking circuit consisting of a No. 
266W transmitter, No. 13 induction 
coil, No. 145W receiver and a special 
three-cell dry battery unit. 


No. 90510 Testing Set No. 1017B Test Set 

MAGNETO TESTING SETS 

Each set consists of a hand generator and a ringer, wired in series, and inclosed in a wooden case. 


Code Size of Case List Price 

No. Will Ring Through Inches Finish Each 

90530 10000 ohms 1 No. 22 Type Generator 

1 No. 18A Ringer. 5% x 6% x 534 Birch $12.40 

90510 35000 ohms 1 No. 22K Generator 

1 Special No. 19 Type Ringer. 554 x 6% x 534 Birch 15.10 

90511 50000 ohms 1 No. 22N Generator 

1 No. 19A Ringer. 554 x 654 * 53 4 Birch 16.60 

90512 100000 ohms 1 No. 22N Generator 

1 No. 19B Ringer. 554*654x554 Birch 18.10 

Code ^ Wgt. Including Size of Case List Price 

No. Service * Battery Inches Finish Each 

1017B For lightly loaded lines—it will ring 15 2500 ohm bells / Birch 

over a 15 mile No. 12BB iron metallic line. 8 lbs. 4JJx 6& x 7fJ ( Mahogany $32.80 

1017C For moderately loaded lines—it will ring 33 2500 ohm f Birch 

bells over a 15 mile No. 12BB iron metallic line.... 8 lbs. x 6& x 7J} l Mahogany 36.70 
Note: The No. 1017C test set differs from the No. 1017B only in that it is equipped with a specially 
designed high efficiency generator. The No. 1017B will, under ordinary conditions, be found entirely 
satisfactory, but in case a more powerful set is required to meet unusual conditions, the No. 1017C set has 
been developed. 


18.10 
List Price 
Each 
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147 AG 


ADJUSTABLE TELEPHONE BRACKETS 

Western Electric No. 147 Type Telephone 
Brackets 

Black finished, adjustable folding arm arranged with a clamping device 
for holding a desk stand telephone. * 

The desk stand is not included in the price of the bracket and must be 
ordered separately. 


Code 

No. 

Mounts on: 

«—Length, Inches-^ 
Closed Extended 

List 

Price 

Each 

147AA 

Side of roll top desk. 

. m 

24 

$13.20 

147AB 

Wall or side of flat top desk. 

- 8 ^ 

24 

13.20 

147AC 

Top of flat top desk. 

Side of roll top desk. 

Wall or side of flat top desk. 

.... 

24 

13.20 

147CA 

.... 10 

36 

18.40 

147CB 

.... 10 

36 

18.40 

147CC 

Top of flat top desk. 

.... 10 

36 

18.40 



Type “EZ” Bracket 


Western Electric “EZ” Type 
Telephone Bracket 

This telephone bracket is made in one eize only with a 
24 inch extension, which may be increased to 35 inches by 
use of a No. 96 attachment. It can be moved up or down 
and stops in any position. The bracket can be provided 
with a clamp to fit any standard desk stand. When ordering, 
specify the kind of stand used: that is, whether with straight 
cylindrical barrel or with convex shaped barrel. Two 
standard length brackets can be used on one rear rod or 
mounting. It is only when the extra length attachments 
(No. 96) are used that a twin attachment (No. 93) is required. 
The telephone bracket can be attached to either flat or roll 
top desks. When ordering, specify the kind of mounting 
wanted. 



“EZ” Type Mountings 


•List Price 
Each 

E-Z Type Telephone Bracket, height 24 ins., weight 3 lbs. 

Prices are for bracket complete with No. 81, 83, 85, 85X, 85Y or 88 mounting 
and any style clamp. 

Special price when No. 82 or No. 86 mounting is wanted. 

E-Z Type No. 96 Extension Attachment. 

E-Z Type No. 93 Twin Attachment. 


Prices 

on 

request 


Western Electric “S” Type Telephone Bracket 



' Type “S" Bracket 


This telephone bracket revolves 
on the base and is made in two differ¬ 
ent lengths, 24 or 36 inches when 
extended, measuring from the center 
of the mounting to the transmitter 
mouthpiece. The stand swivels on 
the front rod. The bracket can be 
equipped with mountings for attach¬ 
ing to any style of desk, on wall or 
other convenient object. Two 
brackets may be attached to the 
same mounting by the use of the 
No. 10 double phone attachment. 
W T hen ordering, specify length of 
bracket, style and kind of mounting 
wanted. a The bracket, as well as 
the mounting, has a black finish. 



Type “S” Mountings 


W. E. 
Type 
S-8 
S-14 


Length of Bracket 
Extended 


24 ins. 
36 ins. 


Approximate 
Shpg. Weight 
5 lbs. 
6H lbs. 


♦List Price 
Each 
$7.00 
10.00 


•The above list prices cover the complete equipment for each 
bracket: One mounting, one receiver hook, one telepone clamp, one 
set of eyelets for holding cord, but do not include desk stand. 


Mountings 

FOR WESTERN ELECTRIC “S” TYPE TELEPHONE BRACKET 

No. 1 is used on side of flat or roll top desk. 

No. 2 is used on the top of the desk. 

No. 3 clamps on edge of a flat top desk. The No. 3 mounting is $0.50 extra. 

No. 4 is used on a wall or partition. 

No. 5 is used on side of flat top desk. 

No. 6 is used on side of roll top desk. * 

No. 7 ii used on side of flat top desk. 

No. 10 attachment fits any mounting and holds two arms. The No. 10 double phone attachment ana one mounting 
are furnished in place of two mountings without extra charge. 


Clamps 

No. 20 clamp fits all phones with a cylindrical barrel. 

No. 21 clamp fits all phones with a convex shaped barreL 


Digitized by 


Google 












A List Prices 

Open Motor with Pulley 


Standard Pulley 
Dimensions 


H.P. 


Speed 

R.P.M. 


110 220 
Volts Volts 


Approx. 

Shipping 

Weight 


Diameter 

at 

Belt Center 


Adapted to 
Round Belt 
Diameter 


List 

Allowance 

for 

Pulley 


Frame 

No. 


TYPE SDA—FORM A—SERIES WOUND—FOR 60 CYCLE A.C. 


1/200 

2200 

$18.00 


10 

H 

x 

$0.20 

300 

l/lOO 

2200 

21.00 

$22.50 

10 

% 

y* 

.20 

305 

1/70 

3000 

21.00 

22.50 

10 

% 

Vs 

.20 

305 

1/50 

1800 

45.00 

27.50 

15 

IX 

A 

.30 

315 

1/15 

1800 

47.00 

43.00 

22 

1 X 

A 

.50 

335 


TYPE SDA—FORM D—SERIES WOUND—FOR D.C. 


1/200 

2200 

$19.00 


10 

H 


$0.20 

300 

1/100 

2200 

21.00 

$22.50 

10 

% 

® • 

.20 

305 

1/70 

3000 

21.00 


10 

% 

# # 

.20 

305 

1/50 

1800 

26.00 

28.00 

15 

IX 


.30 

315 

1/15 

1800 

41.00 

43.00 

22 

ix 

•• 

.50 

335 


^Delivery F. O. B. Ft. Wayne, Ind. For warehouse deliveries write nearest hcmsei 

2 Power Apnur.ifns 
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Western Electric 

TYPE SJV ALTERNATING CURRENT MOTORS 

FOR 60 CYCLE CIRCUITS 

Laminae of field frame 
exposed to air insures 
low operating temperatures. 



Bearing flanges give 
effective protection 
to internal parts. 


Ample Ventilating 
space in end 
flanges. 


Either flat or 
grooved pu 
furnished. 


Bearing flanges 
rigidly fastened by 
four through bolts. 


Accurately aligned 
bearings lubricated 
by wick oilers. 


Oil cups and Caps 
interchangeable, 
allows inverted 
operation. 


Supporting feet cast 
Integral with end flanges. 


Interchangeability Feature 

Type SA alternating current motors are absolutely identical with Type SD direct current motors of the 
same horse power ratings in every dimension—end flanges, distance between holes in the feet, height, length 
of shafts and eveiy other external feature; moreover the motors are practically identical in performance; 
therefore^ any device equipped with a Type SA motor can be arranged for sei /ice on direct current by simply 
substituting a Type SD motor of the same horse power rating. 


A List Prices 

Open Motor with Pulley 
60 Cycles 


Approx. 

Shipping 

Wt. 


Standard Pulley 
Dimensions 

Diameter Adapted to 
at Belt Round Belt 
Center Diameter 


List 

Allowance 
for Pulley 


TYPE SA—150 PER CENT. START (I.E., 50 PER CENT. OVERLOAD)—SQUIRREL CAGE TYPE 


1/30 

1800 

$32.00 

$34.00 

20 


-x— 

li 

$0.50 

125 

1/15 

1800 

46.00 

48.00 

24 

1X 

H 

.60 

135 

1/10 

1800 

48.50 

50.50 

26 

l'A 

A 

.60 

137 

1/8 

1800 

59.00 

61.00 

31 

\ % A 

H 

.60 

145 

1/6 

1800 

64.50 

66.50 

34 

2 

A 

.60 

147 

1/4 

1800 

70.00 

72.00 

48 

*2H 

*1X 

1.00 

155 

1/2 

1800 

107.00 

109.00 

75 

*'A l A 

•1A 

2.00 

165 


TYPE SA—100 PER CENT. (FULL LOAD) START—SQUIRREL CAGE TYPE 



*Pulleys for frames 155 and 165 have crowned face adapted for flat belt. 
tFrames 125 to 155 inclusive have wick-oiled bearings and feet cast integral with end shields. 
165 has oil ring bearings and removable foot castings. t 

A Delivery F. O. B. Factory, Ft. Wayne, Ind. For warehouse Jf<|itge. 
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Quantity Prices 
Quoted on Request 
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Wester rf Electric 

TYPE SA ALTERNATING CURRENT MOTORS 
For 40 and 25 Cycle Single Phase 




List 

- 


Retail 

Speed 


Price 

Sync. 

Volts 

Open 

R.P.M. 


Motor 

with 

Pulley 


CYCLES, 125 PER CENT. START (I.E., 25 PER CENT. OVERLOAD)—CONTINUOUS SERVICE 



Standard Pulley 

Approx. Dimensions in Inches Ust 

Shpg- Diam. Adapted to 
Weight At Round < Allowance 

in Lbs. Belt Belt Pulley 

Center Diam. 


fFrame 

No. 



Efficiency 



25 CYCLES, 125 PER CENT. START. (I.E., 25 PER CENT. OVERLOAD)—CONTINUOUS SERVICE 


1/15 

1500 

110 

$53.50 

26 

1/15 

1500 

220 

55.50 

26 

1/10 

1500 

110 

61.00 

32 

1/10 

1500 

220 

63.00 

32 

1/8 

1500 

110 

66.50 

35 

1/8 

1500 

220 

68.50 

35 

1/6 

1500 

110 

71.50 

38 

1/6 

1500 

220 

73.50 

38 

1/4 

1500 

110 

85.50 

51 

1/4 

1500 

220 

87.50 

51 

1/2 

1500 

110 

133.00 

80 

1/2 

1500 

220 

135.00 

80 


H 

$0.60 

137 

33 

68 

Vi 

.60 

137 

33 

68 

Vi 

.60 

145 

35 

59 

Vi 

.60 

145 

35 

59 

A 

.60 

147 

47 

79 

A 

.60 

147 

47 

79 

A 

.60 

149 

53 

76 

A 

.60 

149 

53 

76 


1.00 

157 

55 

81 

*1 M 

1.00 

157 

55 

81 

*2 

2.00 

167 

58 

88 

*2 

2.00 

167 

58 

88 


* Pulleys for frames 157 and 167 have crowned face adapted for flat belt. Dimensions given for these 
frames are pulley diameter and belt width. 

fFrames 137 to 157 inclusive have wick-oiled bearings and feet cast integral with end shields. Frame 
167 has oil ring bearings and removable foot castings. 

List No. does not include pulley. 

SPECIAL FEATURES 
Special Shaft Extensions 

For Type SA motors, the following plain, straight shaft extensions beyond the standard shaft on the 
pulley end only may be furnished at an additional charge of $4.00 list. viz.: 

Extensions determined by taking steps of % inch up to and including 2 ^ inch shaft extension overall 
and from that point steps of Yi inch up to and including the maximum permissible extension given in the 
following table: ; 


Diameter of Length of Maximum 

Standard Shaft Standard Extension Permissible Extension 

in Inches in Inches in Inches 



SLIDING SUBBASES 

Sliding Bubbases may be furnished when desired with Type SA motors at the following extra prices: 


Frame No. I List No. I List Price 


135 
137 
145 
147 
155 
157 

165 I 570 

167 I 377 


Prices on bases for other frames furnished on application. 

All sliding subbases will be furnished with slotted adjusting screws and may be assembled for operation 
from either right or left-hand side of motor. 

Delivery F. O, B. Factory, Ft. Wayne, Ind. For warehouse deliveries write nearest house. 

2-2 m Power Apparatus 
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Western Electric 

A.C. SMALL POWER MOTORS 

•CONSTANT SPEED 



Type RSA Ball Bearing Motor 

Form A—60 Cycles—Single Phase 
GENERAL DATA 

The RSA is a constant speed high torque motor. The motor starts as a repulsion motor and at a pre¬ 
determined speed; a centrifugal device short circuits the commutator, and the motor then runs as an induction 
motor with induction motor characteristics. The brushes are fixed, that is, they are not lifted from the 
commutator, but carry current only when the motor is started. 

The information given below applies only to standard list motors operating at normal rated voltage 
and frequency. 

Starting Torque. 200 to 300 per cent, of full load torque with full line voltage. 

Maximum Running Torque. 200 per cent, of full load torque. 

Starting Current. The starting current is approximately three times the full load normal running 
current. 

Heating. 40 degrees all parts based on full load continuously. Above temperature rises are based 
on a room temperature of 25 degrees C. and will be corrected according to the standards of the A.I.E.E. 

Maximum momentary overload without injury 50 per cent. 

Voltage and Frequency. These motors will operate successfully when the sum of the voltage and 
frequency variation does not exceed 10 per cent, above or below normal. 

Standard motors may be operated on either 110 or 220 volt circuits by suitably interchanging the 
external connections of the four leads brought out from the motor frame. 


110 and 220 Volts 


H.P. 

Full 

Load 

Speed 

List No. 
(Does not 
Include 
Pulley) 

Shpg. 

Wt. 

List Price 
Open Motor 
with 
Pulley 

Std. Pulley 

Diam. 

Dimension 

Belt 

Width 

sin Inches 

Bore 

Pulley 

List 

No. 

List 

Price 

Allowance 

Pulley 

h 

1100 

191672 

32 


2 

&RD. 


191215 


X 

1700 

191561 

32 

72.50 

2 

ARD. 

X 

191215 

.60 

X. 

1100 

191673 

40 

87.00 

2X 

1 

X 

191678 

1.00 

H 

1700 

191562 

40 

82.50 

2 X 

1 

X 

191678 

1.00 


1100 

191674 

55 

104.00 

3X 

2 

X 


2.00 


1700 

191563 

55 

99.00 

3X 

2 

X 


2.00 

X 

1100 

191675 

80 

121.00 

3X 

2 

X 


2.00 

M_ 

1700 

191564 

80 

116 00 

314 

2 

H 


2.00 


Delivery F. O. B. Factory, Ft. Wayne, Ind. For warehouse deliveries write nearest house. 
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Western Electric 

ALTERNATING CURRENT MOTORS 



Type KS Standard Open Motor with Starter 


Vertical Type KS-4, 2 H.P., 1800, 60 Cycle 
Open Induction Motor Totally Enclosed Motor 


Type KS—IS—60 Cycle—Single Phase—Squirrel Cage Type 

The Western Electric Type KS single phase squirrel cage induction motor is especially adapted for 
driving all geared or belted machinery requiring constant speed with a moderate starting torque. This 
motor is equipped with a clutch type armature, the 15 h. p. 1200 r. p. m. motor having a clutch pulley, so 
that it does not take the load until full speed is reached. This insures a moderate starting current. 

The motor frame is of the riveted type, so that the laminations are exposed, resulting in low operating 
temperatures. The motor can be mounted on the floor, wall or ceiling, and the bearing brackets are inter¬ 
changeably__ 


H.P. 

Speed 

Sync. 

R.P.M. 

Full 

Load 

Speed 

Volta 

Specify 

Voltage 

When 

Ordering 

A List Pric< 

33 

Motor 

with 

Starter 

Pulley 

and 

Base 

Allowance 

for 

Pulley 

Shipping Wt 
In Lbs. 

(Approximate) 

Standard 

Pulley 

Dimensions 

In Inches 

Frame 

t 

Motor 

Only 

Motor 

with 

Starter 

Motor 

with 

Base 

Pulley 

and 

Starter 

Add. 

for 

Belt- 

Tight¬ 

ener 

Diam. 

Width 

Bore 

X 

1200 

1140 




$122 

$154 

$162 

$2 

170 

35 

• 4 X 

2 

1 

122 

1 

1200 

1140 




114 

154 

162 

■ 

240 

40 

4X 

3 

1 

140 

1 

1800 

1710 




138 

178 

186 

■1 

170 

35 

4X 

2 

1 

122 

IX 

1200 

1140 




184 

224 

232 

1 

300 

50 

4X 

4 

IX 

160 

2 

1800 

1710 




148 

188 

196 

1 

240 

40 

4X 

3 

1 

140 


1200 

1140 


110 


234 

282 

294 


435 

60 

5X 

4 

ix 

180 

3 

1800 

1720 


220 


186 

234 

242 


300 

50 

4X 

4 

ix 

160 

3 

1200 

1140 




260 

208 

324 

’ wUm 

475 

60 

7 

4X 

ix 

181 

5 

1800 

1720 




240 

. 288 

300 


435 

60 

514 

4 

IX 

180 

5 

1200 

1150 




366 

414 

428 


560 

70 

7 

4X 

ix 

201 

m 

1800 

1730 




364 

422 

436 


560 

70 

7 

4X 

ix 

201 

m 

1200 

1150 




490 

548 

566 

6 

725 

80 

8 

4X 

ix 

220 

10 

1800 

1730 


220 


472 

542 

560 

6 

725 

80 

8 

4X 

IX 

220 

10 

1200 

1150 


220 


552 

622 

640 

6 

850 

80 

8 

6 

ix 

221 

15 

1800 

1740 


220 


538 

622 

640 

6 

850 

80 

8 

5 

ix 

221 

15 

1200 



220 


656 

740 

760 

6 

1325 


8 

5 

2X 

ttll 


* These prices tin 10 and 15 h. p. sizes are for 220 volt starter, for 110 volt starter add $10.00 to the 
220 volt prices. 

( These motors must be supplied with some form of resistance reactance starting box. 
tThi8 Motor is Type IS. 

The above motors are of the clutch armature type except the 15 h.p., 1200 r.p.m. size, which is fur¬ 
nished with clutch pulley. 

Prices on back geared, totally enclosed and vertical KS and IS motors quoted on application. 
t Pulley allowance given for this size is for the solid removable pulley, and not for the clutch with 


* Delivery P. O. B. Bloomfield, Boston, Chicago, Cincinnati, Cleveland, Erie, Ft. Wayne, Lynn, 
Milwaukee, New York, Jersey City, Hoboken, Philadelphia, Pittsburgh, pt. Louis or Schenectady. For 
warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 


at Prevailing Prices 


Western Electric 


ALTERNATING CURRENT MOTORS 



/ Constant speed H, 1, 2, 3, 5, 7.5, 10 a 
^ \ Varying and adjustable speed 1, 2, 

' Constant 1200 or 1800 R.P.M. 


Speeds | 


and 15 H.P. 

3 and 5 H.P. 


Varying or adjustable 1800 to 900 or 1200 to 600 R.P.M. 


LEADING RI CHARAC¬ 
TERISTICS 

Power Factor. Full load 
96 to 99 per cent. No load 
80 per cent. 

Overload capacity: 50 per 
cent, momentarily. Effi¬ 
ciency: High at all loads. 

Starting Torque: RI motors 
will start and accelerate a 
load having 2H times full 
load torque. 

Mechanical Construc¬ 
tion. Itigid and impact, 
easily accessible for cleaning. 


Type RI Single Phase Motors 

_110 or 220 Volt»—60 Cycle._ 


H.P. . 

Sync. 

Speed 

Speed 

R.P.M. 

Volta 

•*List Prices 

Allowances 

for 

Omissions 

iviM 

HlHSa 

Standard 

Pulley 

Dimensions 

In Inches 

Frame 

Motor 

Only 

Motor 

with 

Pulley 

and 

Base 

Motor 

with 

Starter 

Pulley 

and 

Base 

No 

Load 

Full 

Load 

Pul¬ 

ley 

Base 

Diam. 

Belt 

Width 

Bore 

x 


2100 

KBE3 

110-220 

MMM 

Em 


$2 


80 

3X 

2 

% 

504 

X 


1400 

1180 

110-220 

112 

114 


2 


85 

3X 

2 

% A 

526 



2000 

1790 

110-220 

100 

102 


2 


85 

3X 

2 

M 

526 



1400 

1180 

110-220 

162 

170 


2 

$6 

140 

4X 

2 

1 

546 

X 


2000 

1770 

110-220 

118 

120 


2 


100 

3X 

2 

X 

1*1(1 

X 


1360 

1175 

110-220 

178 

186 


2 

6 

185 

4X 

2 

1 

549 

1 


2000 

1780 

110-220 

162 

190 

$184 

2 

6 

140 

4X 

2 

1 

546 

1 


1360 

1175 

110-220 

196 

204 

218 

2 

6 

■ rif 

4X 

2 

1 

564 

2 


1980 

1750 

110-220 

214 

222 

236 

2 

6 


4X 

2 

1 

564 

2 


1300 

1165 

110-220 

266 

276 

290 

2 

8 


4X 

3 

1 

570 

3 



1720 

110-220 

266 

276 

292 

2 

8 


4X 

3 

1 

570 

3 



1160 

110-220 

348 

358 

374 

2 

8 

300 

4H 

4 

IX 

592 

6 



1720 

110-220 

348 

358 

376 

2 

8 

300 

4^ 

4 

ix 

592 

5 



1160 

110-220 

688 

502 

520 

4 

12 

445 

5H 

4 

IX 

614 

m 



1720 

110-220 

462 

478 

504 

4 

12 

415 


4 

ix 

610 

7H 



1150 

110-220 

678 

696 

732 

4 

14 

590 

7 

4H 

ix 

630 

10 



1700 

110-220 

632 

650 

700 

4 

14 

585 

7 

4^ 

IX 

627 

10 



1150 

110-220 

816 

830 

880 

6 

14 

675 

8 ' 

4^ 

ix 

638 

15 



1700 

110-220 

692 

710 

760 

6 

14 

610 

8 

4 'A 

ix 

632 

15 



1100 

110-220 

1070 

1090 

1140 

6 

14 

1120 

8 

5 

IX 

674 


*220 volts only. For 110 volts add $20. fFrames 504. 526 and 531 have slotted feet, no base. 

Prices on vertical and variable speed motors on application. 

••Delivery F. O. B. Bloomfield, Boston, Chicago, Cincinnati, Cleveland, Erie, Ft. Wayne, Lynn, 
Milwaukee, New York, Jersey City, Hoboken, Philadelphia, Pittsburgh, St. Louis or Schenectady. For 
warehouse deliveries write nearest house. byVjOOQLC 
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Western Electric 
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Western Electric 

Constant Speed Induction Motors 

SMALL SIZE SQUIRREL CAGE TYPE 




Type DST H H.P., 1800 R.P.M., 220 Volt Motor 
with Oil Ring Bearings 


Type DST 1/6 H.P. 1800 R.P.M.220 
Volt Wick Oiled Motor 


Type DST 3 Phase Motors 

60 AND 25 CYCLES 



List 
Price 
Open 
Motor 
with 
Pulley 
and Foot 
Casting 


Shpg. 
Weight 
in Lbs. 
(Approx.) 



Pulley Dimensions 
in Inches 

List Allowance 

Diam. 

At 

Bottom 

of 

Groove 

Adapted 

to 

Round 

Belt 

Diam. 

Pulley 

fFoot 

Casting 



$0.60 

$0.50 

W-25 

.60 

.50 

W-25 

.60 

.50 

W-25 

.60 

.50 

W-25 

1.00 

.50 

W.33 

1.00 

.50 

W-33 

2.00 

.50 

0-33 

2.00 

.50 

0-33 

2.00 

.50 

0-33 

2.00 

.50 

0-33 



$0.60 

$0.50 

W-25 

.60 

.50 

W-25 

2.00 

.50 

0-33 

2.00 

.50 

0-33 

2.00 

.50 

0-33 

2.00 

.50 

0-33 


•Pulley for oil ring bearing motor has crowned face adapted for flat belt. 

tThe foot casting takes the place of feet and if omitted leaves the cylindrical frame of motor without 
support. 

JList No. does not include pulley and covers only open type motor. 

Type DSQ two-phase open type motors will be furnished only to order. Price 5 per cent, higher than 
for corresponding three-phase motors. 

Delivery F.X). B. Factory, Lynn, Mass. For warehouse deliveries write nearest house. 

5 Pnv.v: Apparntua 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


Western Electric 

SINGLE TWO AND THREE PHASE INDUCTION MOTORS 

TO 5 H.P. 

SO, 40, 25 Cycles—110, 220, 440 and 550 Volte 



Winding s 
Effectively 
Protected 
by Sturdy 
end Shields 


Bearing brackets 
may be adjusted 
for wall or 
ceiling suspension 


Terminal 
B o ar d 
Adapted tc 
Conduit Fitt 


Adjustable 
Sliding Base 


Strong and Accurately 
Balanced Paper 
Pulleys Prevent 
Belt -slip 


Bearings I 
Absolutely 
Dust Proof 


Large Bearing 
Heavy Shafts. 
Generous 
Oil Wells 


Form K Squirrel Cage Type Induction Motors 

RIVETED FRAME DESIGN 
Construction Details 

Frame. Stator laminations of selected sheet steel are securely clamped and riveted under heavy 
hydraulic pressure between two heavy flanges. 

Windings. The stator coils are form wound, and thoroughly insulated. The stator slots in which they 
are embedded are overhung or partially enclosed, thus offering perfect mechanical protection to the coils. 

Insulation. The completed stator is dipped in a heavy insulating compound and baked for several 
hours at a high temperature-resulting in a moistureproof winding. 

Rotor. Built up of selected steel laminations, securely clamped between heavy end rings under hy¬ 
draulic pressure and keyed directly to rotor shaft. Rotor bars are embedded in the core slots and short 
circuited at their projecting ends. 

The rotor of the Type KS motor is similar except that the rotor is mounted on an arguto plug bearing 
lining which is placed between the steel sleeve upon which the core is assembled, and the shaft. 

Power Apparatus 7 
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Western Electric 

TWO AND THREE PHASE INDUCTION MOTORS 
Types KQ and KT Form B 

5 TO 200 H.P. 



Laminations exposed 
directly to air high 
overload capacity 1 
o peratin g temperature 


Bearings 
absolutely 


dust 


proof 


Rugged and 
well balanced 
frame construction 


Steel 
shell 
bearings 
with hard 
babbitt 
linirtd 
oiled By 
laminated 
oil rings 


Self aligning 
adjustable 
sliding bass 


rong and 
accurately balanced 
paper pulley, keyed 
to carbon steel shaft 


pecial terminal 
board adapted to 
conduit fitting 


Interchangeable 
bearings 
h.p.and under 


Construction Details 

Frame. The skeleton frame consists of a single casting of two end rings connected by horizontal 
ribs. On the inner surface of the ribs the laminated steel core is securely keyed, and is held in place by 
heavy end flanges. 

Windings. The coils are form wound and thoroughly insulated with a moisture-resisting insulating 
compound. The coils for stators of frames 322 and larger are of the molded type, as these frames have 
open slots. 

Rotor. The rotor is built up of selected steel laminations, carefully annealed, japanned and clamped 
between, heavy end rings under hydraulic pressure. It is keyed direct to the shaft on the smaller frames 
and built upon a spider on the larger motors. The rotor winding consists of copper bars imbedded in the 
rotor and short circuited at their ends by being solidly welded to a copper ring. 

Ventilation. The laminations of the core are directly exposed to the air and numerous ventilating 
duct* are provided in the rotor and stator through which the air is drawn wh^if A motor is^use. 

8 Power Apparatus 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

CONSTANT SPEED INDUCTION MOTORS 
Squirrel Cage Type—60 Cycles 


TYPE KT AND KQ H H.P. TO 15 H.P.—3 AND 2 PHAS1 


HP- 

Speed 

Sync. 

R.P.M. 

Volts 




Frame 

Shpg. 
Weight 
in Lbs. 
Approx. 
(Com¬ 
plete) 


Star 

Dimen 

Diam. 

dard Pu 
sions in 

Belt 

Width 

Hey 

Inches 

Bore 

Motor 

Only 

X 

12001 



3A 

2 

H 

110 

65 

$88,00 

X 

900 



3 A 

2 

X 

112 

100 

108.00 

A 

1800 



3A 

2 

X 

110 

65 

88.00 


1200 



3 A 

2 

X 

112 

100 

10ti 00 

H 

900 



4 A 

2 

1 

121 

130 

120.00 

X 

1800 



3 A 

2 

X 

111 

75 

100 00 

X 

1200 



4 A 

2 

1 

121 

130 

122.00 

X 

900 



4 A 

2 

1 

122 

140 

138.00 

1 

1800 



3 A 

2 

X 

112 

100 

106 00 

1 

1200 



4 A 

2 

1 

122 

140 

132.00 

1 

900 



4A 

2 

1 


180 

168 00 

1 

600 


110 

4'A 

2 

l X 


220 

214.00 

m 

1800 


220 

4A 

2 

1 

121 

130 

122.00 

l A 

1200 


440 

4 A 

2 

1 

140 

180 

154.00 

2 

1800 


550 

4 A 

2 

l 

122 

140 

130.00 

2 

1200 



4 A 

3 

l 

m nr* 

180 

154.00 

2 

900 



4 A 

4 

IX 

m • 

220 

202.00 

2 

600 



&A 

4 

IX 

m 

340 

.264.00 

3 

1800 



4 A 

3 

1 

■ 

180 

152.00 

3 

1200 



4V 2 

4 

IX 

m rlfl 

220 

190.00 

3 

900 



*>A 

4 

IX 

180 

340 

250.00 

3 

600 



7 

4V 2 

IX 

181 

440 

328.00 

5 

1800 



4A 

4 

IX 

160 

220 

184.00 

5 

1200 



5A 

4 

ix 

180 

340 

236.00 

5 

900 



7 

4A 

IX 

181 

440 

310 00 

5 

720 



7 

4'A 

IX 


540 

386.00 

5 

600 



8 

5 

ix 


680 

442.00 

7A 

1800 



5A 

4 

IX 


500 

232.00 

7 a 

1200 



7 

4 A 

IX 

181 

600 

480.00 

7 A 

900 



7 

4 A 

\% 


750 

374.00 

7A 

720 



8 

5 

ix 


880 

442 00 

7 a 

600 




6 

2X 

ESS 

1120 

554.00 

10 

1800 



7 

4A 

ix 

181 

600 

282.00 

10 

1200 



7 

4 A 

ix 

EZES 

750 

374 00 

10 

900 



8 

5 

IX 

312 

880 

416 00 

10 

720 



10 

6 

2X 

322 

1120 

554.00 

10 

600 



10 

7 

2X 

326 

1240 

592.00 

15 

1800 



7 

4 A 

ix 

182 

610 

358.00 

15 

1200 



8 

5 

IX 

312 

880 

456.00 

15 

900 



■ uM,: 

6 

2X 

322 

1120 

555.00 

15 

720 



10 


2X 

332 

1520 

688.00 

15 

600 




9 

2% 

332 

1520 

728 00 


A List Prices 


Motor 

with 

Compen¬ 

sator 


Motor with 
Pulleys 
tBase and 
Compen¬ 
sator 
Unless 
Otherwise 


Allowance 

for 

Omission 


Specified 


Pulley 


Base 



$90.00 


110.00 

00 


01 

N 

114.00 

"E 

134.00 

01 

tn 

102.00 

01 

JB . 

130.00 

^ In 

146.00 

.O—' 

114.00 

T3 © 

140.00 


176.00 

C<N 

222.00 

i 5 

130.00 


162 00 


138.00 


162.00 

■sl 

210.00 

§| 

272.00 

E £ 

160.00 

0^2 

198.00 

CJHH 

00 

262.00 

G 

9 


D. 

a 

192.00 

s 

o 


U 

326.00 


402.00 


460.00 

$35200 


406.00 

422.00 

494.00 


462.00 


674 00 

694.00 

408 00 

424.00 

500.00 

516.00 

542.00 


680 00 


718.00 

740.00 

484 00 

500.00 

582.00 

600.00 

680.00 

700.00 

814 00 

840 00 

854 00 

880 00 


$2.00 
2.00 
2.00 
2.00 
2.00 
2.00 
2.00 
2.00 
2 00 
2.00 
2 00 
2.00 
2.00 
2.00 
2 00 
2.00 
2.00 
4.00 
2.00 
2.00 
4.00 
4.00 
2 00 
4 00 
4.00 
4.00 
6.00 
4.00 
4.00 
4 00 
6.00 
6.00 
4 00 
4.00 
6.00 
6.00 
6.00 
4.00 
6.00 
6.00 
8.00 
8.00 


$ 6.00 


6 

6 . 


6 

6 . 

6 

6 . 

6 . 

6 . 

6 . 

6 

6 . 

6 . 

6 . 

8 . 

6 . 

6 . 

8 . 

12 . 

6 . 

8 . 

12. 

12 . 

12 

8 . 

12 . 

12 

12 . 

7. 

12 . 

12 

12 . 

14. 

14. 

12 . 

12 . 

14. 

18 . 

18 


^Delivery: F. O. B. Bloomfield, Boston, Chicago, Cincinnati. Cleveland, Erie, Ft. Wayne, Lynn* 

Milwaukee, New York, Jersey City, Hoboken, Philadelphia, Pittsburgh, St. Louis or Schenectady. For 
warehouse deliveries write nearest house. 

tFrames 110 and 111 have slotted feet, no base necessary. Prices are same for horizontal or vertical 
motors v 
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CONSTANT SPEED INDUCTION MOTORS (Continued) 


Squirrel Cage Type—60 Cycles 

TYPES KT AND KQ—20 TO 50 H.P.—3 OR 2 PHASE 


H.P. 

Speed 

Sync. 

R.P.M. 

Volts 

Standard Pulley 
Dimensions in Inches 

Frame 

Shpg. 
Weight 
in Lbs. 
Approx. 
(Com¬ 
plete) 

Motor 

Only 

A 

Motor 

with 

Compen¬ 

sator 

List Prices 

Motor 

with 

Compen¬ 
sator, 
Pulley 
and Base 

Allowance 

for 

Diam. 

Belt 

Width 

Bore 

Omi 

Pulley 

ssi on 

Base 

20 

1800 

220-440-550 

8 

5 

IVs 

312 

970 

$464.00 

*604.00 

$020.00 

$4.00 

$12.00 

20 

1200 

220-440-550 

10 

6 

2'A 

322 

1200 

560.00 

700.00 

720.00 

6.00 

14.00 

20 

1200 

2200 

10 

6 

■2 Vs 

322 

1400 

620.00 

900. (K) 

920 00 

6.00 

14.00 

“ 20 

900 

220-440-550 

10 

7 

2 X 

326 

1330 

638.00 

778.00 

800.00 

6.00 

16.00 

30 

900 

2200 

10 

7 

2 Hi 

326 

1480 

738.00 

1018.00 

1040.00 

6.00 

16.00 

20 

720 

220-440-550 

13 

9 

2% 

336 

1870 

770.00 

910.00 

940.00 

12.00 

18.00 

~ 20 

600 

220-440-550 

13 

9 

2Vs 

336 

1000 

850.00 

990.00 

1020.00 

12.00 

18.00 

20 

600 

2200 

13 

9 

2% 

336 

2000 

574.00 

722.00 

740.00 

12.00 

18.00 

, 25 

1800 

220-440-550 

8 

5 

i H 

312 

1120 

680.00 

980.00 

1000.00 

6.00 

12.00 

25 

1800 

2200 

10 

6 

2'A 

323 

1400 

630.00 

778.00 

800.00 

6.00 

14.00 

, 25 

1200 

220-440-550 

10 

7 

2 H 

326 

1320 

758.00 

1058.00 

1080.00 

6.00 

16.00 

* 25 

1200 

2200 

10 

7 

2 y 8 

326 

1580 

706.00 

854.00 

880.00 

6.00 

16.00 

25 

900 

220-440-550 

10 

9 

2% 

332 

1610 

814.00 

1114.00 

1140.00 

8.00 

18.00 

- 25 

900 

2200 

10 

9 

2H 

332 

1770 

826.00 

974.00 

1004.00 

8.00 

18.00 

25 

600 

220-440-550 

13 

10 

2 M 

342 

2100 

920.00 

1068.00 

1100.00 

12.00 

20.00 

* 25 

600 

2200 

13 

10 

2H 

342 

2260 

1028.00 

1328.00 

1360.00 

12.00 

20.00 

- 30 

1800 

220 

10 

6 

2 H 

323 

1360 

610.00 

820.00 

840.00 

6.00 

14.00 

30 

1800 

440-550 

10 

6 

2% 

323 

1270 

610.00 

780.00 

800.00 

6.00 

14.00 

. 30 

1800 

2200 

10 

6 

2'A 

323 

1370 

740.00 

1040.00 

1080.00 

6.00 

14.00 

f 30 

1200 

220 

10 

9 

2 K 

332 

1760 

684.00 

894.00 

920.00 

8.00 

18.00 

30 

1200 

440-550 

10 

9 

2Vh 

332 

1670 

684.00 

854.00 

880.00 

8.00 

18.00 

f 30 

1200 

2200 

10 

9 

m 

332 

1770 

814.00 

1114.00 

1140.00 

8.00 

18.00 

30 

900 

220 

13 

9 

2H 

336 

2020 

800.00 

1010.00 

1040.00 

12.00 

18.00 

30 

900 

440-550 

13 

9 

2Vi 

336 

1930 

800.00 

970.00 

1000. (X) 

12.00 

18.00 

: 30 

900 

2200 

13 

9 

2% 

336 

2030 

870.00 

1170.00 

1200.00 

12 00 

18.00 

: 30 

720 

220 

13 

10 

2H 

342 

2380 

878.00 

1088.00 

1120.00 

12.00 

20.00 

* 30 

720 

440-550 

13 

10 

2'A 

342 

2290 

878.00 

1048.00 

1080.00 

12.00 

20.00 

! 30 

720 

2200 

13 

10 

2 n 

342 

2390 

1028.00 

1328.00 

1360.00 

12.00 

20.00 

30 

600 

220 

14 

12 

3 

346 

2700 

952.00 

1162.00 

1200.00 

16.00 

22.00 

' 30 

600 

440-550 

14 

12 

3 

346 

2610 

952.00 

1122.00 

1160.00 

16.00 

22.00 

■ 40 

600 

2200 

14 

12 

3 

346 

2610 

1202.00 

1502.00 

1540.00 

16.00 

22.00 

40 

1800 

220 

10 

7 

2'A 

327 

1480 

688.00 

898.00 

920.00 

6.00 

16.00 

40 

1800 

440-550 

10 

7 

2H 

327 

1390 

488.00 

858.00 

880.00 

6.00 

16.00 

40 

1800 

2200 

10 

7 

2 'A 

327 

1490 

818.00 

1118.00 

1140.00 

6.00 

16.00 

40 

1200 

220 

13 

9 

2% 

336 

2020 

800.00 

1010.00 

1040.00 

12.00 

18.00 

40 

1200 

440-550 

13 

9 

2Vs 

336 

1930 

800.00 

970.00 

1000.00 

12.00 

18.00 

40 

1200 

2200 

13 

9 

2H 

336 

2030 

910.00 

1210.00 

1240.00 

12.00 

18.00 

40 

900 

220 

13 

10 

2 X 

342 

2380 

898.00 

1108.00 

1140.00 

12.00 

20.00 

40 

900 

440-550 

13* 

10 

2H 

342 

2290 

898.00 

1068.00 

1100.00 

12.00 

20.00 

40 

900 

2200 

13 

10 

2H 

342 

2390 

1028.00 

1328.00 

1360.00 

12.00 

20.00 

40 

720 

220 

14 

12 

3 

346 

2700 

1032.00 

1242.00 

1280.00 

16.00 

22.00 

40 

720 

440-550 

14 

12 

3 

346 

2610 

1032.00 

1202.00 

1240.00 

16.00 

22.00 

50 

720 

2200 

14 

12 

3 

346 

2710 

1202.00 

1502.00 

1540.00 

16.00 

22.00 

50 

1800 

220 




333 

1650 

810.00 

1040.00 

0 

* 

0 

50 

1800 

440-550 




333 

1560 

810.00 

1000.00 

e 

* 

0 

50 

1800 

2200 




333 

1660 

904.00 

1240.00 

a 

0 

0 

50 

1200 

220 

i3 

9 

2H 

343 

2390 

898.00 

1128 00 

1160.00 

12.00 

20.00 

50 

1200 

440-550 

13 

9 

2% 

343 

2300 

898.00 

1088.00 

1120.00 

12.00 

20.00 

50 

1200 

2200 

13 

9 

2H 

343 

2400 

1032.00 

1368.00 

1400.00 

12.00 

20.00 

50 

900 

220 

13 

12 

3 

346 

2570 

1012.00 

1242.00 

1280.00 

16.00 

22.00 

50 

900 

440-550 

13 

12 

3 

346 

2420 

1012.00 

1202.00 

1240.00 

16.00 

22.00 

50 

900 

2200 

13 

12 

3 

346 

2580 

1146.00 

1482.00 

1520.00 

16.00 

22.00 

50 

720 

220 

15 

14 

3'A 

*13A 

2940 

1224.00 

1454.00 

1500.00 

24.00 

22.00 

50 

720 

440-550 

15 

14 

3'A 

*13 A 

2850 

1224.00 

1414.00 

1460.00 

24.00 

22.00 

50 

720 

2200 

15 

14 

3H 

*13 A 

3000 

1338.00 

1674.00 

1720.00 

24.00 

22.00 

50 

600 

220 

15 

14 

3'A 

*13A 

2940 

1304.00 

1514.00 

1580.00 

24.00 

22.00 

50 

600 

440-550 

15 

14 

314 

*13A 

2850 

1304.00 

1494.00 

1540.00 

24.00 

22.00 

50 

600 

2200 

16 

16 

3)4 

*14 

3800 

1494.00 

1830.00 

1900.00 

30.00 

40.00 

50 

514 

220 

16 

16 

3'A 

*14 

3745 

1520.00 

1750.00 

1820.00 

30.00 

40.00 

50 

514 

440-550 

16 

16 

3 A 

*14 

3645 

1520.00 

1710.00 

1780.00 

30.00 

40.00 

50 

514 

2200 

16 

16 

3'A 

*14 

3800 

1694.00 

2030. CX) 

2100.00 

30.00 

40.00 

50 

450 

220 

16 

16 

3'A 

*14 

3745 

1600.00 

1830.00 

1900.00 

30.00 

40.00 

50 

450 

440-550 

16 

16 

3'A 

*14 

3655 

1600.00 

1790.00 

186(L00 
— ... 

30 00 

40.00 


A For delivery see footnote on previous page. s l^otel^rame8 _ 13XaiQ<^ 
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quiet operation 


cast gear wheel 


Bronze bearing 
sleeves giving 
long life to bearings' 


Back gear shaft 
earings mounted 
„i upright supports 
forming part of sub-base 


Hard-oil cups for 
lubricating back 


Motor firmly bolted 
to sub-base insures 


o gear shaft I accurate alignment of gears 


Type SA and SD Back Geared Motors 

The standard gear ratios are 4 to 1; 5 to 1; 6 to 1; 7 to 1. 

The motors are wound for 110 and 220 volts alternating current or for 110 and 220 volts direct current. 

The alternating current motors can be furnished for either 1800 R.P.M. or 1200 R.P.M.; the direct 
current motors can be furnished for either 1700 R.P.M. or 1100 R.P.M. The full load speeds of the alterna¬ 
ting current motors are approximately the same as those of the direct current motors, 1700 R.P.M. and 1100 
R.P.M. respectively. 

Motors of to Vi H.P. can be supplied with back gears. 

Back geared Types SD and SA motors can be furnished at an additional price over standard listed motors 
as-follows: 

--For Motor Frames-* ^-Addition to List Price of Standard Motor (Less Pulley)—* 

Type Type Gear Ratio 

SA SD 4:1 or 7:1 5:1 or «:l 

145-147-155 244-246-254 $38.00 $42.00 

165 264 48.00 56.00 

Back geared equipment consists of motor with pinion mounted on a cradle attachment consisting of a 
bedplate carrying countershaft and gear of specified ratio, thus making a complete self-contained unit. 
Botn gear and pinion are covered with a protective guard. Oil or dust-tight gear casing cannot be furnished. 

Delivery F. O. B. Factory, Ft. Wayne, Ind. For warehouse deliveries w^te(ne^^^||)|^e. 
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Quantity Prices 
Quoted on Request 


Western Electric 


Western Electric 

ALTERNATING CURRENT MOTORS 


VARIABLE SPEED INDUCTION MOTORS 


Type BSS Motor with 
Type CR-6045 Hand Controller 


Type BSS H. P. Single Phase Motor 
With Foot Controller 


Brush Shifting Varying Speed Motors 

TYPE BSS—SINGLE PHASE—60 CYCLES—110 OR 220 VOLTS 

The single phase brush shifting motor is a variable speed motor, speed variation being obtained by 
shifting the brush yoke. As at present built these motors are of two types. 

One type furnished with foot controller, ratings from % to 1 H. P. inclusive, and the type operated by 
hand controller from 2 H.P. to 7)^ H.P. inclusive. 

With the foot controlled motor bolted to any machine, such as a printing press, the operator has the use 
of both hands at all times for feeding the press. 

The speed range is approximately from maximum down to or Y\ minimum; the number of speeds 
obtainable is almost unlimited, therefore the operator can easily run his machine at exactly the proper speed 
best suited to his work. 

There is no current wasted in resistances when varying the speed, so that the power used is nearly in 
proportion to the speed and is greatly reduced as the speed is reduced. Prices and data on application. 



Riveted Frame Form M Variable Speed Skeleton Frame Form M 

Induction Motor to 10 H. P. Capacity Variable Speed Induction Motor 7^ to 200 H. P. Capacity 

Three and Two Phase—Slip Ring Type—Induction Motors 

The Western Electric slip ring motor is designated as Form M, and is designed 
for variable speed service or for constant speed service requiring at starting an extremely 
high torque with a minimum starting current. It is extensively used for crane or hoist 
service, printing plant installations and individual drive of machine tools, etc. 

The rotor windings are connected to slip rings, from which leads are taken to the 
controller, which may be located to suit the convenience of the operator. 

All slip ring motors will start under heavy load and are adaptable to remote 
control. Provision may be made for short circuiting the slip rings and raising the 
brushes when the motor has come to full speed, thus eliminating the loss from brush 
friction during operation. Motors equipped with this feature are known as Form P, 
and are to be recommended for service where the motors operate continuously at 
constant speed but require an especially high starting torque. 

Slip ring motors are all furnished with both drum and dial type of controllers. 
CR-6050 Dial Con- The dial type of controller is designed for capacities up to 10H.P., while the capacity 
troiler of the drum type ranges from 1 to 200 H.P. Prices and data on appUcatla0.[ 0 
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Western Electric 
Western Electric HAMMERS 


Mail Orders Filled 
at Prevailing Prices 



No. fl and 3 No. 4 and 6 No. 7 No. 9 

Electric Hammers 

These hammers will do the work of pneumatic tools of like capacity at about 15 per cent, of the power 
cost and without the expense and inconvenience of compressor, air piping hose, etc. Over hand work, the 
economy is from 80 per cent, to 90 per cent., and it is by no means uncommon for a tool to save its cost in a 
week. Every tool is controlled by a switch mounted in the handle and equipped with flexible cord and plug. 
They may be attached to any lamp socket. 

A man drilling by hand strikes from 40 to 65 blows per minute. 

These hammer from 1000 to 4000. 

_ D.C. ONLY—110 OR 220 VOLTS __ 

Approximate Capacity Concrete 
or Limestone 


Drill Speed 
ins. 
Min. 


Net Wt. 
lbs. 


Shpg. Wt. 
lbs. 



Diam. of Drill Speed List 

Drill ins. Power Blows Net Wt. Shpg. Wt. Price 

" e - w - —Min. lbs. lbs. Each 


$189.00 
234.00 
315.00 
951 396.00 


OPERATE ON A.C. OR __ 

U-2 y 2 2 I 150 3000 15 21 | $234.00 

U-6 K 2 I 240 1800 27 37 288.00 


For drilling speed in brick multiply by 2. For drilling speed in granite divide by 2 and use diamond 
drills. Each tool is complete with cord and plug and runs from a light socket. 

STANDARD DRILLS 
List Price per Dozen for Drilling Lengths 


Dia. 





Dia. 

of 





of 

Drill 

5 In. 

8 In. 

12 In. 

Type 

Drill 

Vs 

$25.60 

*$32.00 

*$33.60 

D-4,7 j 

H 

7/ 

A 

27.20 

*32.00 

*33.60 

U-6 

/s 

i 

K 

30.40 

*33.60 

*25.52 

l 

f 

IK 

IK 

A 

32.00 

*33.60 

*25.52 

D-7 | 

k 


33.60 

*25.52 




8 Tn. 
$34.40 

35.20 
36.80 
40.00 

43.20 


12 In. 18 In. 24 In. 

$36.80 $41.60 . 

38.40 43.20 $49.60 

40.00 44 80 52.00 

43.20 48.00 56.00 

48.00 56.00 61.60 


52.00 *$62.40*$72.00 
56.00 *65.60 *75.20 
61.60 *72.00 *80.00 


^Special; not in stock. 

DIAMOND DRILLS 


FLAT CHISELS 
Hexagonal Shank 


Round Shank 







Width of 

Length 

Length 




8 In. 

12 In. 

Face 

8 In. 

12 In. 

8 In. 12 In. 


in. or under 

$22.40 

$24.00 

Yi in. or under 

$25.60 

$27.20 

$22.40 $24.00 

All 

% 


24.00 

25.60 

5 /^ 

27.20 

28.80 

24.00 25.60 

Types 

X 


28.00 

30.40 

X 

30.40 

33.60 

28.00 30.40 

1 


30.40 

33.60 

i 

33.60 

36.80 

30.40 33.60 





HOLLOW DRILLS 








List Price 

ii 



List Price 

Diameter 

Length 


Each 

Diameter 

Length 

Each 

i* 


12 


$7.20 

1A 


36 

$13.60 

1A 


24 


9.60 

i A 


48 

16.00 


To be used with Type D-7 only. To be used with water feed a set consists of one of each size. 
Delivery F. O. B. Chicago, Ill. For warehouse deliveries write nearest house. 
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Pfe Quantity Prices 

Quoted on Request 


Western Electric 


89 


Western Electric 

Electric Drill 



Model B Drill Model B Drill Show- Garage Type Valve Model G Drill 

Showing General ing Method of Using Grinder Similar in Construc- 

Construction Breakover Feature tion to Model B 


Western Electric Portable Drills 

These drills are thoroughly reliable, strongly built, light in weight and convenient in shape. They 
operate on either alternating or direct current and are reversible. Attachment is made to the ordinary 
drop cord or incandescent lamp socket. 

Model B: Has the breakover feature for changing drills or taps instantly by hand without the use of 
chuck wrench or key. 

Model C s Has two speeds, the gears running in grease. It has the offset spindle, allowing close quarter 


drilling. 

Max. Diameter Max. Diameter *List Price 

last of Drill for Drilling of Tap for Tapping Shpg. with Cord 

No. Type Thick Steel Wood Thin Steel Iron Wgt. and Plug 

Model B Drill V% in. Vt to in. A in. A in. 20 lbs. 

220000 With H in. chuck. $90.00 

220002 With Jacobs geared chuck. 94.00 

220003 Add for emery wheel attachment. 3.00 

220004 Add for valve grinder attachment. 12.00 

220007 Complete Garage Outfit (Model B Drill with Nos. 220000, 220003 and 220004).. 105.00 

Model C Drill % in. 1 to 1H ins. % in. % in. 35 lbs. 

220005 With M in. chuck for S. S. Drills. $130.00 

220006 With ratchet feed with H in. chuck for S. S. Drills. 136.00 

220008 With No. 2 Morse Taper Drills. 135.00 



Tool Post Grinder Buffer and Polisher 

Western Electric Tool Post Grinder 

This tool is not only adapted for grinding centers on lathes, but also for grinding dies, reamers and 
cutters and for universal grinding as well. 

List Shpg. *List Price 

No. Wgt. with Cord and Plug 

220009 Tool Post Grinder, complete. 35lbs. $90.00 

Voltages regularly furnished, 32,100, 110,120,240 or 250. Always specify voltage wanted in ordering. 

Western Electric Buffer and Polisher 

This tool is very‘useful for buffing.and polishing braaB, steel and other metals and when equipped with 
the small emery wheel is well adaptedfor light grinding also. 

220010 Buffer and Polisher, complete.. 17 lbs. $44.00 

•Delivery F. O. B. Factory, Leipsic, O. For warehouse deliveries write nearest house. 

voltages regularly furnished, 32,100,110,120, 240 or 250. Always specify voltage wanted in ordering. 
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Western Electric 
ELECTRIC PORTABLE GRINDERS AND DRILLS 


Mail Orders Filled 
at Prevailing Prices 



Model A 
Electric Drill 



Portable Electric Grinder 



Model O 
Electric Drill 


Electric Portable Grinder 

The handy tool that grinds dies, reamers, etc. Only the highest grade of materials used in its con¬ 
struction. Complete it weighs only 5 lbs., the outer castings are made throughout of highly polished alum- , 
inum. The dustproof bearings are made of highest grade speed nickel babbitt. The armature shaft is ' 
ground on centers to a mirror finish assuring extreme accuracy. ‘ 

The motor is air cooled and proof against excessive heat. This air cool feature has double functions, 
that of keeping the motor cool, at the same time clean and free from dust. The adjustable end thrust and 
bearing take up all wear, assuring long life. A special feature is the dustproof bearing caps. Operates from 
any electric light socket on both direct and alternating current, voltage from 104 to 120 volts. 


List 

List Price 

No. Each 

220023 Electric Portable Grinder, )^H.P..... $33.00 


Delivery F. O. B. Racine, Wis. For warehouse deliveries write nearest house. 

Western Electric 
Portable Electric Drills 

Model A Drill. This tool was designed for drilling in either metal or wood. It will run on either 
«alternating or direct current. The offset spindle allows drilling in close corners. The main driving 
spindle is run in a tobin bronze bushing, two inches in length. The lower handle can be readily removed 
when necessary. 

The body is made of aluminum thoroughly strengthened and supported where the strain is most severe. 
Arrangements are made for positive and effective oiling for the motor shafts, driving spindle and all parts 
that are subjected to wear. The gears are accurately machined and run in grease. This drill is very light 
and convenient to handle. It is especially useful for drilling in sheet metal of all kinds. Also for drilling 
name plate and oiler holes and for light drilling in wood. 

Model O Drill. Specially designed for drilling in cast iron, brass and other soft metals. Also for light 
drilling in wood. 

The general construction is similar to Model A drill except in Model O drill the chuck spindle is in the 
center of the motor body and is directly connected to the motor shaft without gear reduction. The chuck 
spindle runs in a tobin bronze bushing of ample bearing surface; will operate on either alternating or direct 


current. 

Capacity in Distance from Shpg. 

List Std. Length Over All Steel and Center of Chuck Weight *List Price 

No. Model Voltage with Chuck Other Metals to Edge of Motor Complete Each 

220016 A 32,100,110,120,240 or 250 14 in. Kin. %in. 17 lbs. $70.00 

220017 O 32,100,110,120,240 or 250 15Kin. K in- . 171bs. 50.00 


•Delivery F. O. B. Factory, Leipsic, O. For warehouse deliveries write nearest house. 
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Dumore Electric Sensitive Drill 

The Dumore electric sensitive drill is especially adapted for the use of jewelers, watchmakers, instru¬ 
ment manufacturers and gold and silver smiths The feed control, which is equipped with a spring balance, 
is extremely sensitive and the most delicate piece of work can be drilled accurately and rapidly. 

Height 18 inches; weight 17 lbs.; stroke 2 inches. Drills to center of a six-inch pipe. Drilling capacity: 
Steel 0 to A inch; brass, aluminum and soft alloys, 0 to inch. Equipped with a high speed universal 
motor which operates on either D.C. or A.C. Speed 8000 R.P.M. Imported S.K.F. ball bearings to elim¬ 
inate vibration. 


List No. 
220024 


Dumore electric sensitive drill. 


List Price Each 
$80.00 


Dumore Electric Grinder 


The Dumore portable electric grinder cuts grinding costs because it is correctly designed and 
because with it you get the right cutting speed at the wheels. The motor spindle operates at a speed 
of 10000 R.P.M., and the internal attachment at 30000 R.P.M. The Dumore grinder is dynamically 
balanced, insuring perfect work; free from chatter marks. The Dumore costs no more than other grinders, 
but it will do more work in less time than any other similar tool on the market. It is particularly adapted 
for grinding gauges, dies, reamers, cutters, etc. 

220025 Dumore electric grinder... $120.00 

Dumore Electric Cloth Cutter 

The Dumore electric cloth cutter is a small light weight cutter especially adapted for cutting one, two 
and three layers and up. The thin circular knife, keen as a razor, revolving at 6000 R.P.M., slips through the 
cloth at a speed limited only by the operator’s ability to follow the lines of his pattern. Clothing manufac¬ 
turers, custom tailors, dressmakers, and all kind of garment manufacturers, will find the Dumore a wonderful 

time saver. Workmen become expert in handling 
them in a few hours. The Dumore, while mod¬ 
erate in price, (costing less than one-quarter as 
much as large electric cutters) is a high-grade, 
practical cutter. An entirely new principle is 
embodied; the power is transmitted from the 
motor to the cutting blade by a belt, doing away 
with the disagreeable, nerve-racking gear noises. 
The motor is universal—operating on direct or 
alternating current. The cutter is connected to 
any convenient electric light socket. 

A small emeiy wheel running at right 
angles to the cutting blade—leaving it hollow 
ground—gives it a keen razor edge. When 
blade becomes dull it can be instantly sharpened. 

220026 Dumore electric cloth cutter.. $80.00 

Delivery F, O. B. Factory, Racine, Wis. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

ALTERNATING CURRENT MOTORS 




MIS 105 to MIS 109. Form A MI 101 to MI 109. FormTO 

Open Type Mill Motor Totally Enclosed Mill Motor 

Alternating Current Mill Type Motors . 

25 CYCLES—3 TO 150 H.P. 

The Western Electric alternating current mill type motors have proven remarkably successful when 
applied to the externally severe service conditions which are met with in steel mills, crane and hoist service, 
etc. The best grade of materials enter into their construction and special care and attention is given to 
attaining the best mechanical and electrical characteristics, insuring the utmost service reliability, and 
ability to withstand severe strains and heavy overloads. 

Ratings—The totally enclosed mill type motors (MI design) are furnished for mill service, based on 
sixty-minute operation in capacities ranging from 3 h.p. to 150 h.p. The open mill type motors (MIS de¬ 
sign) are furnished for continuous service in sizes ranging from 25 h.p. to 150 h.p. The motors are wound 
for 220 or 440 volts, 25 cycles, three phase circuits, and will carry their full rated load with a temper¬ 
ature rise not to exceed 75 degrees C. on all parts. 

The synchronous speed of the motors up to and including 20 h.p. is 750 r.p.m.; from 25 h.p. to 100 h.p., 
inclusive, 500 r.p.m., and the 150 h.p. motor operates at 375 r.p.m. 

The standard motors are designated as Form A, but when furnished with axle brackets for back gear 
equipment are known as Form B. Back gear pinions and enclosing covers for the gears may be supplied, 
and solenoid brakes of exceptionally strong construction are built for these motors. 

The solenoid brake is furnished with a special brake shoe of special molded asbestos compound. 
The coils of the brake are wound single phase and may be»connected across any single, two or three phase 
circuit without change. They have a maximum retarding torque of not less than full load torque of the 
motor, and a holding torque of not less than 125% of full load torque. 

Prices and data on application. 

Hoist Equipment 

The Western Electric hoists are of the 
friction drum type and are intended for 
general hoisting works in docks ; ferries, 
warehouses, factories, quarries and 
similar places. They are of sturdy 
construction and can be depended upon 
for reliable service under the most 
exacting conditions. 

The hoist equipment may be either 
single friction drum, double friction 
drum with the drums rotating in the 
opposite direction, double drum with 
the pinion between the drum gears and 
having both drums rotating in the same 
direction, or double drum with pinion 
between the drum gears and the boom 
swinging gear mounted in front. 

The motors used w T ith these hoists 
combine compact and rigid construction 
with high electrical efficiency. The 
shaft and bearings are unusually large 
while the electrical parts are designed to 
carry heavy overloads with safety. 

Alternating current hoists are equip¬ 
ped with variable speed phase wound 
induction motors, operating on circuits 
Single Drum Hoist of 220. 440 or 550 volts at 60 cycles. 

The controllers have a single operating handle, the speed changes being obtained by means of a resistance 
external to the motor. This resistance is constructed for severe service and is practically indestructible. 

They are supplied in hoisting capacities ranging from 300 lbs. to 6000 lbs., with rope speeds of 100 to 
200 feet per minute. 

The motors are rated from 1}^ h.p. to 52 h.p. Prices and data qp application. 
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Western Electric 

ALTERNATING CURRENT GENERATORS 
Belt Driven Alternators 



Type TAB or QAB Form ML Belt Driven Alternators, 
Self-excited Revolving Armature Type 


ATB 150 KW 900 RPM 2300 Volt 
60 Cycle Belt Driven Alternator 



w 

117 • 

v \ \ H n 

l ' J 

L 

m 


SELF-EXCITED REVOLVING ARMATURE TYPE TAB AND QAB FORM ML iy 2t 15 AND 25 KW. 

The self-excited revolving armature Form ML alternator is especially adapted for installation in 
isolated plants and small power plants. It is exceptionally compact and simple in construction and 
operation. The first cost as well as the operation and maintenance expenses are lower than if two separate 
units were used. 

Ratings. The alternators are built in three sizes, 7}^, 15 and 25 kw., 120, 240, 480 and 600 volts, 60 
cycle two phase or three phase. They may be operated as single phase alternators by employing two of 
the three phases. Their single phase rating is 70 per cent, of their three phase rating. 

TYPES ATB AND AQB FORM PB 25 TO 200 KW. 

The Form PB belt driven alternator is especially adapted for installation in small plants where low 
power factor is to be encountered. This condition exists on a line where power is supplied to induction 
motors, transformers or other inductive apparatus. 

Ratings. These alternators are so designed that they 
operate at high efficiencies at all loads on power factors 
of from 80 to 100 per cent. They range in capacity of 
from 25 kw. to 200 kw., 60 cycles, two or three phase 
and voltages of 240, 480, 600, 1150 or 2300 volts. 

They may be operated as single phase alternators by 
using two of the phases, and may then be rated at 65 
per cent, of the polyphase rating. They may be furnished 
with or without direct connected exciter. 

The Form PB alternators may be used as synchronous 
motors, synchronous condensers, and for this duty they 
are equipped with squirrel cage winding in the pole faces, 
which does not interfere with their use as generators. 

Prices and data on ^gfJi^iQoOQlc 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

ALTERNATORS 



Western Electric Engine Driven Alternator, Skeleton Frame Construction 


Engine Driven Alternators 

The Western Electric engine driven alternators are especially adapted for central stations and isolated 
plants where reliable service and economical operation are essential. They may be directly connected to a 
steam or gas engine and form a compact generating unit of exceptionally high operating efficiencies, requiring 
a minimum floor space and operating with practically no noise or vibration. They are furnished in capacities 
ranging from 30 K.W. to 240 K.W., in the standard engine speeds for 60 cycles, 240, 480, 600 or 2300 volts. 
60 cycle generators employ the skeleton frame construction. Larger generators and 25 cycle machines 
are of the box frame type. Standard 25 cycle sizes are 180 K.W. and 240 K.W. 

Standard alternators are wound for either 2 or 3 phase service, but may be operated single phase, the 3 
phase delivering 70 per cent, of their rated 3 pha*e output, the 2 phase 50 per cent, of their rated 2 phase 
output. When 60 cycle alternators are furnished with direct connected exciters, exciters are provided with¬ 
out base, shaft or bearings, and are mounted outside of the engine company’s pillow block on a suitable 
bracket or other support, the exciter rotor being pressed on an extension of the engine shaft. 

Prices and data on application. 
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Western Electric 

ALTERNATING CURRENT GENERATORS 
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Water Wheel Driven Alternators 

37 X TO 200 KW. 

The advance in the development of hydro-electric installations has been due in a large measure to 
the high operating characteristics which have been attained in the alternators designed especially for this 
class of service. 

The Western Electric water wheel driven alternators combine the highest electrical operating charac¬ 
teristics with a most rugged mechanical construction presenting effective guarantee of uninterrupted service 
and perfect safety at relatively high speeds. They have proven exceptionally satisfactory during their 
many years of actual service, and embody in their design and construction the most improved features, 
resulting in a low cost of operation and a minimum cost of maintenance. 

Prices and data on application. 



Direct Current Exciters 
1 M TO 20 KW. 

AD alternators of the revolving field type have their field coils excited by direct current, this current 
beingled into the coils through slip rings usually mounted on the alternator shaft. 

The Western Electric type CVC direct cur 



Rating. 


ie CVC exciters range in capacities from 1% to 20 kw., and are compounded for 120- 
125 volts. They also have a 1 


mge . .. . _ 

_ _> on the shunt to weaken the series field so that at 80 volts the character¬ 
istic curve will be flat instead of rising, a feature which improves parallel operation. 

Prices and data on apphcation. 
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Western Electric 


Mail Orders Pilled 
at Prevailing Prices 


Western Electric 

TRANSFORMER SPECIALTIES 

After a complete investigation of the various demands for small electrical capacity, at low voltage, we developed a 
uniform line of parts for manufacturing miniature air cooled transformers (Type M), ranging from 15 watts capacity to and 
including 2)4 kilowatts. 

The broad use of alternating current and the economy and ease with which its pressure may be varied through the medium 
of the Type M transformer to meet various requirements has made it preferable m all applications not inherently requiring 
direct current. By substituting this transformer for batteries or magneto generators no maintenance or replacement charges, 
due to wear, are incurred, less space is required and cleanliness ana reliability are assured. • 

The parts developed are suitable for capacities of 15 to 2500 watts inclusive, 60 cycles, and to 1250 watts inclusive, 25 
cycles, at voltages 550 and below. The construction may be for indoor or outdoor service as desired Type M transformers 
are sufficiently attractive to permit of their installation in any place where good appearance is desired or necessary. 

The following applications are representative of the many to which the Type M transformer may be readily adapted: 

Electric welding. Railway signals. 

Speed variation of motors. Two phase to three phase transformation. 

Operation of small low voltage motors from higher voltage circuits. Nitrogen filled lamps. 



Standard Special Special Special Special 

Transformer for Three-Phase or Two-Phase Transformer for Transformer for Transformer for 

Sign Lighting Transformer Operating Electric Signal Electric Welding 

Stop-Motion of Operation 
Textile Machinery 


SIGN LIGHTING TRANSFORMERS TYPE M 
PRIMARY 110-220 VOLTS? SECONDARY 11-22 VOLTS 
FREQUENCY RANGE 80 TO 140 CYCLES 


Watts 

List 

Core 

Loss 

Copper 

Loss 

Full 

Load 

Wall 

8pace 

Depth 
in Ins. 

Approximate 

Wgt. in Lbs. 

No. of 

List 

Cap. 

250 

No. 

Watts 

Watts 

Eff. 

in Ins. 

Net 

Bb & 

Base 

Price 

76676 

9 

17 

90.5 

4% by 8M 

4 H 

15 

78663 

825.00 

500 

76678 

17 

22 

92.7 

5Hby 9 X 


20 

30 

78664 

32.00 

750 

146138 

24 

25 

93.8 

5J4 by 9 H 

4)4 

25 

40 

146140 

39.00 

1000 

76680 

29 

29 

94.5 

6)4 by 11 

4% 

35 

50 

78665 

46.00 

1500 

146139 

40 

33 

95.3 

6)4 by 11M 


40 

55 

146141 

57.00 

2000 

76683 

55 

36 

95.4 

7 H by 12H 


60 

80 

7866€j, , 

. 70.00 

The above electrical data applies to listed sign lighting transformers; data being based on 

60 cycle, 

sine wave, 

, 110 or 


220 volts. 

The above weights and prices do not include slate bases. The bases will be supplied at an additional net charge of 60 
cents each. 

Note: When placing requisition for slate base which is to be used for mounting a transformer already in service, 
the serial number of the transformer should be given so that the proper base may be supplied. This is necessary by reason 
of slight changes which have been made from time to time in the dimensions of the transformer cases. The shipping weight 
of the base is approximately 15 pounds. 

Four c.p. 5 watt Mazda lamps having a range of volts from 10 to 12, have been found best adapted for sign lighting and 
the transformers have been designed to take care of this range of secondary voltages. They are rated for 60 cycle operation 
but will operate successfully on circuits from 60 to 140 cycles. They are designed with series multiple primaro rating of 110- 
220 volts so that they can be operated on either 110 or 220 volt circuits. They are adapted for use on circuits from 100 to 120 
volts or 200 to 240 volts, having a range of transformation at full load of 10:1 or 20:1 depending upon the connection. 

Due to the fact that the transformers are designed for use on a wide range of primary voltages they will operate success 
fully on practically all sign lighting circuits, and lamps can be ordered to meet exact conditions. 

These transformers are designed for either 2.or 3 wire service on the secondary and can be readily connected to all signs 
without changing their existing wiring. 

AUTO TRANSFORMERS 

Approx. 

List Ship. --Approximate Dimensions in Inches— ■ ■» List 

No. Type fKv-a. Wgt. in Lbs. Depth Wall Space Height Floor Space Price 


List 

No. 

T r 

tKv-a. 

A isr 

Wgt. in Lbs. 

Depth 

-Approxi mate 

Wall Space 

79883 

1 

30 

m by 5)4 

79884 

M 

1.5 

35 

m 

10 M by 6)4 

79885 

M 

2 

40 


10)4 by 6)4 

79886 

M 

3 

50 

4 H 

12 by 6)4 

79887 

M 

4 

75 

5 H 

12)* by 7H 

79888 

M 

5 

80 

5 H 

13 by 7 H 

189909 

H 

7.5 

120 

7 H 

9 V% by 14 

189910 

H 

10 

145 

7% 

m by 15 X 

79891 

H 

15 

470 




18K by 18K 


tKv-a. output at 110 volts 2 wire or allowable unbalancing at 110-220 volts 3 wire. 

Type M is air cooled. Type H is oil cooled. Shipping weight includes oil for the Type H units. All the above listed 
s of transformers are suitable for outdoor installation. Hanging hooks will be furnished with the Type H sizes. 


sizes of transformers are suitable for outdoor installation. Hanging hooks wilj be furnished with the Type H sizes. 

The above auto transformers are designed for single phase, two phase or open delta transformation. These auto trans* 
formers are not designed to transform power three phase to three phase from 220 volts to 110 volts, nor can they be used to 
transform three to two phase power as special taps must be provided to obtain proper voltage ratio. 


iase from 220 volts to 110 volts, nor can they be used to 
I to obtain proper voltage ratio. 


SPECIAL TRANSFORMERS 

Prices and information, therefore, involving auto transformers for three-phase transformation, or for three-pha 
phase transformation, or for special electrio welding, signal, etc., operation, sent on application. 

Delivery F. O. B. Factory, Soheneotady, N. Y. For warehouse deliveries write nearest house. 
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Type ii Transformer 



Transformer Without Case View Showing Connection Block 


Type H Transformers 

In the Western Electric Type “H” transformers are incorporated many refinements of design that are 
the result of extended investigation under actual operating conditions and an exhaustive analysis of the 
most successful modern types. 

Notable among the many excellent features are the means adopted to secure cool operation, the con¬ 
venience and security of the terminal connections, the care taken to insure ease in handling and the per¬ 
fected methods which attain the ultimate degree of insulation. Both core and copper losses have been 
reduced to a minimum , the symmetrical core structure insuring a balanced magnetic condition and main¬ 
taining uniform effective radiation of heat. 

Single-Phase Transformers for Outdoor Installation—50 to 140 Cycles, for Power and Lighting 
Service—Pole Type, Excepting Ratings 125, 150 and 200 Kv-a 


_ . Type H Transformers (List Prices Include Oil, Boxing, Hanging Hooks for All Sixes 100 Kv-a and 

isapaoity Below, and Fuse Boxes Except as Noted) 



Voltage 
440 to 110-220 j 
550 to 110-220 | 
2200 to 110-220 
2200 to 122-244 
2200 to 220-440 
2200 to 244-488 
2200 to 675 


50 Watt 
Lamps 


2300 to 115-230 
2300 to 230-460 
2400 to 120-240 


Up to 
100 Kv-a 
Inc. only 


2400 to 240-480 




Lilt 

Prioe 


$62.70 
87.78 
109.44 
150.48 
196.08 
233.70 
306.66 
446.88 
598.50 
725.04 
908.58 
1084.14 
1244.88 
1390.80 
1607.40 


Primary Voltasa 
3300 

Secondary Voltage 
122-244 


Primary Secondary 

2200-4400 110-220 

2200-4400 122-244 

2300-4600 115-230 

2400-4800 120-240 

WITHOUT FUSE BOXES 



Fuse Boxes. List prices for sizes 1 to 15 kv-a inclusive, of 440 and 550 volt primary, and 1 to 50 kv-a 
of other transformers, include two primary fuse boxes, Cat. No. 104227. List prices for sizes 25 to 50 kv-a 
inclusive, of 440 and 550 volt primary, include two primary fuse boxes, Cat. No. 159327. 

The secondary of sizes 1 to 100 kv-a can be arranged for series, multiple or three-wire service by con¬ 
nection of the secondary leads outside of the transformer tank. 

The secondary of sizes 125 to 200 kv-a inclusive is arranged for series and three-wire service. 

The 575 volt secondary line has been standardized for 550 volt motor service. 

Delivery F. O. B. Pittsfield, Mass. For warehouse deliveries write nearest house. 
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Western Electric 

Western Electric 


Mai! Orders Filled 
at Prevailing Price* 


Transformers 


Types A and H Transformers 


FOR 60 CYCLE CIRCUITS—OUTDOOR INSTALLATION 
POLE TYPE EXCEPT 75 AND 100 KV-A TYPE A AND 125, 150 AND 200 KV-A TYPE H 


Capacity 

Type A Transformer* 

(List Prices Include Oil and Boxing 
and on the 1 to 50 Kv-a. Sizes Two 
Primary Fuse Boxes Cat. No. *104227 
and Hanging Hooks) 

Primary Voltage 1100-2200 

Secondary Voltage 110-220 

Type H Transformers 
(List Prioes and Weights 

Include Oil and Hooks) 

Fuse Boxes Not Included 

6600 to 110-220 

6600 to 220-440,6600 to 575 
{6600 to 2300 




ShiD. Wt. in Lbs. 

. 



Shio. Wt. in Lbs. 


50 Watt 

List 



Qts. 

List 

Qts. 



Kv-a. 

Lamps 

Prices 



Oil 

Prices 

Oil 











Trans. 

Oil 




Trans. 

Oil 

1 

20 

$49.02 

100 

10 

4 

$124.84 




114 

30 






i6 

235 

35 

2 

40 

69.54 

150 

i4 

6 





3 

60 

88.92 

190 

17 

8 

i53.90 

i6 

250 

35 

5 

100 

119.70 

275 

26 

12 

194.94 

32 

365 

70 

m 

150 

159.60 

315 

30 

14 

242.82 

40 

435 

90 

10 

200 

194.94 

450 

44 

21 

288.42 

68 

645 

155 

15 

300 

259.92 

480 

51 

24 

377.08 

88 

770 

200 

25 

500 

373.92 

700 

85 

40 

516.42 

136 

1020 

305 

37H 

750 

494.76 

1600 

400 

184 

678.30 

229 

1540 

515 

50 

1000 

606.48 

1650 

450 

208 

820.80 

156 

1250 

350 

75 

1500 

803.70 

1725 

675 

308 

1010.04 

228 

1980 

510 

100 

2000 

994.08 

2200 

750 

340 

1171.92 

360 

2500 

820 

125 

2500 





1330.06 

680 

3000 

1530 

150 

3000 





1482.00 

760 

3400 

1710 

200 

4000 





1744.20 

860 

3600 

1950 


Transformers wound for more than one primary voltage are equipped with porcelain connection boards 
for adapting the primary to either circuit. 

♦Sizes 37}^ and 50, when operated on 1100 volts, take Cat. No. 106918. 


{6600 Volt Transformers 

The stock ratings of the 6600 volt transformers are as follows: 

Primary 6600/6300/6000/5700 volts 

Secondary: \A to 3 kv-a inclusive—110/220 volts 

5 to 50 kv-a inclusive—110/220 or 220/440 volts 
75 to 200 kv-a inclusive—220/440 volts 


For secondary voltages over 1000 increase prices 1 to 25 kv-a inclusive 10 per cent; 30 to 100 kv-a 
inclusive, 5 per cent. 

When Fuse Boxes are desired, two Cat. No. 155757 should be ordered separately for sizes 1 to 75 kv-a, 
or two Cat. No. 106918 for sizes 100 to 200 kv-a inclusive. 


Delivery F. O. B. Ft. Wayne, Ind., for Type A, and Pittsfield, Mass., for Type H. 
deliveries write nearest house. by VjOOQL 
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H.P. 

—■ 

Rated 

'Speed 

R.P.M. 

1/50 

1100 

1/30 

1700 

1/30 

1100 

1/20 

1100 

1/15 

1700 

1/10 

1700 

1/8 

1700 

1/8 

1100 

1/6 

1700 

1/6 

1100 

1/4 

1700 

1/4 

1100 

tl/3 

1700 

1/3 

1100 

' 1/2 

1700 

tl/2 

1100 


List Prices 

Open Motor with Pulley 


Standard Pulley 


List 

Retail 

Allowance 

Pulley 



ttFrame 

No. 


234 

234 

236 

244 

246 

246 

246 

254 

254 

254 

256 

264 

264 


*Pulleys for frames 254 and larger have crowned face adapted for flat belt. Dimensions given for these 
frames are pulley diameter and belt width. 

tIncludes starting rheostat with low-voltage release (CR-1000). If omitted $8.00 list allowance 
may be made. Smaller sizes do not require rheostat. 

tfFrames 224 to 256 inclusive have wick-oiled bearings and feet cast integral with end shields. Frame 
264 has oil ring bearings and removable foot casting. 

Other sizes may be furnished compound wound at no extra charge. 

Delivery F. O. B. Factory, Ft. Wayne, Ind. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders FiUed 
at Prevailing Prices 


Western Electric 

TYPE RC MOTORS 
Direct Current—Communicating Poles 


All RC Motors are 
designed on uniform 
mechanical and 
electrical lines 


|”Riveted"f ram.es are 
used up to 2 H.P. 
Steel Frames on 
all larger sijes 


Four Arm End Shields- 
-protect windings — 
allow easy brush 
inspection 



Terminals arranged 
for soldered 
connection to 
leads 


Milled Slots ensure 
correct alignments For¬ 
ward or reverse motion 
through single screw 


BrushRigging readily 
removable-strong and 
serviceable in 
every detail 


Heavy Feet cast as 
integral parts of 
frame-Strong Hold¬ 
ing Down Bolts 


Type RC Motors 

These Western Electric Type RC direct current motors are designed to meet the most exacting condi¬ 
tions. They are furnished from ^ to 75 horsepower and for 115, 230 and 550 volt circuits, with either 
shunt, series or compound windings. 

Power Apparatus 18-1 
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Western Electric 

DIRECT CURRENT CONSTANT SPEED MOTORS 


Type RC—Continuous Duty—Shunt or Compound Wound 

115 VOLTS 1/5 TO 50 H.P. 


Continuous 

Rating 

List Prices 

Shunt Wound 

Addi¬ 

tions 

for 

Comp. 

Wind¬ 

ings 

Ship. Wt. 
in Lbs. 
(Approx.) 
Motor 
with 
Rheo. 
Pulley 
and Base 

RC 

Frame 

No. 

Standard 

Pulley 

Dimensions in Ins. 

List Prices 

Max. 

Speed 

with 

Weak¬ 

ened 

Shunt 

Field 

Allowances 

for 

Omissions 

Additions 

Motor 

Only 

Motor 

with 

Rheo. 

Motor 

with 

Rheo. 

Pulley 

and 

Base 

HP. 

Rated 

Speed 

R.P.M. 

Diam. 

Belt 

Width 

Bore 

Ext. 

Shaft 

I 

Pulley 

Base 

H 

*800 

m 

$102 

$110 

$2 

100 

1 

3H 

2 


$2 

E9 

$2 

$2 

1000 

1 H 

1150 


110 

118 

2 

100 

1 

3K 

2 

K 

2 


2 

2 

1440 

w 

850 

■tip 1 

110 

118 

2 

100 

1 

3_H 

2 

7A 

2 

■9 

2 

2 

1060 

K 

*850 

■tftil 

116 

124 

2 

120 

2 


2 

1 

2 

6 

2 

2 

■Tilill 

K 

1700 

90 

98 

106 

2 

100 

1 

3M 

2 

H 

2 

6 

2 

2 

2125 

m 

1150 

116 

124 

132 

2 

120 

2 

4 H 

2 

l 

2 

6 

2 

2 

1440 


1750 

122 

130 

138 

2 

130 

3 

4K 

2 

1 

2 

6 

2 

2 

940 


*575 

152 

100 

168 


170 

4 

4% 

2 

1 

2 

6 

2 

2 

720 


1700 

164 

112 

120 


120 

2 

4H 

2 

1 

2 

6 

2 

2 

2125 

m 

1150 

128 

138 

144 


130 

3 

4 _H 

2 

l 

2 

6 

2 

2 

1440 

K 

1800 

152 

160 

168 


170 

4 

4J4 

2 

l 

2 

6 

2 

2 

HTixl 

u 

■^9 

230 

238 

248 


265 

6 

in 

3 

l 

2 

8 

4 

2 

690 

1 


116 

124 

132 


130 

3 

4 \\ 

2 

l 

2 

6 

2 

2 

2125 

1 


140 

148 

156 


170 

4 

4 H 

2 

1 

2 

6 

2 

2 

1435 

i\i 


294 

306 

316 

6 

390 

6 

4U 

4 

l K 

2 

8 

4 

2 


i K 

*875 

230 

242 

252 

6 

265 

5 

4H 

3 

l 

2 

8 

4 

2 

1100 

2 

1700 

150 

162 

170 

4 

170 

4 

4 

2 

1 

2 

6 

2 

3 

2125 

2 

1150 


232 

242 

6 

265 

5 

4% 

3 

l 

2 

8 

4 

3 

1435 

2 

*800 

294 

306 

316 

6 

390 

6 

4}ri 

4 

1 K 

2 

8 

4 

2 

1000 

2 H 

*625 

556 

368 

384 

8 

525 

7 

5J4 

4 

IK 


12 

4 

3 

780 

3 

1700 

220 

232 

242 

6 

265 

5 

4% 

3 

l 


8 

4 

2 

2150 

3 

1150 

280 

292 

302 

6 

390 

6 

4\A 

4 

IK 


8 

4 

2 

1435 

3H 

*800 

356 

372 

388 

8 

525 

7 

5H 

4 

IK 


12 

4 

3 

1000 


*550 

472 

438 

504 

12 

575 

8 

5H 

5 

IK 


12 

6 

3 

690 

3H 

*375 

524 

540 

558 

14 

700 

9 

7 

4K 

IK 


14 

6 

3 

470 

4U 

*400 

630 

646 

666 

18 

850 

10 

8 

6 

l H 


14 

6 

3 

500 

4 Ck 

1825 

472 

488 

604 

12 

575 

8 

5 K 

5 

IK 


12 

6 

3 

1030 

4U 

*500 

524 

540 

548 

14 

700 

9 

7 

4H 

IK 

4 

14 

6 

3 

625 

5 

1700 

280 

296 

306 

6 

390 

6 

4H 

4 

1 . 7 s 

2 

8 

4 

2 

2125 

5 

1150 

340 

356 

372 

8 

525 

7 

5K 

4 

if? 


12 

4 

3 

1435 

(5 

850 

500 

576 

632 

12 

676 

8 

5H 

5 

IK 


12 

6 

3 

1060 

m 

*475 

630 

656 

676 

18 

930 


8 

5 

1 u 


14 

6 

3 

695 

7 

460 

718 

744 

764 

20 

1150 

11 

10 

6 

2 K 


14 

0 

3 

675 

7U 

1700 

340 

366 

382 

8 

596 

7 

5 H 

4 

IK 


12 

4 

3 

2125 

7U 

1150 

450 

476 

492 

12 

650 

8 


5 

IK 


12 

6 

3 

1435 

7u 

850 

600 

446 

544 

14 

770 

9 

7 

4K 

IH 


14 

6 

3 

1060 

7u 

425 

1056 

1082 

1106 

24 

1650 

12 

10 

9 

2K 


16 

6 

3 

850 

9 H 


776 

812 

832 

20 

1170 

11 

10 

6 

2H 


14 

6 

3 

690 

10 

BwnH 

450 

486 

602 

12 

650 

8 

5K 

5 

1 K 


12 

6 

3 

2125 

10 


600 

636 

654 

14 

770 

mm 

7 

4K 

1 K 


14 

6 

3 

1435 

10 


1234 

636 

656 

18 

930 

iBI 

8 

6 

1 

6 

14 

6 

3 

1060 

10 



1270 

1300 

30 

1925 

13 

13 

9 

2K 

14 

16 


3 

800 

12 ^ 

575 

io76 

1116 

1140 

26 

1720 

12 

10 

9 

2 H 

8 

16 


4 

1150 

12% 

375 

1366 

1406 

1440 

32 

2300 

14 

13 

10 

2 H 

14 

20 


3 

750 

15 

1150 

600 

640 

660 

18 

1000 

10 

8 

5 

1 % 

6 

14 


3 

1435 

15 

800 

740 

780 

800 

20 

1235 

11 

10 

6 

2K 

6 

14 



■tiTTil 

16 

550 

1280 

1330 

1360 

32 

1925 

13 

13 

9 

2K 

14 

16 

mm 

4 

1100 

16 

375 

1666 

1716 

1760 

36 

2870 

15 

14 

12 

3 

20 

24 


4 

700 

20 

1150 

740 

790 

810 

20 

1235 

11 

10 

6 

2 K 

6 

14 


3 

1435 

20 

800 

1020 

1079 

1094 

24 

1730 

12 

10 

9 

2K 

8 

16 

8 

4 


20 

525 

1376 

1426 

1460 

32 

2320 

14 

13 

10 

2K 

14 

20 


3 

1050 

20 

325 

2016 

2066 

2120 

48 

3700 

16 

15 

12 

3K 

22 

32 


4 

650 

25 

775 

1218 

1270 

1760 

26 

1940 

13 

13 

9 

2K 

14 

16 

8 

4 

970 

25 

500 

1664 

1716 


36 

2890 

15 

14 

12 

3 

20 

24 


4 

^■TjY)] 

25 

325 






17 







4 

650 

30 

’ 1100 

i 020 

i076 

iioo 

26 

isoo 

12 

io‘ 

*9’ 

2K 

8 

ie 

8 

4 

1375 

30 

750 

1310 

1366 

1400 

32 

2380 

14 

13 

10 

2K 

14 

20 

10 

4 

935 

30 

475 

1990 

2046 

2100 

48 

3760 

16 

15 

12 

3K 

22 

32 


4 

930 

30 

300 




mm 


18 







4 

600 

40 

1075 

1312 

i470 

isoo 


2020 

13 

i3’ 

9 

2K 

ii 

ie 

8 

4 

1350 

40 

700 

1598 

756 

1800 

Ufl 

2970 

15 

14 

12 

3 

20 

24 

10 

4 

875 

40 

450 




■ 

.... 

17 

... 






4 

900 

40 

300 




mm 


19 







4 

600 

60 

1050 

i434 

i626 

i660 

32 

2400 

14 

i3‘ 

io’ 

2K 

i4 

20 

io 

4 

1310 

50 

650 

1914 

2106 

2160 

42 

3780 

16 

15 

12 

3 H 

22 

32 

12 

4 

815 

50 

425 






18 





• • 


4 

850 


Series wound motors are not recommended for belted operation. 

i When compound wound speed approximately 5 per eent. higher. 

These motors have special windings._ _ 

delivery: F. O. B. Bloomfield. Boston, Chicago, Cincinnati, Cleveland, Erie, Ft. Wayne, Lynn, Milwaukee, New York, 
Jersey City, Hoboken, Philadelphia, Pittsburgh, St. Louis or Schenectady. For warehouse deliveries write nearest house. 

18—2 Power AoDamrn^ 









































































102 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

DIRECT CURRENT CONSTANT SPEED MOTORS 
Type RC Continuous Duty Shunt or Compound Wound 

230 VOLTS 1/0 TO 50 H.P. 




List Prices 

Shunt Wound 

•Addi¬ 

tions 

for 

Comp. 

Wind¬ 

ings 

Ship. W r t. 
in Lbs. 
(Approx.) 
Motor 
with 
Rheo. 
Pulley 
and Base 

RC 

Frame 

No. 





List 1 

> rices 

_^J 

Max. 

Speed 

with 

Weak¬ 

ened 

Shunt 

Field 




Cont 

Ra 

H.P. 

nuous 

ting 

Rated 

Speed 

R.P.M. 

Motor 

Only 

Motor 

with 

Rheo. 

M otor 
with 
Rheo. 
Pulley 
and 
Base 

Stai 

Dimei 

Diam. 

idard Pu 
isions in 

Belt 

Width 

lley 

Inches 

Bore 

Allow 

fo 

Omis 

Pulley 

ances 

r 

iions 

Base 

Ext. 

Shaft 

Con¬ 

duit 

Ter¬ 

minal 

Box 

X 

t700 

$94. 

$102. 

fnn 

$2 

100 

1 

3U 

2 

x 

$2 

$6 

$2 

$2 

875 

iX 

1150 

102. 

110. 

118. 

2 


1 

3X 

2 

X 

2 

6 

2 

2 

1440 

iX 

850 

102. 


1 IS 

2 

120 

2 

4H 

2 

i 

2 

6 

2 

2 

1060 

x 


108. 



2 

120 

2 

4W 

2 

i 

2 

6 

2 

2 

750 

H 

t750 

120. 

iofl 


2 

130 

3 

4U 

2 

i 

2 

6 

2 

2 

940 


t425 

152. 

160. 

168. 

4 

170 

4 

\\i 

2 

i 

2 

6 

2 

2 

595 


mkiuM 

90. 

98. 

106. 



1 

3X 

2 

X 

2 

6 

2 

2 

2125 


1150 

116. 

124. 

132. 

2 

120 

2 

4X 

2 


2 

6 

2 

2 

1440 


850 

128. 

136. 

144. 

2 

130 

3 

4 4 

2 

1 

2 

6 

2 

2 

1060 

X 


104. 

112. 

120. 

2 

120 

2 

4 4 

2 

1 

2 

6 

2 

2 

2125 

\X 

1150 

128. 

136. 

144. 

2 

130 

3 

4 4 

2 

1 

2 

6 

2 

2 

m r : i 

lx 

850 

160. 

168. 

176. 

4 

170 

4 

44 

2 

1 

2 

6 

2 

2 

1060 

X 

t750 

152. 

160. 

168. 

4 

170 

4 

44 

2 

1 

2 

6 

2 

2 

940 

X 

mEEm 

230. 

238. 

248. 

6 

265 

5 

4 4 

3 

1 

2 

8 

4 

2 

625 

1 

1700 

116. 

124. 

132. 

2 

130 

3 

44 

2 

1 

2 

6 

2 

2 

2125 

1 

1150 

140. 

148. 

156. 

4 

170 

4 

4 4 

2 

1 

2 

6 

2 

2 

1435 

SI 

850 

250. 

258. 

268. 

6 

265 

5 

4 4 

3 

1 

2 

8 

4 

2 

1060 

1 


294. 

302. 

312. 

6 


6 

44 

4 

14 

2 

8 

4 

2 

625 

l H 

mk-JM 

230. 

242. 

252. 

6 


5 

44 

3 

l 

2 

8 

4 

2 

875 

IX 

t675 

294. 

306. 

316. 

6 


6 

44 

4 

14 

2 

8 

4 

2 

845 

2 

1700 

150. 

162. 

170. 

4 

170 

4 

4 4 

2 

l 

2 

6 

2 

2 

2125 

2 

1150 

220. 

232. 

242. 

6 


5 

44 

3 

l 

2 

8 

4 

2 

1435 

62 

850 

310. 

322. 


6 

390 

6 

4 4 

4 

wKW 

2 

8 

4 

2 

1060 

2 


356. 

368. 

384. 

8 

525 

7 

54 

4 


4 

12 

4 

3 

Kl 

3 


220. 

232. 

242. 

6 


5 

44 

3 

i 

2 

8 

4 

2 

2125 

3 

1150 

280. 

292. 

302. 

6 

390 

6 

44 

4 


2 

8 

4 

2 

1435 

63 

850 

380. 

392. 

408. 

8 

525 

7 

54 

4 


4 

12 

4 

3 

1060 

3 

t725 

356. 

368. 

384. 

8 

525 

7 

54 

4 


4 

12 

4 

3 


3 

t475 

472. 

484. 

500. 

12 

565 

8 

54 

5 


4 

12 

6 

3 

595 

3 

t350 

524. 

536. 

554. 

14 

690 

9 

7 

44 


4 

14 

6 

3 

Hi 

3X 

t725 

472. 

488. 


12 

565 

8 

54 

5 


4 

12 

6 

3 

910 

3X 

t325 

630. 

646. 

666. 

16 

860 

10 

8 

5 


6 

14 

6 

3 


4 


524. 

540. 

558. 

14 


9 

7 

44 


4 

14 

6 

3 

625 

5 


280. 

296. 


' 


6 

4 4 

4 


2 

8 

4 

2 

2125 

6 

1150 

340. 

356. 

372. 

8 

525 


54 

4 


4 

12 

4 

3 

1435 

15 

850 

500. 

516. 

532. 

12 

565 

HtS 

54 

5 


4 

12 

6 

3 

1060 

6 

t475 

630. 

648. 

668. 

16 

860 

El 

8 

5 


6 

14 

6 

3 

595 

6 

t375 

776. 

794. 

814. 

20 



10 

6 

i £ 

6 

14 

6 

3 


7X 


340. 

358. 

374. 

8 

525 


54 

4 


4 

12 

4 

3 

2125 

7>| 

1150 

450. 

468. 

484. 

12 



54 

5 

’ 2 

4 

12 

6 

3 

1435 

7X 


500. 

518. 

536. 

14 

690 


7 

44 

£ 

4 

14 

6 

3 

1060 

7V* 

425 

1056. 

1074. 

1098. 

26 

1650 


10 

9 

’ J 

8 

16 

6 

3 

850 

8H 


776. 

812. 

832. 

20 

1160 

li 

10 

6 

; J 

6 

14 

6 

3 


10 


450. 

486. 

502. 

12 

650 

8 

54 

5 


4 

12 

6 

3 


10 

1150 

500. 

536. 

554. 

14 

770 

9 

7 

44 

£ 

4 

14 

6 

3 

■fill 

10 

850 

600. 

636. 

656. 

16 


10 

8 

5 


6 

14 

6 

3 

1660 

10 

400 

1234. 

1270. 

1300. 

30 

1925 

13 

13 

9 

’ J 

14 

16 

6 

3 

800 

12*4 

575 

1076. 

1118. 

1142. 

26 

1720 

12 

10 

9 

’ J 

8 

16 


4 

1150 

12$ 

375 

1366. 

1408. 

1442. 

30 

2300 

14 

13 

10 

" Ti 

14 

20 


3 

750 

15 

1150 

600. 

642. 

662. 

16 


10 

8 

5 

y 

6 

14 

6 

3 

1435 

15 

800 

740. 

782. 

802. 

20 

1160 

11 

10 

6 

> t 

6 

14 

6 

3 

1000 

16 

650 

1280. 

1324. 

1354. 

30 


13 

13 

9 

■ t 

14 

T« 


4 

1100 

16 

375 

1666. 

1710. 

1754. 

36 

2870 

15 

14 

12 


20 

24 


4 

700 

20 

1150 

740. 

784. 

804. 

20 


11 

10 

6 

: 7 

6 

14 

6 

3 

1435 

20 

800 

1020. 

1064. 

1088. 

24 

1730 

12 

10 

9 

24 

8 

16 

8 

4 

1000 

20 

525 

1876. 

1420. 

1454. 

30 


14 

13 

10 

24 

14 

20 


4 

1050 

20 

325 

2016. 

2060. 

2114 

48 

3700 


15 

12 

34 

22 

32 


4 

650 

25 

775 

1218. 

1272. 

1202. 

24 

1940 

13 

13 

9 

24 

14 

16 

*8 

4 

970 

25 

500 

1664. 

1718. 

1762. 

36 

2890 

15 

14 

12 

3 

20 

24 


4 

1000 

25 

325 






17 








650 

30 

1100 

1020. 

1078! 

1102. 

24 

isoo 

12 

io’ ‘ 

V * 

24 

*8 

i6 

8 

4 

1375 

30 

750 

1310. 

1368. 

1402. 

30 

2380 

14 

13 

10 

24 

14 

20 

10 

4 

935 

30 

475 

1990. 

2048. 

2088. 

48 

3760 

16 

15 

12 

34 

22 

32 


4 

95C 

30 







18 








600 

40 


1312. 

1378. 

1408. 

30 

2020 

13 

i3" 

9* ’ 

24 



*8 

*4 

1350 

40 


1598. 

1664. 

1708. 

36 

2970 

15 

14 

12 

3 



10 

4 

875 

40 

450 






17 








il 

40 

300 






19 








600 

50 


1434. 

1508. 

1542. 

36 

2400 

14 

i3* ’ 

io’ ’ 

24 

14 

20 

io 

’4 

1310 

50 


1914. 

1988. 

2042. 

42 

3780 

16 

15 

12 

34 

22 

32 

12 

4 

815 

50 







18 








850 


•Additions for compound windings will apply for series wound motors having same speed and output as the standard 
ratings. Series wound motors are not recommended for belted operation. 

tWhen compound wound speed approximately 5 per cent, higher. {These motors have special windings. 

Delivery F. O. B. Bloomfield, Boston, Chicago, Cincinnati, Cleveland, Erie, Ft. Wayne, Lynn, Milwaukee, New York, 
Jersey City, Hoboken, Philadelphia, Pittsburgh, St. Louis or Schenectady. For warehouse deliveries write nearest house. 
Power Apparatus 18-5 




























































Quantity Prices 
Quoted on Request 
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Western Electric 


D. C. CONSTANT SPEED MOTORS 

CONTINUOUS DUTY 

Type RC Shunt or Compound Wound 


880 VOLTS—X TO 80 H.P. 


Continuous 

Rating 

List Prices 

Shunt Wound 

tAddi- 

tions 

for 

Comp. 

Wind¬ 

ings 

Ship. Wt. 
in Lbs. 
(Approx.) 
Motor 
with 
Rheo. 
Pulley 
and Base 

RC 

Frame 

No. 

Standard Pulley 
Dimensions in Inches 

List Prices 

Max. 

Speed 

with 

Weak¬ 

ened 

Shunt 

Field 

H.P. 

Rated 

Speed 

R.P.M. 

Motor 

Only 

Motor 

with 

Rheo. 

Motor 

with 

Rheo. 

Pulley 

and 

Base 

Diam. 

Belt 

Width 

Bore 

Allow 

fo 

‘Omisi 

Pulley 

ances 

r 

lions 

Base 

Addi 

Ext. 

Shaft 

tions 

Con¬ 

duit 

Ter¬ 

minal 

Box 


2000 

19 

$102 

$110 

$2 

100 

1 

3)4 

2 

34 

$2 

$6 

$2 

$2 

2500 

% 

2000 


118 

126 


120 

2 

4 HI 

2 

1 

2 

6 

2 

2 

2500 

1 

2000 

■T71 

130 

138 


130 

3 

4)4 

2 

1 

2 

6 

2 

2 

2500 

1 

1300 

um 

156 

164 

WA 

170 

4 

434 

2 

1 

2 

6 

2 

2 

1625 

2 

1900 

158 

172 

180 

WA 

170 

4 

434 

2 

1 

2 

6 

2 

2 

2375 

2 

1300 


244 

254 


265 

5 

4 H 

3 

1 

2 

8 

4 

2 

1629 

3 

1900 


244 


6 

265 

5 

iX 

3 

1 

2 

8 

4 

2 

2375 

3 

1300 

m 

308 

318 

6 

390 

6 

434 

4 

134 

2 

8 

4 

2 

1625 

5 

1900 

294 

310 

320 

6 

390 

6 

434 

4 

134 

2 

8 

4 

2 

2375 

5 

1300 

356 

372 

388 

8 

525 

7 

534 

4 

134 

MM 

12 

4 

3 

1625 

7)4 

1800 

356 

374 

390 

8 

525 

> 

5H 

4 

1*4 

H 

12 

4 

3 

2250 

7)4 

1300 

472 

490 

506 

12 

565 

8 

5J4 

5 

134 

mm 

12 

6 

3 

1625 

7 H 

900 

524 

542 

560 

14 

690 

9 

7 

434 

134 

mm 

14 

6 

3 

1125 

10 

1800 

472 

492 

508 

12 

565 

8 

534 

5 

134 


12 

6 

* 3 

2250 

10 

1250 

624 

544 

562 

14 

690 

9 

7 

434 

134 


14 

6. 

3 

1565 

10 

900 

630 

650 

670 

14 

860 

10 

8 

5 

134 

6 

14 

6 

3 

1125 

15 

1250 

630 

656 

676 

16 

86 

10 

8 

5 

1T4 

6 

14 

6 

3 

1565 

15 

900 

776 

802 

822 

18 

1090 

11 

10 

6 

234 

6 

14 

6 

3 

1125 

20 

1250 

776 

816 

836 

18 

1135 

11 

10 

6 

234 

6 

14 

6 

3 

1565 

20 

925 

1070 

1110 

1134 

24 

1820 

12 

10 

9 

2H 

8 

16 

8 

■Ta 

1160 

25 

900 

1166 

1380 

1348 

24 

2030 

13 

13 

9 

234 

14 

16 

8 

SJ 

1125 

30 

1250 

1070 

1222 

1246 

24 

1820 

12 

10 

9 

2*4 

8 

16 

8 

H 

1560 

30 

875 

1294 

1446 

1480 

30 

2400 

14 

13 

10 

234 

14 

20 

10 

u 

1100 

40 

1225 

1254 

1410 

1440 

30 

2030 

13 

13 

9 

234 

14 

16 

8 

SI 

1530 

40 

825 

1436 

1592 

1636 

36 

2980 

15 

14 

12 

3 

20 

24 

10 


1030 

50 

1200 

1426 

1482 

1616 

36 

2400 

14 

13 

10 

234 

14 

20 

10 


1500 

60 

775 

1822 

1978 

2032 

42 

3780 

16 

15 

12 

3)4 

22 

32 

12 

Bfl 

970 


tAddition* for compound winding will apply for series wound motors having same speed and output as the standard rating. 
Series wound motors are not recommended for belted operation. 


Delivery F. O. B. Bloomfield, Boston, Chicago, Cincinnati. Cleveland, Erie, Ft. Wayne, Lynn, Milwaukee, New York 
Jersey City, Hoboken, Philadelphia, Pittsburgh, St. Louis or Schenectady. For warehouse deliveries write nearest house. 
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Western Electric 

Western Electric 

DIRECT CURRENT MOTORS 

VARIABLE SPEED 


Mail Orders Filled 
at Prevailing Prices 



Type RL Totally Enclosed Motor 
Form B 



Type RL Open Motor 
Form G 


Type RL—Variable Speed Motors—115-230 and 550 Volts 

The Western Electric type RL variable speed motor is especially adapted for installations requiring 
from Vi to 2 h.p. capacity. The speed variation is obtained by field control, and full rated horse power 
may be obtained from the minimum to the maximum speed indicated. The motors may be obtained lor a 2 
to 1, 3 to 1, or 4 to 1 speed adjustment. t 
Prices and data on application. 



Type RLG—Open Motor with Standard Terminal Type RLG—Open Motor 

Box for Conduit Wiring Frames 111-116 Frames 200-206 


Type RLC—Variable Speed Motors—230 and 550 Volts 

The Western Electric type RLC motors range in capacity of from 2 to 50 h.p., and speed variations of 
2 to 1, 3 to 1, and 4 to 1. They are exceptionally rugged in mechanical construction and are absolutely 
reliable under the most severe service conditions. In electrical design they possess the most modern im¬ 
provements. They are equipped with commutating poles, which permits rapid fluctuation in loads with 
no sparking at the brushes, resulting in long life for the commutator. They are also equipped with ventilat¬ 
ing fans rigidly mounted on the shaft. This insures cool operation and allows a very large overload capacity. 

Prices and data on application. 



CO—2000 Motor CO—2500 Motor with Solenoid Brake 


Crane and Hoist Motors 

The Western Electric crane and hoist motors range in capacity of from 1 to 200 h.p. These motors 
possess all the electrical and mechanical features necessary to successfully perform the exacting duties 
incident to general hoisting work. They are especially adapted to intermittent service. They are reversible 
and operate at low temperatures and with heavy overload? with absolute reliability. 

Prices and data on application. 

Power Apparatus 25 
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Quantity Prices 
Quoted on Request 


Western Electric 

Western Electric 

DIRECT CURRENT GENERATORS 


105 



Western Electric Direct Current Generator 
Type LD 2 Wire 


Western Electric Direct Current Generator 
Type LDS 3 Wire 


Type LD—2 Wire and Type LDS—3 Wire 

The type LD and LDS engine type generators represent the highest development in generators designed 
primarily for central station and isolated plant equipments. All generators of this design are equipped 
with commutating poles which insure practically sparkless commutation over the entire range of opera¬ 
tion. The general construction embodies simplicity and mechanical strength together with high 
efficiency and low operating temperatures. 

Standard 2-wire generators may be converted into 3-wire generators by the addition of a compensator 
mounted on the rear end of the armature and a slip ring mounted on the commutator end. 


Frame 

The yoke is cast of soft steel selected for high magnetic permeability and is divided horizontally above 
the center line to avoid disturbance of the poles in assembling or disassembling. The inside of the frame 
is bored to form a continuous finished seat for the reception of the poles. 

Poles 

The main poles are of laminated steel accurately punched. Commutating poles are made from rolled 
steel stock. All poles together with their coils are easily removable without disturbing the magnet frame 
or brush rigging. 

Fields 

The main field coils are wound on metal spool bodies with a series coil mounted outside of the shunt 
coil with large ventilating space between. The commutating field coil is a helical winding of copper wound 
edgewise, permitting a most effective heat radiation. 

Armature 

The armature core is built up of soft steel laminations thoroughly annealed after punching. Large 
air ducts are provided to insure perfect ventilation. Commutator segments are of selected hard drawn 
copper insulated from each other by high grade mica segments of proper hardness to insure even wear and 
sparkle8s operation. The commutator face is extra long, permitting the brushes to be staggered. 


Brush Rigging 

The commutating poles permit a permanent setting of brushes at the electrical neutral throughout 
the entire range of operation. ^ t 

Prices and data on application. 


Power App«*itui 
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Mail Orders Filled 
at Prevailing Prices 


106 Western Electric 

DIRECT CURRENT ENGINE DRIVEN GENERATOR 



Western Electric 3 Wire Direct Current Engine Driven Generator 
Direct Connected to a Skinner “Universal Unaflow** Engine 


TYPE MPC, FORMS LD AND LDS 
COMPOUND WOUND 


Kw. 

Speed 

Volts 

List Price 

Shipping Weight 
in Lbs. 
(Approx.) 

Normal 

Ampere 

Rating 

Aver¬ 

age 

Volts 

per 

Bar 

Poles 

Efficiency in Per Cent. 

2 Wire Generator 

♦♦Per¬ 
missible 
Rating of 
LDand LDS 
Generators 
When Used 
with Gas 
Engines 

LD 

(2 

Wire) 

LDS 

(3 

Wire) 
125- 
250 V 

♦For 

DS-2 

Parts 

Add 

LD 

(2 

Wire) 

LDS 

(3 

W'ire) 

For 

DS-2 

Parts 

Add 

Line 

3 

Wire 

Neu¬ 

tral 

IV* 

Load 

Full 

Load 

H 

Load 

V* 

Load 

Kw. 

Amps. 

25 

310 

125 

$2288 


$583 

3000 


1000 

200 


10 

6 

85*4 

8 6 *'4 

87 

86 

30 

240 



250 

2288 

$2772 

583 

3000 

3250 

1000 

100 

25 

10 

6 

86V* 

87 

87 

86 

30 

120 

25 

t280 

125 

2332 


583 

3000 


1000 

200 


10 

6 

85 V* 

86 

86 V* 

85 V* 

30 

240 



250 

2332 

2849 

583 

3000 

3250 

1000 

100 

25 

10 

6 

85*4 

86.5 

86+3 

85V* 

30 

120 

35 

300 

125 

2640 


638 

3500 


1100 

280 


12 

6 

87 V* 

88 

88 H 

87 V3 

40 

320 



250 

2007 

3135 

638 

3500 

3750 

1100 

140 

35 

12 

6 

87*4 

mi 

884* 

88 

40 

160 

35 

f270 

125 

2750 


638 

3500 


1100 

280 


12 

6 

86.5 

87 V* 

87 >4 

87 

40 

320 



250 

2095 

3223 

638 

3500 

3750 

1100 

140 

35 

12 

6 

86*4 

87 a 

88 

87V* 

40 

160 

50 

290 

125 

3190 


693 

47,50 


1300 

400 


7 

6 

89 

89** 

90 V* 

89 V3 

60 

480 



250 

3135 

3729 

693 

4750 

5050 

1300 

200 

50 

14 

6 

89 

90 

90+3 

89 V* 

60 

240 

50 

+260 

125 

3344 


693 

4750 


1300 

400 


7 

6 

ssv* 

89 

89 V* 

88 Vi 

60 

480 



250 

3267 

3861 

693 

4750 

5050 

1300 

200 

50 

14 

6 

88 V* 

89 

89 Vi 

88V3 

CO 

240 

75 

275 

125 

4070 


825 

6900 


2000 

600 


9 

6 

89.5 

90 V* 

91 

90 

85 

680 



250 

3883 

4675 

825 

6700 

7100 

2000 

300 

75 

9 

6 

90 

90*4 

91 V3 

90 V3 

85 

340 

75 

+250 

125 

5346 


825 

6900 


2000 

600 


9 

6 

89 V* 

90 

90 V3 

89 V3 

85 

680 



250 

4037 

4829 

825 

6700 

7100 

12000 

300 

75 

9 

6 

89h 

90 V* 

91 

90 

85 

340 

100 

260 

125 

4961 


957 

8350 


2800 

800 


10 

6 

90 v* 

91 

91V* 

90 V3 

115 

920 



250 

4719 

5632 

957 

8300 

K800 

2S00 

400 

100 

10 

6 

90** 

91 +3 

91** 

91 

115 

460 

100 

+235 

125 

5181 


957 

8350 


2800 

800 


10 

6 I 

90 

90*4 

91 

90 

115 

920 



250 

4917 

5819 

957 

8300 

8800 

2800 

400 

100 

10 

6 

90.5 

91V* 

91+3 

90** 

115 

460 

125 

250 

125 

5841 


1122 

10500 


4000 

1000 


11 

6 

90+* 

91 

91V* 

90 V3 

145 

1160 



250 

5566 

5596 

1122 

10400 

11000 

4000 

500 

125 

11 

6 

91 

91** 

92V* 

91** 

145 

580 

125 

+225 

125 

6050 


1122 

10500 


4000 

1000 


11 

6 

89*4 

90** 

91 

90 

145 

1160 



250 

5808 

6798 

1122 

10400 

11000 

4000 

500 

125 

11 

6 

90.5 

91V* 

91** 

91 

145 

580 

150 

225 

125 

7227 


1287 

11500 


4400 

1200 


8 

8 

89 V* 

90 V* 

90 V3 

89 V* 

170 

1360 



250 

6512 

7612 

1287 

11300 

12000 

4400 

600 

150 

15 

8 

91 J * 

91*4 

91** 

91V* 

170 

6S0 

150 

+200 

125 

7568 


12S7 

11500 


4400 

1200 


8 

8 

89 M 

90 >4 

90>* 

89 ** 

170 

1360 



250 

6820 

7964 

1287 

11300 

12000 

4400 

600 

150 

15 

8 

90 V* 

91 »4 

91V* 

90 V* 

170 

680 

200 

200 

125 

9317 


1441 

15450 


4900 

1600 


9 

8 

90 

91 

91 

90 

230 

1840 



250 

8217 

9537 

1441 

15250 

16200 

4900 

800 1 

200 

16.5 

8 

91V* 

92 

92 

91V* 

230 

920 

200 

+ 180 

125 

9713 


1441 

15450 ! 


4900 

1600 


9 

8 

89*4 

90 Vi 

90+3 

89 V* 

230 

1840 



250 

8613 

9944 

1441 

15250 

16200 

4900 

800 

200 

16.5 

8 

91 

91*4 

91 H 

91 

230 

920 

200 

150 

125 

10912 



21200 



1600 


8 

8 

90 

90** 

90** 

90 

230 

1840 



250 

9922 

11539 


20700 

22100 


800 

200 

16.5 

8 

91 

91 V* 

91 V* 

91 

230 

920 

200 

+ 135 

125 

11374 



21200 



1600 


8 

8 

89 M 

90H 

90 V* 

89 V* 

230 

1840 



250 

10373 

11990 


20700 

22100 


800 

200 

16.5 

8 

90*4 

91V* 

91V* 

90 V* 

230 

920 

200 

110 

125 

13750 



23000 



1600 


6.5 

10 

89 

90 

90 

89 

230 

1840 



250 

12595 

14487 


23000 

24800 


800 

200 

16 0 

10 

90 

90 *4 

90** 

90 

230 

920 

200 

+ 100 

125 

14190 



23000 



1600 


6.5 

10 1 

88 V* 

89 V* 

89 V3 

88 V* 

230 

1840 



250 

13090 

14927 


23000 

24800 


800 

200 

6.5 

10 

89 V* 

90 V* 

90 M 

89 V* 

230 

920 


* DS-2 parts include base, shaft, 2 pedestals with bearings. Coupling is extra. Half coupling is not recommended. 
Base supports generator magnet frame and both bearings only. It is not a common base for engine and generator, 
t These machines are designated as slow speed. 

, ** Generators driven by gas engines should be recommended on a D.D.-O basis, i.e., without base, shaft or bearings. 

Prices are F.O.B. factory, including boxing and field rheostats, and for three wire machines also compensator and collector 
ring. Standard connections are located on under side of frame. For any other location, add $50.00 list per machine. 

Power Apparatus 26-1 








Quoted^n Request Western Electric 107 

DIRECT CURRENT BELT-DRIVEN GENERATORS AND EXCITERS 

Belt-driven Generators 

TYPE ML, TWO BEARING 


KW 

Speed 

Frame 

Poles 

JList Prices 

Wei 
in L 
(Appr 

Ship. 

ox.) 

Net 

35 

Volt 

Shunt 

125 or 
250 V. 
Com¬ 
pound 
2 -Wire 

250 

Volts 

Com¬ 

pound 

3-Wire 

% 

1200 

B 

4 

$198.00 

$198 00 


230 

150 

1 

1550 

B 

4 

198.00 

198.00 


230 

150 


2000 

B 

4 

198.00 

198.CO 


230 

150 


1150 

C 

4 

253.00 

253.00 


350 

260 

2 

1500 

C 

4 

253 00 

253.00 


350 

260 

2 H 

1800 

C 

4 

253.00 

253.00 


350 

260 

3 

2000 

C 

4 






3 

1050 

I) 

4 

341.00 

341 00 


575 

460 

4 

1350 

D 

4 

341 00 

341 00 


575 

460 

4 

875 

E 

4 

440.00 

440 00 


825 

685 

5 

1700 

D 

4 

539.00 

539 00 




5 

700 

F 

4 




i200 

iooo 

6 

i850 

D 

4 

341 00 

341.00 


557 

460 

6 

1275 

E 

4 

440.00 

440 00 

$533.50 

825 

685 

7J4 

1600 

E 

4 

440.00 

440 00 

533.50 

825 

685 


1050 

F 

4 


539 00 

649 00 

1200 

1000 

8 

650 

G 

4 


693 00 

825 00 

1700 

1465 

10 

1400 

F 

4 


539.00 

649.00 

1200 

1000 

11 

600 

H 

6 


924 00 

632 50 

2100 

1650 

12 

950 

G 

4 


693 00 

825.00 

1700 

1465 

15 

525 

I 

6 


1089 00 

1259.50 

2500 

2150 

16 

1250 

G 

4 


693 00 

825.00 

1700 

1465 

16 

875 

H 

6 


924.00 

632 50 

2100 

1650 

22 

1200 

H 

6 


924 00 

632 50 

2100 

1650 

25 

875 

I 

6 


1089 00 

1259.50 

2500 

2150 

30 

1050 

I 

6 


1089.00 

1259.50 

2500 

2150 


TYPE ML, THREE BEARING, FLY WHEEL TYPE 


JList Prices 

Ship. 

Wt. 

in 

Lbs. 

(Ap¬ 

prox.) 

No. 

50 

W f att 

Lights 

Pi 

Di 

in 

Dia. 

illey 

men. 

nebee 

Width 

35 

Volt 

Shunt 

125 or 
250 V. 
Com¬ 
pound 
2-W'ire 

250 

Volts 

Com¬ 

pound 

3-Wire 

$250.80 

$250 80 


315 

15 

4 

2 

250.80 

250.80 


315 

20 

4 

2 

250.80 

250 80 


315 

30 

4 

2 

303.60 

303 60 


500 

30 

5 

2 W 

303.60 

303.60 


500 

40 

5 

2 V| 

303.60 

303.60 


5(H) 

50 

5 

2H 

303 60 

303.60 


500 

60 

5 

2H 

401.50 

401.50 


800 

60 

6 

3 

401.50 

401.50 


800 

80 

6 

3 

526.90 

526.90 


1100 

80 

8 

3^ 

401.50 

401.50 


800 

100 

6 

3 

649.00 

649.00 


1650 

100 

10 

4H 

401.50 

401.50 


800 

120 

6 

3 

526.90 

526.90 

$620.40 

1100 

120 

8 

3H 

526.90 

526 90 

620.40 

1100 

150 

8 

3^ 


649 00 

758.00 

2800 

150 

10 

4 X 


832.70 

965.80 

2400 

160 

12 

5b4 


649.00 

758.00 

1650 

200 

10 

4 1 j 


1105.50 

1257.30 

2800 

220 

14 

gU 


832 70 

965.80 

2400 

240 

12 

5X 


1272 70 

1521.30 

3600 

300 

16 

9 


832 70 

905.80 

2400 

320 

12 

5 X 


1105 50 

1257.30 

2800 

320 

14 

GX 


1105.50 

1257 30 

2800 

440 

14 

GX 


1272 70 

1466.30 

3600 

500 

16 

9 


1272.70 

1466.30 

3600 

600 

16 

9 


KW. 

Speed 

Frame 

Poles 

35 

Volts 

Shunt 

JList Pric 

125 or 
250 V. 
Com¬ 
pound 
2- Wire 

es 

250 

Volta 

Com¬ 

pound 

3-Wire 

20 

500 

15 

6 


$1353 00 

$2348.50 

27 

475 

20 

6 


1633.50 

1892.00 

30 

750 

15 

6 


1353.00 

1633.50 

35 

465 

25 

6 


1892 00 

1892.00 

40 

1000 

15 

6 


1553.00 

2348 50 

40 

700 

20 

6 


1633 50 

2348.50 


TYPE LF, TWO BEARING 


Wt. in 

Lbs. 

(Approx.) 

KW. 

Speed 

JList Prices 

Wt. in 
Lbs. 

(Approx.) 

35 

V olts 
Shunt 

125 or 
250 V. 
Com¬ 
pound 
2-Wire 

250 

Volts 

Com¬ 

pound 

3-W'ire 

Ship. 

Net 


Ship. 

Net 

3130 

2635 

45 

375 


$1551 

$2651 

6330 

5210 

3400 

2975 

50 

650 


1881 

2150 

4950 

4160 

3130 

2635 

55 

950 


1551 

1881 

3400 

2975 

4950 

4160 

70 

925 


2167 

2150 

4950 

4160 

3130 

2635 

75 

620 


1551 

2651 

6330 

5240 

3400 

2975 

90 

750 


1881 

2651 

6330 

5240 


In ordering, state size of pulley and whether front or back of board type rheostat is desired. 

These generators will carry full rated load for 24 hours with a rise in temperature as measured by thermometer not exceed¬ 
ing 40 degrees C. on windings and 45 degrees C. on commutator; they will then carry 25 per cent, overload for 2 hours with a 
temperature rise not exceeding 55 degrees C. on any part of the machine, and will carry 50 per cent, overload momentarily 
without injury. Shunt-wouna generators are recommended for use in parallel with storage batteries. 

Belt-driven Exciters, Type ML, 125 Volts 

To Be Used with Alternators as Listed _ 


Exciters 

1 

KW. 


KW. 



Wgt. in Lb. 



JList Price, 
Exciters 




0 8 

Speed 

Excitation 

Form 


Frame 

Poles 



Kv-a. 


Poles 



KW. 

Speed 


P-F. 

Required 



Ship. 

Net 



Only 





25 


1.0 

*PB 

G 







IX 

2000 



37 X 

1200 

1.1 

*PB 

6 


230 

150 

B 

4 

$198.00 




50 

1200 

1.2 

*PB 

6 







2X 

1800 



75 

75 

1200 

900 

2.0 

2.5 

*PB 

*PH 

G) 

8 


350 

260 

C 

4 

253.00 

*4 

1350 

25 

35 


300 

300 

3.1 
. 3.1 

tD 

tD 

24 

24 


575 

460 

D 

4 

310.00 





100 


3.4 

*PB 

8 











150 

000 

3.8 

*PB 

8 







5 

1800 





3.8 

3.5 

*PB 

*PB 

10 

12 


575 

460 

D 

4 

310.00 





150 

720 

4.7 

*PR 

10 











150 

600 

4.5 

*PR 

12 







6 

1275 




720 

600 

5.0 

5.6 

*PB 

♦PB 

10 

12 


825 

685 

E 

4 

440.00 




50 


327 

4.6 

tD 

22 










50 



4.6 

tD 

24 







7X 

1600 


75 



5.6 

tD 

24 


825 

685 

E 

4 

440.00 



75 


277 

5.6 

tD 

26 










75 


257 

4 5 

tD 

28 J 










100 


225 

6.3 

tD 

32 1 










100 


200 

6.6 

tD 

36 







S 

1050 


125 


277 

6.7 

tD 

26 


1200 

1000 

F 

4 

539.00 




125 


257 

6.6 

tD 

26 










175 


257 

6.3 

tD 

26 ( 










125 


225 

5.6 

tD 

32 







10 

1400 


150 


200 

8.0 

tD 

36 


1200 

1000 

F 

4 

539 50 




175 



6.0 

tD 

32 







10 

850 

200 


Wbzm 

9.5 

tD 

44 

1700 

1465 

G 

4 

639.00 

11 

600 

150 



10.0 

tD 

60 

2100 

1650 

H 

6 

924.00 

15 

525 


250 

1312 


H 

14.0 

15.0 

tD 

tD 

60 

60 

u 

2500 

2150 

I 

• 

1089.00 




•Belt-driven alternator. tEngine driven alternator. These exciters may be used^)!^ 
JDelivery F. O. B. Factory, Ft. Wayne, Ind. For warehouse deliveries write nearest 

28 


'6 regulators. 
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Western Electric Type b Low Voltage Direct Current Generator 


Western Electric ML No Flicker Generator 


Belt Driven Low Voltage Generators 

Vi T0 9K.W. 

The Western Electric Type ML and Type B direct current generator is especially adapted for service 
requiring a low voltage generator of from Yi to 9 k.w. capacity. The voltage of this generator is from 30 
to 35 volts, and they are extensively used in low voltage isolated plant installations. 

The Type B generator has been adopted as standard by the Electric Storage Battery Company for the 
isolated plants which they handle. 

No Flicker Generator 

FOR GAS ENGINE DRIVE 

The Western Electric Type ML generators are peculiarly adaptable to gas engine belt drive. They 
have proved exceptionally valuable in isolated plants and small central stations due to their service 
reliability and economy of operation and maintenance. A line of these generators wound for low voltage 
is especially adapted to charging storage batteries. Smooth operation and excellent voltage regulation 
are insured by a perfectly balanced flywheel supported between pedestal bearings. 

Ratings 

The Type ML generators range in capacities from % to 16 k.w. for voltages of 35, 125, 250 or 
550 volts and may be shunt or compound wound. The standard accessories supplied with each generator 
consist of pulley, base, flywheel and rheostat. ^ T 

Prices and data on application. 

Powar Apparatus 29 
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Western Electric 

Western Electric 

DIRECT CURRENT GENERATORS 


Mail Orders Filled 
at Prevailing Prices 


Western Electric Electrolytic Generator DEG Design 

Electrolytic Generators DEG Design 

The Western Electric Type DEG generator for use in electro-metallurgy is furnished in five sizes. 
The 1 Yi k.w. 250 amperes, and 3 k.w. 500 amperes at 1800 r.p.m. for 2 to 0 volts, are self-exciting and 
furnished with one commutator only. The larger sizes, 5 k.w., 10 k.w., and 15 k.w., with two commutators 
are separately excited, and have current capacities at 10 volts of 500, 1000 and 1500 amperes and at 5 volts 
of 1000, 2000 and 3000 amperes respectively. They may be equipped direct connected to an alternating 
or direct current motor for all standard voltages, or with pulley for belt drive. 


Quantity Prices 
Quoted on Request 


Western Electric 

PAPER PULLEYS 


109 




Hub Out of Center Hub Out of Center 


How to Order 


Hub Flush Flanged One Side 


m 


a 


Hub in Center 


Hub Out of 
Center 


Rockwood Paper Pulleys 

The effectiveness of belted machinery is dependent on a unif orm speed. Iron, wooden and covered iron 
pulleys are unreliable. A belt pulley of paper to a large degree, if not entirely, overcomes the annoyance and 
loss occasioned by slipping belts. Paper pulleys are especially recommended for operating electric light 
plants and electric motors, where the highest belt efficiency is necessary for their success. 

The advantages of the paper pulley are: reduced slipping, decreased belt tension, more power trans¬ 
mitted, and lower total cost of pulleys and belting. 

There being no shrinkage strains, as in cast iron, or numerous pieces, as in wood pulleys, they may be 
run at very high rates of speed with safety, and are not easily damaged in handling. 

The following specifications should be given. 

1. Number of pulleys wanted. 2. Diameter (D). 3. Total width of face (see note 1). 4. Width of 

belt. 6. Exact bore or shaft diameter (B) (see note 3). 8. Length of hub (see note 4). 9. Distance from 

end of hub edge of rim (O) (see note 5). 10. Kind of face, whether crown, straight, double crown or com¬ 
bination (see note G). 11. (a) If double crown give width of crown on side dimension “ O " is given. 12. (a) 
P If combination face, give width of crown face, (b) Width of straight face. 13. Least allowable inside 
diameter of rim (E) (see note 7). 

Note 1 . Paper pulleys are rounded at the edges of the rims and the total width of face should exceed 
the width of belt as follows: Up to 2 inches plus inch, 2 inches to 5 inches plus J4 inch; 5 inches to 10 
r inches plus % inch; 10 inches to 24 inches plus 1 inch; 24 inches to 36 inches plus 1 % inches; above 36 inches 

plus 2 mches. 

Note 2. Bores of pulleys or shaft diameters should not be ordered as “scant" or “full." If bores are 
not standard send wire gauges with orders. 

Note 3. If not otherwise specified keyways are made straight and set screws placed over keywavs. 

Note 4. Unless otherwise specified the length of the hubs are made approximately two thirds (%) of the 
width of faces of pulleys. Exceptions to this rule are necessarily made when the widths of the faces are un¬ 
usually narrow for the given diameters, and in the smaller sizes of sleeve or small motor pulleys, which are 
made with hubs the full widths of the faces. 

Note 5. If pulleys are to be used on dynamos or motors, give dimensions “O” on sides of pulleys next 
to the bearing of machines. 

Note 6. Use abbreviations: “C" for crown, “SF" for straight face, “DC" for double crown face. 
“Com." for combination face. Hubs will be placed under the crowns of combination face pulleys and 
dimensions “O " should be given for that side. 

Hubs will be placed under the widest crowns of double crown face pulleys and in the center of pulleys 
having two equal crown faces. 

Note 7. If rim of pulley is to overhang or extend over a bearing or other similar part of machine, give 


rims of paper pulleys are thicker than those of cast iron pulleys. 
Prices on application. 
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Western Electric 


Mall Orders Filled 
at Prevailing Price* 


Western Electric 

CONTROLLING DEVICES 

FOR ALTERNATING CURRENT MOTORS 



CR 1027 Motor Starter for Type KS 
Squirrel Cage Single Phase Motors 



For Type RI Repulsion Indue* For Type RI Repulsion Induction 
tion Single Phase Motor Up to Single Phase Motors Larger than 
7H H.P. 7V* H.P. 

CR 1025 Motor Starters 


Single Phase Motor Starters 

Salient Feature* 

1st. The low voltage release opens the circuit in case of failure of power. 2nd. A long dead segment at the off position 
insures that the arc will be broken. 3rd. Large fibre washer protects the hand of the operator. 

Type CR 1027 for Squirrel Cage Motors 

The Type CR-1027 starters are designed for starting Western Electric Type KS Squirrel Cage single-phase induction 
motors, and consist of a resistance-reactance coil assembled in a well-ventilated box, on the front of which is mounted a 6late 
base containing the starting switch and no-voltage release. 

The switch contacts are composed of renewable segments. One of these segments is made up of two parts, one part being 
connected to the resistance and the other to the reactance. A stop latch located underneath the starting arm prevents the 
operator from throwing the arm to the running position without first stopping on the starting segment. 

The 10 and 15 H.P. starters are provided with tap on the starting resistance-reactance so that the starting torque can be 
changed to meet service conditions. Taps are not necessary on the smaller sizes. 


110 Volts 

220 Voits 

H.P. 

of 

Motor 

List No. 

List 

Price 

Approx. 

Ship. 

Wt. 

HP. 

of 

Motor 

List No. 

List 

Price 

A ier 

Wt. 

00 

Cycles 

40 

Cycles 


40 

Cycles 


187090 

187108 

$30.00 

25 

a 

1X7091 

187109 


25 

8 

187092 

187110 

36 00 

25 


187093 

187111 


25 

1 

197094 

187112 

44. (X) 

60 

i 

187095 

187113 

44.00 

60 

2 

187090 

187114 

44 00 

60 

2 

187097 

187115 

44 00 

60 

3 

187098 

187116 

52.00 

75 

3 

187099 

is? 117 

52.00 

75 

5 

187100 

187118 

52.00 

75 

5 

187101 

187119 

52.00 

75 


187102 

1S7120 

60 00 


7M 

187103 

187121 

60 00 

90 

10 

187104 

187122 

92.00 

110 

10 

187105 

187123 

76 00 

110 

15 

187106 


100 00 

140 

15 

187107 


92 00 

140 


Ordering Directions 

When ordering CR-1027 starters the H.P., voltage, speed, frequency and serial number of the motor with which it is to be 
used should be clearly stated. 

Type CR 1025 for Repulsion Motors 

The Typo CR-1025 starting rheostats have been designed primarily for use with the Western Electrio single-phase repulsion 
motor (Type RI) where the inrush of current resulting from throwing' the motors directly upon the line is objectionable. When 
these motors are started by being thrown directly upon the line they require from 2 Vi to 3H% of full load current. While in many 
cases this starting current may not be objectionable, it is recommended that a starting box be installed in every case with the 
7H, 10 and 15 H.P. motors and with the smaller motors where it is desired to reduce the starting current. When a starting 
box is used, the inrush of current at the instant of starting is approximately 1V£ full load current. 

These rheostats are for starting duty only where the starting period does not exceed one minute. 


110 Volts, 60 Cycle j 

| 220 Volts. 60 Cycle 

H.P. 

List No. 

List 

Price 

A Sh p r 

Wt. 

H.P. 

List No. 

List 

Price 

A fiBT 

Wt. 

Up to 1 lncl. 

187072 

$17.00 

20 

Up to 1 incl. 

187079 

$17.00 


2 

187073 

17.00 

20 

2 

187080 

17 00 


8 

187074 

19.00 

25 

3 

187081 

19.00 


6 

187075 

22.00 

35 

5 

187082 

22.00 


7H 

187076 

54 0Q 

75 

7 H 

187083 

28.00 


10 

187077 

54.00 

80 

10 

187084 

54.00 


15 

187078 

54.00 

125 

15 

187085 

54.00 



Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries writiliiiiiiremyhbui^.- 
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Western Electric 

INDUCTION MOTOR STARTING SWITCHES 
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CK-1031 Starting Switch with Cover Open 


CR-1038 Motor Starting Switch and Box 


Type CR-1031 Starting Switch 

Enclosed Overload Relays—Low Voltage Release 

The CR-1031 Starting Switch has been designed for throwing small squirrel cage motors directly on the 
line. The construction is the same as that of the standard CR-1034 Compensator except that the overload 
relays are mounted in the space occupied by the compensator coils. The overload relays afford absolute 
protection to the motor against overload, and running single phase. 

The time element of the overload relays may be varied so that the motor is not disconnected from the 
line with every fluctuation of load, but is protected against serious overloads. 

Overload relays protect the motor from running single-phase. 

The starting switch is provided with a hinged cover and snap catch. 

CR-1031 switches have the following features: Switch contacts are oil immersed, insuring long life. All 
parts are totally enclosed. 

Overload relays protect the motor from overload and have a wide range of adjustment. 

List No. ’List Price 

CR-1031 Switches for squirrel cage induction motors up to and including 7H H.P., 110,220,440 

and 550 volts. $104.00 



Protective Plug 


CR-1038 Starting Switches 

The CR-1038 Starting Switches are especially adapted for connecting 
small A.C. motors directly to the line, and are suitable for use with motors 
up to and including 3 H.P. 110 volt^ 440 volt, 550 volt and 5 H.P. 220 volt. 
The device consists of a triple pole single throw quick make and break switch, 
and two special receptacles for protective plugs mounted on a slate base 
and totally enclosed in a sheet iron case with the operating handles projecting 
through the front and suitable holes in the bottom for leads. Overload pro¬ 
tection is obtained by two time limit protective plugs which contain a station¬ 
ary contact post with a heating coil and a fusible link binding a spring, con¬ 
tact arm to the stationary post. The heating coils is in the motor circuit 
which also passes through the post link and contact arm. The time lag in 
the heating coil prevents the momentary starting current from causing the 
plug to open the circuit. Branch circuit fuses must be installed as specified 
in the Underwriters’ code, as the protective plugs do not protect the branch 
circuit from short circuit. Each switch is provided with a locking plate so that 
the motor cannot be started until plate is unlocked. All padlocks require 
different keys, but two master keys fitting all locks will be furnished free of 
charge when 10 or more locks are ordered at the same time. The standard 
practice is to furnish protective plugs rated approximately 25% in excess of the 
full load motor current. 


List No. *List Price Each 

173836 Switch complete with two protective plugs and two extra links. $16.00 

220018 Protective plug with spare link. 1.30 

167539 Fusible link. 1.30 

220019 Padlock with two keys. 2.30 

220020 Masterkey. . .70 

•Delivery F. 0. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western EteCtTtC at Prevailing Price* 

Western Electric 

CONTROLLING DEVICES 

FOR ALTERNATING CURRENT MOTORS 



Form H2 Compensator with Fuses, Cover and Oil Tank 
Removed 



H-2 Compensator with 
Fuses, Cover and OH Tank 
in place 



Form 3 Compensator with 
Overload Relays 


Type CR 1034 Starting Compensators for 

TWO AND THREE PHASE SQUIRREL CAGE INDUCTION MOTORS 

The Form K, or squirrel cage, motor can be started by simply closing the stator or primary switch, and 
the motor will then carry its load up to nearly synchronous speed, but with a large inrush of current at the 
moment of starting. 

In order to reduce this current, when the maximum starting effort is not necessary, a Type CR-1034 
Starting Compensator is employed. This compensator acts as a transformer, reducing the potential at 
the terminals of the motor and consequently diminishing the current taken by it. 

The compensator consists of coils (three for three phase and two for two phase) wound upon laminated 
iron cores, and an oil immersed switch assembled in a suitable case. The switch in the off position is 
held by a latch in such a way as to prevent its being thrown directly into the running position. 


SALIENT FEATURES OF WESTERN ELECTRIC COMPENSATORS 
The handle cannot be left in starting position. 

The handle cannot be moved to running position without first being thrown to the starting position. 
The low-voltage release opens the circuit; in case of failure of voltage. 

Fuses or overload relays open the circuit in case of overload. 

Switches are oil immersed, thus eliminating sparking and insuring long life of contacts. 

Compound treatment of the coils makes them practically waterproof. 

Simplicity of wiring. 

Accessibility of taps and contacts. 

See following page for prices. 
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Western Electric 


CONTROLLING DEVICES 
For Alternating Current Motors 

TYPES CR-1034 STARTING COMPENSATOR FOR TWO AND THREE PHASE SQUIRREL CAGE 

INDUCTION MOTORS 

Enclosed Overload Relay or Fuses Low-Voltage Release 


Size No. 

List List - 

Price Price 3. 2 - 

3-Phase 2-Phase Phase Phase 



3- 2- 

Phase Phase 


110 VOLTS—60 CYCLES 



5-5Ji 

$132 

$130 

7 y 2 

132 

136 

10 

140 

144 

12-15 

140 

144 

20 

248 

256 

25 

272 

280 



VOLTS—€0 CYCLES 


$132 

$136 

132 

136 

140 

144 

140 

144 

156 

160 

164 

168 

240 

248 

240 

248 

240 

248 

264 

272 

340 

356 

388 

404 



VOLTS—60 CYCLES 


1603 

1761 

5-5,4 

$132 

E2E2M 

1 

1 

2719 

2738 

15-20 



1607 

1765 

7^ 

132 

1 

1 

2720 

2739 

25 



1611 

1769 

10 

140 

mSSM 

1 

1 

2721 

2740 

30-40 



1615 

1773 

12-15 

140 

144 

1 

1 

2722 

2741 

50-55 

c 

,o 

oj 

0 

.O 

a! 

1619 

1777 

20 

156 

160 

1 

1 

2722 

2742 

60 

.2 


1623 

1781 

25 

164 

168 

1 

1 

2723 

2742 

75 

"5. 

■g. 







& 

§• 

1626 

1784 

30 

192 

196 

2 

2 

2724 

2743 

85-100 

g 

g 

1626 

1784 

35 

192 

196 

2 

2 

2725 

2744 

110-125 

0 

O 

1626 

1784 

40 

192 

196 

2 

2 

2726 

2745 

135-150 

•P 

J 

1630 

1788. 

50 

212 

220 

2 

2 

2727 

2746 

175-200 

h 

pu, 

£ 

1634 

1792 

60-75 

288 

296 

3 

3 

2728 


250 



1638 

1796 

85-100 

312 

320 

3 

3 









440 VOLTS—60 CYCLES (Cont’d) 


4 

4 

4 

5 


9 110-125 $372 

2 135-150 416 

5 175-200 464 

. 250 700 



550 VOLTS—60 CYCLES 


1604 

17b2 

5-5H 

$132 

I $136 

1608 

1766 

7'A 

132 


1612 

1770 

10 

140 

144 

1616 

1774 

12-15 

140 

144 

1620 

1778 

20 

156 

160 

1624 

1782 

25 

164 

168 

1627 

1785 

30 

192 

196 

1627 

1785 

35 

192 

196 

1627 

1785 

40 

192 

196 

1631 

1789 

50 

212 

220 

1635 

1793 

60-75 

288 

296 

1639 

1797 

85-100 

312 

320 

1642 

1800 

110-125 

372 

384 

1645 

1803 

135-150 

416 

432 

1648 

1806 

175-200 

464 

484 



•2200 VOLTS—60 CYCLES 
With Overload Relays 



Prices cover compensators complete with no-voltage release and oil for switch tank. They also include 
fuses and fuse bases for compensators of 550 volts or less, and overload relays with enclosing covers for 
2200 volt compensators. 

EXTRAS 

For overload relays with enclosing covers in place of fuses for 550 volts or less add $32.00 list to the 
above prices. 

If enclosing covers for conduit wiring are desired add $48.00 list for sizes 1 and 2. 

For overload relays and ammeter, add $88.00. 

For overload relays, ammeter and conduit wiring case, add $104.00. 

For enclosing covers for fuse panels, add $6.00. 

Delivery F. O. B. Factory. Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

CONTROLLING DEVICES 

FOR DIRECT CURRENT MOTORS 
For Series, Shunt or Compound Wound Motors 



Fig. 1 Fig- 2 Fig. 3 

CR-1000 Direct Current Motor-Starting Rheostats 

CR-1000 rheostats are recommended for use with motors which, when not overloaded in starting, will 
attain full speed in one minute or less. They can also be used for starting motors overloaded 50 per cent., 
providing the resistance is not in circuit over thirty seconds. These rheostats have been so designed that 
they comply with the service rules of the American Institute of Electrical Engineers, viz., one minute starting 
duty every four minutes for one hour. 

Fig. 3 illustrates the type of starter used above 35 H.P., 115 volts, 50 H.P., 230 volts, and 20 H.P., 
550 volts. This starter comprises a knife-blade type of dial switch so interlocked with a line contactor as 
to provide low-voltage release as well as positive making and breaking of the circuit. This contactor is also 
provided with a magnetic blowout coil. 

The motor circuit is not made or broken on the dial switch and no arcing can possibly occur thereon. 

The contactor when once opened can be closed again only with the starting arm at the initial starting 
point. 

Resistance units throughout this entire line of motor-starting rheostats are absolutely fireproof. CR- 
9000, Form P resistance units are used in the following sizes: 

J^-5 H.P. inclusive, 115 volts. J^-7H HP- inclusive, 230 volts. H“20 H.P. inclusive, 550 volts. 

In the larger sizes cast grid resistance units are used. 

In rheostats 2 H.P. and larger the Form P units are mounted on supports independent of the iron box 
the supports being fastened to the slate top of the rheostat; consequently the resistance can be removed for 

inspection or necessary repairs without disturbing the units or their connections. _ 

115 Volts 230 Volts 550 Volts 

_ Good for 90 to 130 Volta _ _ Good for 180 to 260 Volts _ _ Good for 450 to 600 Volts 

pr n Ap- Ap- Ap- 

• List List prox. Fig. List List prox. Fig. list List prox. Fig. 

No. Price Ship. No. No. Price Ship. No. No. Price Ship. No. 

w» Wt. 


230 Volts 

Good for 180 to 260 Volts 



CR-1000 Rheostat with Resistance Removed from Box 
Power Apparatus 34 


The above prices cover rheostats with low-voltage 
release only. 

Overload Release 

If on sires up to and including 35 H.P., 115 volts; 
50 H.P., 230 volts and 20 H.P., 550 volts, an overload 
release i9 desired in addition to low-voltage release, add 
$7.00 list to above prices. For larger sires CR-1102 is 
recommended. 

ORDERING DIRECTIONS 

Rheostats with low-voltage release only should be 
ordered by List No. 

Rheostats with low-voltage and overload release 
should not be ordered by List No., but order should give 
the H.P. rating and voltage of the motor, with the state¬ 
ment that the overload release is desired. 

Delivery F. O. R. Factory. Schenectady, N. Y. Fttf 
warehouse deliveries write nearest house. 
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CR-1100 Starting Panel 


Western Electric 

CR-1100 D.C. MOTOR STARTING PANELS 

FOR DIRECT CURRENT MOTORS 
Line Switch and Fuses 

CR-1100 Starting Panels consist of standard CR-1000 Starting Rheostats and 
a double-pole line switch and fuses, mounted on a slate base. The resistance is 
designed for one minute starting duty once every four minutes for an hour. These 
panels are all arranged for wall mounting and are particularly recommended on ac¬ 
count of economy of space, compactness and the added neatness given the complete 
equipment. 

Overload Protection 

These rheostats may be furnished with an overload release coil which in case of 
overload will short circuit the low-voltage release coil, allowing the starting arm to 
return to the “off” position. 



115 Volts 

* 230 Volts 

550 Volts 

H.P. 

List No. 

List 

Ship. 

List No. 

List No. 

List 

Ship. 

List Nc. 

List No. 

List 

Ship. 

List No. 


of Panel 

Price 

Wt. 

of Fuses 

of Panel 

Price 

wt. 

of Fuses 

of Panel 

Price 

Wt 

of Fuses 

M 

112673 

529.00 

60 

59379 

112684 

$29.00 

60 

59951 

112695 

$35.00 

60 

42638 

l A 

112674 

29.00 

60 

59381 

112685 

29.00 

60 

59379 

112696 

35.00 

60 

42639 

H 

112675 

29.00 

60 

34952 

112686 

29.00 

60 

34950 

112697 

35.00 

60 

42639 

l 

112676 

29.00 

60 

34953 

112687 

29.00 

60 

59381 

112698 

35.00 

60 

34992 

2 

112677 

40.00 

80 

34956 

112688 

40.00 

80 

34953 

112699 

44.00 

80 

34993 

3 

112678 

42.00 

80 

34958 

112689 

40.00 

80 

34955 

112700 

44.00 

80 

59385 

5 

112679 

50.00 

80 

34962 

112690 

46.00 

80 

34956 

112701 

48.00 

80 

34995 

m 

119787 

70.00 

150 

34967 

112691 

48.00 

80 

34959 

112702 

50.00 

80 

34997 

10 

119788 

148.00 

150 

34970 

119790 

76.00 

150 

34961 

112703 

52.00 

80 

34998 

15 

119789 

102.00 

250 

34976 

119791 

94.00 

150 

34967 

112704 

54.00 

150 

35100 

20 

112683 

102.00 

275 

34980 

119792 

100.00 

150 

34970 

112705 

74.00 

150 

35103 


The above prices cover panels with low-voltage release only. 


Overload Release 

If overload release is desired in addition to low-voltage release, add $6.50 list to above prices. 


CR-1102 D.C. Motor Starting Panels 

CR-1102 Starting Panel is the same as CR-1100 except that the fuses are replaced by a double pole 
circuit breaker, and the starter has a low-voltage release. 

Circuit Breaker 



115 Volts 

230 Volts 

550 Volts 

H.P. 

List 

List 

Approx. 

List 

List 

Approx. 

List 

List 

Approx. 


No. 

Price 

Ship. Wt. 

No. 

Price 

Ship. Wt. 

No. 

Price 

Ship. Wt. 

1 / 

104247 

$58.00 

124 

104258 

$58.00 

124 

104271 

$66.00 

124 

2 

104248 

60.00 

124 

104259 

60.00 

124 

104272 

68.00 

124 

3 

104249 

60.00 

124 

104260 

60.00 

124 

104273 

68.00 

124 

5 

104250 

64.00 

150 

104261 

64.00 

170 

104274 

70.00 

170 

m - 

119799 

90.00 

170 

104262 

66.00 

170 

104275 

74.00 

170 

10 

119800 

104.00 

180 

119802 

100.00 

175 

104276 

78.00 

175 

15 

119801 

140.00 

275 

119803 

110.00 

250 

104277 

80.00 

250 

20 

104254 

146.00 

400 

119804 

110.00 

270 

104278 

92.00 

270 

25 

104255 

150.00 

400 

119805 

140.00 

270 

198011 

230.00 

350 

30 

104256 

154.00 

450 

104267 

150.00 

425 

198012 

230.00 

350 

35 

104257 

160.00 

450 

104268 

150.00 

450 

198013 

230.00 

350 

40 

126935 

280.00 

425 

104269 

150.00 

450 

198014 

230.00 

400 

50 

126936 

320.00 

425 

104270 

150.00 

500 

198015 

230.00 

400 

60 

126937 ' 

330.00 

425 

126941 

280.00 

425 

126949 

260.00 

425 

75 • 

126938 

340.00 

425 

126942 

290.00 

425 

126950 

260.00 

425 

85 

126939 

680.00 

600 

126943 

330.00 

425 

126951 

270.00 

425 

100 

126940 

690.00 

600 

126944 

340.00 

425 

126952 

270.00 

425 

125 

142763 

1520.00 

750 

126945 

370.00 

425 

126953 

280.00 

425 


ORDERING DIRECTIONS 

Give the List Number of the starting panel and state the horse power and voltage of the motor with 
which the starting panel is to be used. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 

Western Electric 

CONTROLLING DEVICES 
For Direct Current Motors 


Mail Order* Filled 
at Prevailing Prices 



FI*. 1 Fig. 2 Fig. 3 Fig. 4 

H, K. X. X H.P. 1 to 7^ H P- Incl. 10 and 15 H.P. Incl., 115 Volts 20 to 35 H.P. Inch, 115 Volts 
115, 230 and 550 Volts 115. 230 and 550 Volts 10 to 25 H.P. Incl.. 230 Volts 30 to 50 H.P. Incl.. 230 Volts 
2 Starting and 8 Starting and 10 to 20 H.P. Incl.. 550 Volts 12 Starting and 20 Field Points 

16 Field Points 16 Field Points 11 Starting and 20 Field Points 

CR-1200 D.C. SPEED REGULATING RHEOSTATS 

For Shunt or Compound Wound Variable Speed Motors Only 

CR-1200 rheostats are designed for use with variable speed motors, the speed control of which is obtained by varying the 
resistance inserted in the field circuit. 

These controlling rheostats comprise a starting switch of the type used on CR-1000 rheostats. The starting switch i* 
provided with a projection carrying a sliding contact which bears on the contact buttons connected to the field resistance. Ac 
auxiliary arm on the rheostat front retains a short circuit on the field resistance during the period of stnrting, and on the start¬ 
ing resistance after the motor attains normal speed. The short circuit is also retained on the starting resistance, when the 
starting arm is turned back to vary the running speed of the motor. 

When starting the motor, the starting arm cannot be left in any position on the contact buttons until it has been turned 
to the right and engaged the auxiliary arm, forcing the latter to be retained by the low-voltage release coil. The auxiliary arm 
then withholds the spring which affects the starting arm, and thereby makes it possible to leave the starting arm in any 
position that will give the desired speed control of the motor. Upon failure of voltage the retaining coil is de-energized. re¬ 
leasing the auxiliary arm, which releases the spring that carries the starting arm to the “off" position, thus opening the motor 
circuit. 

A feature is provided, however, so that it requires a little extra pressure to move the arm beyond the maximum speed 
poiht to call the operator's attention to maximum speed position so he will not unintentionally shut down the motor. 

The contacts of the auxiliary arm are designed to take care of any possible arcing and in the larger sizes are protected by 
an auxiliary carbon block. 

Overload Protection: These rheostats can be furnished with an overload release which in case of overload will short 
circuit the low-voltage release coil. 

Fireproof and moisture-proof resistance units are used with the controllers as follows: 

All field resistances; all starting resistances up to and including 10 H.P., 115 and 230 volts: up to and including 20 H.P., 
650 volts, CR-9000 (Form P). 

All starting resistances 15 H.P. and larger 115 and 230 volts, Cast Grid (Form C). 



4 to 1 Speed Variation 


230 550 

Volts Volts 



H 

S31.00 

$31.00 

$31.00 

$38.00 

X 

31.00 

31.00 

31.00 

38 00 

X 

31.00 

31.00 

31 00 

38.00 

X 

33.00 

31.00 

31.00 

40.00 

1 

33.00 

35.00 

35 00 

40.00 

2 

37.00 

37.00 

36 00 

44 00 

3 

37.00 

40.00 

42.00 

44 00 

4 

46.00 

40.00 

42.00 

54.00 

5 

48.00 

40.00 

44.00 

54.00 


48.00 

46.00 

48.00 

76.00 

10 

76.00 

70 00 

70.00 

104.00 

15 

96.00 

90.00 

92 00 

120.00 

20 

112.00 

96.00 

96.00 

140.00 

25 

116.00 

96.00 


158.00 

30 

132.00 

116.00 



35 

150.00 

122.00 



40 


130.00 



50 


140.00 




838 00 $38.00 20 

38.00 38.00 20 

38.00 3S.00 20 

38.00 38.00 $48.00 $44.00 $44.00 20 

42.00 42 00 46 00 48.00 48.00 25 

44 00 44 00 50 00 50.00 50.00 25 

48.00 50.00 5000 54.00 56.00 25 

48.00 50.00 60.00 54.00 56.00 25 

48.00 52.00 62.00 54.00 58.00 35 

54.00 56.00 64 00 60.00 62 00 40 

78.00 78.00 82 00 84.00 84.00 45 

98.00 100.00 11000 104.00 10600 100 

104 00 104.00 126.00 110.00 110.00 100 

104 00 . 130 00 110 00 100 

124 00 . 140 00 130.00 150 

130.00 . 164.00 130 00 150 

138 00 . . 144.00 . *200 

148 00 . ... ... 154.00 


With low-voltage release only. 

If overload release is desired in addition to low-voltage release, add $6.00 list to above prices. 

Ordering Directions: In ordering rheostats give H.P. rating and voltage of the motor. 

If the rheostat is to be used with a W.E. motor, the order should be accompanied with the complete name plate rating of 
the motor. If the rheostat is to be used with other than a W.E. motor the order should be accompanied with advice ns to the 
maximum shunt field current and the ohms necessary to insert in the field circuit to give the maximum speed increase. 

In ordering rheostats with low-voltage and overload release include, in addition to above, the statement that the overload 
release is desired. 


Delivery: F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest 

Note: Motor Agents, U. S. Government and Machine Manufacturers, consult Specialist 
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Western Electric 

CONTROLLING DEVICES 

FOR DIRECT CURRENT ADJUSTABLE SPEED [MOTORS 
ARMATURE CONTROL—MACHINE SERVICE 



CR-1220—Renewable Segment Type Speed 
Regulating Rheostat 


CR-1220 Speed Regulating Rheostats 

CR-1220 speed regulators for machine service are designed 
to reduce the speed of the motor 50 per cent, from normal at 
full load by inserting resistance in the armature circuit, the 
resistance and switch contacts having ample capacity to carry 
the current continuously on any point without overheating. 
These rheostats should be installed with motors where the same 
amount of current is required at half speed as at full speed. CR- 
1220 rheostats are equipped with renewable segments which may 
be easily replaced from the front of the rheostat should they 
become worn or pitted by frequent operation. 

The retaining coil for low-voltage protection is connected 
across the line in series with a high resistance and is, therefore, 
independent of the strength of the motor field current. This 
permits the same rheostat to be used with either shunt, series or 
compound wound motors. 


In the large sizes the motor circuit is made and broken by a contactor and not on the switch contacts, 
thus preventing arcing and subsequent burning of these contacts. A rugged knife-blade type of switch is 
used, with segments that can be renewed, if desired, but this is seldom necessary, as all arcing is handled by 
the contactor, which is provided with a strong magnetic blowout, and all parts liable to wear are renewable. 
The switch is interlocked with the contactor, so as to provide low-voltage protection. 


With Overload Release 

These rheostats can be furnished with an overload release which in case of overload will short circuit the 
low-voltage protective coil. 


H.P. 

of 

Motor 

115 Volts 

| 230 VolU 

[ 550 VolU 

List 

No. 

List 

Price 

A ser- 

Wt. 

List 

No. 

List 

Price 

A SET 

Wt. 

List 

No. 

List 

Price 

Wt. 


59209 

$22.00 

mm 

59216 

$22.00 

30 

59225 

$23.00 

30 


59210 

26.00 


59217 

26.00 

35 

59226 

26.00 

35 

v< 

59211 

29.00 


59218 

29 00 

47 

59227 

30.00 

47 

i 

59212 

31.00 

47 

59219 

31 00 

47 

. 59228 

32 00 

47 

2 

59213 

44 00 

82 

59220 

42.00 

82 

59229 

42.00 

82 

3 

59214 

72 00 

112 

59221 

50 00 

112 

59230 

50.00 

112 

5 

100818 

68.00 

120 

100819 

78.00 

120 

100820 

64.00 

120 

7K 

144787 

84 00 

335 

144798 

88 00 

325 

144813 

96.00 

330 

10 

144788 

92.00 

335 

144799 

96.00 

325 

144814 

104.00 

335 

15 

144789 

140.00 

500 

144800 

106.00 

500 

144815 

140.00 

515 


*144790 

200.00 

500 

144801 

160.00 

500 

144816 

150.00 

515 

25 

*144791 

240.00 

700 

144802 

198.00 

740 

*144817 

210.00 

650 


*144792 

300.00 

870 

*144803 

240.00 

770 

*144818 

240.00 

650 

35 

•144793 

310.00 

1040 

•144804 

280.00 

780 

•144819 

250.00 

650 

40 

*144794 

320.00 

1200 

*144805 

330.00 

1200 

*144820 

300.00 

1100 

45 




*144806 

370.00 

1250 

*144821 

320.00 


50 

t*l 44795 

484.00 

1300 

*144807 

380.00 

1250 

*144822 

330.00 


60 

t*144796 

580.00 

1600 

t*144808 

200.00 

1250 

f*144823 

340.00 

1250 

75 

f*144797 

590.00 

1700 

t*l 44809 

560.00 

1300 

1*144824 

360.00 


100 




t*144810 

640.00 

1700 

1*144825 

480.00 


125 




t*144811 

820.00 

2230 

t*l 44826 

300.00 


150 




t*144812 

880.00 

2250 

t*144827 

600.00 


200 






t*144828 

1060.00 


250 






.... 

t*l 44829 

1100.00 

3000 


"Rheostats equipped with contactor for making and breaking the armature circuit. 
fSpeed controlling rheostat panel. 

The above prices cover rheostats withrow-voltage protection only. 


Overload Release 

If overload release is desired in addition to low-voltage protection, add $6.50 list to above prices for 
> sizes up to and including 15 H.P., 115 volts; 25 H.P., 230 volts, and 20 H.P., 550 volts. For overload 
release on larger sizes prices will be furnished on application. 

ORDERING DIRECTIONS 

Rheostats with low-voltage protection only should be ordered by List No. 

( Rheostats with low-voltage protection and overload release should not be ordered by List No., but 

order should give the H.P. ana voltage of the motor with the statement that the overload release is desired. 
Delivery F. O. B. Factory Schenectady, N. Y. For warehouse deliveries write nearest house. 
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CR-1221 D.C. Speed Regulating Rheostat 



For Direct Current Adjustable Speed Motors 

CR-1221 D.C. SPEED REGULATING RHEOSTATS 
Button Contacts—Armature Control—For Machine Service 

CR-1221 Speed Regulating Rheostats for machine service are designed to reduce the speed of the motor 
50 per cent, from normal at full load by inserting resistance in the armature circuit, the resistance and 
switch contacts having ample capacity to carry the current continuously on any point without overheating. 
These rheostats should be installed with motors where the same amount of current is required at half speed 
as at full speed. 

The retaining coil for low-voltage protection is connected across the line in series with a high resistance 
and is, therefore, independent of the strength of the motor field current. This permits the same rheostat 
to be used with either shunt, series or compound wound motors. 

CR-1221 Rheostats are supplied with button contacts. If renewable segments are wanted, see CR-1220. 


With Overload Release 

These rheostats can be furnished with an overload release which in case of overload will short circuit 
the low-voltage protective coil. 


H P 

115 Volta 

230 Volts 

550 Volts 

of 

List 

List 

Approx. 

List 

List 

Approx. 

List 

List 

Approx. 


No. 

Price 

Ship. Wt. 

No. 

Price 

Ship. Wt. 

No. 

Price 

Ship. Wt. 

Vs 

58314 

$15.50 

20 


$15.50 

20 

58338 

$15.50 

20 

X 

58315 

17.50 

30 


17.50 

30 

59339 

17.50 

30 

A 

58316 

21.00 

35 


21.00 

35 

58340 

21.00' 

35 

X 

58317 

24.00 

47 

58329 

24.00 

47 

58341 

24.00 

47 

1 

58318 

27.00 

47 

58330 

27.00 

47 

58342 

27.00 

47 

2 

58319 

38.00 

82 

58331 

38.00 

82 

58343 

38.00 

82 

3 

58320 

46.00 

112 

58332 

44.00 

112 

58344 

44.00 

112 

5 

100815 

64.00 

120 

100816 

60.00 

120 

100817 

60.00 

120 

7H 




144830 

80.00 

325 

144832 

90.00 

300 

10 




144831 

88.00 

325 

144833 

96.00 

300 

15 







144834 

130.00 

300 


The above prices cover rheostats with low-voltage protectidft only. 


Overload Release 

If overload release is desired in addition to low-voltage protection, add $6.50 list to above prices. 

ORDERING DIRECTIONS 

Rheostats with low-voltage protection only should be ordered by List No. 

Rheostats with low-voltage protection and overload release should not be ordered by List No., but 
order should give the horse power rating and voltage of the motor with the statement that the overload 
release is desired. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 

Power Apparatus 38 

























Quoted*on Request Western Electric 119 

Western Electric 

CONTROLLING DEVICES 
For Direct Current Adjustable Speed Motors 

CR-1225 Speed Regulating Rheostats for fan service are designed to reduce the speed of the motor 50 
per cent, from normal, at full speed where the load varies directly with the speed, by inserting resistance in 
the armature circuit, the resistance and switch contacts having ample capacity to carry the current contin¬ 
uously on any point without overheating. 

They should be specified for use with motors driving ventilating fans, small job presses, ice cream 
freezers, centrifugal pumps, etc. 

CR-1225 Rheostats are supplied with button contacts. If renewable segments are wanted, see CR-1224. 

The retaining coil for low-voltage protection is connected across the line in series with a high resistance 
and is, therefore, independent of the strength of the motor field current. This permits the same rheostat 
to be used with either shunt, series or compound wound motors. 

With Overload Release 

These rheostats can be furnished with an overload release which in case of overload will short circuit 
the low-voltage protective coil. 


CR-1225 D.C. SPEED REGULATING RHEOSTATS 
Button Contacts—Armature Control—For Fan Service 


H.P. 

115 Volts 

230 Volts 

550 Volts 

of 

List 

List 

Approx. 

List 

List 

Vjt 

List 

List 

Approx. 


No. 

Price 

Ship. Wt. 

No. 

Price 


No. 

Price 

Ship. Wt. 

% 

59607 

$15.50 

20 

59619 

$15.50 

20 

59631 

$15.50 

20 

X 

59608 

17.50 

30 

59620 

17.50 

30 

59632 

17.50 

30 

Vi 

59609 

21.00 

35 

59621 

21.00 

35 

59633 

21.00 

35 

V* 

59610 

24.00 

40 

59622 

24.00 

40 

59634 

24.00 

40 

1 

59611 

27.00 

40 

59623 

27.00 

40 

59635 

27.00 

40 

2 

59612 

38.00 

85 

59624 

38.00 

85 

59636 

38.00 

85 

3 

59613 

46.00 

110 

59625 

44.00 

110 

59637 

44.00 

100 

5 

100821 

60.00 

200 

100822 

60.00 

200 

100823 

60.00 

200 





144863 

80.00 

300 

144865 

90.00 

300 

10 




144864 

100.00 

300 

144866 

110.00 

300 

15 







144867 

140.00 

440 


CR-1224 D.C. SPEED REGULATING RHEOSTATS 
Renewable Segments—Armature Control—For Fan Service 


X 

59827 

$24.00 

30 

59834 


30 

59843 


30 

H 

59828 

26.80 

35 

59835 

26.00 

35 

59844 

26.00 

35 

X 

59829 

29.00 

40 

59836 

29.00 

40 

59845 

30.00 

40 

1 

59830 

31.00 

40 

59837 

31.00 

40 

59846 

32.00 

40 

2 

59831 

44.00 

85 

59838 

42.00 

85 

59847 

42.00 

85 

3 

59832 

52.00 

110 

59839 

50.00 

110 

59848 

50.00 

110 

5 

100824 

64.00 

200 

100825 

68.00 

200 

100826 

64.00 

200 


144835 

70.00 

375 

144843 

88.00 

300 

144853 

96.00 

300 

10 

144836 

110.40 

375 

144844 

110.00 

300 

144854 

120.00 

300 

15 

144837 

140.00 

480 

144845 

130.00 

460 

144855 

152.00 

440 

20 

*144838 

270.00 

550 

144846 

170.00 

500 

144856 

160.00 

500 

25 

*144839 

280.00 

700 

144847 

192.00 

780 

*144857 

240.00 

600 

30 

*144840 

320.00 

740 

*144848 

280.00 

780 

*144858 

240.00 

650 

35 

*144841 

340.00 

780 

*144849 

320.00 

780 

*144859 

280.00 

670 

40 

*144842 

360.00 

1060 

*144850 

330.00 

1060 

*144860 

300.00 

930 

46 




*144851 

370.00 

114p 

*144861 

330.00 

930 

50 




*144852 

380.00 

1200 

*144862 

340.00 

930 


’Rheostats equipped with contactor for making and breaking the armature circuit. 
The above prices cover rheostats with low-volt age protection only. 


Overload Release 

If overload release is desired, in addition to low-voltage protection, add $6.50 list to above prices for 
sizes up to and including 15 H.P. 115 volts, 25 H.P. 230 volts and 20 H.P. 550 volts. For overload 
release on larger sizes prices will be furnished on application. 

ORDERING DIRECTIONS 

Rheostats with low-voltage protection only should be ordered by List No. 

Rheostats with low-voltage protection and overload release should not be ordered by List No., but order 
should give the horse power ratmg and voltage; of the motor, with the statement that the overload release 
is desired. , 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

MOTOR STARTERS 

CR-2301 Self-starters—Low-Voltage Protection 



Type CR-2301 


Type CR-2301 Self-starters 


The following prices cover the devices 
for hand contact. 


complete exclusive of float switcn, pressure governor or switch 
CR-2301 



115 Volts 



230 Volts 


List 

H.P. 

List Price 

List 

H.P. 

List Price 

No. 

of Motor 

Each 

No. 

of Motor 

Each 

176099 

1 or less 

$20.00 

176102 

1 or less 

$21.00 

176100 

2 

22.00 

176103 

2 

23.00 

176101 

3 

22.00 

176104 

3 

23.00 

194545 

5 

56.00 

194540 

5 

56.00 




194541 

7'A 

56.00 




194542 

10 

64.00 



CR-2302 



194543 

1 or less 

$30.00 

194547 

1 or less 

$32.00 

194544 

2 

30.00 

194548 

2 

32.00 

194545 

3 

32.00 

194549 

3 

32.00 

194546 

5 

68.00 

194550 

5 

78.00 




194551 

7 H 

70.00 




194552 

10 

76.00 



CR-2303 


\ 

194553 

1 or less 

$46.00 

194557 

1 or less 

$48.00 

194554 

2 

48.00 

194558 

2 

50.00 

194555 

3 

48.00 

194559 

3 

50.00 

194556 

5 

82.00 

194560 

5 

82.00 




194561 

7H 

84.00 




194562 

10 

90.00 



CR-2305 



194563 

1 or less 

$52.00 

194567 

1 or less 

$54.00 

194564 

2 

54.00 

194568 

2 

56.00 

194565 

3 

54.00 

194569 

3 

56.00 

194566 

5 

90.00 

194570 

5 

90.00 




194571 

7Vz 

92.00 




194572 

10 

98.00 


fNote Carefully—Voltage Variation 

All of the above starters are suitable only on circuits where the line voltage is never more than 10 
per cent, lower or higher than the values given above. 

CR-2302, CR-2303 and CR-2305 Self-starters are designed for use with motor-driven pumps where it is 
desired to automatically start and stop the motors depending upon a predetermined change in fluid level, 
fluid pressure or air pressure. They are, however, well suited to start and stop motors by hand control 
from points remote from the motor. 

Delivery F. O. B. Factory. 
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CR 9000 G. E. RESISTANCE UNITS 
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Form P Resistance Units Form PM Resistance Units Form PE 

Resistance Units 


Type P Resistance Units 

In the construction of Form P resistance units, a low temperature coefficient resistance wire is wound 
on an asbestos tube making them non-fragile. After being wound the tube is treated with a special com¬ 
pound forming a coating inside and out, reinforcing the tube and imparting strength and solidity. A 
porcelain bushing is inserted in each end of the tube, the coating compound cementing it in place. The 
unit when thoroughly baked results in a very efficient unit, the coating being a good conductor of heat; 
this produces uniform radiation. 

Form P units are extensively used in small motor starting and controlling apparatus and for armature 
and field resistance. They are also used as permanent resistances to protect circuit breaker coils, and as 
series resistance in signal work, etc. The units are mounted in punched end frames by means of porcelain 
bushings which insure good insulation from the frames. 

Form PM units are similar to the Form P, except that metal bushings are used in place of the porcelain. 

The Form PE unit is a special type of the Form P and is used extensively in connection with switchboard 
instruments. A special porcelain bushing is used in this type and the leads are attached on the inside of 
the tube. They are enclosed in perforated metal casings, to adapt them for switchboard mounting, which 
produces a neat appearance, and at the same time provides good ventilation and protection. 

List Prices and Data Forms P and PM Resistance Units 


i Capacity Range Range Ampere Capacity List Price 

Ohms Continuous Each 

Size A. 534 ins. long, 1 in. diameter, capacity: less than 500 ohms, 35 watts; 500 ohms and above, 
15 watts 

From 0.25 to 125 From 12 to 0.528. $0.70 

From 150 to 300 From 0.438 to 0.342. .80 

n From 500 to 3500 From 0.17 to 0.065. 1.00 

Size B. I 1 /? ins. long, 1 in. diameter, capacity: less than 500 ohms, 50 watts; 500 ohms and above, 
20 watts 

^ From 0.25 to 150 From 14 to 0.576. *0.70 

From 175 to 400 From 0.535 to 0.35 . 1.00 

| From 500 to 5000 From 0.20 to 0.063. 1.10 

v Size C. 113^ ins. long, 1 in. diameter, capacity: less than 500 ohms, 80 watts; 500 ohms and above, 

30 watts 

" From *0.10 to 150 From 28.2 to 0.73 . $1.10 

From 200 to 450 From 0.63 to 0.421..*. 1.00 

From 500 to 1800 From 0.24 to 0.12 . 1.20 

p From 4800 to 5000 From 0.08 to 0.07 . 1.30 

Size D. 11 ins. long, 2 ins. diameter, capacity 175 watts. 

From 0.25 to 450 From 26.5 to 0.62 . $1.90 

Size E. 22 ins. long, 2 ins. diameter, capacity 350 watts. 

0.25 37 . $3.00 

From 0.3 to 0.6 From 34 to 24 2.50 

From 0.75 to 3.5 From 22 to 10.5 2.40 

From 4 to 7.5 From 10 to 7.2 2.00 

From 10 to 30 From 6.2 to 3.6 1.80 

-> From 35 to 450 From 3.3 to 0.88 . 1.60 

Size F. 7H ins. long, 2 ins. diameter, capacity 115 watts. 

? From 0.25 to 450 From 21.4 to 0.5 $1.60 

Note: Type Form PM units are the same as the prices of the Form P for the A, B and C sizes only. 
When ordering specify exact ohms and ampere capacity desired. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

DIAPHRAGM PRESSURE AND VACUUM SWITCHES 



Pressure and Vacuum Switches 

The diaphragm pressure and vacuum switches are designed for the automatic control of electric motors 
which drive pumps for hydraulic or pneumatic water and vacuum systems. They are positive in operation 
and will open and close at a predetermined pressure with no danger of the contacts sticking or “freezing.” 

The bottom of a cup or pan-shaped body casting is closed by a flexible phosphor-bronze diaphragm. 
The switch mechanism is mounted on top of this casting. As the position of the diaphragm is varied by 
the internal pressure, its motion is communicated to the switch mechanism which in turn causes the switch 
contacts to open and close when certain ranges of movement of the diaphragm are reached. 

The switch is of double-pole, quick-break construction and the current-carrying parts are exceptionally 
rugged and are capable of heavy overloads. The normal rating is 20 amperes at 110 volts and 10 amperes, 
220 volts, either alternating or direct current. 

Connecting cables are secured directly to stationary contacts eliminating the necessity of flexible con¬ 
nection to movable parts of the switch. 

The pressure switch is supported by the % /% inch supply pipe, requiring no other bracket or support. 

The vacuum switch is provided with 3 feet for wall mounting. 

Both the pressure and vacuum switches can be provided with either glass or metal covers. 

The range of adjustment of each switch is given in the tabulation shown below. These valves are 
secured by tightening or loosening the spring. 

Either glass or metal covers are furnished for all switches, vacuum or pressure. The List Nos. 
cover switches with metal covers. If a glass cover is required the order should read as follows— 
one CR 2925 (state vacuum or pressure) switch similar to List No. (give No.) except with glass cover. 

SALIENT FEATURES 

A phosphor-bronze diaphragm is used which is practically indestructible. 

The current-carrying parts of the double-pole switch are entirely insulated from the mechanism. 

The quick-break feature insures absolute rupture of all arcs. 

Switch mechanism is positive in its action and will not vary with operating pressure. 

Auxiliary contacts prevent switch contacts from burning. 

Switching mechanism is totally enclosed. 

These switches occupy a comparatively small space and weigh very little. 


Lint 

No. 

’Rating 

Standard 

Adjustment 

Range of Adjustment 

Ap¬ 

prox. 

Shpg. 

Wt. 

list 

Prist 

Bath 

Minimum 

Maximum 

Closes 

Opens 

Closes 

Opens 

Closes 

Opens 

99817 

Low pressure. 

15 lbs. 

30 lbs. 

5 lbs. 

EttESi 

25 lbs. 

KKil 

35 


99818 

Medium pressure. 

35 lbs. 

50 lbs. 

20 lbs. 

35 lbs. 

70 lbs. 


35 


190381 

Medium pressure. 

30 lbs. 

50 lbs. 

20 lbs. 


65 lbs. 

■MLI 

35 

ap® 

99819 

High pressure. 

90 lbs. 

110 lbs. 

70 lbs. 


no lbs. 

130 lbs. 

35 

s*M 

190382 

Vacuum (15 ins. of 










mercury). 

5 ins. 

15 ins. 

5 ins. 

15 ins. 

20 ins. 

30 ins. 

35 

-m 


’These switches are capable of handling 20 amperes at 110 volts, or 10 amperes at 220 volts, on either 
alternating or direct current circuits. 

Delivery F. O. B. Factory, Ft. Wayne, Ind. For warehouse deliveries write nearest house. 
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Western Electric 

FLOAT SWITCHES 




Single Pole Float—Open Type 


Totally Enclosed Float Switch with 
Cover In Place 


CR-2930 Single Pole Float Switch 

CR-2930 single pole float switches are used for remote control of automatic starting rheostats or panels together with the 
usual accessories, namely, float, chain pulleys and counterweight, for the automatic starting and stopping of motors when it 
is desired to maintain a predetermined water level on an open tank or reservoir system. The switch contacts are designed for 
handling pilot circuits for self-starters, or for controlling the main line circuits of small motors where the current does not exceed 
the values given in the table below. 


List No. 

Description 

Amperes Capacity 
(A.C. or D.C.) 

Wgt. Lbs. 

List Price 



(15 at 110/125 Volts) 



58971 

Single pole 

< 10 at 220/250 Volts > 

( 5 at 500/550 Volts) 

(25 at 110/125 Volts) 

20 

$12.00 • 

58972 

Double Pole 

i 15 at 220/250 Volts > 

{ 10 at 500/550 Volts j 

45 

20.00 


Accessories for Use with the Above Float Switches 

List No. List Price 

58973 1 copper cylindrical float; 2 pulleys; 15 feet brass chain; 1 counterweight. $14.00 

These switches are not recommended for use where the freezing of the water in the tank will interfere with their operation. 
In this case a CR-2920 pressure governor should be installed. 


CR-2931 Totally Enclosed Float Switches 

For Use as Either Tank or Sump Switches 

CR-2931 enclosed switches are weatherproof and are suitable for tank or sump switches, in the case of the latter, it only 
being necessary to change the lever or the float from the right to the left side of the switch. 

The switches are enclosed in a cast iron case arranged for \\i inch conduit which enters at the top. The lower half of the 
case is removable for making connections and inspection. 

All sises are suitable for 30 amperes, either alternating or direct current, up to 550 volts, when connected in a motor cir* 
cuit and are also suitable for all control circuits. 

To eliminate all arcing and burning of the contacts, the switch is .arranged for quick breaking. This snap action is accom¬ 
plished by means of a counterweight. 


List No. 

Form 

No. of 
Poles 

Wgt. 

Lbs. 


list No. 

Form 

No. of 
Poles 

Wgt. 

Lbs. 

List Price 

141536 

A 

S.P. 

40 

$42.00 

141644 

C 

S.P. 

75 

$50.00 

141637 

A 

D.P. 

40 

44.00 

141645 

C 

D.P. 

75 

52.00 

141638 

A 

T.P. 

65 

51.00 

141646 

C 

T.P. 

100 

62.00 

141639 

A 

4P 

65 

56.00 

141647 

C 

4P. 

100 

64.00 

141640 

B 

8.P. 

75 

48.00 

141648 

D 

S.P. 

65 

•52.00 

141641 

B 

D.P. 

75 

50.00 

141649 

D 

% 

D.P. 

65 

•54.00 

141642 . 

B 

T.P. 

100 

60.00 

141650 

D 

T.P. 

90 

•64.0C 

141643 

B 

4P. 

100 

62.00 

141651 

D 

4P. 

90 

•66.00 


Form A is for clamping to the inside top edge of the tank and is operated by a rod and float. 

Range, 10 inches to 2 feet. 

Form B is for bolting to tank cover and requires a guide in the cover for the operating rod. 

Range, 10 inches to 3H feet. 

Form C is the same as Form B except that no guide is required in the tank cover. 

Range. 10 inches to 3H feet. 

' Form D is for bolting to tank cover and is operated by a chain and float, thus being suitable for any depth of tank or 
variation in water level not less than 10 inches. 

Length of chain should be specified on all orders. 

Motors of H H.P. and less, 115 and 230 volts, can be thrown directly on the line by means of float switch, pressure 
governor or knife switch. 

Delivery F. O. B. Factory. Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Pricee 


Western Electric 

FIELD RHEOSTATS 
For Direct Current Generators 

CR-8000 AND CR-8001 _D.C. FIELD RHEOSTATS 
For Front and Back of the Board Mounting 
Plate Type—Hand-Operated 

CONSTRUCTION 

In the construction of CR-8000 and CR-8001 field rheostats resistance coils of negligible temperature 
co-efficient are imbedded and hel l in place in a special cement, which is a particularly good heat conductor 
and electric insulator. As shown by Figure 1, the contact buttons are circular and are spaced a sufficient 
distance apart to prevent dirt or dust from accumulating and short circuiting them. 



Fig. 1 

CR-8000 Field Rheostats for Mounting in Front of Switchboard Panel 


HANDWHEELS 

In order to conform to the present standard switchboard practice, that is, of having instruments and 
fittings on the front of the board of a black finish, the standard handwheels supplied with these rheostats 
are of a highly polished black material, thereby adding greatly to the appearance of the rheostats, as well as 
furnishing a pleasing effect when mounted on the switchboard panel. 

A polished brass handwheel can be supplied if necessary. 



Fig. 2 

CR-8001 Field Rheostats for Mounting on Back of Switchboard Panel 


In order to facilitate the drillinj 
drilling templates are always forwi 


DRILLING TEMPLATES 

of switchboard panels on which these rheostats are to be mounted, 
' with the rheostats when they are shipped. 


RESISTANCE 

The resistance material used in field rheostats is ’an alloy which has a negligible temperature 
co-efficient, and which will not disintegrate under constant use. Hence the rheostats maintain constant re¬ 
sistance when in service. Attention is called to the large number of divisions of resistance in this line of 
field rheostats. It will be noted that the 10-inch plates have 35 divisions of resistance, the 12-inch plates 
have 50 divisions of resistance, and the 15-inch plates have 70 divisions of resistance. The advantages 
obtained by having a large number of divisions of resistance are evident, that is, the operator can maintain 
a very even generator voltage or accurately adjust the speed of motors when the rheostats are used for this 
purpose. 

See following page for prices. 
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Quoted on Request 
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D.C. FIELD RHEOSTATS 

(CONTINUED) 

For Direct Current Generators 

CR-8000 AND CR-8001 D.C. FIELD RHEOSTATS 


List No. 

Ohms 

Ampere Capacity | 

Ohms of Field 
to which 
Rheostat 
is Suited 

No. of 
Plates in 
Multiple 

Diameter 
of Plates 
in Inches 

List Price . 

■mi 

ma 

First 

Step 

Last 

Step 

m jff'W 

wEESmt 

CR-8001 

Back of 
Panel 

125 Volts 

43576 

43577 

300 

.5 

.25 

300-250 

1 

10 

$10.00 

$14.00 

43578 


240 

.63 

.32 

250-200 

1 

10 

10.00 

14.00 

43580 

43581 

200 

.75 

.38 

200-165 

1 

10 

10.00 

14.00 

43582 

43583 

150 

1 

.5 

165-125 

1 

10 

10.00 

14 00 

43584 

43585 

120 

1.25 

.63 

125-100 

1 

10 

10 00 

14.00 

43586 

43587 

100 

1.5 

.75 

100- 80 

1 

10 

10.00 

14.00 

43588 

43589 

75 

2 

1 

80-60 

1 

10 

10.00 

14 00 

43590 

43591 

00 

2.5 

1.25 

60-50 

1 

10 

10.00 

14.00 

43592 

43593 

50 

3 

1.5 

50-40 

1 

10 

10.00 

14.00 

43594 


37.5 

4 

2 

40-30 

1 


10.00 

14.00 

43596 


30 

5 

2.5 

30-25 

1 


14.00 

18.00 

43598 

43599 

25 

6 

3 

25-20 

1 

Kl 

14.00 

18.00 

43600 

43601 

18.8 

8 

4 

20-16 

1 

12 

14.50 

18.00 

43002 

43603 

15 

10 

5 

16-13 

1 

15 

17.00 

21.00 

64636 

64637 

12.5 

12.5 

6.3 

13-10 


12 

26.00 

30.00 

43606 

43607 

9.4 

16 

8 

10-8 


12 

26.00 

30.00 

43608 

43609 

7.5 


10 

8-6.5 


15 

31.00 

35.00 

64638 

64639 

6.3 

25 

12.5 

6.5-6 


15 

46.00 

50.00 


43613 

5 

30 

15 

5-4.2 

Sh 

15 

46.00 

50.00 


43615 

3.75 

40 

20 

4.2-3.1 


15 

62.00 

66.00 


43617 

3 

50 

25 

3.1-2.5 

5 

15 

78.00 

81.00 

43618 

43619 

2.5 

60 

30 

2.5-2 1 

6 

15 

92.00 

96.00 


250 Volts 


43620 

43621 

300 

1 

.5 

300-250 

1 

10 

$10.00 

$14.00 

43622 

43623 

240 

1.25 

.63 

250-200 

1 

10 

10.00 

14.00 

43624 

43625 

200 

1.5 

.75 

200-165 

1 

10 

10.00 

14.00 

43626 

43627 

150 

2 

1 

165-125 

1 

■■ 

10.00 

14.00 

43628' 

43629 

120 

2.5 

1.25 

125-100 

1 


14.00 

18.00 


43631 

100 

3 

1.5 

100- 85 

1 

■WM : 

14.00 

18.00 

43632 

43633 

75 

4 

2 

85-63 

1 

12 

17.00 

18.00 

43634 

43635 

60 

5 

2.5 

63-50 

1 

15 

17.00 

21.00 

43636 

43637 

48 

6.3 

3.2 

50-40 

1 

15 

17.00 

21.00 

43638 

43639 

37.5 

8 

4 

40-30 

, 2 

12 

26.00 

30.00 

43640 

43641 

30 

10 

5 

30-25 

2 

15 

31.00 

35.00 

43642 

43643 

25 

12.5 

6.3 

25-20 

2 

15 

31.00 

35.00 

43644 

43645 

20 

15 

7.5 

20-16.5 

3 

15 

46.00 

50.00 

43646 

43647 

15 

20 

10 

16.5-12.5 

4 

15 

62.00 

66.00 

43648 

43649 

12 

25 

12.5 

12.5-10 

5 

15 

78.00 

82.00 

43650 

43651 

10 

30 

15 

10-8.3 

6 

15 

92.00 

96.00 


550 Volts 


49144 

49145 

2000 

.6 


1000-830 

1 

15 

$17.00 

$21.00 

49148 

49147 

1600 

.7 


830-700 

1 

15 

17.00 

21.00 

49148 

49149 

1300 

.76 


700-650 

1 

15 

17.00 

21.00 

49150 

49151 

1000 

.84 

99 

650-600 

1 

12 

14.00 

18.00 

49152 

49153 

800 

.9 

.45 

600-550 

1 

12 

14.00 

18.00 

43852 

43653 

600 

1 

.5 

550-500 

1 

10 

10.00 

14.00 

43854 

43655 

480 

1.25 

.63 

500-400 

1 

10 

10.00 

18.00 

43858 

43657 

400 

1.5 

.75 

400-330 

1 

12 

14.00 

18.00 

43858 

43659 

300 • 

2 

1 

330-250 

1 

12 

14.00 

18.00 

4388 © 

43661 

250 

2.5 

1.25 

250-200 

1 

15 

17.00 

21.00 

43882 

43663 

200 

3 

1.5 

200-165 


15 

17.00 

1 21.00 

43884 

43665 

150 

4 

2 

165-125 


12 

26.00 

30.00 

4388 © 


125 

5 

2.5 

125-100 


15 

31.00 

35.00 

43868 . 

43669 

100 

6 

3 

100- 85 


15 

31.00 

35.00 

43878 

43671 

82 

7.5 

3.8 

85-65 


15 

46.00 

50.00 

43832 

43673 

60 

10 

5 

65-50 

'Hi 

15 

62.00 

66.00 

43874 

43675 

50 

12.5 

6.3 

50-40 

Bfl 

15 

78.00 

82.00 

43*70 

43677 

40 

15 

7.5 

40-35 

IHB 

*15 

92.00 

96.00 


The above prices cover rheostats with black polished handwhesl. 

'A polished cast brass handwheel (List No. 59286) can be furnished with CR-8001 back of panel field rheostats instead of 
the polished black handwheel, at an additional list price of $9.24. 


ORDERING DIRECTIONS 

Rheostats should be ordered by List No. If front of the board mounting is wanted, call for CR-8000. If back of the 
board mounting is wanted, call for CR-8001. 

Delivery F. O. B. Factory, Schenectady, N. T. For warehouse deliveries write nearf9fcjhi¥&?>by 
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Western Electric 


Mall Orders Filled 
at Prevailing Price 


C-H. MOTOR STARTERS 



No. 9110 A. C. Single Phase 
Motor Starter 


FOR ALTERNATING CURRENT 
MOTORS 
No. 9110 

The motor starting rheostat 
listed is designed for use with 
single phase self-starting motors 
operating on either a 110 volt circuit 
of 60 or 133 cycles, or on a 220 volt 
circuit of the same frequencies. 

The resistance used is of the 
ventilated tubular type, and is so 
arranged as to eliminate the effect 
of inductance and consequently to 
provide the highest possible power 
factor obtainable in starters of this 
type. 



A.C. Single Phase Motor Starters 

Without Automatic No-voltage Release No. 9110 



For 25 and 60 Cycle 

For 133 Cycle 

H.P. 

110 Volts 

Style 

220 Volts 


110 Volts 

Style 

220 Volts 



List Price 

List Price 

Style 

List Price 

List Price 

Style 

1 

$14.00 

A 

$14.00 

A 

$16.00 

A 

$16.00 

A 

2 

10.00 

A 

16.00 

A 

26.00 

B 

16.00 

A 

3 

28.00 

B 

10.00 

A 

28.00 

B 

28.00 

B 

4 

* 28.00 

B 

28.00 

B 

32.00 

C 

28.00 

B 

5 

32.00 

B 

28.00 

B 

40.00 

C 

32.00 

B 

7 M 

46.00 

C 

32.00 

B 

52.00 

C 

30.00 

B 

10 

52.00 

C 

30.00 

B 

54.00 

C 

48.00 

C 

12M 

54.00 

C 

48.00 

C 

84 00 

D 

52.00 

C 

15 

84.00 

D 

54.00 

C 

84.00 

D 

72.00 

CD 

20 

84.00 

D 

72.00 

CD 

164.00 

MS 

72.00 

CD 

25 

160.00 

MS 

72.00 

CD 

164.00 

MS 

84.00 

D 

30 

164.00 

MS 

84. CO 

D 




.. 1. 

35 

164.00 

MS 

84.00 

D 




.... 

40 



88.00 

D 

. 


. 

.... 


On 25 and 60 cycle starters only the no-voltage release feature can be supplied at the following 
prices: 


Type A 
Type B 
TypeC 


$14.00 list 
14.00 list 
18.00 list 


Type CD 
Type D. . 
Type MS 


$18.00 list 
26.00 list 
44.00 list 


Prices will be quoted on application for Starters for 440-550 volts. 


D.C. Motor Speed Regulators, with No-voltage Release 

No. 3110 



115 Volts 

230 Volts 

500 Volts 


Ventilating 

Machine 

Ventilating 

Machine 

Ventilating 

Machine 

H.P. 

Fan Type 

Type 

Fan Type 

Type 

Fan Type 

Type 


List Price 

List Price 

List Price 

List Price 

List Price 

List Price 

Y. 

$22.00 

$22.00 

$24.00 

$22 00 

$24.00 

$24.00 

'A 

24.00 

24.00 

26.00 

24.00 

26.00 

26.00 

i 

28.00 

40.00 

28.00 

40.00 

28.00 

40.00 

2 

44.00 

56.00 

44.00 

56.00 

44.00 

56.00 

3 

56.00 

Of). 00 

56.00 

66.00 

56.00 

66.00 

5 

84.00 

90.00 

84.00 

112.00 

112.00 

112.00 

7K 

112.00 

112.00 

112.00 

138.00 

134.00 

138.00 

10 

144.00 

114.00 

114.00 

154.00 

168.00 

190.00 

15 

200.00 

200.00 

178.00 

178.00 

222.00 

244.00 

20 

234.00 

256.00 

200.00 

222.00 

244.00 

268.00 

25 

300.00 

300.00 

490.00 

292.00 

288.00 

290.00 

30 

334.00 

334.00 

312.00 

312.00 

312.00 

312.00 

35 

400.00 


400.00 

400.00 

400.00 

400.00 

40 



444.00 

444.00 

444.00 

444.0(i 

50 



556.00 

556.00 

^ 556.00 

556.00 


Delivery F. O. B. Factory, Milwaukee, Wis. For warehouse deliveries write nearest house. 
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C-H. SPEED REGULATORS 


FOR ALTERNATING CURRENT MOTORS 




No. 9320 A. G. Polyphase 
Motor Speed Regulator 


6 Inch Speed Regulator 


6 Inch Speed Regulator—D. C. 

These 6-inch Speed Regulators are for use as a means of varying the speed of small motors, such as are 
now employed for operating small blowers, fans, buffers, adding and copying machines, jewelers 1 and dentists’ 
lathes and drills, sewing machines, washing machines, etc. 

The operation is by means of a simple sliding lever, seven contacts being provided. If the first contact 
is an “off” or open point, the motor will be started on the second contact, giving six running positions. 
Without an “off” point there are seven running positions with six possible speed changes. The resistance 
is moisture-proof and dust-proof, the resistor wire being wound on a fiat porcelain core and imbedded in a 
special cement. 

These devices are also used as field regulators, dimmers for lighting circuits, heating coil regulators, in 
connection with plating baths, etc. 

The limitations in standard design are as follows: Maximum watt capacity, 125. Maximum resistance 
per step, 150 ohms. Maximum amperes, 10. Maximum voltage of circuit, 250. Net weight, 3 pounds. 
Diameter 6 inches. Height of casting 1% inches. 

Resistances higher than 150 ohms per step furnished at advanced price. 

List Price 
Each 

6 -inch Speed Regulator, fa H.P., fa H.P., fa H.P. fa H.P., H.P., 1 H.P., and % H.P. $5.30 

When ordering specify size and voltage desired and whether for compound or machine type load. 


SPEED REGULATORS FOR ALTERNATING CURRENT SLIP RING MOTORS 

No. 9320 


H.P. 

Weight 

Lbs. Boxed 

List Price 

Each 

H.P. 

Weight 

Lbs. Boxed 

List Price 
Each 

y* i 

(Plate 

25 

■KITsYjTnH 

4 


140 

$122.00 


1 type 

25 


5 


150 

128.00 

H] 


25 

32.00 



1 165 

140.00 

H 


25 


10 


190 

140.00 

H 


25 


15 

Type B 

225 

148.00 

1 


30 


20 


250 

• 178.00 

m 


35 

fllEiBsKtl'fsHII 

25 


275 

206.00 

2 

Type A 

45 

asstfm tnli nliiii 

30 


300 

294.00 

2 ^ 


50 


35 


330 

320.00 

3 


75 

^Kv flHB 

20 


275 

222.00 

4 


90 


25 


300 

254.00 

5 


100 


30 


300 

340.00 

2 ’ 


60 

teSBfimijBIll 

35 

TypeC 

375 

376.00 

2 M 


65 


40 


450 

382.00 

3 


70 


50 


525 

432.00 

3H 


90 


60 

% 

600 

476.00 

4 

Type AB 

90 


75 


650 

512.00 

5 


100 





7 Vi 


130 

108.00 




10 


150 





15 


175 

134.00 





Note: Full load rotor current per ring must not exceed: 6 amperes for plate type or 20 amperes for type 
(A), for 280 volts: 40 amperes for type (AB), for 320 volts; 75 amperes for type (B), for 320 volts; 150 
amperes for type (C), for 400 volts. 

Delivery: F. O. B. Factory, Milwaukee, Wis. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Price 


Western Electric 

STANDARD UNIT SWITCHBOARDS 



Generator Panels Up 
to 6401 Kw. 


480 and 600 Volt Separate and Combination 
[Generator and Feeder Panel 


Separate and Combination 
Generator and Feeder Panel* 


gWITCHBOARD requirements for most small plants have many details in common 

which permit them to be standardized, reducing initial costs and increasing operat¬ 
ing efficiencies. 

The Western Electric standard switchboards present in compact and convenient 
form a complete series of fully equipped panels, which can be used separately, or com¬ 
bined to suit the needs of the growing plants. 

Standardization in the case of these units benefits the user by reducing manufac¬ 
turing costs, saving time in preliminary details and in shipment and in simplifying 
future extensions. 

The line includes two classes of panels, 76 inches high and 90 inches high, each com¬ 
plete in itself, but designed for future joining to other of these standard units. The types 
comprise generator panels, combination generator and feeder panels, feeder panels for 
single, two and three phase circuits, exciter panels and series arc panels. 

All standard panels are of dull black marine finished slate, \y£ inches thick, but 
other materials and thicknesses are supplied when desired. 

The framework is of \% inch pipe with necessary fittings, furnishing a complete 
and sturdy support. Ample bus bar capacity in 2 inch by )/+ inch copper bar is provid¬ 
ed but not listed, as the individual requirements will vary. If required, 0000 B. 6c S. 
insulated wire may be substituted where the capacity does not exceed 200 amperes 
•alternating current. 

All instruments are operated from the*secondaries of current and potential trans¬ 
formers included with the panels. 

The oil switches are simple, compact and reliable, having quick positive action, 
liberal air and oil space and are readily accessible for inspection. 

These panels may be used for any frequency from 25 to 60 cycles, but will be fur- 
* nished for 60 cycles unless otherwise ordered. 

Digitized by xjOOQlC 




(cries Arc Pud 
1100 and 22 * , 
Volts 



Three Phase 
Panel 1150 - 23 * 
Volta 








Quantity Prices 
Quoted on Request 
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G. E. CIRCUIT BREAKERS 
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Automatic Circuit Breakers (Overload) 


CARBON BREAK. TYPE C, FORM Q, DIRECT AND ALTERNATING CURRENT 



Direct Current, Type C, Form 
Q Overload Circuit Breaker 


The Type C, Form Q circuit breaker has been designed to meet the 
demand for a compact, single pole breaker of low price, tor the automatic 
protection of small capacity motor, lighting and heating circuits and 
similar service. 

It is made in the front-connected, single pole form only, for use on 
direct current and alternating current circuits of 250 volts or less, and is 
mounted,on a natural black slate base 83^ inches long, 2 % inches wide 
and % inch thick. 

These circuit breakers are quick-acting, of rugged construction and 
the temperature rise will not exceed 28 degrees C. at rated full load current. 
The main contacts are of the laminated brush type. Heavy carbon 
secondary contacts on suitable spring supports are provided to prevent 
injury to the main contacts. The secondary contacts may be easily 
replaced when necessary. Two cable terminals are furnished with each 
circuit breaker. 

The tripping mechanism consists of a plunger actuated by a series 
coil and arranged to deliver a “hammer blow” to the latch which holds 
the breaker closed. Once the plunger commences to move, the pull 
continually increases and the tripping action is therefore absolutely posi¬ 
tive. An insulated button is provided on the latch for hand operation, 
and this latch, as well as the catch, are of hardened steel. 

The calibrating device is insulated from the live metal parts of the 
breaker and is locked in position. To adjust the tripping point, loosen 
the calibrating arm by giving the handle a half turn to the left, then raise 
or lower the arm until the proper line on the scale appears opposite the 
line on the name plate. Lock the calibrating arm in position by giving 
the handle a half turn to the right. * 

All live metal parts have bright copper finish, insulated parts, black 
oxidized. ^ 

These breakers will stand a high potential test between circuit breaker 
and ground of about five times their normal voltage rating. 


Type C, Form Q, Carbon Break—Direct and Alternating Current 

Overload, 250 Volts 


DIRECT CURRENT, SINGLE POLE, 250 VOLTS OR LESS 


List 

Ampere 

Calibration 


List Price 

No. 

Capacity 

Minimum 

Maximum 

Each 

75337 

3 

1.5 

5 

$15.14 

75338 

5 

3 

8 

15.14 

75339 

10 

5 

15 

15.14 

75340 

15 

10 

25 

15.14 

75341 

30 

15 

45 

15.14 

75342 

60 

30 

90 

17.16 

75343 

100 

eo 

150 

17.16 


ALTERNATING 

CURRENT, SINGLE POLE. 

250 VOLTS 


76794 

3 

2 

5 . 

$17.16 

76795 

5 

4 

8 

17.16 

76796 

10 

8 

15 

17.16 

76797 

• 15 

12 

25 

17.16 

76798 

30 

25 

45 

17.16 

76790 

60 

45 

90 

18.60 

76800 

100 

80 

150 

18.60 


Note: Approximate shipping weight is 4 lbs. 

These breakers can be furnished back connected for mounting on 1 inch base or panel. When so 
furnished, breakers are shipped mounted on wooden templates. For back connection add $1.43 to above 
list prices. 

“Ampere Capacity” denotes the load that the breaker will carry continuously without excessive 
heating. 

Delivery F. O. B. Factory, Schenectady, N. Y, For warehouse delijgttfttd write nearest house. 

16 Protective Apr nr ‘ f,,Q and Switchboard Accesaoiie* 
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Western Electric 
G. E. CIRCUIT BREAKERS 


Mail Orders Filled 
at Prevailing Prices 



Note: Ampere capacity denotes the load that the breaker will carry continuously at 30 degrees C. 
rise or less. Underload breakers can be set to trip between the minimum limit of 10 per cent, and the mini¬ 
mum limit of 20 per cent, of their carrying capacity. s~ t 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse Write nearest house. 

Protective Apparatus and Switchboard Accessorise 17 


300 Amperes, 250 Volts, without Barrier 200 Amperes, 500 Volts, DP Underload 

Type C, Form G, Carbon Break—Direct Current—Overload 


Recommended for small panels for motor control, mercury rectifiers, etc. 

_Single Pole, 500 Volts or Less_ Double Pole, 250 Volts 


Amp. 
Capac¬ 
ity * 

Calibration 

Min. Max. 

List No. 

List 

Price 

Each 

List No. 

List 

Price 

Each 

Front 

Con¬ 
nected 
on Base 

Back 

Connected 
for 1 Vi In. 
or 2 In. 
Panel 

Front 

Con¬ 
nected 
on Base 

Back 

Connected 
for \ Yi In. 
or 2 In. 

Panel 

3 

1.5 

5 

39899 

39911 

$24.30 

39898 

39910 

$32.90 

5 

3 

8 

39903 

39915 

24.30 

39902 

39914 

32.90 

10 

5 

15 

39907 

39919 

24.30 

39906 

39918 

32.90 

15 

10 

25 

35483 

35507 

24.30 

35482 

35506 

32. V0 

25 

15 

40 

35487 

35511 

24.30 

35486 

35510 

32.90 

50 

25 

75 

35491 

35515 

24.3) ' 

35490 

35514 

32.90 

100 

50 

150 

35495 

35519 

28.60 

35494 

35518 

40.04 

200 

100 

300 

35499 

35523 

38.60 

35498 

35522 

55.78 

300 

200 

450 

35503 

35527 

48.62 

35502 

35526 

65.75 


Double Pole, 500 Volts 


oitjuu o\rj l & . uu 

39904 39916 38.60 
39908 39920 38.60 
35484 35508 38.60 
35488 35512 38.60 
35492 35516 38.60 
35496 35520 45.76 
35500 35524 * 62.92 
35504 35528 72.94 


Direct Current—Underload 

Single Pole, 500 Volts or Less Double Pole, 250 Volts Double Pole, 500 Volts 


Amp. 

Capac¬ 

ity 

List No. 

List 

Price 

Each 

List No. 

List 

Price 

Each 

List No. 

List 

Price 

Each 

Front 

Con¬ 

nected 

on 

Base 

Back 
Connect¬ 
ed for 

1 Vi In. 
or 2 In. 
Panel 

Front 

Con¬ 

nected 

On 

Base 

Back 
Connect¬ 
ed for 
\ l A In. 
or 2 In. 
Panel 

Front 

Con¬ 

nected 

On 

Base 

Back 
Connect¬ 
ed for 

1 Vi In. 
or 2 In. 
Panel 

15 

37493 

37517 

$27.(0 

37492 

37516 

$37.18 

37494 

37518 

$42.50 

25 

37497 

• 37521 

27 CO 

37496 

37520 

37.18 

37498 

37522 

42..50 

50 

37501 

37525 

27.00 

37500 

37524 

37.18 

37502 

37526 

42.50 

100 

37505 

37529 

31.46 

37504 

3752S 

44.34 

37506 

37530 

.50.06 

200 

37509 

37533 

42.50 

37508 

37532 

61.50 

37510 

37534 

68.64 

300 

37513 

37637 

54.34 

37512 

37536 

78.64 

37514 

37538 

85.80 



































Quantity Prices 
Quoted on Request 


Western Electric 
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G. E. CIRCUIT BREAKERS 


Type C, Form G, Carbon Break 

DIRECT CURRENT—COMBINED OVERLOAD AND tUNDERLOAD 
Single Pole, 500 Volts or Less Double Pole, 250 Volts 


Amp. 

Capac¬ 

ity 

Calibration 

List No. 

List 

Price 

Each 

List No. 

List 

Price 

Each 

♦Front 

Con¬ 
nected 
on Base 

Back 

Connected 
for 1 Yi In. 
or 2 In. 
Panel 

♦Front 
Con¬ 
nected 
on Base 

Back 

Connected 
for \y 2 In. 
or 2 In. 
Panel 

Min. 

Max. 

15 

10 

25 

77676 

77688 

$51.48 

77675 

77687 

El* 

25 

15 

40 

77678 

77690 

51.48 

77677 

77689 


50 

25 

75 

77680 

77692 

51.48 

77679 

77691 


100 

50 

150 

77682 

77694 

60.06 

77681 

77693 

60.04 

200 

100 

300 

77684 

77696 

81.50 

77683 

77695 

81.50 

300 

200 

450 

77686 

77698 

102.96 

77685 

77697 

102.96 


Double Pole, 500 Volts 

Manufacturers’ No., list prices, etc., same as above. ♦Each pole mounted on separate base. 
tCombination consists of one single pole overload and one single pole underload breaker. When used 
as single pole breaker, both breakers are connected in series. When used as double pole breaker, connect 
overload breaker in one side of line, underload in the other side. 


Direct Current—Combined Overload and fEow Voltage 

Single Pole, 500 Volts or Less—Front Connected Single Pole, 500 Volts or Less—Back 

on 134 Inch Base_Connected for 1*^ or 2 Inch Panel 



Calibration 

♦♦List No. 

♦♦List 

Price 

Each 

**List No. 

♦♦List 

Price 

Each 

Min. 

Max. 

For 

125 

Volts 

For 

250 

Volts 


For 

125 

Volts 

For 

250 

Volts 


3 

1.5 

5 

77243 

77245 

77247 


77297 

77299 


$38.60 

5 

3 

8 

77249 

77251 

77253 

38.60 




38.60 

10 

5 

15 

77255 

77256 

77259 

38.00 


77311 

77313 

38.60 

15 

10 

25 

77261 

77263 

77265 

38.60 

77315 

77317 

77319 

38.60 

25 

15 

40 

77267 

77269 

77271 

38.60 

77321 

77323 

77325 

38.60 

50 

25 

75 

77273 

77275 

77277 


77327 

77329 


38.60 

100 

50 

150 

•77279 

77281 

77283 



77335 

77337 

42.90 

200 

100 

300 

77285 

77287 

77289 

55.76 

77339 

77341 

77343 

55.76 

300 

200 

450 

77291 

77293 

77295 

65.78 

77345 

77347 

77349 

65.78 


Double Pole, 125 and 250 Volts—Front Connected Double Pole, 125 and 250 Volts—Back 

on \ l /\ Inch Base_Connected for \}/j or 2 Inch Panel 


Amp. 

Capac¬ 

ity 

Calibration 

♦♦List No. 

♦♦List 

Price 

Each 

“List No. 

♦♦List 

Price 

Each 

Min. 

Max. 

For 

125 

Volts 

For 

250 

Volts 

For 

125 

Volts 

For 

250 

Volts 

3 

1.5 

5 

» r j; JR % 

77246 

$47.20 

77298 


$47.20 

5 

3 

8 


77252 

47.20 

77304 


47.20 

10 

5 

15 


77258 

47.20 

77310 

77312 

47.20 

15 


25 


77264 

47.20 

77316 

77318 

47.20 

25 

15 

40 

77268 


47.20 

77322 

77324 


50 

25 

75 

77274 

77276 

47.20 

77328 



100 


150 

77280 

77282 

54.34 

77334 

77336 

54.34 

200 


300 

77286 

77288 

72.94 

77340 

77342 

72.94 

300 


450 

77292 

77294 

82.94 

77346 

77348 

82.94 


Double Pole, 500 Volts—Front Connected Double Pole, 500 Volts—Back Connected 

on 1}4 Inch Base_ for lj^ or 2 Inch Panel _ 




♦♦List No. 
for 

500 Volts 

♦♦List 

Price 

Each 

•♦List No. 
for 

500 Volts 

♦•List 

Price 

Each 


Max. 


1.5 

5 

77248 

$52.90 

77302 

$52.90 

■f 

3 

8 

77254 

52.90 

77308 

52.90 

10 

5 

15 


52.90 

77314 

52.90 

15 

10 

25 

77266 

52.90 

77320 

52.90 

25 

15 

40 

77272 

52.90 

77326 

52.90 

50 

25 

75 

77278 

52.90 


52.90 

100 

50 

150 

77284 

60.06 

77338 

60.06 

200 

100 

300 

77290 

80.08 

77344 

80.08 

300 

200 

450 

77296 

90.10 


90.10 


Note: Ampere capacity denotes the load that the breaker will carry continuously at 30 degrees C. 
rise or less. For alternating current prices refer to lists of overload breakers and attachments. 
♦♦Manufacturer’s No. and list price includes series resistance for low voltage coil. 
fLow voltage releases at approximately one-half rated voltage. 

Delivery F. O. B. Factory, Schenectady, N. Y. Folr warehouse deliveries, write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


G. E. CIRCUIT BREAKERS 
Type C, Form G, Carbon Break—Direct Current 



PLAIN SHUNT 

TRIP, WITH 

CIRCUIT OPENING 

AUXILIARY 

SWITCH 




Single 

Pole, 500 Volts or Less 





List No. 







Back 

Back 





Front 

Connected 

Connected 


Approx. Ship. 



Connected 

for 1 y 2 In. 

for 2 In. 

ampere 

Wt., Lbs. 


List Price 

On Base 

Panel 

Panel 

Capacity On Base For Panel 

Each 

77164 

77176 

77188 

100 

20 

12 

$32.90 

77168 

77180 

77192 

200 

32 

20 

42.90 

77172 

77184 

77196 

300 

32 

20 

53.10 



Double Pole, 250 Volts 




77163 

77175 

77187 

100 

25 

15 

$24.34 

77167 

77179 

77191 

200 

48 

32 

60.06 

77171 

77183 

77195 

300 

48 

32 

70.08 



Double Pole, 500 Volts 




77165 

77177 

77189 

100 

25 

15 

$50.06 

77169 

77181 

77193 

200 

48 

32 

67.20 

77173 

77185 

77197 

300 

48 

32 

77.22 


Note: No overload coils on these breakers. 


OVERLOAD AND SHUNT TRIP, WITH CIRCUIT OPENING AUXILIARY SWITCH 


Single Pole, 500 Volts or Less 


List No. 


Front 

Connected 

Back 

Connected 
for 1 Vi In. 

Back 

Connected 
for 2 In. 

Ampere 

Calibration 

Approx. Ship. 

Wt., Lbs. 

On For 

List Price 

On Base 

Panel 

Panel 

Capacity 

Min. 

Max. 

Base 

Panel 

Each 

77461 

77497 

77533 

3 

1.5 

5 

25 

15 

$40.04 

77465 

77501 

77537 

5 

3 

8 

25 

15 

40.04 

77469 

77505 

77541 

10 

5 

15. 

25 

15 

40.04 

77473 

77509 

77545 

15 

10 

25 

25 

15 

40.04 

77477 

77513 

77549 

25 

15 

40 

25 

15 

40.04 

77481 

77517 

77553 

50 

25 

75 

25 

15 

40.04 

77485 

77521 

77557 

100 

50 

150 

25 

15 

44.34 

77489 

77525 

77561 

200 

100 

300 

40 

30 

54.34 

77493 

77529 

77565 

300 

200 

450 

40 

30 

64.36 

77460 

77496 

77532 

Double Pole, 

3 

250 Volts 

1.5 

5 

30 

20 

$48.62 

77464 

77500 

77536 

5 

3 

8 

30 

20 

48.62 

77468 

77504 

77540 

10 

5 

15 

30 

20 

48.62 

77472 

77508 

77544 

15 

10 

25 

30 

20 

48.62 

77476 

77512 

77548 

25 

15 

40 

30 

20 

48.62 

77480 

77516 

77552 

50 

25 

75 

30 

20 

48.62 

77484 

77520 

77556 

100 

50 

150 

30 

20 

55.78 

77488 

77524 

77560 

200 

100 

300 

55 

40 

71.50 

77492 

77528 

77564 

300 

200 

450 

55 

40 

81.50 

77462 

77498 

77534 

Double Pole, 

3 

500 Volts 

1.5 

5 

35 

20 

$54.34 

77466 

77502 

77538 

5 

3 

8 

35 

20 

54.34 

77470 

77506 

77542 

10 

5 

15 . 

35 

20 

54.34 

77474 

77510 

77546 

15 

10 

25 

35 

20 

54.34 

77478 

77514 

77550 

25 • 

15 

40 

35 

20 

54.34 

77482 

77518 

77554 

50 

25 

75 

35 

20 

54.34 

77486 

77522 

77558 

100 

50 

150 

35 

20 

61.50 

77490 

77526 

77562 

200 

100 

300 

60 

40 

78.66 

77494 

77530 

77566 

300 

200 

450 

60 

40 

88.66 


Note: Ampere capacity denotes the load that the breaker will carry continuously at 30 degrees C. 
rise or less. Capacities below 100 amperes, same price. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
Protective Apparatus and Switchboard Accessories 19 
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Quoted on Request 


Western Electric 133 

G. E. ALTERNATING CURRENT CIRCUIT BREAKERS 




Double Pole, Type G, Form G, Front 
Connected 



Triple Pole, Typo C, Form G, Two Overload^Coila 


Type C, Form G, Carbon Breaker 



Single Pole, 

600 Volts 

or Less 


Double Pole, 250 Volta 




List No. 


List No. 






Back 


Back 





Front 

Connected 

Front 

Connected 





Con¬ 

fori V£ln- List 

Con¬ 

for 1 M In. 

List 

Ampere 

Calibration 

nected 

or 2 In. Price 

nected 

or 2 In. 

Price 

Capacity 

Mip. 

Max. 

on Base 

Panel Each 

on Base 

Panel 

Each 

3 

1.5 

5 

43340 

43352 $27.18 

43339 

43351 

$37.18 

5 

3 

8 

43344 

43356 % 27.18 

43343 

43355 

37.18 

10 

5 

15 

43348 

43360 27.18 

43347 

43359 

37.18 

15 

10 

25 

38144 

38168 27.18 

38143 

38167 

37.18 

25 

15 

40 

38148 

38172 27.18 

38147 

38171 

37.18 

50 

25 

75 

38152 

38176 27.18 

38151 

38175 

37.18 

100 

50 

150 

38156 

'38180 31.46 

38155 

38179 

44.34 

200 

100 

300 

38160 

38184 42.96 

38159 

38183 

61.50 

300 

200 

450 

38164 

38188 54.34 

38163 

38187 

78.66 

Double Pole, 

600 Volta, One Overload Coil Only 

1 T. P. 600Volta, One Overload Coil Only 

3 

1.5 

5 

43341 

43353 $42.90 

46271 

46280 

$61.50 

5 

3 

8 

43345 

43357 42.90 

46272 

46281 

61.50 

10 

5 

15 

43349 

43361 42.90 

46273 

46282 

61.50 

15 

10 

25 

38145 

38169 42.90 

38196 

40322 

61.50 

25 

15 

40 

38149 

38173 42.90 

38197 

40323 

61.50 

50 

25 

75 

38153 

38177 42.90 

38198 

40324 

61.50 

100 

50 

150 

38157 

38181 50.06 

38199 

40325 

72.94 

200 

100 

300 

38161 

38185 68.64 

38200 

40326 

98.68 

300 

200 

450 

38165 

38189 85.80 

38201 

40327 

122.98 


Triple Pole, 600 Volts, Two Overload Coils Only 


3 

1.5 

5 

46268 

46277 

$72.94 

46274 

Coil 

46283 

$81.50 

5 

3 

8 

46269 

46278 

72.94 

46275 

46284 

81.50 

10 

5 

15 

46270 

46279 

72.94 

46276 

46285 

81.50 

15 

10 

25 

38190 

38214 

72.94 

38202 

38220 

81.50 

25 

15 

• 40 

38191 

38215 

72.94 

38203 

38221 

81.50 

50 

25 

75 

38192 

38216 

72.94 

38204 

38222 

81.50 

100 

50 

15C 

38193 

38217 

84.38 

38205 

38223 

92.96 

200 

100 

300 

38194 

38218 

114.40 

38206 

38224 

121.56 

300 

200 

450 

38195 

38219 

143.00 

38207 

38225 

145.86 


Triple Pole, 600Volts, 25-40-60 Cycles, 
One Overload and One Low Voltage 


Note: Ampere capacity denotes the load that the breakers will carry continuously at 30 degrees C. 
rise or less. 


Use one overload coil on balanced circuits; two overload coils on unbalanced circuits. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries, write nearest house. 
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134 Western Electric . 

G. E. CIRCUIT BREAKERS 
Type C, Form G, Carbon Break 

ALTERNATING CURRENT—PLAIN SHUNT TRIP 

With Circuit Opening Auxiliary Switch 
Single Pole, 600 Volts or Less 

tfList No. 


Front 

Back 

Connected 

Back 

Connected 

Approx. Ship. Wt. Lbs. 


Connected 

for 1 Yi In. 

for 2 In. 

Ampere 

On 

For 

tfList Price 

on Base 

Panel 

Panefl 

Capacity 

Base 

Panel 

Each 

77200 

77212 

77224 

100 

20 

12 

$37.56 

77204 

77216 

77228 

200 

32 

20 

47.20 

77208 

77220 

77232 

300 

32 

20 

58.64 

77199 

77211 

* 77223 

Double Pole, 250 Volts 

100 

25 

15 

$48.62 

77203 

77215 

77227 

200 

48 

32 

65.78 

77207 

77219 

77231 

300 

48 

32 

82.94 

77201 

77213 

77225 

Double Pole, 600 Volts 

100 

25 

15 

$54.34 

77205 

77217 

77229 

200 

48 ' 

32 

72.40 

77209 

77221 

77233 

300 

48 

32 

90.10 

77234 

77237 

77240 

Triple Pole, 600 Volts 

100 

40 

30 

$77.22 

77235 

77238 

77241 

200 

65 

50 

102.80 

77236 

77239 

77242 

300 

65 

50 

127.28 


Direct and Alternating Current Attachments—Auxiliary Switches 


Circuit Closing 

Circuit Opening 

Combined 

Circuit Opening 
and 

Circuit Closing 

Am. 

Cap. 

of 

Circuit 

Breaker 

For 

Mounting 

on 

List 

No. 

List 

Price 

Each 

List 

No. 

List 

Price 

Each 

List 

No. 

List 

Price 

Each 


$4.30 

37547 

$4.30 

37559 

$/. 16 

3-100 

1 x /i ins. Base 

37554 

4.30 

37548 

4.30 

37560 

7.16 

3-100 

1 x /i ins- Panel 

37555 

4.30 

37549 

4.30 

37561 

7.16 

3-100 

2 ins. Panel 

37556 

4.30 

37550 

4.30 

37562 

7.16 

200-300 

l x A ins. Base 

37557 

4.30 

37551 

4.30 

37563 

7.16 

200-300 

1H ins. Panel 

37558 

4.30 

37552 

4.30 

37564 

7.16 

200-300 

2 ins. Panel 


Mfr. No. 
Attachment 

37545 

37546 


Voltage 

of 

Circuit 

125-250-500 

125-250-500 


tShunt Trip Attachments 

Description of 
Circuit Breakers 

Ampere 

Capacity Poles 

3-100 Single and Double 

200-300 Single and Double 


List 

Price 

Each 

$11.44 

11.44 


•Low Voltage Release Attachments 


-Alternating Current- 


-Direct Current- 


List No. 

List 

Voltage 

Approx. 

*—Desc 

Attach¬ 

Price 

of 

Releasing 

Ampere 

ment 

Each 

Circuit 

Voltage 

Capacity 

43378 

$20.02 

125 

60 

3-100 

43381 

22.88 

125 

60 

200-300 

43379 

20.02 

250 

125 

3-100 

43382 

22.88 

250 

125 

200-300 

43380 

20.02 

500 (600) 

250 

3-100 

43383 

22.88 

500 (600) 

250 

200-300 


Poles 

Single and Double 
Single and Double 
Single and Double 
Single and Double 
Single and Double 
Single and Double 


•Release at one-half rated load. 

tShould be allowed to remain in circuit only momentarily. 

Same attachments with either single or double pole breakers. 

Only one pole (the right hand from the front) is tripped out by these attachments. 
ttMfr. No. and list price includes circuit opening auxiliary switch for opening shunt coil circuit. 
Del ivory F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries, write nearest house* 
Protf/t;- * rrnratui and Switchboard Acce-;er!ee 21 
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Western Electric 
G. E. CIRCUIT BREAKERS 


135 



Single Pole, Overload, 650 Volts, 500 Amperes 



Double Pole, Overload, 450 ts, 1300 Amperes 


Type C, Form P, Carbon Break 

BACK CONNECTED DIRECT CURRENT—OVERLOAD 

Recommended for general switchboard work. Main contact brushes are protected by carbon and metal secondaries. 
Contact pressure adjustable. Each breaker calibrated individually and has wide range of calibration, clearly marked. Double 
pole breakers, each pole separate handle; triple pole breakers, one handle for all poles and "trip-free” feature. Contact studs 
and blocks drop forged in one piece. 


Single Pole—650 Volts or Less 


tDouble Pole—250 Volts 
(One Overload Coil) 


List No. List No. 


•Ampere 

Calibration 

On 1 M In. 

For \ In. 
or 2 In. 

List Price 

On 1 H In. 

For In. 

or 2 In. 

List Prioe 

Capacity 

Minimum 

Maximum 

Base 

Panel 

Each 

Base 

Panel 

Each 

15 

10 

25 

36206 

36233 

$57.20 

36205 

36232 

$82.94 

25 

15 

45 

36209 

36236 

57.20 

36208 

36235 

82.94 

50 

25 

75 

36212 

36239 

57.20 

36211 

36238 

82.94 

100 

50 

150 

36215 

36242 

60.01 

36214 

36241 

88.66 

200 

100 

300 

36218 

36245 

75.80 

36217 

36244 

111.54 

300 

200 

450 

36221 

36248 

90.00 

36220 

36247 

134.42 

600 

300 

750 

36224 

36251 

120.12 

36223 

36250 

183.04 

600 

400 

900 

t105725 

105731 

135.86 

t105724 

105730 

205.92 

800 

500 

1200 

t 36227 

36251 

164.46 

t 36226 

36253 

251.68 

1000 

600 

1500 

't105728 

105734 

194.48 

t105727 

105733 

300.30 

1200 

800 

1S00 

t 36230 

36257 

223.08 

t 36229 

36256 

346.06 


?Double Pole, Double Coil, 250 Volts 

List No. 


•Ampere 

Capacity 

Minimum 

Calibration 

Maximum 

On 1 \i In. 

Baao 

For 1H In. 
or 2 In. 

Panel 

List Price 
Eaoh 

15 

10 

25 

107088 

107099 

$111.54 

25 

15 

45 

107089 

107100 

111.54 

50 

25 

75 

107090 

107101 

111.54 

too 

50 

150 

107091 

107102 

117.26 

200 

100 

300 

10709* 

107103 

115.16 

300 

200 

450 

107093 

107104 

178.76 

500 

300 

750 

107094 

107105 

241.68 

600 

400 

900 

t107095 

107106 

274.40 

800 

500 

1200 

t107096 

107107 

334.62 

100Q 

600 

1500 

t107097 

07108 

397.54 

1200 

800 

1800 

t107098 

107109 

457.60 


NUTS AND TERMINALS 

List prices include complete eauipment of nuts and terminals for each stud. 

•Load which the breaker will carry continuously at 30 degrees C. rise or less. 
tMounted on 1H inch base. 

|Double pole, 650 volt breakers, prices on application, stating requirements. 

Underload breakers may be set to trip between the limits of 10 per cent, and 20 per oent. of their ratedarnpere capacity. 
Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 

G. E. CIRCUIT BREAKER 


Mail Orders Filled 
at Prevailing. Prices 


Type C, Form P, Carbon Break—Direct Current—Underload 

BACK CONNECTED 

Single Pole, 650 Volta or Leaa Double Pole, 250 Volta or Less 

List No. List No. 


♦Amp. 

On IM In. 

For 1 X In. or 

List Price 

On IX In. 

For \X In. or 

List Price 

Cap. 

Base 

2 In. Panel 

Each 

Base 

2 In. Panel 

Each 

15 

42076 

42103 

$S1 50 

42075 

42102 

$131.56 

25 

42079 

42106 

81.50 

42078 

42105 

131.56 

50 

42082 

42109 

81.50 

420S1 

42108 

131.56 

100 

42085 

42112 

91.52 

42084 

42111 

137 28 

200 

42088 

42115 

101.54 

42087 

42114 

153.00 

300 

42091 

42118 

114 40 

42090 

42117 

171.60 

500 

42094 

42121 

148.72 

42093 

42120 

226 36 

600 

tl07012 

107018 

168.74 

+107011 

107017 

255.98 

800 

42097 

42124 

204.50 

+ 42096 

42123 

302.60 

loon 

107015 

107021 

243.10 

t107014 

107020 

374.66 

1200 

■ 42100 

42127 

280.28 

f 42099 

42126 

434.50 


Overload and Underload—Direct Current 

Single Pole, 650 Volta or Leaa—Back Connected Double Pole, 250 Volta or Leaa 

List No. List No. 


imp. 

Calibration 

On IX In. 

For 1 X In. 
or 2 In. 

List 

On IX In. 

For 1 X In. 
or 2 In. 

List 

Cap. 

Min. 

Max. 

Base 

Panel 

Price 

Base 

Panel 

Price 

15 

10 

25 

107024 

107057 

$85.80 

107023 

107056 

$117.26 

25 

15 

45 

107027 

107060 

85 80 

107026 

107059 

117 26 

50 

25 

75 

107030 

107063 

85.80 

107029 

107062 

117 26 

100 

50 

150 

107033 

107066 

90.10 

107032 

107065 

125 40 

200 

100 

300 

107036 

107069 

114.40 

107035 

107068 

158 74 

300 

200 

450 

107039 

107072 

13o.86 

107038 

107071 

188 70 

600 

300 

750 

107042 

107075 

180.18 

107041 

107074 

254 54 

600 

400 

900 

+107045 

107078 

204.50 

107044 

107077 

286 00 

800 

600 

1200 

t107048 

107081 

247 40 

4107047 

107080 

351 56 

1000 

600 

1500 

1107051 

107084 

291.72 

+107050 

107083 

417 56 

1200 

800 

1800 

t107054 

107087 

334.62 

+107053 

107086 

480.48 

Note: No relays used. Both underload and overload coils are combined with the breakers. 




Direct Current—§Shunt Trip, with Circuit Opening Auxiliary 

Switch 


Used with Circuit Closing Relays, Speed Limit Devices, Push Button Control, Etc. 
Single Pole, 650 Volta or Less—Back Connected Double Pole, 250 Volts 




List No. 


JList 


List No. 


JList 

♦Amp. 

On IX In. 

For \X In. 

For 2 In. 

Price 

On 1 X In. 

For 1 X In. 

For 2 In. 

Price 

Cap. 

Base 

Panel 

Panel 

Each 

Base 

Panel 

Panel 

Each 

100 

107292 

107316 

107340 

$68.64 

107291 

107315 

107339 

$97 24 

200 

107295 

107319 

107343 

84.38 

107294 

107318 

107342 

120 12 

300 

107298 

107322 

107346 

98.68 

107297 

107321 

107345 

143 00 

500 

107301 

107325 

107349 

128 70 

107300 

107324 

107348 

191.62 

600 

tl07304 

107328 

107352 

144 44 

+107303 

107327 

107352 

214 50 

800 

+107307 

107331 

107355 

177.04 

+107306 

107330 

107354 

260 26 

1000 

+107310 

107334 

107358 

203.06 

+107309 

107333 

107357 

308.88 

1200 

+107313 

107337 

107361 

231.66 

+107312 

107336 

107360 

354.64 


Direct Current—§Overload and Shunt Trip 

With Circuit Opening Auxiliary Switch—Back Connected 
Used with Circuit Closing Relay, Speed Limit Device—Push Button Control 


Single Pole, 650 Volts or Less Double Pole, 250 Volts 


♦Amp. 

Cap. 

Calibration 

JList No. 

JList 

JList No. 

JList 

Min. 

Max. 

On IX In. 
Base 

For \X In. 
Panel 

For 2 In. 
Panel 

Price 

Each 

On IX In. 
Base 

For IX In 
Panel 

For 2 In. 
Panel 

Price- 

Each 

15. 

10 

25 

105847 

105880 

105913 

$82 84 

105846 

105879 

105912 

$108.68 

25. 

15 

40 

105850 

105883 

105916 

82 84 

105849 

105882 

105915 

108.68 

50. 

25 

75 

105853 

105886 

105919 

82 84 

105852 

105S85 

105918 

108.68 

100. 

50 

150 

105856 

105889 

105922 

85.80 

105S55 

105888 

105921 

114.40 

200. 

100 

300 

105859 

105892 

105925 

101.54 

105858 

105S91 

105924 

139 28 

300. 

200 

450 

105862 

105895 

105928 

115.82 

105861 

105894 

105927 

160.16 

500. 

300 

750 

105865 

105898 

105931 

145.86 

105864 

105897 

105930 

208 78 

600. 

400 

900 

+105868 

105901 

105934 

161.60 

+105867 

105900 

105933 

231.66 

800. 

500 

1200 

+105871 

105904 

105937 

190.20 

+105870 

105903 

105936 

277 42 

1000. 

600 

1500 

+105874 

105907 

105940 

220.20 

+105873 

105906 

105939 

326.04 

1200. 

800 

1800 

+105S77 

105910 

105943 

248.82 

+105876 

105909 

105942 

371 SO 


If the shunt trip coil is connected so that the trip coil circuit is opened when circuit breaker opens, the auxiliary switch, 
will be omitted if so ordered. If omitted, deduct $8.58 list. 


NUTS AND TERMINALS 

List Prioes Include complete equipment of nuts and terminals for each stud. 

♦Load which the breaker will carry continuously at 30 degrees C. rise or less. 
fMounted on 1^ inch base. 

|Mfr. No. and list price include circuit opening auxiliary switch. 

(Shunt trip roil should be left in circuit only momentarily. 

Delivery 1 O. B. Factory, Schenectady, N. Y. For warehouse deliveries 4yite nearest house. 
Protective A ; 7 : us find Switchboard Accessories 23 
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TYPE C, FORM P, CARBON BREAK 

Direct Current—^Overload and Low Voltage 

SINGLE POLE, 125, 250 or 650 VOLTS—BACK CONNECTED 

Specify voltage desired. Mounted on 1 inch base. 

Mounted on Inch Base Mounted on or 2 Inch Panel 


•Ampere 

Capacity 

Calibration 

ttList 

ttList Price 

List 

List Price 

Minimum 

Maximum 

No. 

Each 

No. 

Each 

1 5. 

10 

25 

105739 

$77.22 

105794 

$77.22 

25. 

15 

40 

105744 

77.22 

105799 

77.22 

50. 

25 

75 

105749 

77.22 

105804 

77.22 

100. 

50 

150 

105754 

80.08 

105809 

80.08 

200. 

100 

300 

105759 

95.80 

105814 

95.80 

300. 

200 

450 

105764 

110.10 

105819 

110.10 

500. 

300 

750 

105769 

140.14 

105824 

140.14 

600. 

400 

900 

1105774 

155.86 

105829 

155.86 

800 .. % . 

500 

1200 

t105779 
1105784 

184.48 

105834 

184.48 

1000. 

600 

1500 

214.50 

105839 

214.50 

1200. 

SIM) 

1800 

fl05789 

243.10 

10.5844 

243.10 


DOUBLE POLE—250 VOLTS OR LESS 


For \\j Inch Base_For 1 ^ or 2 Inch Panel 


•Ampere 

Capacity 

| Calibration f 

ttList No. | 

UT :^L TL-I_ 

| ttList No. | 

ttList 

Price 

Each 

Min. 

Max. 

For 125 
Volta 

For 250 
Volts 

TTList trice 
Each 

For 125 
Volts 

For 250 
Volts 

15. 

10 

25 

105736 

105738 

$102.96 

105791 

105793 

$102.96 

25. 

15 

10 

105741 

105743 

102.96 

105796 

105798 

102.96 

50. 

25 

75 

105746 

105748 

102.96 

105801 

105803 

102.96 

100. 

50 

150 

105751 

105753 

137.28 

105806 

105808 

108.68 

200. 

100 

300 

105756 

105758 

131.56 

105811 

105813 

131.56 

300. 

200 

450 

105761 

105763 

154.00 

105816 

106818 

154.08 

500. 

300 

750 

105766 

105768 

203.06 

105821 

105823 

203.06 

600. 

400 

900 

fl05771 

tl05773 

225.94 

105826 

105828 

225.94 

800. 

500 

1200 

tl0o776 

1105778 

271.70 

105831 

105833 

271.70 

1000. 

600 

1500 

tl05781 

tl05783 

320.32 

105836 

105838 

320.32 

1200. 

800 

1800 

t105786 

tl05788 

366.08 

105841 

105843 

366.08 


NUTS AND TERMINALS 

List prices include complete equipment of nuts and terminals for each stud. 

•Load which the breaker will carry continuously at 30 degrees C. rise or less. 
fMounted on 1 inch base. 

^Releases at approximately one-half rated voltage, 
tflnclude series resistance for low voltage coil. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 

24 Protective Apparatus and Switchboard Accessories 
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Western Electric 

G. E. CIRCUIT BREAKERS 


Mail Orders Filled 
at Prevailing Prices 





S. P. —500 Amperes, 650 Volts—Reverse' Current 


Direct Current—ffReverse Current—Back Connected 

Generally used for protecting generators, storage batteries and like service. 

Reverse current feature does not operate on overload. Potential coil only in circuit while breaker 
is being closed, requires no exciting current in normal operation. 

Is independent of voltage in operation and, consequently, not affected by low voltage conditions. 


Single Pole — 650 Volts or Less Double Pole —250 Volts 


•Ampere 

Capacity 

Calibration 

List No. 

List 

Price 

Each 

List No. 

list 

Price 

Each 

On 1 Vi In. 
Base 

For 1 1 /2 In. 
or 2 In. 
Panel 

On 1 Vi In. 
Base 

For 1 In. 
or 2 In. 
Panel 

Minimum 

Maximum 

15 



107112 

107145 

$68.04 

107111 

107144 

$94.38 

25 



107115 

107148 

68.64 

107114 

107147 

94.38 

50 

5% 

20% 

107118 

107151 

68.64 

107117 

107150 

94.38 

100 

of 

of 

107121 

107154 

71.40 

107120 

107153 

100.16 

200 

Rated 

Rated 

107124 

107157 

91.52 

107123 

107156 

128.70 

300 

Ampere 

Ampere 

107127 

107160 

108.68 

107126 

107159 

151.58 

500 

Capacity 

Capacity 

107130 

107163 

143 00 

107129 

107162 

205.92 

GOO 

on 

on 

t107133 

107166 

162.02 

t107132 

107165 

233.10 

800 

Reversal 

Reversal 

1107136 

107169 

197.34 

4107135 

107168 • 

284.58 

1000 



t107139 

107172 

234 52 

1107138 

107171 4 

338.90 

1200 



t107142 

107175 

268.84 

t107141 

107174 

273.00 


Direct Current—^Overload and Reverse Current—Back Connected 


15 


1 25 1 

107178 

107211 

$91.52 

107177 

107210 

$122.98 

25 

15 


107181 

107214 

91.52 

107180 

107213 

122.98 

60 

25 

75 

107184 

107217 

91.52 

107183 

107216 

122.98 

100 

50 


107187 

107220 

95.80 

107186 

107219 

130.14 

200 

100 


107190 

107223 

121.00 

107189 

107222 

165 88 

300 

200 


107193 

107226 

144.44 

107192 

107225 

197.34 

500 

300 

750 

107196 

107229 

167.40 

107195 

107228 

265.98 

COO 

400 

900 

1107199 

107232 

217.36 

4107198 

107231 

302.96 

800 

500 

1200 

t107202 

107235 

263.12 

t107201 

107234 

366.08 

1000 

600 


1107205 

107238 

371.30 

t107204 

107237 

437.58 

1200 

800 

| I860 

t107208 

107241 

-f— 

357.50 

4107207 

1072^0 

571.30 


NUTS AND TERMINALS 

List prices include complete equipment of nuts and terminals for each stud. 

•Load which the breaker will carry continuously at 30 degrees C. rise or less. 
tMounted on 1inch base. 

^Calibration of reverse current coil is from 5 per cent, to 20 per cent, of rated ampere capacity on 
reversal. 

tfNo overload coil, operates on reversal only. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse nearest house. 

Protective App< ,r »*iis and Switchboard A \ ~Vs 25 
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Triple Pole, Overload and Low Voltage Attachment 


Type C, Form P, Carbon Break 

Back Connected 

Alternating Current—ffSHunt Trip with Circuit Opening Auxiliary Switch 

•Shunt trip breakers generally used for push button control or where it is desired to operate' breaker 
by a limit switch. Also used in combination with relays. 

Triple pole shunt trip breakers can be furnished for direct current. No extra charge when ordered for 
direct current. 

Circuit opening auxiliary switch included may be omitted if breaker itself opens shunt trip circuit. 
Deduct $8.58 list. 


Triple Pole—480 Volts or Less Triple Pole—650 Volts or Less 


•Ampere 

Capacity 

Jl.ist No. 

ill 

{List No. 

{List 

Price 

Each 

On \\i In. 
Base 

For 1 \i In. 
Panel 

For 2 In. 
Panel 



For 2 In. 
Panel 

100. 

114U81 

114697 

114713 

$174.46 

114682 

114698 

114714 

$191.62 

200. 

114683 

114699 

114715 

194.78 

114684 

114700 

114716 

215.92 

300. 

114685 

114701 

114717 

220.22 

114686 

114702 

114718 

240.24 

500. 

114687 

114703 

114719 

270.26 

114688 

114704 

114720 

290.30 

600. 

tl14689 

114705 

114721 

286.86 

fl14690 

114706 

114722 

311.74 

800. 

tll4691 

114707 

114723 

388.80 

tl14692 

114708 

114724 

361.80 

1000. 

t114693 


114725 

388.96 

tl14694 

114710 

114726 

411.84 

1200.... 

t114695 

114711 

114727 

437.58 

tl14696 

114712 

114728 

460.46 


Single Pole—650 Volts or Less Double Pole—480 Volts or Less 


•Ampere 

Capacity 

| List No. 

tList 

Price 

Each 

List No. | 

tList 

Price 

Each 

On 1 M In. 
Base 

For 1H la- 
Panel 

For 2 In. 
Panel 

On 1 M In. 
Ba 9b 

For 1 Yi In. 
Panel 

For 2 In. 
Panel 

100. 

114569 

114593 

114617 


114568 

114592 

114616 

$105.82 

200. 

114572 

114596 

114620 

91.52 

114571 

114595 

114619 

133.00 


114575 

114599 

114623 

107.26 

114574 

114598 

114622 

157.30 

600. 

114578 

114602 

114626 

140.14 

114577 

114601 

114625 

210.20 


t114581 

114605 

114629 

158.72 

t114580 

114604 

114628 

235.65 


tl 14584 

114608 

114632 

190.20 

fl14583 

114607 

114631 

286.00 

1000. 

tll4587 

114611 

114635 

223.08 

t114586 

114610 

114634 

338.80 

1200. 

tl14590 

114614 

114638 

254.54 

tl14589 

114613 

114637 

389.60 


•Load which the breaker will carry continuously at 30 degrees C. rise or less, 
fMounted on 1H inch base. 

tMfr. No. and list price include circuit opening auxiliary switch. If the shunt trip coil is connected 
so that the trip coil circuit is opened when circuit breaker opens, the auxiliary switch will be omitted, if 
so ordered. If omitted, deduct $8.58 list. 

tfShunt trip coil should be left in circuit only momentarily. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliverie s write nearest house. 

27 Protective Apperat"- " < Switchboard Acceeeorlee 
































































G. E. CIRCUIT BREAKERS 

DIRECT CURRENT—OVERLOAD 


3000 


1500 

1200 

2000 

2000 


4000 

6000 

10000 

15000 


104496 


104501 


3000 

4000 

6000 

10000 

15000 


$283.14 

340.34 

482.90 

689.92 

1028.72 


119873 

105714 

105710 

105717 

105718 


119871 

105707 

105709 

105710 

105711 


$311.74 

368.94 

526.24 

751.52 

1105.72 


1500 


105712 


105719 


2000 

2000 


6000 


Direct Current—Overload and Low Voltage 

Back Connected 

Type C, Form K—Single Pole, 250 Volta or Lew Type C, Form K-2—Single Pole, 650 Volt a or Less 


List No. 


List No. 


*Amp. 

Cap. 


Calibration 


List Price 
Each 


For 

125 Volt 


For 

250 Volt 


For 

650 Volt 


For 

125 Volt 


For 

250 Volt 


For 

650 Volt 


Min. 


Max. 


119867 

104471 

104475 

104477 

104479 


119868 

104472 

104476 

104478 

104480 


1500 
2f“ 


_J00 

6000 


1000 

1200 

1500 

2000 

2000 


104486 

104489 


104487 

104490 


Thickness of panels for 1500 to 4000 ampere, 2 inches above 4000 ampere, 2 y<i inches. 

Prices of alternating current breakers with shunt trip attachment on application. Always specify 
frequency. List prices include complete sets of nuts for each stud, but no terminals. 

•Load which the breaker will carry continuously at 30 degrees C. rise or less. 

(Release at approximately one-half rated voltage. Mfr. number and list price include series resist¬ 
ance for low voltage coil. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliyerjes write nearest house. 
Protective Apparatus and Switchboard Accessorise 30 


$308.88 

366.08 

523.38 

748.44 

1102.64 

1464.24 

1826.00 
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D. P.. 2000 Amperes, 250 Volts, Type C, Form K 

Type C, Forms K and K-2, Carbon Break 

rm K—Single Pole, 250 Volts Type C, Form K-2—Single Pole, 650 Volts 


_ List No. 

For For 

Mounting Mounting 
on 2 In. on 2]/ 2 In. 
Panel Panel 


_ List No. _ 

For For 

Mounting Mounting 
on 2 In. on 2 y 2 In. 
Panel Panel 


Calibration 


List 

Price 

Each 


List 

Price 

Each 


•Ampere 

Capacity 


Min. 


Max. 


115087 

104195 

104197 

104198 

104199 


$286.00 

343.20 

500.50 

723.80 

1078.00 


1000 

1200 

1500 

2000 

2000 


3000 

4000 

6000 

10000 

15000 


115805 

28921 
104007 

28922 

28923 


28923 


101199 


Type C, Form K—Double Pole, 250 Volts 


Double Pole, 650 Volts 


119863 

104492 

104994 

104495 


$540.54 
660.66 
960.96 
1390.62 
2102.10 


119864 

104497 

104499 


$600.60 
720.72 
1051.06 
1519.98 
2263.80 


Direct Current—Overload and Shunt Trip 

Back Connected 

i?- v c:—i. d-i- •WAV.L...1 — -r c, Form K-2—Single Pole. 650 Volte 


Western Electric 


Mall Orders Filled 
at Prevailing Prices 
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Type F, Form P3 Oil Break Switch Cutout Type F, Form P6 Oil Break Switch 

Types F, Forms P3 and P6 Oil Switches 

Type F, Forme P3 and P6 are designed specially for use in industrial plants in connection with induction motors of capacities 
not in excess of 25 horse power at 600 volts, or with normal current ratings not greater than 50 amperes at voltages less than 
600. They are arranged for mounting directly on a wall, post, or where used with spinning frames in textile mills oathe frame 
itself. . When mounted on the spinning frame the switch is operated by a shipper rod. The live parts being entirely enclosed, 
the switches are particularly suitable for use in factories in which the air contains inflammable particles, or where explosive 
materials are prevalent. 

The Type F, Form P3 Oil Switch is made non-automatic only. 

The Type F, Form P6 Oil Switch is made automatic only. In the main these switches are similar and differ only in a 
few details. 

Capacities. These switches are made in the following capacities: 

Type F, Form P3 non-automatic 600 volts, 50 amperes triple pole and four pole, single throw. 

Type F, Form Pd automatic 600 volts, 50 amperes, triple pole, single throw. 

Type F, Form P3 Oil Break Switches 

FOR WALL MOUNTING (SPINNING FRAMES, MACHINE TOOLS, ETC.) 

Non-automatic (Quick Make and Quick Breeds) 

Ampere Wt. .Boxed List List 

Capacity Voltage Rating **Poles and Throw in Lbs. No. Price 

50 600 Motors of 25 T. P. S. T. 45 64063 $32.00 

50 600 h.p. or less 4 P. S. T. 50 64064 48.00 


♦♦Include wooden handle and plate to adapt switch for hand operation. As switches are boxed with these parts inoluded, 
no deduction can be made for their omission. 

GRAVITY CLOSED, DUST-PROOF CUTOUTS 
(Without Fuses) 

For Use With Type F, Form P3 Non-automatic Oil Switches 
Conduit Drilling 


Amp. 

Volt¬ 


Top 

Bottom 

List 

Package 

Quan¬ 

List 

Cap. 

age 

Poles 

(Service) 

(Feeder) 

No. 

tity 

Price 

30 

600 

T. P. 

1 H in. for 1 in. Conduit 
\% in. for 1H in. Conduit 

IX in. for 1 X in. Conduit 

48422 

25 

$9.00 

30 

600 

4 P. 

2 in. for 1 H in. Conduit 

58441 

25 

13.00 

31-60 

600 

T. P. 

1 X in. for Itf in. Conduit 

2 in. for 1H in. Conduit 

48423 

25 

12.00 


These cutouts take N. E. C. Standard, 600 volt enclosed fuses. 

Type F, Form P6 Oil Break Switches 

FOR WALL MOUNTING (SPINNING FRAMES, MACHINE TOOLS, ETC.) 


Ampere 

Capacity 


Calibration 

Approx. 
Shpg. Wt. 

Quick Break 

Only (Without 

Quick Make) 

Min. 

Max. 

in Lbs. 

List 

No. 

List 

Price 

2 

6 

70 

143104 

$64.CO 

3. 

9 

70 

143105 

64. CO 

4 

12 

70 

143106 

64 00 

6 

18 

70 

143107 

64.00 

8 

24 

70 

143108 

64.00 

10 

30 

70 

143109 

64 00 

12 

36 

70 

143110 

64 00 

16 

48 

70 

143111 

64 00 

20 

60 

70 

143112 

64 00 

25 

75 

70 

143113 

64.00 

30 

90 

70 

143114 

64 .00 

40 

120 

70 

143115 

64.00 

50 

150 

70 

143116 

64.00 


Quick Make and 
Quick Break 


♦Load whioh the switch will carry continuously at 28 degrees C. rise or less. 

tLoad which the series trip coil will carry continuously at 28 degrees C. rise or less. Coil will carry 25 per cent, overload 
for 2 hours at 45 degrees C. rise. 

JFor use only in connection with three-phase induction motors of 25 horse power oftjlesB. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 

G. E. OIL BREAK SWITCHES 


Mail Orders Filled 
at Prevailing Prices 


Form K-20 Oil Switch .with Overload 
and Low Voltage^Release 


Form K-20 Oil Switch with Overload 
Low Voltage Release and Cover for 
Mounting R-6 Ammeter 


Type F Form K-20 Oil Break Switches 

2500 VOLTS OR LESS 


The Type F Form K-20 Oil Switch is designed especially for the protection of induction motors in industrial application. 
Switches are made single throw only and are for mounting on wall, post or flat surface. 

AUTOMATIC (WITH DOUBLE SERIES I.T.L. OVERLOAD TRIP) 


List 

No. 

Triple Pole— 

•Ampere Capacity 
tSeries 

Switch Coils 

Single Throw 

G.E. Oil Approx. 
No. 6 Ship. Wgt. 
in Gal. in Lbs. 

List 

Price 

Each 

List 

No. 

Four Pole—Single Throw 

•Ampere Capacity G.E. Oil Approx. 

tSeries No. 6 Ship. Wgt. 

Switch Coil9 in Gal. in Lbs. 

List 

Price 

Each 

167373 

60 

2 

2 

145 

$78.00 

167399 

60 

2 

3 

185 

$104.00 

167374 

60 

3 

2 

145 

78.00 

167400 

60 

3 

3 

185 

104.00 

167375 

00 

4 

2 

145 

78.00 

167401 

60 

4 

3 

185 

104.00 

107376 

60 

6 

2 

145 

78.00 

167402 

60 

6 

3 

185 

104.00 

167377 

GO 

8 

2 

145 

78.00 

167403 

60 

8 

3 

185 

104 00 

167378 

60 

10 

2 

145 

78.00 

167404 

60 

10 

3 

185 

104.00 

167379 

60 

12 

2 

145 

78.00 

167405 

60 

12 

3 

185 

104.00 

167380 

60 

16 

2 

145 

78.00 

167406 

60 

16 

3 

185 

104.00 

167381 

60 

20 

2 

145 

78.00 

167407 

60 

20 

3 

185 

104.00 

167382 

60 

25 

2 

145 

78.00 

167408 

60 

25 

3 

185 

104.00 

167383 

60 

30 

2 

145 

78.00 

167409 

60 

30 

3 

185 

104.00 

167384 

60 

40 

2 

145 

78.00 

167410 

60 

40 

3 

185 

104.00 

167385 

60 

50 

2 

145 

78.00 

167411 

60 

50 

3 

185 

104.00 

107386 

60 

60 

2 

145 

78.00 

167412 

60 

60 

3 

185 

104.00 

167387 

200 

70 

2 

150 

94.00 

167413 

200 

70 

3 

195 

124.00 

167388 

200 

80 

2 

150 

94.00 

167414 

200 

80 

3 

195 

124.00 

107389 

200 

100 

2 

150 

94.00 

167415 

200 

100 

3 

195 

124.00 

167390 

200 

125 

2 

150 

94.00 

167416 

200 

125 

3 

195 

124# 00 

167391 

200 

145 

2 

150 

94.00 

167417 

200 

145 

3 

195 

124.00 

167392 

200 

160 

2 

150 

94.00 

167418 

200 

160 

3 

195 

124.00 

167393 

200 

170 

2 

150 

94.00 

167419 

200 

170 

3 

195 

124.00 

167394 

200 

200 

2 

150 

94.00 

167420 

200 

200 

3 

195 

124.00 

167395 

300 

225 

4 

200 

128.00 







167396 

300 

250 

4 

200 

128.00 







167397 

300 

275 

4 

200 

128.00 







167398 

300 

300 

4 

200 

128.00 








List 

No. 

167305 

167368 

167367 

167371 

List 


Double Pole—Single Throw 

G.E.Oil Approx. 

•Ampere No. 6 Ship. Wt. 
Capacity in Gals. in Lbs. 

60 2 125 

200 2 130 

300 2 130 


NON-AUTOMATIC (WITHOUT OVERLOAD RELEASE) 

Triple Pole—Single Throijf 


60 


3 


170 


List 

Price 

Each 

$50.00 

56.00 

84.00 

Four Pole- 

$78 00 


List 
No. 
167368 
167369 
167370 
Single Throw 
167372 


•Ampere 

Capacity 

60 

200 

300 

200 


G.E.Oil 
No. 6 
in Gals. 
2 
2 
4 


No. 


Volts 

Cycles 

167421 


110 

60 



110 

25-40 



220 

25-40-60 

167422 


440 

25-40-60 



550 

25-40-60 

167423 


2200 

60 

167424 


2200 

25-40 


Switch Covers for Mounting A mm 




Mounts R-6 

List 

For Switch 

Ammeter 

No. 

Amperes 

Poles 

Amperes 

167425 

60-200 

D and T 

4 to 300 

167426 

300 

D and T 

4 to 400 

167427 

60-200 

Four 

4 to 300 


LOW-VOLTAGE RELEASE ATTACHMENTS 

■Circuit--* Includes Transformer 

Spec. No. 

none 


353001 


Approx. 
Ship. Wt. 
in Lbs. 
130 
135 
185 

180 


35300? 

353146 


Approx. Net Wt. 
Extra 


8 

9 

Gaskets 


Approx. List 

Ship. Wt. Price For Switch 

Extra Each Amperes 

50 $14.00 60-200 

60 16.00 300 

60 16.00 II 60-200 

Overload and Low Voltage Switches 

•Load which the switch will carry continuously at 30 deg. C. rise or less. 
tSeries coils will carry 25 per cent, overload for two hours at 45 deg. C. rise or less. 

Can be secured by combining proper low voltage release attachment with any switch listed above, 
switch and low voltage release. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
Protective Apparatus and Switchboard Accessories 35 


Poles 
D and T 
Dand T 
Four 


List 

Price 

Each 

$52.00 

66.00 

96.00 

$96.00 

List Price 
Each 
$10.00 


18.00 

22.00 

24.00 

List 

Price 

Each 

$8.00 

8.00 

8.00 


Give List No. of both 

e 




























Quantity Prices 
Quoted on Request 


G. 



Western Electric 
E. OIL BREAK SWITCHES 


143 


Type P Form P-10 Oil Switch, 30 Amp., 600 Volt 
T.-P. S.-T. Automatic with Two Serles.I T L Overload Trip Colls 

Type F Form P-10 Oil Switches 

30 Ampere 600 Volts or Less 
FOR INDUCTION MOTORS OF 10 H.P. OR LESS 

These switches are especially adapted for the protection of small induction motors which can be thrown 
directly onto the line. 

The Type F form P-10 switches are listed triple pole, single throw non-automatic. Automatic with 
double series inverse time limit overload trip; and plain low-voltage switches. 

These switches are small, compact ana inexpensive. Mechanical and electrical features are not sur¬ 
passed by switches of larger size for motor protection. Although made largely from punchings, all parts are 
rugged and substantial, ensuring long life under severe operating conditions. All live parts are totally en¬ 
closed. Frame, oil vessels and calibrating features are practically dustproof. The frame is provided with a 
lug to take a padlock by which the switch may be locked in the open position. 

Automatic switches trip free from handle and cannot be held on overload or short circuit or left in an 
intermediate position. The handle follows the operation of the switch and the position of the switch contacts 
is indicated by on and off stamped on the frame. The frame is arranged for mounting on any flat surface or 
bracket and is held rigidly by two bolts. 

The contact parts are insulated from ground and between phases by porcelain insulation, giving a higher 
factor of safety and are constructed as a unit so that they maybe removed easily from the frame or replaced. 
The switch is double-break, opening by gravity with speed augmented by springs on the mechanism. Con¬ 
tact fingers of the well-known K types are so constructed that the burning occurs on a surface other than 
that used for contacting when the switch is in the closed position. 

The mechanism is simple in construction. All parts held by lock washers, they are practically all made 
from dies so that they are accurately interchangeable and repair parts can be easily installed. The switch 
frame is arranged to take either open or conduit wiring at right hand end of switch. 

Automatic switches have series trip coils from 2 to 30 amperes and calibrating from normal to two 
times normal. These coils are assembled in pairs in a single piece, magnet frame complete with calibrating 
tubes and time limi t features. These units are interchangeable for coils of all ratings. All coils are calibrat¬ 
ed individually. 

Triple Pole, Single Throw 

600 VOLTS OR LESS 
Non-Automatic Without Overload Release 


List 


- ‘Ampere Capacity- - 


Approx. 

v- 

List Price 

No. 

Switch 

Series Coils 


Each 

171040 

30 

None 


$14.00 


Automatic With Double Series I T L Overload Trip 

' 

171041 

30 

2 


30 

$40.00 

171042 

30 

3 


30 

40.00 

171043 

30 

4 


30 

40.00 

171044 

30 

6 


30 

40.00 

171045 

30 

8 


30 

40.00 

171046 

30 

10 


30 

40.00 

171047 

30 

12 


30 

40.00 

171048 

30 

16 


30 

40.00 

171049 

30 

20 


30 

40.00 

171050 

30 

25 


30 

40.00 

171051 

30 

30 


30 

40.00 



ttT. P. S. T. Plain Low Voltage Switches 






Includes 



List 





List Price 

Amp. *— 

V/lILUlb-* X IALUUUI 1X1019 

Approx. 

Wgt. 

No. 

Capacity 

Volts Cycles 

Special No. 

Each 

171052 

30 

110 60 

110 25-40 1 

None 

22 

$30.00 

171053 

30 

220 25-40-60 

440, 25-40-60 ; 

550 25-40-60 

U91392 

25 

38.00 


•Load which the switch will carry continuously at 30 deg. C. rise or less, f Auto-Transformer with tap 
tagged to indicate proper connections for various voltages, ft Release at approximately one-half rated voltage. 
Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



n-automatic 
if>?e Pole. 
r Ingle Throw 
Switch on 
Panel 


Pole 


D. P. 

T. P. 
4 P. 
D. P. 
T P. 

4 P. 


D F. 
T P. 
T P. 
4 P. 
4 P. 
D. P. 
T. P. 
T. P. 
4 P. 
4 P. 


T. P. 
, 4 P. 
T. P. 
4 P. 


T. P. 
4 P. 
T. P. 
4 P. 


G. E. OIL BREAK SWITCHES 
Type F, Form K-13 Oil Break Switches 

3300 VOLTS—HAND OPERATED-r-200 AMPERESt 

Operating: Lever for Mounting on 1H Inch or 2 Inch Panel 
-For Panel Mounting- -For Panel Pipe Mounting 


Switch on Panel 


Switch on Panel Pipe, 5 Inch 
Back of Panel 





Approx. 



Approx. 






Shpg. Wt. 

List 

List 

Shpg. Wt. 

List 

List 

Poles 


Throws 

in Lbs. 

No. 

Price 

in Lbs. 

No. 

Price 




Non-automatic—Without Overload Release 



D. P. 


8. T. 

80 

129704 

$57.20 

90 

129734 

$63.80 

T. P. 


S. T. 

80 

129705 

70 40 

90 

129735 

77.00 

4 P. 


S. T. 

100 

129706 

85 80 

110 

129736 

92.40 

D. P. 


D. T. 

130 

129707 

99 00 

140 

129737 

107.80 

T. P. 


1). T. 

140 

129708 

122.10 

150 

129738 

130.90 

4 P. 


L>. T. 

170 

129709 

150.70 

180 

129739 

159.50 




Automatic—One Coil—Series Overload Trip 



D. P. 


8. T. 

100 

129728 

$85.80 

110 

129758 

$87.90 

D. P. 


D. T. 

170 

129729 

123.20 

180 

129759 

132.00 




Automatic—Two Coils—Series Overload Trip 



T. P. 


8. T. 

120 

129730 

$113 30 

130 

129760 

$119.90 

4 P. 


8. T. 

140 

129731 

128.70 

150 

129761 

135.30 

T. P. 


I). P. 

IsO 

129732 

166 10 

190 

129762 

174.90 

4 P. 


D. T. 

210 

129733 

194.70 

220 

129763 

203.50 





AUTOMATIC—ONE COIL 







For Use with Current Transformers 



D. P. 


8. T. 

90 

173653 

$75.90 

100 

173675 

$82.50 

T. P. 


S. T. 

90 

173654 

89.10 

100 

173676 

95.70 

T. P. 


S. T. 

110 

173655 

89.10 

100 

173677 

95.70 

4 P. 


S. T. 

110 

173656 

104.50 

120- 

173678 

111.10 

4 P. 


S. T. 

150 

173657 

104.50 

120 

172679 

111.1' 

D. P. 


D. T. 

150 

173C58 

118.80 

160 

173680 

127.( 

T. P. 


D. T. 

150 

173659 

141.90 

160 

173681 

150.7* 

T. P. 


D. T. 

150 

173000 

141.90 

160 

173682 

150.7* 

4 P. 


D. T. 

-180 

173661 

170.50 

190 

173683 

179.: < 

4 P. 


D. T. 

180 

173662 

170.50 

190 

173684 

179..l 





AUTOMATIC—TWO COILS 







For Use with Current Transformers 



. T. P. 


8. T. 

100 

173663 

$105.60 

1T0 

173685 

$112.20 

4 P. 


8. T. 

no 

1736C5 

121.00 

1 0 

173687 

127.CO 

T. P. 


D. T. 

1(0 

173667 

158.40 

170 

173689 

167.20 

4 P. 


’ D. T. 

190 

173669 

193.60 

200 

173691 

195.80 





AUTOMATIC—THREE COILS 






For Use with Current Transformers 



T. P. 


8. T. 

no 

173671 

$129 90 

120 

173693 

$136.40 

4 P. 


8. T. 

1 0 

173672 

145.20 

140 

173694 

151.80 

T. P. 


1~). T. 

170 

173673 

182.60 

180 

173695 

191.40 

4 P. 


D. T. 

200 

173674 

211.20 

210 

173696 

220.00 






n_ r' _*._l 







A Ui 

\UIIiULC VUUtl 






Approx. 


Switch on 

Panel Framework 





Shpg. Wt. 


List 

Current 


List 

Throws 


in Lbs. 


No. 

Transformers 

Price 



Non 

-automati 

c — Without Overload Release 




8. 

T. 


150 


129764 



$85.80 

8. T. 


150 


1297G5 



99.00 

8. 

T. 


170 


129766 



114.40 

D. 

T. 


220 


129767 



156.20 

D. 

T. 


230 


129768 



179.30 

D. 

T. 


200 


129769 



207.90 




AUTOMATIC—ONE COIL 





8. T. 
S. T. 
8. T. 
S. T. 
8. T. 
D. T. 
D. T. 
D. T. 
D. T. 
D. T. 


8. T. 
8. T. 
D. P. 
D. P. 


For Use with Current Transformers 


160 

173697 


$104.50 

160 

173698 


117.70 

160 

173699 


117.70 

ISO 

173700 


133.10 

ISO 

173701 


133.10 

240 

173702 


176.00 

210 

173703 


199.10 

240 

173704 


199.10 

270 

173705 


227.70 

270 

173706 


227.70 


AUTOMATIC—TWO COILS 
For Use with Current Transformers 

170 173707 

190 173709 

250 173711 

250 173713 

AUTOMATIC—THREE COILS 
For Use with Current Transformers 


$134.20 

149.60 

215.60 
244.20 


8. T. 

ISO 

173715 

# # 

$158.40 

S. T. 

200 

173716 

9 , 

173.80 

D. T. 

260 

173717 

# m 

239.80 

D. T. 

290 

173718 

. . 

268.40 


tLoad which the switch will carry continuously at 30 degrees C. rise or less. 

Delivery F. O. B. Factory. Schenectady, N. Y. For warehouse deliveries write nearest house. 
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G. E. OIL BREAK SWITCHES 
Type F, Form K-13 Oil Break Switches 

LOW-VOLTAGE RELEASE ATTACHMENTS 

A complete line of new low-voltage release attachments is listed below for voltages up to and including 
550 volts. Above 550 volts, use 110 volt attachment with series resistance in secondary of a voltage or 
potential transformer. 

Plain Low-voltage Operating Levers 

The attachments listed are for use with automatic operating levers. Where no overload features are 
required the left-hand low-voltage attachment for single throw, one coil lever may be used with a special, 
plain, low-voltage operating lever provided with a tripping toggle for the low-voltage attachment, but other¬ 
wise similar to non-automatic mechanism. Plain low-voltage switches are not listed but prices may be 
obtained by adding the list price of left hand, low-voltage attachment and transformer, if required, to the 
list price of a non-automatic (single throw) switch and substituting the plain low-voltage operating lever 
at the extra list price as per the following table: 

For Substituting Plain Low-voltage Operating Levers 


•Add to List Price 

List Non-Automatic, 

No. For Switch Mounted Single Throw Switch 

301878 On Panel. $8.80 

301879 On Panel Pipe... 8.80 ' 

301880 Remote Control. 8.80 


•Double throw switches are usually automatic and would use standard low-voltage attachments as 
listed. Plain low-voltage, double throw switches will require special consideration. Prices on request. 


*Low-voltage Release Attachments 

25-60 CYCLES 


For Single Throw Switch—One Coil Operating Lever 
Also Plain Low-voltage Operating Lever (Left Hand Only) 



Approximate 

Left Hand 

Right Hand 


I ine 

Ship. Weight 

tList 

TList 

list 

Voltage 

in Lbs. 

No. 

No. 

Price 

JllO 

10 

137655 

137659 

$22.00 

220 

10 

137656 

137660 

22.00 

410 

15 

137657 

137661 

25.30 

550 

15 

137658 

137662 

25.30 


For Single Throw Switch—Two Coil Operating Lever 


J110 

10 

137663 

137667 

$22.00 

220 

10 

137664 

137668 

22.00 

440 

15 

137665 

137669 

25.30 

650 

15 

137666 

137670 

25.30 


ttFor Double Throw Switch—One Coil Operating Lever 


JllO 

10 

137671 

137675 

$22.00 

220 

10 

137672 

137676 

22.00 

440 

15 

137673 

137677 

25.30 

550 

15 

137674 

137678 

25.30 


For Double Throw Switch—Two Coil Operating Lever 


tno 

10 

137679 

137683 

$22.00 

220 

10 

137680 

137684 

22.00 

440 

15 

137681 

137685 

25.30 

550 

15 

137682 

137686 

25.30 

•Low-voltage release operates at approximately one-half rated voltage. 


tlnciudes series resistance for low-voltage coil. List No. 115968 

for 110 volts, List No. 115967 for 

i20 volts, 

List No. 115966 for 440 volts, List No. 115965 for 550 volts. 




|For voltages above 550, use 110 volt low-voltage with series resistance and suitable voltage or potential 
transformer. 

tfPlain low-voltage operating lever not made for double throw. Use automatic switch with one low- 
voltage release or refer for special quotation. 


, Shunt Resistance 

To be used when low-voltage release is operated by being short-circuited (circuit-closing relays or 
auxiliary switches). 


List Ship. Weight List 

No. Line Voltage in Lbs. Price 

137580 110,220, 450 or 550 . 5 $4.40 


Panels for Mounting 

Dull Black Marine Finish With 48 Inch Pipe Supports and Floor Brace 

’ Switch 

list No. All Capacities List 

of Panel Description Form Throw Price 

133899 16 ins. high, 20 ins. wide, 1H ins. thick. K-13 S.T. $22.00 

133900 16 ips. high, 24 ins. wide, 1J£ ins. thick. .. K-13 D.T. 26.40 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 

G. E. OIL BREAK SWITCHES 


Mail Orders Filled 
at Prevailing Prices 



Triple Pole, Single Throw, K-5 Automatic OH Triple Pole, Single Throw. K-5 Automatic OH Break 

Break Switch Remote Control Switch .Mounted on'.Panel Pipe Supports 

Oil Break Switches for 600, 4500 and 7500 Volt 
Alternating Current Service 
TYPE F, FORM K-5 

lhe Type F, Form K-5 oil break switch is a thoroughly reliable switch of moderate rupturing capacity 
for use on alternating current circuits up to 7500 volts. 

It is the result of years of study and experience in the design, manufacture and use of oil break switches, 
and contains every essential for long and reliable service. It is liberally designed and conservatively rated, 
simple in construction and operation, made of the best materials, and is economical in initial cost, cost of 
installation and cost of upkeep. 

The arc incident to opening the circuit is confined in the oil vessel under oil and cannot involve adjacent 
apparatus. The circuit is ruptured at the zero point of the wave, reducing to a minimum the possibility 
of a surge occurring on the line. 

Capacities 

This switch is made in the following capacities: 

600 volt, 300 and 500 amperes, double, triple and four pole, single and double throw. 800 ampere 
single throw only. 

4500 volt, 200 amperes, double, triple and four pole, single and double throw. 

, 7500 volt, 300 and 500 amperes, single, double, triple and four pole, single and double throw. 

The double throw switch consists of two single throw units with a common frame and oil vessel. The 
operating levers are equipped with a simple and positive mechanical interlock so arranged that one switch 
only can be closed at a time. 

Types 

The Type F, Form K-5 oil break switches can be furnished as follows: 

Non-automatic—Without overload release. 

Automatic—With overload release, with trip coils for connecting to the secondaries of current trans¬ 
formers, up to 7500 volts; or with trip coils for connecting directly in series with the main circuit, up to 2500 
volts. 

Oil 

For oil break switches we recommend No. 6 transil oil, which is prepared by a special process and is of 
superior quality because of its resistance to carbonizing and its high flash point. 

Hand-operated Switches Include 

Switch complete with oil, cable terminals and insulating sleeves, 

Operating mechanism except pipe connecting rods, 

Current transformers (for automatic current transformer trip switches only). 


Solenoid-operated Switches 

Solenoid-operating mechanisms can be furnished for operating any of the K-5 switches. These consist 
of the ordinary closing and opening solenoids wound for 125, 250 or 600 volts direct current, and are operated 
by suitable control switches and relays. 
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Quantity Prices 
Quoted on Request 


Poles No. 

and Throw Coils 


Western Electric *47 

G. E. OIL BREAK SWITCHES 
Type F, Form K-5 Oil Break Switches 

Hand Operated—With out Overload Release—Non-automatic _ 

Operating Mechanism for Mounting on 1H In. or 2 In. Panel 

FOR PANEL PIPE 

FOR PANEL MOUNTING MOUNTING 

tAmp. Switch on Panel Switch on Panel Pipe, 

Cap. Voltage 5 in. p ac k 0 f p an cl 


D. P.—S. T. 


300. 

600 

1). P.—S. T. 


500. 

600 

D. P.—S. T. 


800. 

600 

T. P—3. T. 


300. 

600 

T. P.—S. T. 


500. 

600 

T. P —S. T. 


800. 

600 

4 P — S. T. 


300. 

600 

4 P.—S. T. 


500. 

300 

4 P.—S. T. 


800. 

600 

D. P—D. T. 


300. 

600 

D. P — D. T. 


500. 

600 

T. PD. T. 


300. 

600 

T. P —D. T. 


500. 

COO 

4 P.—D. T. 


300. 

600 

4 P —D. T. 


500. 

600 


FOR PANEL MOUNTING 
Switch on Panel 

Approx. 

List 

List 

Shpg. Wt. 

No. 

Price 

in Lbs. 



160 

127411 

*68.20 

170 

127417 

99.00 

190 

127423 

149.60 

170 

127412 

90.20 

190 

127418 

130.90 

200 

127424 

202.40 

230 

127413 

111.10 

250 

127419 

161.70 

260 

127425 

264.00 

200 

127414 

134.20 

290 

127420 

180.40 

280 

127415 

167.20 

310 

127421 

233.20 

350 

127416 

203.50 

410 

127422 

284.90 


Hand Operated—With Overload Release—Automatic 
With Trip Coils for Connection in Series with Main Circuit 


*100.10 
132.00 

138.60 
187.00 
159.50 
217.80 

161.70 

216.70 
217.80 

295.90 

254.10 

347.60 


Hand Operated—With Overload Release—Automatic 
With ONE Trip Coil for;Use With Current Transformers 




Operating Mechanism for Mountirtg on 1^ In. or 2 In. Panel 


No. 

Poles Trans- 
a^jd Throw form- 


D. P—S. T. 

1 

300. 

600 

D. P —S. T. 

1 

500. 

600 

D p_s. T. 

1 

800. 

600 

T. P —S! T. 

2 

300. 

600 

T. P.—S. T. 

2-3 

300. 

600 

T. P.—S. T. 

2 

500.*. • • 

600 

T. P —S. T. 

2-3 

500. 

600 

T. P — S. T. 

2 

800. 

600 

T. P.—S. T. 

2-3 

800. 

600 

4 P.—S. T. 

2 

300. 

600 

4 P —S. T. 

2-3 

300. 

COO 

4 P—S. T. 

2-3 

500. 

600 

4 P.—S. T. 

2 

500. 

600 

4 P—S. T. 

2 

800. 

600 

4 P —S. T. 

2-3 

800. 

600 


FOR PANEL MOUNTING 

Switch on Panel 

Approx. 

List 

List 

Shpg. Wt. 

No. 

Price 

in Lbs. 



190 

173861 

*97.90 

210 

173871 

123.20 

220 

173881 

178 00 

100 

173862 

114.40 

190 

173863 

114 40 

210 

173872 

155 10 

210 

173873 

155.10 

220 

173882 

226.60 

220 

173883 

226.60 

240 

173864 

135.30 

240 

173865 

135.30 

260 

178874 

185.90 

260 

173875 

185.90 

270 

1738S4 

288.20 

270 

173885 

288.20 


FOR PANEL PIPE 
MOUNTING 
Switch on Panel Pipe, 
5 in. Back of Panel 


*104.50 

128.70 
179.30 
121.00 
121.00 
160.00 
160.00 

232.10 

232.10 

141.90 

141.90 
191.40 
191.40 

293.70 

293.70 


HAND OPERATED-WITH OVERLOAD RELEASE—AUTOMATIC 
With One Trip Coil for Use with Current Transformer 



600 

330 

173866 

*159.50 

330 

173921 

*167.20 

600 

360 

173876 

205.70 

360 

173931 

213.40 

600 

350 

173867 

192.50 

350 

173922 

200.20 

600 

350 

173868 

192.50 

350 

173923 

200.20 

600 

380 

173877 

259.70 

380 

173932 

266.20 

600 

410 

173878 

259.70 

380 

173933 

266.20 

600 

410 

173869 

228.80 

410 

173924 

236.50 

600 

410 

173870 

228.80 

410 

173925 

236.50 

600 

460 

173879 

310.20 

460 

173934 

317.90 

600 

460 

173880 

310.20 

460 

173935 

317.90 


•When ordering, specify ampere capacity of senes coils required for each switch. 
tLoad which the switch will carry continuously at 28 degrees C. nse or less. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse delivenea wnte nearest house. 
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Western Electric 


Mail Orders PUled 
at Prevailing Prices 


G. E. OIL BREAK SWITCHES 


TYPE F, FORM K5—HAND OPERATED—WITH OVERLOAD RELEASE—AUTOMATIC 
With TWO Trip Coils for Use With Current Transformers 





Operating Mechanism for Mounting on 1H In. or 2 In. Panel 

No. 

Trans¬ 

formers 

tAmp. 

Cap. 

Voltage 

FOR PANEL MOUNTING 

Switch on Panel 

FOR PANEL PIPE MOUNTING 
Switch on Panel Pipe 

5 In. Back of Panel 




Approx. 
Shpg. Wt. 
in Lbs. 

List 

No. 

List 

Price 

Approx. 
Shpg. Wt. 
in Lbs. 

List 

No. 

List 

Price 


TRIPLE THROW—SINGLE THROW 


2 

300 

600 

wmSM 

173886 

$133.10 


173941 

$139.70 

2 

500 

.600 

mmm 

173894 

173.80 

BfB 

173949 

179.30 

2 

800 

600 

El 

173902 

245.30 

EH 

173957 

250.80 


FOUR POLE—SINGLE THROW 


2 

300 

600 

w 

173888 


270 

173943 

$160.60 

2 

500 

600 

K9 

173896 


290 

173951 

210.10 

2 

800 

600 


173904 


300 

173959 

312.40 


TRIPLE THROW—DOUBLE THROW 


2 

300 

600 

330 

173890 

$211.00 

360 

173945 

$218.19 

2 

500 

600 

360 

173898 

277.20 

390 

173953 

284.90 


FOUR POLE—DOUBLE THROW 


2 

300 

600 

390 

173892 

$248.40 

420 

173947 

$255.20 

2 

500 

600 

440 

173900 

328.90 

470 

173955 

336.60 


With Three Trip Coil 

For Use With Current Transformer 
TRIPLE POLEr-SINGLE THROW 


3 

200 

4500 

230 

174025 

$154.00 

250 

174091 

$160.60 

3 

300 

7500 

250 

174029 

174.90 

270 

174095 

180.40 

3 

500 

7500 

260 

174033 

211.20 

280 

174099 

216.70 


Four Pole—Single Throw 


3 

200 

4500 

280 

174026 

$172.70 

■I 

174092 

$179.30 

3 

300 

7500 

300 

174030 

204.60 


174096 

210.10 

3 

500 

7500 

310 

174034 

251.90 

iM 

174100 

257.40 


Triple Pole—Double Throw 


3 

200 

4500 

340 

174027 

$224.40 

370 

174093 

$232.00 

3 

300 

7500 

370 

174031 

255.20 

400 

174097 

251.90 

3 

500 

7500 

390 

174035 

313.50 

420 

174101 

321.20 


Four Pole—Double Throw 


3 

200 

4500 

IES9H 

174028 

$251.90 

450 

174094 

$259.60 

3 

300 

7500 


174032 

299.20 

480 

174098 

306.90 

3 

500 

7500 

IKQH 

174036 

377.30 

500 

174102 

385.00 


Delivery F. O. B. Schenectady, N. Y. For warehouse deliveries writs nearest house. 
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G. E. OIL BREAK SWITCHES 


Type F, Form K-5 Oil Break Switches 

LOW-VOLTAGE RELEASE ATTACHMENTS 

A complete line of new low-voltage release attachments is listed below for voltages up to and including 
660 volts. Above 550 volts, use 110 volt attachment with series resistance in secondary of a voltage or 
potential transformer. 

Plain Low-voltage Operating Levers 
(See Type F, Form K-13 for description.) 

For Substituting Plain Low-voltage Operating Lever 


Add to List Price 

List Non-Automatic 

No. For Switch Mounted Single Throw Switch* 

302509 On panel. $8.80 

302510 On panel pipe. 8.80 

302511 Remote Control. 8.80 


•Double throw switches are usually automatic and would use standard low-voltage attachments as 
listed. 

Plain low-voltage, double throw switches will require special consideration. Prices on request. 

LOW-VOLTAGE RELEASE ATTACHMENTS 
25-60 Cycles 

For Single Throw Switch—One-coil Operating Lever 
Also Plain Low-voltage Operating Lever (Left Hand Only) 



Approximate 

Left Hand 

Right Hand 


Line 

Shipping Weight 

tList 

tList 

tList 

Voltage 

in Lbs. 

No. 

No. 

Price 

tno 

10 

137581 

137585 

$22.00 

220 

10 

137582 

137586 

22.00 

440 

15 

137583 

137587 

25.30 

550 

* 15 

137584 

137588 

25.30 


For Single Throw Switch—Two-coil Operating Lever 


J110 

10 

137589 

137593 

$22.00 

220 

10 

137590 

137594 

22.00 

440 

15 

137591 

137595 

23.30 

550 

15 

137592 

137596 

23.30 


For Single Throw Switch—Three-coil Operating Lever 


tllO 

10 

137597 

137601 

$22.00 

220 

10 

137598 

137602 

22.00 

440 

15 

137599 

137603 

25.30 

550 

15 

137600 

137604 

25.30 


For Double Throw Switch-r-One-coil Operating Leverff 


tllO 

10 

137605 

137609 

$22.00 

220 

10 

137606 

137610 

22.00 

440 

15 

137607 

137611 

25.30 

550 

15 

137608 

137612 

25.30 


For Double Throw Switch—Two-coil Operating Lever 


tno 

10 

137613 

137617 

$22.00 

220 

* 10 

137614 

137618 

22.00 

440 

15 

137615 

137619 

25.30 

550 

15 

137616 

137620 

25.30 


For Double Throw Switch—Three-coil Operating Lever 


tllO 

10 

137621 

137625 

$22.00 

220 

10 

137622 

137626 

22.00 

440 

15 

137623 

137627 . 

25.30 

550 

15 

137624 

137628 

25.30 


Low-voltage release operates at approximately one-half rated voltage. 

flncludes series resistance for low-voltage coil List No. 115968 for 110 volts, List No. 115967 for 220 
volts, List No. 115966 for 440 volts, and Lis* No. 115965 for 550 volts. • 

JFor voltages above 550, use 110 volt low-voltage with series^esistance and suitable voltage or potential 
transformer. , 

tfPlain low-voltage operating lever not made for double-throw. Use automatic switch with one low- 
voltage release or refer for special quotations. 

Shunt Resistance 

To be used when low-voltage release is operated by being short circuited (circuit closing relays or 


auxiliary switches). 

List * • Ship. Weight List 

No. Line Voltage in Lbs. Price 

137580 110, 220, 440 or 550. 5 $4.40 

••BELL ALARM SWITCHES 

List List 

No. For Use With Price 


139335 K-5 oil switches mounted on 1H or 2 inch panels. 

139336 K-5 oil switches mounted on panel pipes or remote control. 

••Operate only when the oil switch operates automatically. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 


$2.20 

2.20 
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Western Electric 

G. E. RELAYS 


Mail Orders Filled 
at Prevailing Prices 



No. 10272<» No. 102730 No. 102731 

Typo P, Form G, Invetioty'itne Limit Overload_Circutt>Closinft.Relay. with Covor 

A.C. Overload 

TIME ELEMENT 

Circuit-closing and circuit-opening relays are further subdivided into instantaneous and time-limit. 

Instantaneous relays operate almost instantly on the half second to about 30 seconds c^lay depending 
on the time setting and the magnitude of the overload current. A setting of from two to six seconds is 
ordinarily used, depending upon requirements; where selective operation is desired a minimum setting of 
two seconds is recommended. 

Under conditions of overload or short circuit the inverse time-limit relay operates in inverse ratio to 
the strength of the current. Therefore, the heavier the overload or short circuit the more rapidly the relay 
will operate. 

*For Use with Current Transformers Having 5 Ampere Secondaries 
Instantaneous—Overload 


List 

No. 

Type 

No. of 
Contacts 
per Pole 

Form 

Descriptive 

Poles 

Ship. Wt. 
in Lbs. 

List 

Price 

Each 

102720 

mm 

2 

F 

Circuit closing—normally open 

S.P. 


$22.28 

102721 

■a 

2 

F 

Circuit closing—normally open 

D.P. 


37.12 

102722 

EX 

2 

F 

Circuit closing—normally open 

T.P. 


54.46 

102726 

■a 

3 

F3 

Circuit closing—normally open 

S.P. 

10 

24.76 

102727 

EX 

3 

F3 

Circuit closing—normally open 

DP. 

18 


102728 

EX 

3 

F3 

Circuit closing—norm all} open 

T.P. 

25 


102723 

mm 

2 

F2 

Circuit opening—normally closed 

S.P. 

10 

24.76 

102724 

EE 

2 

F2 

Circuit opening—normally closed 

D.P. 

18 

42.08 

102725 

mm 

2 

F2 

Circuit opening—normally closed 

T.P. 

25 

61.88 


Inverse Time Limit—Overload 


102729 

P 

2 

(i 

Circuit closing—normally open 

S.P. 

15 

$34.66 

102730 

P 

2 

G 

Circuit closing—normally open 

D.P. 

25 

59.50 

102731 

P 

2 

G 

Circuit closing—normally open 

T.P. 

35 

86.62 

102735 

P 

3 

G3 

Circuit closing—normally open 

S.P. 

15 

37.12 

102736 

P 

3 

G3 

Circuit closing—normally open 

D.P. 

25 

64.36 

102737 


3 

G3 

* Circuit closing—normally open 

T.P. 

35 

91.58 

102732 


2 

G2 

Circuit opening—normally closed 

S.P. 

15 

37.12 

102733 


2 

G2 

Circuit opening—normally closed 

D.P. 

25 

64.36 

102734 


2 

G2 

Circuit opening—normally closed 

T.P. 

35 

94.06 


Definite Time Limit—Overload 


102738 

P 

2 

G10 

Circuit closing—normally open 

S.P. 

15 

$34.66 

102739 

P 

2 

G10 

Circuit cloertng—normally open 

D.P. 

25 

59.40 

102740 

P 

2 

G10 

Circuit closing—normally open 

T.P. 

35 

86.62 

102741 


3 

Gil 

Circuit closing—normally open 

S.P. 

15 

37.12 

102742 


3 

Gil 

Circuit closing—normally open 

D.P. 

25 

64.36 

102743 


3 

Gil 

Circuit closing—normally open 

T.P. 

35 

91.58 

102744 

^E3¥ 

2 

G12 

Circuit opening—normally closed 

S.P. 

15 

37.12 

102745 

EX 

2 

G12 

Circuit opening—normally closed 

D.P. 

25 

64.36 

102746 

EX 

2 

G12 

Circuit opening—normally closed 

T.P. 

35 

94.06 


•No transformer included. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Type R, Form B-i 


Type R, Form B-2 


Direct Current Reverse Current Relays 

Type R, Form B-2 

The Type R, Form B-2 Reverse Current Relay is designed for mounting on circuit breaker studs. 
It consists of a horseshoe magnet with a shunt wound armature pivoted between its poles. The magnet is 
mounted on the current-carrying stud of the circuit breaker between the back of the panel and the first con¬ 
tact or supporting nut, and is placed in a vertical position. 

The contacts are insulated from the magnet, permitting the use of an auxiliary circuit for the tripping 
device, independent of the circuit controlled by the circuit breaker. This is highly desirable on 600 volt 
systems where a reliable low voltage auxiliary source is available. 


Type R, Form B-3 

These relays are for the same purpose and perform the same functions as the Type R, Form B-2, Re¬ 
verse Current Relays, and they are similar in their method of operation. 

Being for smaller capacity service, a coil instead of the stud is used to furnish a field for the armature. 


Instantaneous—Single Pole—Circuit Closing (Normally Open) 

(No Covers) 

Type R, Form B-2 





Calibration 

Size of 






Operates on 

Circuit 

Shipping 


tList 


•Ampere 

Reversal 

Breaker 

Weight 

List Price 

No. 

Volts 

Capacity 

Amperes 

Stud in Ins. 

Lbs. 

Each 

43462 

125 

800 

200 

ix 

20 

$88.00 

102867 

125 

1000 

200 

IX 

20 

88.00 

43463 

125 

1200 

200 

IX 

20 

88.00 

64813 

125 

1500 

200 

ix 

20 

88.00 

43464 

125 

2000 

200 

IX 

20 

88.00 

64814 

125 

3000 

200 

2 

20 

88.00 

43465 

125 

4000 

200 

2 Vi 

20 

88.00 

102868 

125 

' 5000 

200 

2 H 

20 

88.00 

43466 

125 

6000 

200 

3 X 

20 

88.00 

64819 

125 

8000 

200 

4 

20 

88.00 

43467 

250 

800 

200 

IX 

20 

88.00 

102869 

250 

1000 

200 

IX 

20 

88.00 

43468 

250 

1200 

200 

IX 

20 

88.00 

64815 

250 

1500 

200 

IX 

20 

88.00 

43469 

250 

2000 

200 

IX 

20 

88.00 

64816 

250 

3000 

200 

2 

20 

88.00 

43470 

250 

4000 

200 

2X 

20 

88.00 

102870 

250 

5000 

200 

2X 

20 

88.00 

43471 

250 

6000 

200 

■iX 

20 

88.00 

64820 

250 

8000 

200 

4 

20 

88.00 

43472 

550 

800 

200 

IX 

20 

88.00 

102871 

550 

1000 

200 

IX 

20 

88.00 

43473 

550 

1200 

200 

IX 

20 

88.00 

64817 

550 

1500 

200* 

IX 

20 

88.00 

43474 

550 

2000 

200 

IX 

20 

88.00 

64818 

550 

3000 

200 

2 

20 

88.00 

43475 

550 

4000 

200 

2Vi 

20 

88.00 

102872 

550 

5000 

200 

2X 

20 

88.00 

43476 

550 

6000 

200 

3X 

20 

88.00 

64821 

550 

8000 

200 

4 

20 

88.00 


•Load which the relay will carry continuously at 30 degrees C. rise or less. 
fProper series resistance for potential circuit is included. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Mall Orders Pilled 
at Prevailing Prices 


G. E. RELAYS 

D.C. Reverse Current for Circuit Breakers 


Instantaneous—Single Pole—Circuit Closing (Normally Open) 

(No Covers) 

Type R, Form B-3 





Calibration 

Size of 






Operates on 

Circuit 

Shipping 


List 


Ampere 

Reversal 

. Breaker 

Weight 

list Price 

No. 

Volts 

Capacity 

Amperes 

Stud in Ins. 

Lbs. 

Each 

43441 

125 

15 

4 

H 

15 

$73.00 

43442 

125 

25 

6 

Vs 

15 

73.00 

102858 

125 

40 

10 

% 

15 

74.58 

43443 

125 

50 

12 

H 

15 

74.58 

102859 

125 

75 

20 

Vs 

15 

74.58 

43444 

125 

100 

25 

Vs 

15 

74.58 

43445 

125 

200 

50 

X 

15 

74.58 

43446 

125 

300 

75 

% 

15 

74.58 

43447 

125 

500 

125 

% 

15 

74.58 

102860 

125 

600 

150 

1 

15 

82.90 

43448 

250 

15 

4 

H 

15 

73.00 

43449 

250 

25 

6 

Vs 

15 

73.00 

102861 

250 

40 

10 

Vs 

15 

75.48 

43450 

250 

50 

12 

V* 

15 

75.48 

102862 

250 

75 

20 

H 

15 

75.48 

43451 

250 

100 

25 

Vs 

15 

75.48 

43452 

250 

200 

50 

Vi 

15 

75.48 

43453 

250 

300 

75 

H 

15 

75.48 

43454 

250 

500 

125 

H 

15 

75.48 

102863- 

250 

600 

150 

% 

15* 

82.90 

43455 

650 

15 

4 

1 

15 

73.00 

43456 

650 

25 

6 

K 

15 

73.00 

102864 

650 

40 

10 

H 

15 

75.48 

43457 

650 

50 

12 

Vi 

15 

75.48 

102865 

650 

75 

20 

v% 

15 

75.48 

43458 

650 

100 

25 

Vs 

15 

75.48 

43459 

650 

200 

50 

H 

15 

75.48 

43460 

650 

300 

75 

H 

15 

75.48 

43461 

650 

500 

125 

Vs 

15 

75.48 

102866 

650 

600 

150 

1 

15 

82.90 


Direct Current—Overload—Low Tension 
SINGLE POLE CIRCUIT CLOSING TWO CONTACT 
600 Volts or Less 


Instantaneous Inverse Time 


TypeP 
Form 
B-25 
List No. 

Amp. 

Capacity 

Calibration 

Shpg. 

Wgt. 

List 

Price 

Each 

TypeP 
Form C25 
List 

No. 

Amp. 

Capacity 

Calibration 

Shng. 

Wgt. 

List 

Price 

Each 

Min. 

Max. 

Min. 

Max. 

64802 

15 

WKEM 

25 

20 

$24.76 

102831 

15 

10 

25 

20 

$3S.36 

64803 

25 

■ 1 

40 

20 

25.98 

102832 

25 

15 

40 

20 

39.60 

64804 

40 

■ I 

60 

20 

25.98 

102833 

40 


60 

20 

39.60 

64805 

50 

25 

70 

20 

25.98 

102834 

50 

25 

75 

20 

39.60 

64806 

75 

40 

125 

20 

25.98 

102835 

75 

40 

125 

20 

39.60 

64807 

100 

' 50 

150 

20 

25.98 

102836 

100 


150 

20 

39.60 

120990 

150 

75 

225 

2Q 

37.12 

120992 

150 

75 

225 

20 

49.50 

64808 

200 

100 

300 

20 

37.12 

102837 

200 



20 

49.50 

64809 

300 

150 

450 

20 

37.12 

102838 

300 


450 

20 

49.50 

120991 

400 

200 

600 

30 

39.60 

120993 

400 



30 

51.98 

64810 

500 

250 

750 

30 

39.60 

102839 

500 

250 

750 

30 

51.98 

102829 

600 

300 

900 

30 

55.68 

102840 

600 



30 

68.06 

64811 

800 

400 

1200 

35 

55.68 

102841 

800 


1200 

35 

68.06 

102830 

1000 

500 

1500 

35 

61.80 

102842 

1000 


1500 

35 

74.26 

64812 

1200 

800 

1800 

35 

66.82 

102843 

1200 



35 

79.20 


Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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G. E. RELAYS 



Type F. Form F10 Type P. Form B-45 

Circuit Closing Relay Solenoid Control Relay With Support 

Alternating Current Relays—Low Voltage 

INSTANTANEOUS—TYPE P, FORM F10 CIRCUIT-CLOSING TWO CONTACT 600 VOLTS OR LESS FOR MOUNT¬ 
ING ON FRONT OF PANEL 

The contacts of this relay are similar to those of circuit-closing overload relays except that they are inverted. These 
relays are connected directly across the line with proper resistance in series with the relay coil. As long as the potential is 
normal the contact cone is held above the contacts. When the potential falls below one-half normal the core and plunger rod 
drop and close ( the contact. This relay does not pick up its own plunder. The plunger rod is pushed up by hand after the 
potential circuit is established. Low-voltage relays are generally used m connection with a low-voltage release or shunt trip 
coil on an oil switch or a circuit breaker. They are used in connection with motor-booster sets to prevent a disastrous speed 
of che booster which might result from the loss of alternating current power. They are also sometimes used for indicating 
purposes. 

SINGLE POLE DOUBLE POLE 


List 

No. 

Volts 

Approx. Shpg. 
Wt. in 

Lbs. 

List 

Price 

List 

No. 

Volta 

Approx. Shpg. 
Wt. in 

Lbs. 

List 

'Price 

102819 

110 (125) 

10 

624.76 

102824 

110 (125) 

15 

$30.60 

102820 

240 

10 

24.76 

102825 

240 

15 

30.60 

102821 

370 

10 

27.22 

102826 

370 

15 

47.02 

102822 

480 

10 

27.22 

102827 

480 

15 

47.02 

102823 

600 

10 

27.22 ' 

102828 

600 

15 

47.02 


OVERLOAD—LOW TENSION SERIES 

Single Pole—Circuit-closing—Two Contact 600 Volts or Less—Back Connected for Mounting on Front of Panel 


Instantaneous 
Type P, Form B36 
List 

Inverse 

Type P, Form C36 
List 

•Ampere 

Calibration 

xr 

Wt. in 

List Price 
Instan¬ 

Inverse 

No. 

No. 

Capacity 

Min. 

Max. 

Lbs. 

taneous 

Time 

102783 

102796 

15 

10 

25 

20 

$24.76 

$38.36 

102784 

102797 

25 

15 

40 

20 

25.98 

39.60 

102785 

102798 

40 

20 

60 

20 

25.98 

39.60 

102786 

102799 

50 

25 

75 

20 

25.98 

39.90 

102787 

102800 

75 

40 

125 

20 

25.98 

39.60 

102788 

102801 

100 

50 

150 

20 

25.98 

39.60 

120952 

120954 

150 

75 

225 

20 

37.12 

49.50 

102789 

102802 

200 

100 

300 

20 

37.12 

49.50 

102790 

102803 

300 

150 

450 

20 

37.12 

49.50 

120953 

120955 

400 

200 

600 . 

30 

30.60 

51.98 

102791 

102804 

600 

250 

750 

30 • 

30.60 

51.98 

102792 

102805 

600 

300 

900 

30 

55.68 

68.06 

102793 

102806 

800 

400 

1200 

35 

55.68 

68.06 

102794 

102807 

1000 

500 

1500 

35 

61.88 

74.26 

102795 

102808 

1200 

600 

1800 

35 

66.82 

79.20 

•Load which the relay will carry continuously at 30 degrees C. rise or less. 





Direct Current Relays 

SOLENOID CONTROL— TYPE P, FORM B-4S 

Single-Pole-circuit Closing—600 Volts or Less—For Use with Solenoid Operated Oil Switches and Circuit Breakers 

The Type P Form B-45 relay supersedes the Form B-10. 

Mounting. The support furnished is so arranged that it may be mounted on flat surface or on vertical or horisontal pipe. 
Construction. The B-45 is similar to the B-10 except that the break is longer and more rapid. A flexible lead is pro¬ 
vided between the movable contact arm and its support, insuring positive connection. The relay can be operated by means 
of the insulated button. 


Contacts. Copper contacts only are furnished and will control circuits of 150 amperes at 125 volts, 75 amperes at 250 
volts and 25 amperes at 600 volts. Relays will operate positively at one half of rated voltage. 


* 

List No. 

Voltage of 
Control 

Circuit 

For 

Mounting 

on 

Circuit 

Approx. 

Ship. Wt. 
in Lbs. 

List Price 

177898 

125 

Panel or 1 H in. 


20 

$19.80 

177899 

250 

vertical or hori¬ 

One 

20 

22.28 

177900 

600 

sontal pipe. 


20 

27.22 


•List No. includes yoke for 1 inch pipe mounting. For flat surface mounting customer will substitute proper length 
bolts. 

Prices on reverse phase, reverse current and series overload relays, low voltage and signal relays sent upon request. 
Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Mail Orders Filled 
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No. 50092 


No. 50088 


No. 500&9 


NO. 50091 


GARTON-DANIELS LIGHTNING ARRESTERS 


Alternating Current Types 

Garton-Daniels Alternating Current Arresters are furnished according to practically the same specifi¬ 
cations applying to the direct current arresters listed on following page. They combine the well recognized 
principles of a small air gap, a low series resistance, and a circuit-breaker; these three features in combination 
giving, an arrester unsurpassed in points of efficiency, reliability and durability. 

List Net List 


No. 

Type 

Voltage 

Description 

Dimensions Inches 

Weight 

Price Each 

300. 

T 

Up to 350 

Iron covered 


3% x 3% 

2 lbs. 

10 ozs. $3.60 

50014 . 

DF 

Up to 350 

. Station 

8 %x 3 

x 3 

2% lbs. 

7.68 

50016. 

... DF 

Up to 350 

Iron covered 

12% x 6 

x 4 

11% lbs. 

9.36 

50015 . 

... DF 

Up to 350 

Wood covered 

13% 

K 7 

x 6 

6% lbs. 

7.68 

50017 . 

... FH 

350 to 1,200 

Station 

io %x 3% 

x 3 

4% lbs. 

8.40 

50018 . 

... FH 

350 to 1,200 

Iron covered 

14 % 

x 6%x 4% 

15% lbs. 

9.84 

50019. 

... FH 

350 to 1,200 

Wood covered 

14 % 

x 7 

x 6% 

8% lbs. 

8.40 

50020 . 

... CE 

1,200 to 2,500 

Station 

14 

x 3 ]/ 2 x 3 X 

6% lbs. 

10.56 

50021 . 

... CE 

1,200 to 2,500 

Iron covered 

16% x 6 

x 5 

21 

lbs. 

12.00 

50022 . 

... CE 

1,200 to 2,500 

Wood covered 

19 

x 7% 

x 7V\ 

12% lbs. 

10.56 

50088 . 

... CE-2 

1,200 to 2,500 

Station type 

11 

x 4 %x 3% 

8 

lbs. 

10.56 

50089 :.... 

... CE-2 

1,200 to 2.500 

Wood covered 

18 

x 8% 

6% 

13% lbs. 

10.56 

50329 . 

... F-2S 

2,500-3ph. Y 

Station type 

14% x 4 M 

X 3% 

11% lbs. 

12.00 

50330 . 

... F-2S 

2,500-3ph. Y 

Wood covered 

20% x 8%x 6% 

15% lbs. 

12.00 

50091 . 

F-2 

2,500 to-3,500 

Station type 

14% 

x 4 H 

x 3% 

11 % lbs. 

12.00 

50092 . 

F-2 

2,500 to 3,500 

Wood covered 

20% 

x 8% x 6 A 

15% lbs. 

12.00 

50093 . 

... CE-2 

3,500 to 5,000 

Station 

34 

x 8 

x 6% 

26 Vo lbs. 

22.32 

50094 . 

... CE-2 

3,500 to 5,000 

Wood covered 

33 

x 13 

x 15% 

49 

lbs. 

22.32 

50095 . 

F-2 

5,000 to 6,600 

Station 

39% 

x 8 

x 17% 

41 

lbs. 

28.56 

50096 . 

F-2 

5,000 to 6,600 

Wood < overed 

38 

x 13 

X 15% 

55 

lbs. 

28.56 

50442 . 

... F-2S 

•6,600 s. ph. 

Station Type 

56% 

x 8 

x 17% 

58 

lbs. 

46.92 

50443 . 

... F-2S 

*6,600 s. ph. 

Wood Covered 

56% x 13 

xl5% 

69 

lbs. 

46.92 

50097 . 

... CE-2. 

6,600 to 7,500 

Station 

48 

x 8 

x 17% 

46- 

lbs. 

43.68 

50098 . 

... CE-2 

6,600 to 7,500 

Wood covered 

49 

x 13 

x 15 % 

59 

lbs. 

43.6S 

50099 . 

F-2 

7,500 to 8,500 

Station 

56% x 8 

x 17% 

58 

lbs. 

46.92 

50100 . 

!! .* F-2 

7,500 to 8,500 

Wood covered 

56% x 13 

x 1535 

69 

lbs. 

46.92 

50101 . 

... F-2 

8,500 to 10,000 

S tation 

73 

x 8 

x 18 

71 

lbs. 

58.32 

50102 . 

... F-2 

8,500 to 10,000 

Wood covered 

71 

x 13 

x 15% 

93 

lbs. 

58.32 

50103 . 

... F-2 

10,000 to 12,500 

Station 

89 

x 8 

x 18 

89 

Ibs. 

73.08 

50104 . 

... F-2 

10,000 to 12,500 

Wood covered 

87% x 13 

x 15% 

116 

lbs. 

73.08 

50105 . 

... F-2 

12,500 to 15,000 

Station 

106 

x 8 

x 18 

106 

lbs. 

88.68 

50106. 

F-2 

12,500 to 15,000 

Wood covered 

104 

x 13 

x 15% 

139 

lbs. 

88.68 

50107 . 

... F-2 

15,000 to 17.500 

Station 

122 

x 8 

x 18 

123 

lbs. 

106.80 

50108. 

... F-2 

17,500 to 20,000 

Station 

139 

x 8 

x 18 

140 

lbs. 

120.00 

•Railway Circuit. 











Alternating Current Arc Arresters 




50020. 

.. CE 

Up to 2,500 

Station 




6% lbs. 

$10.56 

50021. 

CE 

Up to 2,500 

Iron Covered 




21 

lbs. 

12.00 

50022. 

.. CE 

Up to 2,500 

Wood Covered 




12% lbs. 

10.56 

50091. 

.. F-2 

2,500 to 3,500 

Station 




11% lbs. 

12.00 

50092. 

F-2 

2,500 to 3,500 

Wood Covered 




15% lbs. 

12.00 

50093. 

.. CE-2 

3,500 to 5,000 

Station 



. 26% lbs. 

26.40 

50094. 

.. CE-2 

3,500 to 5,000 

Wood Covered 


• D igit t-zed -by. VJ O (JW 

lbs. 

26.40 
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Quantity Prices 
Quoted on Request 


Western Electric 


GARTON-DANIELS LIGHTNING ARRESTERS 



No. 50014 


No. 50041 



No.350401 


No. 50400 




Direct Current Types 

Direct current arresters, station type, are furnished with highly polished and lacquered metal work. 
Pole or car arresters have a dipped metal finish, but aside from this, are the same as the station type. Pole 
and car arresters are furnished in either wooden or iron covers, as required. Iron covers are, however, not 
furnished on the Types EH, El and EJ arresters. Both covers are of standard design, fitted with insulated 
bushings for the leading-in wires and the arrester carefully insulated from the cover. " 


Description and List Prices 


List Dimensions Wt. List 

No. Type Voltage Description Inches Lbs. Price Each 

50014 . DF Up to 350 Station type 8 3 x3 254 $7.68 

50016. DF Upto350 Ironcovered 1254x 6 x4 1154 9.36 

50015 . DF Up to350 Wood covered 13J^x 7 x6 654 7.68 

50039 . EG 350 to 750 Station type 9 J-g x 3 5 g x 3 4 54 10.08 

50040 . EG 350 to 750 Ironcovered 1354x 654x454 1354 11.52 

50041 . EG 350 to 750 Wood covered 1454 x 7 x654 8J4 10.08 

11779 . EG 350 to 750 Ironcar 1354x 654 x 454 1354 11.52 

11780 . EG 350 to 750 Wood car 14 x 7 x654 854 10.08 

50338 . EH 750 to 1300 Station 19 x 454 * 354 1154 20.16 

50339 . EH 750 to 1300 Woodcar 2554x 854x754 21 20.16 

60400. EH 750 to 1300 Woodcovered 2154x 1054x654 2154 20.16 

504Q1. El 1300 to 1500 Station 19 x 4>4x354 1154 23.04 

50402 . El 1300 to 1500 Woodcar 2554 x 854 x 754 21 23.04 

50403 . El 1300 to 1500 Woodcovered 2154x 1054x654 2154 23.04 

50404 . EJ 1500 to 1800 Station 19 x 454 x 354 1154 24.48 

50405 . EJ 1500 to 1800 Woodcar 2554x854x754 21 24.48 

50406 . EJ 1500 to 1800 Woodcovered . 215^x1054 x 654 2154 24.48 

50426.....*. EK 1800 to 2400 Station 49' x 8 xl754 45 46.08 

50427. EK 1800 to 2400 WoodCovered 49 xl3 xl554 68 46.08 


Direct Current Arc Arresters 

Standard types of Garton-Daniels Arc Circuit Lightning Arresters are listed below. These will meet 
practically all standard conditions. Arresters for higher voltages, or for special conditions, can be furnished 
to order. 

Description and List Prices 


List Voltage of % Net Weight List 

No. Type Circuit ’Description Each Price Each 

60077. BD Up to 4000 Station type Wa. lbs. $12.68 

50078. BD Up to 4000 Woodcovered 12}^ lbs. 12.86 

50073 .. BD 4000 to 6000 Station type , 20 lbs. 31.68 

50074 . BD 4000 to 6000 Wood corned 26}^ lbs. 31.6S 
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Western Electric 


Mail Orders Filled 

at Prevailing Prices 


GARTON-DANIELS LIGHTNING ARRESTERS 


Panel Board for 600 Volt D. G. 
Railway Service. Front View 


Panel Board for 2500 
Volt A. C. Service. 
Front View 


Side View of 2500 Volt A. C. 
Panel Board Showing 
Supporting Insulators 





Panel Board Types 

Garton-Daniels Panel Board Arresters are especially designed for the protection of electrical machinery, 
either A. C. or D. C., where lightning conditions are unusually severe. 

The line or feeder runs to the upper choke coil terminal while to the lower choke coil terminal is con¬ 
nected the feeder from the apparatus to be protected. 

The upper lightning arrester unit is connected on the line side of the first choke coil; each of the other two 
being connected ahead of the other coils. These units are supplied with a common ground, the connectors 
being run in back of the two lower units as can be seen in the illustrations. 

As to the operation of this arrester, assume that a charge has been set free on the line. The first choke 
coil chokes back most of this and discharges it over the first arrester unit. The leakage charge through the 
first choke coil must, as can be'seen, pass two other choke coils before it can get into the apparatus. Almost 
perfect lightning protection therefore may be expected on apparatus protected with these panel board 
arresters. 

These panel board arresters are designed especially for the protection of apparatus up to 6600 volts 
A. C., up to 2500 volts D. C., railway, and up to 6000 volts D. C. y arc, and are furnished in any ampere 
capacity for voltages within this range. 

They are made in double and triple type, one of either type being necessary for the protection of each 
wire running into or from the apparatus to be protected. They are furnished regularly for station use 
only, as operating companies usually desire to build small arrester houses to house them for outside in¬ 
stallations. 

Station panel boards are mounted on heavy impregnated oak frames and are furnished complete with 
insulators for their installation. The arrester units are furnished with highly polished and lacquered metal 
work. Choke coils are of copper, black enameled and baked. 


DIRECTIONS FOR ORDERING 

In ordering Garton-Daniels Panel Board Lightning Arresters, it is necessary that the following informa¬ 
tion be given: 

Type desired—Double or triple. 

Class of circuit—D. C. or A. C. If D. C., whether grounded or ungrounded, single, two or three wire. 
If A. C., whether single, two or three phase; two, three or four wire, grounded or ungrounded. 

Voltage of circuit. 

Amperes per wire in D. C. work or per phase in A. C. work. 

Size of wire or cable for which terminals are to be provided, and number of terminals for heavy capacity 
circuits. 

List Prices. For estimating purposes only, an approximate list price may be obtained on Garton- 
Daniels Panel Board Arresters by adding together the list prices of the arrester units suited for the voltage 
of circuit (two units for double type, three for triple type), the list price of suitable capacity, AF or AMF 
choke coils, and adding to this sum $20.00. The list price so obtained will be approximate, and is subject 
to regular discounts. 
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Type S Choke Coil 


AMI* Choke Coil 


Car Choke Coil 


Standard Types 

Choke coils regularly carried in stock are listed below. Coils of higher ampere capacity than these 
will be furnished to order. In ordering choke coils always give the following information: manufacturer’s 
number, capacity in amperes, size of wire or cable for which terminals are to be provided, number and size of 
terminals on each end when ordering type AMF coils, mounting, standard or special. 


Description and List Prices 


List 

No. 

Type 

Capacity 

Dimensions 
in Inches 

Net Weight 
Each 

List 

Price Each 

50042 

S 

10 Amp. 

Diam. 6%x234 

4 lbs. 


$4.32 

50043 

S 

20 Amp. 

Diam. 6%x234 

4 lbs. 


5.76 

50044 

S • 

30 Amp. 

Diam. 6%x2J4 

4 lbs. 


6.92 

50045 

S 

40 Amp. 

Diam. 6%x2J4 

4 lbs. 


8.08 

50046 

8 

50 Amp. 

Diam. 834x3 A 

934 lbs. 


9.60 

50047 

S 

100 Amp. 

Diam. 834x3^ 

9)4 lbs. 


10.20 

50048 

S 

125 Amp. 

Diam. 834x3 A 

934 lbs. 


10.80 

50049 

S 

175 Amp. 

Diam. 9%x3A 

1634 lbs. 


12.00 

50050 

s 

225 Amp. 

Diam. 9%x3A 

16% lbs. 


12.60 

50051 

8 

260 Amp. 

Diam. 9%x3A 

16 J4 lbs. 


13.20 

11781 

Car 

75 Amp. 

10%x 4%x4% 

8% lbs. 


8.40 

11782 

Car 

125 Amp. 

10%x 4%x4% 

10 lbs. 


9.32 

11783 

Car 

150 Amp. 

1034 x 4%x5 

10% lbs. 


1C.20 

11784 j 

Car 

175 Amp. 

l"34x 4%x5 

1134 lbs. 


11.12 

11785 *' 

Car 

200 Amp. 

10Hx 4Jix5 

12 J4 lbs. 


12.00 

50052 

AF 

50 Amp. 

10%x 4*5x5 

8 J4 lbs. 


11.88 

50053 

AF 

125 Amp. 

1034x 4%x5 

834 lbs. ' 


13.20 

50054 

AF 

160 Amp. 

12 x 5 x5 

11 lbs. 


13.80 

50055 

AF 

200 Amp. 

12 x 5 x5 

1134 lbs. 


11.28 

50056 

AF 

250 Amp. 

12 x 5 x5 

12J4 lbs. 


14.52 

50057 

AF 

325 Amp. 

5 xl534x4% 

15% lbs. 


15.84 

50058 

AF 

400 Amp. 

5 x 16 x4H 

18% lbs. 


22.44 

50059 

AF 

500 Amp. 

5 xl6%x4tf 

2:34 lbs. 


33.00 

50060 

AMF 

600 Amp. 

10 x 17 x4% 

33% lbs. 


35.64 

50061 

AMF 

800 Amp. 

10 xl8Hx4H 

37% lbs. 


42.24 

50062 

AMF 

1,000 Amp. 

10 x.20%x4tf 

48% lbs. 


59.40 

50063 

AMF 

1,200 Amp. 

12 x22 x4% 

6534 lbs. 


66.00 

50064 

AMF 

1,500 Amp. 

12 x 22 x4H 

72 lbs. 


80.52 

50065 

AMF 

1,600 Amp. 

11 x23 x4H 

89% lbs. 

le 

89.76 

,50066 

AMF 

2,000 Amp. 

14 x23 x4H 

102 lbs. 

aitized bvVJv_7v_JV 

126.72 
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GARTON-DANIELS GROUND FITTINGS AND ARRESTER 

HANGERS 


o 


Mfr. No. 50079 


9 


V 


Mfr. No. 50080 Mfr. No. 50081 

Garton-Daniels Ground Fittings 


» 

Mfr. No. 50431 


List 

No. 

Description 

Drilled 
for Wire 

Dimensions 
in Inches 

Net Wt. 
Each 

List 

Price 

Each 

AOOTU ! 

For Three-Quarter Inch (% in.) Pipe 

i v i 3 v i l : i 

K sv. 1 

i tn ka 


Brass Cap. No. 0 cable or solid 

Brass Cap. in. cable 

Brass Coupling. No. 4 or 6 solid 

Brass Coupling. No. 0 cable or solid 

Malleable Point (external type) . * . 

Malleable Point (internal type). 

Galvanized Pipe Tee. 

Galvanized Pipe Coupling..... 

Gray Iron Plate. 

For One Inch (1 in.) fc>ipe 


1 x2x \y 2 

1 x 2 x 1 

1 y'8 X 1 ? 4 X 1 3 g 

1 % x 2 X 1 % 
3HxlAxl& 
2% x 1 x 1 
Standard % in. 
Standard % in. 
12 x 12 x % 




BONDS, CONNECTORS, *POLE BANDS, GROUND WIRE DISCONNECTORS 

35 Type P4A Bond, No. 0B&S Cable, x /i in. terminal. per 100 

36 Type 05A Bond, No. 0B& S Solid, in. terminal. per 100 

12346 Cylindrical Wire Connector for No. 4 or 6 B & S Solid. each 

12344 Cylindrical Wire Connector for No. 0 B & S Solid. each 

12342 Cylindrical Wire Connector for No. 0 B & S Cable. each 

50331 Iron Pole Band for 6in. pole. per doz. 

50332 Iron Pole Band for 7 5 s in- pole.„. per doz. 

50333 Iron Pole Band for 8 5 /£ in. pole. per doz. 

50444 Ground Wire Disconnector for No. 4 or 6 B & S Solid. each 

*Pole Bands include pole band brackets for attaching to the regular wood or iron covers. 


$79.20 

67.20 

.12 

.17 

.32 

15.60 

15.60 

15.60 

1.52 



Style A Style B Style C Style D Style E 

Garton-Daniels Lightning Arrester Hangers 

List No. Description List Price Each 

50421 Style A Hanger, 3\i or 3in., single arm, made from iron strap \ l A x A in. $0.48 

50422 Style B Hanger, 3J4 or 3P6 in., single arm, made from iron strap 1H x ^ in. .72 

50423 Style C Hanger, 3 V\ or 3 l A in., double arm, made from iron strap 1 x ^ in. .84 

50424 Style D Hanger, double arm, made from iron strap 1 x ^ in. .48 

50425 Style E Hanger, double arm, made from iron strap 1 x ^ in. Digitized.by. .60 

Protective Apparatus and Switchboard Accessories 72-1 
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GARTON-DANIELS CHOKE COILS 

HIGH VOLTAGE TYPES 



Type L choke coils, as illustrated above, are designed for indoor service. The Type LU choke coils are 
of the underhung type and are designed particularly for outdoor service. The Type H choke coils are of the 
well-known “hour glass” type and are for indoor service. Type HU choke coils are of the underhung type 
and are designed particularly for outdoor service. 

All types of choke coils listed are made with a base of channel iron, into which iron pins are riveted and 
insulators cemented to these pins support iron caps, which in turn support the terminal blocks and coil 
proper. Channel bases in all types are drilled with 3 % inch holes in each end; the coil may so be mounted on 
any flat supporting member by bolts or lagsj or by the use of pipe clamps described and listed in following 
pages they may be readily supported by piping. 


List 

No. 

Type 

Voltage 

/ 

Capacity 

Amperes 

List 

Price 

Each 

List 

No. 

Type 

Voltage 

Capacity 

Amperes 

List 

Price 

Each 

50445 

L 

Up to 3000 

50 

$20.40 

50483 

LU 

3000 to 6600 

400 

$36.00 

50440 

L 

Up to 3000 

100 

21.60 

50484 

LU 

3000 to 6600 

500 

39.60 

50447 

L 

Up to 3000 

150 

22.80 

50485 

LU 

3000 to 6600 

600 

43.20 

50448 

L 

Up to 3000 

200 

24.00 

50486 

LU 

3000 to 6600 

800 

48.00 

50449 

L 

Up to 3000 

250 

25.20 

50491 

LU 

6600 to 13200 

100 

36.00 

50450 

L 

Up to 3000 

Up to 3000 

300 

27.60 

50492 

LU 

6600 to 13200 

200 

39.60 

50451 

L 

400 

30.00 

50493 

LU 

6600 to 13200 

300 

43.20 

50452 

L 

Up to 3000 

500 

33.60 

50494 

LU 

6600 to 13200 

400 

46.80 

50453 

L 

Up to 3000 

Up to 3000 

600 

37.20 

50498 

LU 

13200 to 23000 

100 

42.00 

50454 

L 

800 

43.20 

50499 

LU 

13200 to 23000 

200 

45.60 

50455 

L 

Up to 3000 

1000 

55.20 

50500 

LU 

13200 to 23000 

300 

49.20 

50456 

L 

Up to 3000 
3000 to 6GOO 

1200 

68.40 

50503 

LU 

23000 to 35000 

100 

48.00 

50469 

L 

50 

26.40 

50504 

LU 

23000 to 35000 

200 

54.00 

50470 

L 

3000 to 6600 

100 

28.80 

50505 

H 

Up to 6600 

50 

28.80 

50471 

L 

3000 to 6600 

150 

30.00 

50506 

H 

Up to 6600 

100 

31.20 

50472 

L 

3000 to 6600 

200 

31.20 

50507 

H 

Up to 6600 

150 

32.40 

50473 

L 

3000 to 6600 

300 

33.60 

50508 

H 

Yp to 6600 

200 

33.60 

50474 

L 

3000 to 6600 

400 

36.00 

50509 

H 

Up to 6600 

300 

36.00 

50475 

L 

3000 to 6600 

500 

39.60 

50510 

H 

Up to 6600 

400 

37.60 

50470 

L 

3000 to 6600 

600 

43.20 

50511 

H 

Up to 6600 
6600 to 13200 

500 

43.20 

50477 

L 

3000 to 6600 

800 

48.00 

50519 

H 

50 

38.40 

50487 

L 

6600 to 13200 

100 

36.00 

50520 

H 

6600 to 13200 

100 

42.00 

50488 

L 

6600 to 13200 

200 

39.60 

50521 

H 

6600 to 13200 

200 

45.00 

50489 

L 

6600 to 13200 

300 

43.20 

50522 

H 

6600 to 13200 

300 

45.80 

50490 

L 

6600 to 13200 

400 

46.80 

50523 

H 

6600 to 13200 

400 

50.40 

50495 

L 

13200 to 23000 

100 

42.00 

50529 

H 

13200 to 23000 

100 

44.40 

50496 

L 

13200 tc 23000 

200 

45.60 

60530 

H 

13200 to 23000 

200 

49.20 

50497 

L 

13200 to 23000 

300 

49.20 

50531 

H 

13200 to 23000 

300 

52.80 

50.501 

L 

. 23000 to 35000 

100 

48.00 

50535 

H 

23000 to 35000 

100 

51.60 

50502 

L 

23000 to 35000 

200 

54.00 

50536 

H 

23000 to 35000 

200 

67.60 

50457 

LU 

Up to 3000 

50 

20.40 

50512 

HU 

tip to 6600 

50 

28.80 

50458 

LU 

Up to 3000 

100 

21.60 

60513 

HU 

Up to 6600 

100 

31.20 

50459 

LU 

Up to 3000 

150 

22.80 

50514 

HU 

Up to 6600 

150 

32.40 

50460 

LU 

Up to 3000 

200 

24.00 

50515 

HU 

Up to 6600 

200 

33.00 

50461 

LU 

Up to 3000 

250 

25.20 

50516 

HU 

Up to 6600 

300 

36.00 

50462 

LU 

Up to 3000 

300 

27.60 

50517 

HU 

Up to 6600 

400 

39.60 

50463 

LU 

Yp to 3000 

400 

30.00 

60518 

HU 

Up to 6600 
6600 to 13200 

500 

43.20 

50464 

LU 

. Up to 3000 

500 

33.60 

50524 

HU 

50 

38.40 

50465 

LU 

Up to 3000 

600 

37.20 

60525 

HU 

6600 to 13200 

100 

42.00 

50466 

LU 

Up to 3000 

800 

43.20 

50526 

HU 

6600 to 13200 

200 

45.60 

60467 

LU 

Up to 3000 

1000 

55.20 

50527 

HU 

6600 to 13200 

300 

46.80 

50468 

LU 

Up to 3000 

1200 

68.40 

50528 

HU 

6600 to 13200 

400 

60.40 

50478 

LU 

3000 to 6600 

50 

26.40 

50532 

HU 

13200 to 23000 

100 

44.40 

50479 

LU 

3000 to 6000 

100 

28.80 

50533 

HU 

13200 to 23000 

200 

49.20 

60480 

LU 

3000 to 6600 

150 

30.00 

50534 

HU 

13200 to 23000* 

300 

52.80 

50481 

LU 

3000 to 6600 

200 

31.20 

50537 

HU 

23000 to 35000 

100 

51.60 

50482 

LU 

3000 to 6600 

300 

33.60 

50538 

HU 

23000 to 35000 

200 

57.60 


Directions for Ordering 

In ordering choke coils and disconnecting switches it is necessary to give the following information in 
order that the coils may exactly meet requirements. 

List number; voltage; capacity in amperes; size of wire or cable for which terminals are to be provided; 
number and size of terminals on each end when ordering Type AMF and High Voltage Coils; mounting— 
standard or special, and drillings in base, if other than standard drilling; are required. 
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Mail Orders Filled 
at Prevailing Prices 


G ARTON-D AN I ELS DISCONNECTING SWITCHES 

HIGH VOLTAGE TYPES 



3000 Volts, 300 Amp., Type R Switch 13,300 Volts, Type RM Switch, 300 Amp. Capacity 

300 Amp., 

Type RU Switch 


Garton-Daniels Disconnecting Switches 

All Type R disconnecting switches listed hereafter with the exception of Type RM are constructed with 
a base of standard channel iron. Iron pins are riveted to this base, and insulators cemented to these pins 
support iron caps, which in turn support the terminal blocks, terminals and switch proper. Each channel 
is provided with \ inch holes at each end. 

Switches are not furnished with switch locks, switch stops, etc., excepting Type RU which includes a 
switch lock as standard equipment. 

Type R is for indoor service while the Type RIT of the underhung type is particularly for outdoor service. 

Type RM has same switch structure as Type R, but is mounted on blue Vermont marble base and is for 
indoor service. 

Directions for ordering are the same as for choke coils. 


Description and Price List 


list 

No. 

Type 

Voltage 

Capacity 

Amperes 

List 

Price 

Each 

List 

No. 

Type 

Voltage 

Capacity 

Ampere* 

List 

Price 

Each 

60539 

R 

Up to 3000 

100 

$13.80 

50553 

RU 

Up to 3000 

600 

$33.60 

60540 

R 

Up to 3000 

200 

14.40 

50554 

RU 

Up to 3000 

800 

40.80 

50541 

R 

Up to 3000 

300 

16.80 

50555 

RU 

Up to 3000 

1000 

48.00 

50542 

R 

Up to 3000 

400 

19.80 

50556 

RU 

Up to 3000 

1200 

56.40 

50543 

R 

Up to 3000 

500 

24.00 

50573 

RU 

3000 to 6600 

100 

19.80 

50544 

R 

Up to 3000 

600 

28.80 

50574 

RU 

3000 to 6600 

200 

20.40 

50545 

R 

Up to 3000 

800 

36.00 

50575 

RU 

3000 to 6600 

300 

21.60 

50546 

R 

Up to 3000 

1000 

43.20 

50576 

RU 

3000 to 6600 

400 

25.80 

50547 

R 

Up to 3000 

1200 

51.60 

50577 

RU 

3000 to 6600 

500 

30.00 

50566 

R 

3000 to 6600 

100 

15.00 

50578 

RU 

3000 to 6600 

600 

34.80 

50567 

R 

3000 to 6600 

200 

15.60 

50579 

RU 

3000 to 6600 

800 

42.00 

50568 

R 

3000 to 6600 

300 

18.00 

50586 

RU 

6600 to 13200 

100 

21.60 

50569 

R 

3000 to 6600 

400 

21.00 

50587 

RU 

6600 to 13200 

200 

22.80 

50570 

R 

3000 to 6600 

500 

25.20 

50588 

RU 

6600 to 13200 

300 

25*20 

50571 

R 

3000 to 6600 

600 

30.00 

50589 

RU 

6600 to 13200 

400 

28.80 

50572 

R 

3000 to 6600 

800 

37.20 

50590 

RU 

6600 to 13200 

500 

33.60 

50580 

R 

6600 to 13200 

100 

16.80 

50591 

RU 

6600 to 13200 

600 

39.60 

50581 

R 

6600 to 13200 

200 

18.00 

50595 

RU 

13200 to 23000 

100 

30.60 

50582 

R 

6600 to 13200 

300 

20.40 

50596 

RU 

13200 to 23000 

200 

31.80 

50583 

R 

6600 to 13200 

400 

24.00 

50597 

RU 

13200 to 23000 

300 

33.60 

50584 

R 

6600 to 13200 

500 

28.80 

50599 

RU 

23000 to 35000 

200 

43.20 

50585 

R 

6600 to 13200 

600 

34.80 

50557 

RM 

Up to 2500 

100 

17.40 

50592 

R 

13200 to 23000 

100 

25.80 

50558 

RM 

Up to 2500 

200 

18.00 

50593 

R 

13200 to 23000 

200 

27.00 

50559 

RM 

Up to 2500 

300 

20.40 

50594 

R 

13200 to 23000 

300 

28.80 

50560 

RM 

Up to 2500 

400 

23.40 

50598 

R 

23000 to 35000 

200 

38.40 

50561 

RM 

Up to 2500 

500 

29.40 

50548 

RU 

Up to 3000 

100 

18.60 

50562 

RM 

Up to 2500 

600 

34.20 

50549 

RU 

Up to 3000 

200 

19.20 

50563 

RM 

Up to 2500 

800 

42.00 

50550 

RU 

Up to 3000 

300 

21.60 

50564 

RM 

Up to 2500 

1000 

50.40 

50551 

RU 

Up to 3000 

400 

24.60 

50565 

RM 

Up to 2500 

1200 

60.00 

50652 

RU 

Up to 3000 

500 

28.80 



* 




DISCONNECTING SWITCH FITTINGS 

Garton-Daniels Disconnecting Switch Stops offer a means for readily preventing switch blades 
from being opened beyond a given angle. The stop consists of a brass casting so designed that it may be 
mounted on one of the rear switch wipes. The back of the blade in opening strikes a lug cast on the stop, 
and so the desired opening is secured. 

These stops are so designed that they may be mounted on the switch without extra machine work. 
Garton-Daniels Switch Hooks consist of a well-seasoned wood pole fitted on the end with a metal 
ferrule and pin. This pin engages the blade in the hole provided for that purpose, and by this means the 
switches are opened and closed. 

Prices on application. 
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Single Pole Fuse Block for 2500 Volts 


Single Pole Fuse Block for 7500. Volts 




Expulsion Fuse Holders and Fuses 

Type T, Form D-3 

The TD-3 expulsion fuse is a simple and effective device for operating on overload and short circuit 
conditions. 

Capacities 100 and 200 amperes 2500 and 7500 volts. 

This fuse holder consists of a heavy insulated metal bulb or explosion chamber into which is screwed 
a fiber tube. At each end are contact blades and accessible binding screws for the fuse, the lower binding 
screw being carried on the screw plug in the “ breech ” of the explosion chamber. 

The fuse proper which passes through the tube and bulb is made of comparatively small cross section 
at the lower end, to insure rupturing inside the bulb. The explosion and sudden expansion of gases expels 
the arc and fused metal and effectively opens the circuit. 

These fuses are assembled in the form of complete fuse blocks, single, double and triple-pole, both 
2500 and 7500 volts, and four-pole for 2500 volts. ' 

The clips for the 2500 volt fuse holders are mounted directly on marble base of panel, while those for 
the 7500 volt holders are mounted on one piece porcelain insulators, which in turn are mounted on slate 
base or panel. 

Barriers are provided for the double, triple and four-pole fuse blocks on bases. 

Single pole elements complete with contact clips, but without'bases, are listed separately for panel 
mounting. The necessary barriers are also listed in the same way. *• 


100 Amperes, 2500 Volt Fuse Blocks 


No. of 
Poles 

Mounted 

Barriers 

| Front Connected | 

Back Connected 

List 

No. 

List Price 
Each 

List 

No. 

List Price 
Each 

1 

On Base. 

Without 

59443 

$18.70 

59447 

$19.80 

2 

On Base. 

With 

59444 

42.90 

59448 


3 

On Base. 

With 

59445 

27.10 

59449 


4 

On Base. 

With 

59446 

91.30 

59450 

94.60 

1 

For Panel. 

Without 



59451 

13.20 


200 Amperes, 2500 Volt Fuse Blocks 


1 

On Base. 


59452 

$24.20 

59456 

WMM 

2 

On Base. 


59453 

58.30 

59457 

wLjUM 

3 

On Base. 


59454 

61.10 

59458 


4 

On Base. 

SSpllll 

59455 

91.30 

59459 

129.80 

1 

For Panel. 




59460 

19 80 


100 Amperes, 7500 Volt Fuse Blocks 


1 

On Base. 

Without 

59461 

$24.10 

59464 

$27.50 

2 

On Base. 

With 

59462 

58.30 

59465 

64.90 

3 

On Base. 

With 

59463 

80.00 

59466 

101.20 

1 

For Panel. 

Without 

. 


59467 

23.10 


200 Amperes, 7500 Volt Fuse Blocks 


1 

On Base. 

Without 

59468 

$31.90 

59471 

$36.30 

2 

On Base. 

With 

59469 

72.60 

59472 

82.50 

3 

On Base . 

With 

59470 

113.30 

59473 

126.50 

1 

For Panel. 

Without 



59474 

28.60 


Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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G. E. EXPULSION FUSE HOLDERS 


Separate Holders—Without Fuses Single Barriers for Fuse Blocks 

Type T, Form D-3 List Price Rating of Fuse Block list Pries 


List No. 

Volts 

Amperes 

Each 

List No. 

Volts 

Amperes 

Material 

Each 

59475 

•2500 

100 

$7.70 

75935 

2500 

100 

Marble 

$8.80 

59476 

2500 

200 

13.20 

75936 

2500 

200 

Marble 

11.00 

59477 

7500 

100 

8.80 

75937 

7500 

100 

Slate 

8.80 

59478 

7500 

200 

14.30 

75938 

7500 

200 

Slate 

8.80 


Prices on fuse holders 22,000 to 110,000 volts on application. 


Operating Hooks for Expulsion Fuses 

The fuse holder may be easily removed from the clip by means of a suitable operating hook, which 
should always be used, thus eliminating danger to the operator. 

Rating of Fuse Holder 

List No. Volts Amperes list Price Each 

45229 2500 or 7500 100 $3.30 

45230 2500 or 7500 200 3.30 

Fuses for 2500 and 7500 Volt Expulsion Fuse Holders 

Amp. Amp. 

Con. Cur. Con. Cur. 


Carrying 

500 Volts 

7500 Volts 

Carrying 

2500 Volts 

7500 Volts 

Cap. 

List No. 

List Price 

List No. 

List Price 

Cap. 

List No. 

List Price 

List No. 

List Price 

5 

118572 

$0.22 

118594 

$0.33 

80 

118583 

$0.22 

118605 

$0.33 

8 

118573 

.22 

118595 

.33 

90 

118584 

.22 

118606 

.33 

10 

118574 

.22 

118596 

.33 

100 

118585 

.22 

118607 

.33 

15 

118575 

.22 

118597 

.33 

110 

118586 

.22 

118608 

.33 

20 

118576 

.22 

118598 

.33 

125 

118587 

.22 

118609 

.33 

25 

118577 

.22 

118599 

.33 

140 

118588 

.22 

118610 

.33 

30- 

118578 

.22 

118600 

.33 

155 

118589 

.22 

118611 

.33 

40 

118579 

.22 

118601 

.33 

170 

118590 

.22 

118612 

.33 

50 

118580 

.22 

118602 

.33 

180 

118591 

.22 

118613 

.33 

60 

118581 

.22 

118603 

.33 

200 

118592 

.22 

118614 

.33 

70 

118582 

.22 

118604 

.33 







Fuses are of special metal and have tubular asbestos coverings. 

The ampere rating given is the normal carrying capacity of the fuse, and is about 60 per cent, of the 
load at which it will rupture. 

Fuse Holders, Complete with Fuses 

Type T, Form D 2 

For Use with Potential Transformer Fuse Blocks 

Distance Between 


Fuse Holders Used with fuse blocks listed above, also with Contact Clip 


List 

Includes Fuse 


potential transformers having fuse clips 

Centers in 

Approx. Ship. 

List 

No. 

List No. 

Volts 

on transformer terminals 

Inches 

Wt. in Lb. 

Price 

121100 

121101 

6600 

On transformer.. 

5 

3 

$2.76 

121074 

121076 

6600 

Separate mounting. 

.. 

5 

3.30 

121074 

121076 

15000 

Separate mounting. 

SH 

5 

3.30 

121075 

121077 

15000 

On transformer. 

.. 11 H 

5 

3.86 

121075 

121077 

22000 

Transformer or separate... -. 

.. 11 14 

5 

3.86 

121075 

121077 

35000 

Transformer or separate. 

.. liX 

10 

3.86 

60519 

121078 

45000 

Transformer or separate. 

•24 

10 

8.80 

60519 

121078 

70000 

Transformer or separate. 

24 

15 

8.80 


^Note: Fuse holders with fuse are included in List No. and List Price of fuse blocks. 

FUSES—WITH ASBESTOS COVERING 


T-D-2 fuses 3300 to 15000 volts are recommended on systems of 2000 K.W. capacity and below. Above 
15,000 volts the T-D-2 is suitable for 10,000 K.W. capacity and below. 


List 


Length in 

For Use in Fuse Holder 

List 

No. 

Volts 

Inches 

List No. 

Price 

121101 

*6600 

9 

121100 

$0.11 

121076 

f6600 

13^ 

121074 

.11 

121076 

tl5000 

W4 

121074 

.11 

121077 

*15000 

16 

121075 

.11 

121077 

22000 

16 

121075 

.11 

121077 

35000 

16 

121075 

.11 

121078 

45000 

30 

60519 

.17 

121078 

70000 

30 

60519 

.17 



Clips 



List No. 


Used on 


List Price 

60577 

Front connected fuse block or on potential transformers. . 


$0.22 

60578 

Back connected fuse blocks. 

. 


.22 


Operating Hook for Handling Fuse Holders 


112426 

6600-15000 volts. 


. . . t f r . . . , . t f , v t T f . t . . . . 

$20.90 

60521 

22000-35000 volts. 



28.60 

112427 

45000-75000 volts. 



30.80 


Fuse hooks should always be used in removing or replacing fuse holders to avoid danger to operator. 
Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
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STORAGE BATTERIES—For Lighting Plant Service 



Vent Bolt Plate Plate Rest 

Plug Connectors Rest Holders 


Storage Battery Parts 


163 



s 

o 

® 

0. 

h 

' s 

s 

o 

6 

£ 

Size of Plates 

Outside Dimensions 
of Jar 

Normal 
Charge Rate 

Capacity in 
Ampere Hours 
when Dis¬ 
charged at 
Hour Rate 
Given Below 

Range of Gravity 
of Electrolyte 

Net Weight 
of Cell 
Complete 

Width 

Inches 

Length 

Inches 

| Thickness | 

Width 

Inches 

Length 

Inches 

Height 

Inches 


8 Hr 

5 Hr 

3 Hr 

Fully 

Charged 

Half 

Dis’d 

Fully 

Dis’d 


1*09. 

Inches 

Neg. 

Inches 

WE R-44 

5 

5% 

5H 

A 

Inside 

A 

Outside 

A 

Jar 

2 

Case 

7H 

Jar 

6 H 
Case 

ioh 

Jar 

9 

Ca3e 

9*4 

5.5 

44 

40 

30 

1280 

1230 

1180 

4 cell 
tray 

54 lbs. 

WE G-44 

5 

5H 

5 Ti 

A 

Inside 

Outside 

A 

Jar 

4 X 

Jar 

7 H 

Jar 

10H 

5.5 

44 

40 

30 

1250 

1233 

1215 

25 H 
lbs. 

WE G-80 

5 


7 H 

A 

Inside 

Outside 

A 

Jar 

3H 

Jar 

9 

Jar 

12K 

10.00 

80 

70 

62 

1250 

1225 

1200 

38 lbs. 

WEG-120 

7 

7 H 

7H 

A 

Inside 

A 

Outside 

A 

Jar 

3H 

Jar 

9 

Jar 

12 a 

15 

120 

105 

93 

1250 

1210 

1170 

42 lbs. 

WE G-160 

9 

7H 

7H 

A 

Inside 

Outside 

A 

Jar 

5H 



20 

100 

140 

124 

1250 

1220 

1185 

52J L. 


Digitized by 

(J 
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Western Electric 

SMALL ELECTRIC PLANT EQUIPMENTS 


The time and money saving advantages of these powerful, built-for-business electric plant equipments 
will appeal to every practical man. They consist of a 16 cell storage battery, a switchboard and a generator. 

These equipments are built to give real service and to win the enthusiastic praise of the owner, not 
only for a few days, but after years of use. They are built by engineers to win the approval of engineers, 
and the more critically and intelligently they are examined the more apparent is their value. 

The generators are shunt wound, generate current at 32 to 42 volts. A sliding base is furnished so that 
the proper belt tension may be readily maintained. A pulley and spare set of brushes are included with 
each plant. 

in ordering these plants the speed of the engine that will drive the generator and also the diameter of 
the flywheel in inches, must be given in order that a generator pulley of suitable diameter may be supplied 

Western Electric Lighting Plant Counter Cell Equipment 

In a large majority of cases the engine and generator are run and the battery charged only in the day¬ 
time, and current for the lights during the evening hours is taken exclusively from the battery. This method 
of operation is by far the most convenient, and is the one for which the Standard type of switchboard is 
designed. In some few plants it may be desired to do a considerable amount of lighting while the batteiy 
is being charged. It may not be convenient to run the generator except during the evening hours, or it 
may be necessary to run a considerable number of lights during daylight hours. 

To charge the battery requires a pressure higher than the normal lamp voltage, and if the lamps are 
burned habitually under this pressure they will be abnormally bright and their life reduced. When, there¬ 
fore, it is necessary to burn many lamps and to charge the battery at the same time, it is customary to pro¬ 
vide some means to reduce the charging voltage to the proper value for the lamps, which is approximately 
32 volts. 

To accomplish this, counter cells (resistance cells) may be connected in the lighting circuit while charg¬ 
ing is being done, or a switch may be provided by means of which the lighting circuit may be temporarily 
connected to 13 cells of the battery instead of to the full battery of 16 cells. 

Either of these arrangements requires the use of a special switch in addition to the switches provided 
on the Standard type switchboards. Such a switch is omitted from the Standard switchboard because it 
is not ordinarily required. When, however, the counter cell regulation feature is desired it can be easily 
obtained by adding the special switchboard required. 


List No. 
of Plant 

Capacity 
of Gen¬ 
erator in 
Amperes 

Type of 
Power 
Board 

Capacity 
of Storage 
Battery 
in Amp. 
Hours 

8 Hour 
Hate 

Capacity 
of Storage 
Battery 
in Amp. 
Hours 
Inter¬ 
mittent 
Rating 

Number of 
20 Watt 

16 Candle 
Power Lamps 
Each Outfit 
Will Light 
With Genera¬ 
tor and Fully 
Charged 
Battery 
Operating 
Together for 
3 Hours 

Number of 
20 Watt 

16 Candle 
Power Lamps, 
That Can 
Be Operated 
By Generator 
W’orking 
Alone 

Numb 
15 V 
12 Candl 
Lamps T 
Be Light 
One B 
Cha 

For 

5 Hours 

>cr of 
^’att 

le Power 
‘hat Can 
ed From 
attery 
■rge 

For 

8 Hours 

Number of 
20 W’atts 

16 Candle 
Power Lamps. 
That Cnn 
Be Lighted 
From One 
Battery 
Charge for 

5 Hours 
per Day 
for 3 Days 

List 

Prices 

Each 

5A- 50 

15 

A 

44 

50 

43 

24 

18 

11 

4 

$370 00 

5A- 90 

15 

A 

80 

90 

57 

24 

30 

21 

7 

460 00 

7B- 90 

20 

B 

80 

90 

65 

32 

30 

21 

7 

550 00 

7B-180 

20 

B 

160 

180 

98 

32 

59 

42 

15 

650 00 

10B- 90 

30 

B 

80 

90 

81 

48 

30 


T7 

650.00 

10B-180 

30 

B 

160 

180 

114 

48 | 

__ 

lAkO 

ogle 

750.00 
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Western Electric 


and Self Star tin 


Contactor *hich automatically 


closes and opens connections be 


Electric 


CHBOARD 


Mail Orders Filled 
at Prevailing Prices 


Battery charging in¬ 
struction plate. 


Generator fuse 


Generator 


Electric 


field rheostat 
g voltage of 

chargmgrate 


Ampere meter 
diam. 3 in. shows 
charge and dis¬ 
charge of battery 


Wt&Arnt £Ut**r> C&npum-. 


I'^J 


^y 


To Start Engine Close To LEFT Side 
With a Quick, Firm Movement, i 
After Engine Starts, Close To The Right. 




















Quantity Prices 
Quoted on Request 
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SMALL LIGHTING PLANT ACCESSORIES 


Power Switchboards 

List No. List Price 

AF-5 Switchboard for use with 500 watt, 

Type SD generator.$84.00 

AL-5 Switchboard for use with 500 watt, 

Type RC generator. 84.00 

B-7 & 10 Switchboard for use with 700 watt 
and 1050 watt, Type B and RC 

generators. 150.00 

B-7 & 10 With counter cell switch.170.00 


Standard Batteries 

Rubber Cell 44 ampere hour, 8 
hour rating, 32 volt battery (50 
ampere hourintermittentrating), 

16 cell WER-44, Western Elec¬ 
tric battery in 4 trays of 4 cells 
each, complete with hydrometer 
and instructions.182.00 

Glass Cell 44 ampere hour, 8 hour 
rating, 32 volt battery (50 am¬ 
pere bour intermittent rating), 

16 cell WEG-44, Western Elec¬ 
tric battery in sealed glass jars, 
complete with hydrometer and 
instructions. 164.00 

Glass Cell 80 ampere hour, 8 hour 
rating, 32 volt battery (90 am¬ 
pere hour intermittent rating), 

16 cell of WEG-80 Western 
Electric battery in sealed glass 
jars complete with hydrometer 
and instructions. 244.00 

Glass Cell 160 ampere hour, 8 
hour rating, 32 volt battery (180 
ampere hour intermittent rat¬ 
ing), 16 cells of WEG-180, West¬ 
ern Electric battery in sealed 
glass jars complete with hydro¬ 
meter and instructions. 400.00 


Counter Cell_Equipment 

Counter cell or end cell panel: 

3 Type WER-44 CEMF cells 

(with packing). 

3 Type WEG-44 CEMF cells 

(with packing). 

3 Type WEG-80 CEMF cells 

(with packing).. 

3 Type WEG-180 CEMF cells 
(with packing). 


Battery Racks and Tables 


1A 16 cells WEG-44, 80 or 160. *16.00 

2A 16 cells WERr44. 10.00 


Power Switchboards with 
Generators 


List No. List Price 

AF-5 AF-5 or AL-5 switchboard with 
Type SD or Type RC 500 watt 

generator.$212.50 

B-7 B-7 switchboard with 700 watt, 35 

volt generator. 340.00 

B-10 B-10 switchboard with 1050 watt. 

35 volt generator, rheostat ana 
sliding base. 348.00 


Batteries with Generators 


44 ampere hour, 8 hour rating, rub¬ 
ber or glass cell battery and 500 
watt generator with rheostat, 

pulley and base... 310.50 

80 ampere hour, 8 hour rating, glass 
cell battery, 700 watt generator 

with rheostat and base. 434.00 

160 ampere hour, 8 hour rating, 
glass cell battery and 1050 watt 
generator with rheostat and base. 598.00 


Generator Pulleys 

Cast Iron 

Generator pulley, 2 to 5 in. diameter $5.00 
Generator pulley, 5 Yi to 6 in. 


diameter.. 6.50 

Generator pulley, 7 to 8% in. 
diameter. 8.00 


Gas Engines Water Cooled 

Fuller and Johnson 
HIT AND MISS GOVERNOR 


1% H.P. magneto ignition.$115.00 

1H.P. battery ignition. 100.00 

THROTTLING GOVERNOR 

3 H.P. magneto ignition.$200.00 

3 H.P. battery ignition. 180.00 

5 H.P. magneto ignition. 300.00 

5 H.P. battery ignition. 280.00 

7 H. P. magneto ignition. 425.00 

7 H.P. battery ignition. 400.00 

9 H.P. magneto ignition. 603.00 

9 H.P. battery ignition. 576.00 

12 H.P. magneto ignition. 853.00 

12 H.P. battery ignition. 820.00 


Automobile Starting and Light- ^ . 

in* Battery Charging Panel New A,r Cooled Gas En *> ne8 

• K-C-500-700 watt (magneto).$190.00 

1A . Auto charging panel, wall type. .. $50.00 K-C-500-700 watt (battery). 168.00 

IB Auto charging panel on B switch- M-C-lOOOwatt(magneto). 250.00 

board.. 50.00 M-C-1000 watt (battery). 228.00 

Delivery F. O. B. Factory. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Pilled 
at Prevailing Prices 


LOW VOLTAGE ISOLATED PLANT ACCESSORIES 

FOR USE WITH 30 VOLT PLANT 


Paul Pumps 

List Price 

SEE LISTING ELSEWHERE 

32-Volt Motors 

Information on application. 

Utility Motors 

Information on application. 

Motion Picture Machines 

E.M.P. and F. Motion Picture Ma¬ 
chine, 550 watts, weight 35 lbs.... $300.00 

Sewing Machines 

Western Electric Type No. 1,20 watts $70.00 
Western Electric Type No. 2,20 watts 93.00 
Western Electric Type No. 3,20 watts 113.00 

Sewing Machine Motor 

Jack Rabbit type. $30.00 

Dish Washer 

Western Electric dish washer.$135.00 


List No. Temco Drills LiatPrie* 

See 

Model B with in. chuck. Listing 

Complete garage outfit. Else¬ 

where 


Vulcanizers 

See 

Premier automatic electric vulcanizer 

where 


Heating Devices 

1 Western Electric flatiron, 500 watts, 

weight 6 H lbs... :. 

5825 Toaster, 440 watts, weight 1 lbs.. 
3210 Disc heater, 450 watts, weight8 lbs. 
3231 Disc heater, 600 watts, weight3 )4 lbs. 
5205 Water heater, 300 watts, weight 1 % 

lbs. 

5215 Water heater, 1 pint, 500 watts, 

weight lj^lbs. 

5215 Water heater, 1 quart, 90 watts, 
weight 2 Yi lbs. 


See 

Listing 

Else¬ 

where 


Washing Machines 




Watt 

Shp. 

Capacity in 

List 

Type 


Used 

Wgt. 

Sheet 8 or Shirts Price 

AA 

Washer 

230 

227 

4 or 8 

$150.00 

A 

Washer 

230 

250 

6 or 14 

200.00 

AC 

Washer 

230 

250 

6 or 14 

250.00 

B 

Washer 

230 

260 

9 or 20 

250.00 

BC- 

Washer 

230 

260 

9 or 20 

300.00 

C 

Washer 

230 

275 

12 or 30 

330.00 

CC 

Washer 

230 

275 

12 or 30 

390.00 

Dolly Washer 

230 

212 

6 or 14 

120.00 


Fixtures 


3A 


Unit Fixture Package. Contains: 

One 3 light chain shower. 

One 2 light chain shower. 

One 1 light chain pendant. 

Two 1 light chain wall. 

Bracket with key socket. 

One 1 light wall or ceiling fixture 
chain socket. 


$55.00 


Fans 

With Cord and Plug 

6 in. ‘non-oscillating, 4 blades, 23 

__x_• La A 11_ _ » •_* 


watts, net weight 4 lbs., shipping 

weight 5 lbs. $14.50 

0 in. oscillating, 4 blades, 26 watts, 
net weight 4J4 lbs., shipping 

weight 10 lbs. 34.00 

0 in. non-oscillating, 4 blades, 26 
watts, weight 5% lbs., shipping 

weight 10 lbs. 28.00 

12 in. oscillating, 4 blades, 35 watts, 
net weight. 17 % lbs., shipping 

weight, 25 lbs. 54.00 

12 in. non-oscillating, 4 blades, 35 
watts, net weight 19 lbs., shipping 

weight 25 lbs. 41.50 

32 in. ceiling fan, 4 blades, 63 watts, 
net weight 25 lbs., shipping weight 
40 lbs. 54.00 


No. Vacuum Cleaner 


4A Unit Fixture Package. 

For hand use, contains four 1 light 
drop cord pendant with green 
metal shade. $15.20 

4B Unit Fixture Package. 

For barn and other outbuildings, 
contains four 1 light drop com 
pendant with canvasite cord, 
porcelain key socket and lamp 
guard. $13.70 


32 Volt Lamps Straight Side 

16 Cell, 28-32 Volt Mazda B Lamp 


Dia.Bulb Max. 

Base 

Std. 

List Price 

Watts 

In. 

Overall 

Supplies 

Pkg. 

Clear 

Frosted 

5 

1M 

4 

Med. screw 

100 

$0.54 

$0.60 

10 


4H 

Med. screw 

100 

.54 

.60 

20 

2H 

4^6 

Med. screw 

100 

.54 

.60 

40 

2H 

5M 

Med. screw 

100 

.54 

.60 


11 

11 

1 

2 


Vacuum cleaner with 122, 135 and 

137 tools, 1/12 H.P., 115 watts... $80.00 

With Nos. 122, 127 to 131, 135 and 
137tools, 1/12H.P., 115watts. . 95.00 

With extension cord and cleaning 

tool. 90.00 

With 12 ft. rubber hose and 20 ft. cord. 195.00 


50 

75 

100 


Delivery F. O. B. Factory. For warehouse deliveries 
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16 Cell, 28-32 Volt Mazda C Lamp 

2H Med. screw 100 $1.30, $1.40 

2% 6 Y% Med. screw 50 1.50 1.60 

3)4 7H Med. screw 24 2.20 2.30 

write nearest house, y vjOOQ LC 
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The 2 Ampere Type Western Electric Tungar 
Rectifier 


Interior View of 2 Ampere Tungar Rectifier 


Western Electric 



Lighting Systems 
Used On: 


Tungar Rectifier 

The Western Electric Tungar Rectifier offers one of the most satisfactory and efficient means for charg¬ 
ing storage batteries from an alternating current circuit. The simplicity of the rectifier is one of its prom¬ 
inent features. It requires no auxiliary starting device—simply screw the Edison plug provided into any 
lighting socket, connect the batteries to the battery leads and the operation of charging automatically 
begins. There are no moving parts, nothing to keep oiled, so that the rectifier is absolutely clean and free 
from grease and oil. 

The light weight of the rectifier is another of its advantages. The smaller sets may be hung on a nail, 
and all sizes can be mounted on a small shelf, so that they do not require any floor or bench space. 

The Two and Six Ampere Size. (7}^ to 15 Volts.) The two ampere size will charge, from a 115 
volt 60 cycle circuit, 3 lead battery cells at 2 amperes; 6 cells at about 1 ampere, and 8 cells at about 0.75 
amperes, and an intermediate number of cells in proportion. The cost of charging a 3 cell battery at 10 
cents a K.W. hour for current, including the slight cost for tube renewals, is about 1 cent per hour, or 15 
cents for an ordinarily complete charge. 

They are the only type of rectifier to recommend and to use for charging batteries used for: 

Ignition Systems 

On: Batteries for: 

Motorcycles Automobiles Miners’ lamps 

Bicycles Stationary gas Dentists’ lamps 

Motorboats engines Exit lights 

Carriages Tractors Burglar alarm 

systems 

* Railroad signals 

Fire gongs, call bells, buzzers, telephones, experimental 
apparatus in public schools, factories, offices, hospitals, laborar 
tones, etc. 

The Six Ampere Size. (75 volts.) The six ampere size 
possesses the same important characteristics as the smaller 
type, but is particularly designed for commercial use in garages 
where automobile starting and lighting batteries are to be 
charged. The watt capacity of this set is 450 watts. No 
bulb life is guaranteed, but experience has shown that a bulb 
will last at least 500 to 600 hours. 


The Western Electric 6 Ampere, 75 Volts 
Tungar Rectifier 


105/125 VOLTS, 60 CYCLE ALTERNATING CURRENT CIRCUITS 
Complete Portable Rectifiers 

No. 


List 
Price Each 


List 

D.C. 

D. C. 


Lead 

,- 

Weight-- 

Retail 

Lots of 6 on 

No. 

Amperes 

Volts 

Frequency 

Cells 

Net 

Shipping 

Price Each 

One Order 

195529 

1-2 

7)^ to 15 

60 

3 to 6 

8 

12 

$16.00 

$21.30 

198646 

1-2 

l l /2 to 15 

40-50 

3 to 6 

10 

15 

19.00 

25.34 

195530 

6 

iy 2 to is 

60 

3 to 6 

15 

18 

24.00 

32.00 

198647 

6 

7Htol5 

40-50 

3 to 6 

18 

25 

30.00 

40.00 

179492 

6 

75 

60 

3 to 30 

50 

70 

115.00 

J153.34 

198648 

6 

75 

40-50 3 to 30 

Renewal Bulbs 

60 

80 

125.00 

J166.70 

*195528 





3 oz. 

lib. 

$3.00 

$4.80 

**189048 





8 oz. 

2 lbs. 

7.00 

til.20 

***189049 





6 oz. 

2 lbs. 

8.00 

113.60 

*This bulb to be used with Nos. 195529 and 198646 only. **This bulb to be used with Nos. 195530 


198647 only. ***This bulb to be used with Nos. 179492 and 198648 only. Jin lots of one. 
Deliveiy F. O. B. Schenectady, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 


Mall Orders Pilled 
at Prevailing Price* 


MERCURY ARC RECTIFIERS 

TYPE MS—FORM K 



Fig. II Fig. 3 

For Small Battery Charging Sets 

This rectifier is a modification of the ignition battery set with the idea of making it portable. It may be carried around 
in the garage (not intended for carrying in automobiles), plugged in at any convenient receptacle, and charge batteries in 

J ;asoline automobiles. It is appreciated that most gasoline automobiles are now equipped with self starters and generators 
or charging batteries. However, a battery will give longer life and better results if given a soaking charge monthly, even 
though it is charged regularly on the machine. The soaking charge removes any sulphate that may be carried on the plates, 
outs down the internal resistance of the battery, and thus gives better service ana longer life. Many cars are still unequipped 
with generators for charging, and have gas headlights. If owners of these cars had a rectifier at home where they could charge 
them once a week, many of them would put on electric lights and a storage battery of about 80 ampere-hours capacity which 
could be charged generally during the night. An owner of such a car could better afford to equip it with electric lights than 
to buy a generator and attach it to his engine. 

DESCRIPTION 

The rectifier consists of a metal base, on which are mounted the main reactance and a series alternating current reactance; 
and just above these, a tube holder containing a new type of rectifier tube, which is clearly shown in Fig. 2. The whole outfit 
is covered with a sheet metal cover. The alternating current supply is connected by means of a flexible lead and a separable 
attaching plug. The direct current is connected to tw'o binding posts, distinctly marked (-f) and (—). 

' The rectifier is designed for charging a maximum of 6 cells of battery from 110 volts alternating current. It is particularly 
designed for charging, starting, lighting and ignition batteries used in gasoline automobiles. The ignition and lighting batteries 
are generally of 3 cells, and starting batteries are generally of 3 or 6 cells. This means that one 3 cell, two 3 cell, or one 6 cell 
may be charged at a time. The rectifier has a characteristic of very nearly constant current. It may, in fact, be connected to a 
single cell of battery, and will charge it at a rate of approximately 0 amperes from a 110 volt supply. This rectifier can be 
furnished for 60, 50, 40, 30 or 25 cycle, 110 volt circuits. It can be used on voltages up to 130 volts and the current charac¬ 
teristics will be the same, only the current will increase as the alternating current voltage increases for a given number of cells. 
The approximate dimensions of the rectifier are: 


Frequeney 

60 

40 

30 

25 


Length 


9 

9 

9 

9 


n 


DIMENSIONS IN INCHES- 

Height 
10K 
10 M 
UH 

UH 


Width 




Fig. 3—Operation 

50 cents for a 6 volt, 3 cell, or 75 cents 


for 


EFFICIENCY AND COST OF CHARGING 

The following table gives the watts input, direct current atnperes 
and watt efficiency of the rectifier under various conditions. It should 
be particularly noted that on short circuit the rectifier delivers only 6.5 
amperes, so that there a is very little chance of a customer having trouble 
due to excessive current. 


Number 

A.C. 

A.C. 

D.C. 

Per Cent. 

of Cells 

Volts 

Watts 

Amperes 

Efficiency 

o 


130 

6.5 

2.5 

1 


128 

6.0 

13.6 

2 


130 

5.6 

22.4 

3 

110 

132 

5.1 

29.0 

4 


132 

4.75 

34.7 

5 


128 

4.43 

41.5 

6 


128 

4.05 

45.0 


It will be noted from this table that the watts input under all con¬ 
ditions is about 130. At 10 cents a kilowatt hour this means 1,^ cents 

E er hour; or for an all night charge of 10 hours, 13 cents. If two 6 volt 
atteries are charged the cost would be 6} cents per battery. . Ordi¬ 
narily. the charge at a public garage for charging such a battery is about 
a 12 volt, 6 cell battery. In some cases it is higher. 


OPERATION 

Figure 3 shows the rectifier connected to a 6 volt, 3 cell battery, with the alternating current line connected, and indicates 
also the method of starting. After the connections are made the rectifier is tipped slightly, as shown by means of the handle 
at the top. The rectifier should then require no further attention. 

Where two 3 cell batteries are charged, they are connected in series; or if two small batteries, such as ignition batteries, and 
a eharging rate of only 2 or 3 amperes is required, they should be connected in multiple. 


D.C. AMPERES 5—D.C. VOLTS MAXIMUM 15 





Will Charge 1 to 6 Cells of Lead Battery 









List Price 

Net Freight Must Be Added as Follows 

List 

A.C. 


Weight in Lbs. 

Retail Price Complete 

Eastern 

Central 

Western 

No. 

Volts 

Frequency 

Net 

Ship. 

Each withTube 

Zone 

Zone 

Zone 

178596 

110 

133 

15 

42 

■ 

845.00 

80.60 

81.50 

83.50 

179144 

104 

125 

15 

42 


45.00 

.60 

1.50 

3.50 

171005 

110 

60 

15 

42 

$25.00 1 

45.00 

.60 

1.50 

3.50 

180747 

110 

50 

16 

43 


45 00 

.60 

1.50 

3.50 

171006 

110 

40 

18 

45 


56.26 

.60 

1 50 

3.50 

171007 

no 

30 

21 

48 

31.25 | 

56.26 

.60 

1.50 

3.50 

171008 

no 

25 

23 

50 


, 56.26 

.20 

.40 

.60 




•RECTIFIER TUBE (SEE NOTE) 




171010 

no 

25-60 

9 os. 

2 lbs. 

87.50 

813.50 





v os. *> ids. e/.ou sio.oo 

•Tubes are shipped to customers by parcel post. 

Note: This tube is suitable only for the rectifiers listed on this page and cannoV^^Ufed on any other rectifier. 
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Western Electric 

MULTIPLE MERCURY RECTIFIERS 



Standard Battery-charging Set, 60-140 Cycles 

The mercury arc rectifier is used for changing alternating to direct current, efficiently and economically. 

In the new design rectifier listed below the compensating reactance is used in a modified form having 
no taps except the neutral point and consequently no dial switch, and simply serves the purpose of furnish¬ 
ing a neutral point for the negative side of the direct current and also gives the reactive effect necessaiw to 
keep the rectifier tube operating during the time which the alternating current takes to cross the zero line. 

With Instruments 




Range 

Mi 

List No. 

Volt- 


Cells 

Cells 

Approx. 

List Price 

List 

D.C. 

DC. 

mSm 

Rectifier 

meter 

Ammeter 

Lead 

Edison 

Ship. 

One Tube 

No. 

Amp. 

Volts 

Volts 

Tube 

Scale 

Scale 

Battery 

Battery 

Wt 

Only 

148216 

io { 

10- 75 
20- 75 

110 

220 

[ 40949 

75 

15 { 

5-30 

10-30 

7 ID 
14-40 

[530 

$ 374.00 

148217 

20 { 

10- 75 
20- 75 

110 

220 

j 40952 

75 

CO 

o 

5-30 . 
10-30 

7-40 

14-40 

1 540 

419.90 

148218 

30 { 

10- 75 
20- 75 

110 

220 

[ 40955 

75 

40 { 

5-30 

10-30 

7-40 

14-40 

1 590 

504.90 

148219 

40 1 

10- 75 
20- 75 

110 

220 

[ 40958 

75 

60 | 

5-30 

10-30 

7-40 

14-40 

[635 

535.50 

148220 

50 { 

10- 75 
20- 75 

no 

220 

[ 47409 

75 

60 •[ 

5-30 

10-30 

7-40 

14-40 

[660 

557.60 

148221 

10 { 

10-100 

20-120 

no 

220 

[40949 

120 

15 { 

5-38 

10-46 

7-54 

14-65 

[530 

374.00 

148222 

20 j 

10-100 

20-120 

no 

220 

140952 

120 

30 { 

5-38 

10-46 

7-54 

14-65 

[540 

419.90 

148223 

o 

CO 

10-100 

20-120 

no 

220 

}■ 40955 

120 

40 | 

5-38 

10-46 

7-54 

14-65 

[590 

504.90 

148224 

401 

10-100 

20-120 

no 

220 

} 40958 

120 

60 | 

5-38 

10-46 

7-54 

14-65 

[635 

.557.60 

148225 

501 

10-100 

20-120 

no 

220 

[ 47409 

120 

60 | 

5-38 

10-46 

7-54 

14-65 

[660 

374.00 

148226 

10 

75-175 

220 

40950 

175 

15 

32-68 

54-95 

530 

430.00 

148227 

20 

75-175 

220 

40953 

175 

30 

32-68 

54-95 

540 

482.80 

148228 

30 

75-175 

220 

40956 

175 

40 

32-68 

54-95 

590 

540.60 

148229 

40 

75-175 

220 

40959 

175 

60 

32-68 

54-95 

635 

509.50 

148230 

50 

75-175 

220 

119431 

175 

60 

32-68 

54-95 

660 

589.90 


Without Instruments 


148231 

10 { 

10-100 

20-150 

M0 

220 

[40949 

... 

-{ 

5—38 

10-56 

7-54 

14-80 

[530 

$328.10 

148232 

20 { 

10-100 

20-150 

1 I 0 

220 

[40952 

... 

-{ 

5-38 

10-56 

7-54 

14-80 

[540 

374.00 

148233 

CO 

0 

10-100 

20-150 

no 

220 

[40955 


-{ 

5-38 

10-56 

7-54 

14-80 

[590 

459.00 

148234 

401 

10-100 

20-150 

no 

220 

]> 40958 

... 

-{ 

5-38 

10-56 

7-54 

14-80 

} 635 

489.60 

148235 

501 

10-100 

20-150 


} 47409 

... 

•;{ 

5-38 

10-56 

7-54 

14-80 

| 660 

511.70 

148236 

10 

75-175 


40950 

• • • 


32-68 

54-95 

530 

384.20 

118237 

20 

75-175 


40953 

••• • 

# # 

32-68 

54-95 

540 

436.90 

148238 

30 

75-175 

220 

40956 

• • • 

# % 

32-68 

54-95 

590 

494.70 

148239 

40 

75-175 

220 

40959 

• • • 

# # 

32-68 

54-95 

635 

520.20 

148240 

50 

75-150 

220 

119431 



32-68 

54-95, 

660 

544.00 


Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearestTKouse. 

17 Rectifiers, Storage Batteries and Lighting Plants 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


MULTIPLE MERCURY RECTIFIERS 



Rectifier'for Moving Picture Machines 



Public Garage Type Rectifier 



Mercury Rectifiers 

PUBLIC GARAGE TYPE 


List 

D.C. 

A.C. 


Approx. Ship. 

List 

No. 

Amperes 

Volts 

Description 

Wt. Lbs. 

Price 

104996 

40 

220 

Complete rectifier d.c. volts, 45 to 230... 

1800 

$1292.00 

73303 

40 


6 circuit subbase. 

125 

127.00 


List No. 104996 includes one List No. 40959 rectifier tube but does notinclude List No. 73303 subbase. 


MULTIPLE MERCURY RECTIFIER TUBES 


List 

No. 

D.C. 

Amperes 

D.C. 

Volts 

D.C. 

Voltage 

Range 

List 

Price 

List 

No. 

D.C. 

Amperes 

D.C. 

Volts 

D.C. 

Voltage 

Range 

List 

Price 

40949. 

10 

100 

1-150 

$18.70 

40956 

30 

200 

75-350 


40950. 

10 

200 

75-350 

22.10 

40958 

40 

100 

1-150 

54.40 

40952. 

20 

100 

1-150 

28.90 

40959 

40 

200 

75-350 

02.90 

40953. 

20 

200 

75-350 


47409 

50 

100 

1-150 

62.90 

40955. 

30 

100 

1-150 


119431 

50 

200 

75-350 

71,40 






171010 

6 


1-15 

12.76 


List Nos. include only one tube. 

•Rectifier tubes will not be sold except with complete rectifier sets or for renewal purposes on Q. E. 
rectifier sets already installed. The above prices include boxing. 


For Moving Picture Machines 


VOLTAGE { 


45/70 DIRECT CURRENT 
110/220 ALTERNATING CURRENT 


NORMAL FREQUENCY 60 CYCLES—FREQUENCY LIMITS 50-125 CYCLES 


' List 

D.C. 

List No. Rect. 

Ammeter 

Shpg. 

List Price 

No. 

Amps. 

Tube 

Scale 

Wt. 

Each 

172698 

30 

40958 

a 

425 

$402.90 

172699 

30 

40958 

60 

425 

426.70 

172700 

40 

47409 

a 

500 

493.00 

172701 

40 

47409 

60 

500 

516.80 

172702 

50 

47409 

a 

550 

572.90 

172703 

50 

47409 

60 

550 

596.70 


NORMAL FREQUENCY 25 CYCLES—FREQUENCY LIMITS 25-40 CYCLES 


List 

D. C. 

List No. Rect. 

Ammeter 

Shpg. 

List Price 

No. 

Amps. 

Tube 

Scale 

Wt. 

Each 

172704 

30 

40958 

a 

425 

$503.20 

172705 

30 

40958 

60 

425 

527.00 

172706 

• 40 

47409 

a 

500 

617.10 

172707 

40 

47409 

60 

500 

640.90 

172708 

50 

47409 

a 

550 

714.40 

172709 

50 

47409 

60 

550 

741.20 

Delivery F. O. B. Factory, Schenectady, N. Y. 

For warehouse deliveries write nearest house. 


Ractiflars, Storaga Batteries and Lighting Plants 18 & 20 
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Quantity Prices 
Quoted on Request 


Western Electric 

MULTIPLE MERCURY RECTIFIERS 



With Instruments 


Without Instruments 

Runabout Typo Rectifier 



173 


Runabout Type—Normal Frequency, 60 Cycles 


This outfit consists of panel, rectifier tube, regulating reactance and compensating reactance. The rec¬ 
tifier panel is 16 inches by 28 inches, and on it is mounted a double pole switch, single pole circuit breaker, 
a starting switch with auxiliary starting anode switch and an eleven-point regulating switch. 

WITH DK-5 INSTRUMENTS 


List 

No. 

D.C. 

Amp. 

§H 

m 

Mfr. No. 
Rectifier 
Tube 

Ammeter 

Scale 

Voltmeter 

Scale 

Cells 

Lead 

Battery 

Cells 

Edison 

Battery 

Approx. 

Ship. 

Wt. 

List 

Price 

Each 

124672. 

124673. 

124674......... 

30 

40 

50 

l 

f 

l 

30- 82 
30-118 
30- 82 
30-118 
30- 82 
30-118 

110 

220 

110 

220 

110 

220 

1 

J 

40955 

40958 

47409 

40 

60 

60 

120 

120 

120 

f 

t 

r 

r 

t 



! 

) 

) 

570 

640 

670 

$484.50 

516.80 

544.00 

WITHOUT INSTRUMENTS 

124675. 

124676. 

124677. 

30 

40 

50 

(• 

l 

f 

30- 82 
30-118 
30- 82 
30-118 
30- 82 
30-118 

| 

1 

40955 

40958 

47409 


... j 

... j 


20-32 

20-46 

20-32 

20-46 

20-32 

20-46 

25-44 

25-60 

25-44 

25-60 

25-44 

2,5-60 


• 550 

• 600 

650 

■ 


MODIFIED TYPE 


195584. 

30 

30-118 

220 

40958 



Kl:5M 

54-60 

540 

$336.60 

195585. 

30 

30-118 

220 

40955 


I 


54-60 

540 

336.60 

195586. 

30 

30-118 

220 

40958 

60 



54-60 

560 

382.50 

195587. 

30 

30-118 

220 

40955 

60 


| 38-46 | 

54-60 

560 

382.50 


List Nos. include 6nly one tube. 

Battery-charging Sets—25-60 Cycles 


This outfit consists of 1 rectifier tube, 1 compensating reactance, 1 regulating reactance, 1 rectifier 
panel. The panel is 31 x 16 x 1H inches. The power factor of these outfits will be about 80 to 85 per cent. 

SPECIAL RECTIFIERS—BATTERY-CHARGING TYPE 
_NORMAL FREQUENCY, 25 CYCLES—FREQUENCY LIMITS, 25-60 CYCLES_ 


115683. 

8-30 j 
8-30 1 

15- 45 
4€- 75 
15- 45 
45-120 
15- 45 
45- 75 
15- 45 
45-120 
15- 45 
45- 75 
15- 45 
45-120 

110 

220 

110 

220 

110 

220 

110 

220 

110 

220 

110 

220 

| 40955 

40 

75 { 

8-17 

22-28 

8-17 

22-46 

8-17 

22-28 

8-17 

22-40 

8-17 

22-28 

8-17 

22-46 

9-25 

38-40 

9-25 

38-64 

9-25 

38-40 

9-25 

38-64 

9-25 

38-40 

9-25 

38-64 

\ 

640 

$632.40 

115685. 

| 40955 

40 

l 

120 / 

/ 

1 

640 

632.40 

115687. 

10-40 1 

} 40958 

60 

l 

75 { 

/ 

1 

690 

669.80 

115689. 

10-40 1 

} 40958 

60 

120 f 

/ 

} 

690 

669.80 

115691. 

15-50 1 

| 47409 

60 

\ 

75 { 

l 

720 

697.00 

115693. 

15-50 { 

} 47409 

60 

l 

120 { 

) 

\ 

720 

697.00 


f 


List Nos. include only one tube. 

When operated on 125 cycles the voltages given on this page will bea^gjt^l^ per cent, lower. 

Delivery F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries Write nearest house. 

19 Rectifiers, and Lighting Plante 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

BATTERY CHARGING RHEOSTATS 

DESCRIPTIVE AND GENERAL 

For charging automobile or other small batteries from cir¬ 
cuits not exceeding 125 volts, we recommend the new CR-9200 
battery charging rheostat. In order to meet more exactly the 
variety of charging conditions due to the different types and 
number of cells used in vehicle batteries, the previous line has 
been expanded. The rheostat is of very rugged construction, 
the frame being made of two iron castings which form the ends 
and which are fastened together with tie rods. A perforated 
sheet metal enclosing cover, which is easily removable, prevents 
accidental contact with live parts, but at the same time provides 
for ample ventilation. 

A dial switch is entirely enclosed. 

The cover is easily removed, allowing complete inspection and 
access to all parts. 

CR-9200 Battery Charging Rheostat Large number of contacts insures close regulation. 

Can be placed on floor, wall or switchboard. 

Large number of sizes standardized. 

Rheostats have been designed for use where it is desired to charge Edison batteries above their 
normal rate. The resistance is so proportioned that any charging rate from double normal to normal may 
be obtained. 



CR-9200 Battery Charging Rheostats 


List 

Type of 

No. of 

Resistance 

Charging Amperes 

KM 

Approx. 
Ship. Wt. 
in Lbs. 

List 

No. 

Cells 

Cells 

Permanent 

Total 

Start 

Finish 

m 

Price 


FOR CHARGING AT NORMAL RATE ONLY 


125953 

Lead 

12-18 

3 6 

17 0 

15 

5 

15 

140 

$60.00 

125954 

Lead 

12-18 

2.75 

17.0 

20 

6 

15 

140 

66 00 

125955 

Lead 

20-28 

1.85 

13.0 

20 

5 

15 

140 

66.00 

125956 

Lead 

20-2S 

1.7 

9 0 

25 

8 

15 

140 

70.00 

125957 

Lead 

30-36 

.46 

4 0 

30 

10 

15 

180 

60 00 

125958 

Lead 

30-36 

.4 

4 0 

40 

10 

15 

160 

60 00 

125959 

Lead 

37-40 

.345 

2.6 

30 

10 

15 

170 

54 00 

125960 

Lead 

37-40 

.24 

2.6 

40 

10 

15 

180 

54 00 

125961 

Lead 

41-44 


1.5 

30 

10 

15 

160 

48.00 

125962 

Lead 

41-44 


1.5 

40 

10 

15 

160 

48 00 

125963 

Lead 

41-44 


1.28 

50 

12 

15 

160 

54 00 

125964 

Lead 

41-44 


1.0 

60 

15 

14 

160 

54.00 

125965 

Edison A- 4 

20-40 

.8 

2.8 

30 

30 

15 

170 

56.00 

125966 

Edison A- 4 

44-60 


1.7 

30 

30 

15 

150 

50.00 

125967 

Edison A- 6 

20-40 

' !64 

2.0 

45 

45 

15 

170 

52.00 

125968 

Edison A- 6 

44-60 


1.2 

45 

45 

15 

160 

48.00 

125969 

Edison A- 8 

20-32 

*’.68 

1.4 

60 

60 

14 

180 

66.00 

125970 

Edison A- 8 

36-44 

.44 

1.0 

60 

60 

14 

170 

56.00 

125971 

Edison A- 8 

48-60 


.72 

60 

60 

14 

160 

54 00 

127052 

Edison A-10 

20-32 

•:«o 

1.17 

75 

75 

10 

180 

84.00 

127053 

Edison A-10 

36-44 

.36 

.81 

75 

75 

10 

180 

74.00 

127054 

Edison A-10 

48-60 


.60 

75 

75 

10 

170 

66.00 

127055 

Edison A-12 

20-32 

”56 

.96 

90 

90 

10 

185 

84.00 

127056 

Edison A-12 

36-44 


.68 

90 

90 

10 

180 

74.00 

127057 

Edison A-12 

48-60 


.48 

90 

90 

10 

170 

68.'>0 


FOR CHARGING AT EITHER NORMAL OR DOUBLE NORMAL RATE 
Private Garage 


134605 

Edison A- 4 

60 


.56 

60 

30 


150 


134606 

Edison A- 6 

60 


.34 

90 

45 


175 


134607 

Edison A- 8 

60 


.26 

120 

60 


175 


157718 

Edison A-10 

60 


.28 

150 

75 


180 

90.00 

157719 

Edison A-12 

60 



180 

90 

HEEjH 

180 



Public Garage 


157720 

Edison A-4, 6, 8, 
10. 12 

60 


.535 

180 

30 

16 

190 

$96.00 

134611 

Edison A-4, 6, 8 
Edison A-8-10. 12 

60 

• • • • 

.63 

120 

30 

10 

200 

80.00 

149937 

60 

• • • • 

.265 

180 

60 

10 

180 

86.00 

157721 

Edison A-10 12 

60 


.235 

180 

75 

15 

180 

104.00 


The rheostats listed above are for use on circuits up to 115 volts maximum. 

Dalivary F. O. B. Factory, Schenectady, N. Y. For warehouse deliveries write nearest house. 
Power Apparatus 47 





































Quantity Prices 
Quoted on Request 


Western Electric 
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Western Electric 

COMPENSARCS FOR MOVING PICTURE ARC LAMPS 



Alternating Current Compensarc Direct Current Compensarc 


Alternating and Direct Current Compensarcs 

ALTERNATING CURRENT COMPENSARCS 

General Mechanical Construction ' 

The compensarc is a transforming device built with special reference to operating an alternating hand-feed aro lamp 
such as used with picture machines, requiring approximately 35 volts across the arc and a steady current of from 30 to 60 
amperes. 

The construction of this device is very substantial and embodies all'the careful features of design and finish that is carried 
out in our standard lines of transformers. 

Electrical Characteristics 

The following embodies some of the principal characteristics of the alternating current compensarc: 

The device has an electrical characteristic which enables it to hold the aro steady at predetermined current values through 
a considerable range in the length of the arc. 

The current value at short cirouit is such that it will not blow the fuse, providing the fuse has a capacity slightly in ex¬ 
cess of the normal operating current. 

It is highly efficient, having low core loss and copper loss, resulting in a low operating temperature. 

Each of the three adjustments of the switch is so designed that in short circuiting from step to step the circuit is at no 
time open. Thiq obviates flickering at the lamp 

The power factor of the current operating lamp is as high as can be obtained and at the same time maintain the stability 
at the arc which is necessary for steady pictures. 

Connections 

The compensarc is a self-contained device and requires no auxiliary rheostat or other controlling mechanisms. Through 
the top of the cover of the compensarc four leads are brought through porcelain bushings, two of which are marked "Lamp,"* 
and these should be connected to the lamp terminals. The other two should be connected to the operating circuit or line. 
No other connections are necessary. 

As this is an alternating current device, there are no positive or negative wires. 

DIRECT CURRENT COMPENSARCS 

In communities where direct current is supplied to moving picture houses, rheostats are generally used to cut down the 
line voltage to the required voltage at the arc. This is, of course, a very inefficient method and m such cases the direct current 
eompensarc should be sold. This device consists of a direct current motor built to operate on direct current circuits of 115, 
230 or 500 volts, directly connected to a direct current generator which cuts down the voltage to the voltage required at the 
arc, approximately 55 volts. This device shows a very good efficiency and is a very economical devioe as compared with 
the rheostat. 

General Mechanical Construction 

The direct current compensarc is constructed by using two frames connected together by means of a special casting. 
The sets have two bearings, two field frames and two armatures. The armatures are mounted on one shaft. The sets are 
not furnished with a subbase. 

Electrical Characteristics 

The electrical characteristics are similar to those of the ordinary direct current balancer sets. However, each frame is 
equipped with special windings, so as to give a volt ampere characteristic curve, such that when the current at the arc reduces, 
the voltage increases, thus insuring a stable arc.. These results are obtained without using any lamp steadying resistance. 

On account of the characteristics of the set. if carbons are held in contact, the mains are not short circuited. 

The field rheostat can be adjusted to deliver the aro current from 20 to 45 amperes, approximately. 

These sets are designed on the basis of an arc consumption of 35 amperes, 50 volts. 

Connections 

The motor end of each set will have three terminals, and the same procedure will be followed in connecting up as in a 
shunt wound motor, the middle lead being the lead from the field coils, the two outside being for the main line leads. 

The generator end will be equipped with two leads for connecting direct to tho arc lamp. 

In addition to this, two small leads from the two inner bushings are connected direct to a closed circuit rheostat, which 
rheostat is to be used for adjusting the current of the arc. byVjUUVLL 

Note: See following page for pnoes. 


12 


Transformers. Arc Lamps and 


‘.S'-, 
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Western Electric 


Mail Orders Pilled 
at Prevailing Prices 


Western Electric 

COMPENSARCS (CONTINUED) 


Alternating Current Type A, Form 4 

List Prices and Data 


List No. 

K.W. 

Volts 

Cycles 

Shpg. Wt. 

List Price 

94312 

2 

no 

60 

160 

$88.00 

94314 

2 

no 

133 

155 

88.00 

94316 

2 

no 

50 

160 

88.00 

97295 

2 

no 

40 

170 

88.00 

94313 

2K 

220 

60 

180 

106.60 

94315 


220 

133 

175 

105.60 

94317 

2^ 

220 

50 

180 

105.60 

97297 

2M 

220 

40 

190 

105.60 


For Compensates equipped with ammeter, add $26.40 list to above prices. 

None: Compensates can be built for any three specified ratings of current at 35 volts at the arc. Standard rating of 30. 
40-60 amp. 35 volts should be furnished wherever it is possible. 


D.C. to D.C. Compensarcs 

35, 50 AND 75 AMP. OUTFIT FOR ONE ARC LAMP ONLY, 50 AND 75 AMP. OUTFIT 
FOR TWO LAMPS ALTERNATELY 


35 Amp. for One 
Lamp Only 

50 Amp. for One 
Lamp Only 

75 Amp. for One 

Arc Lamp Only 

50 Amp.for Two 

35 Amp. Lamps 
Alternately 

75 Amp. for Two 

50 Amp. Lamps 
Alternately 

List 

No. 

Aprx. 

s & g - 
in Lb. 

List 

Price 

List 

No. 

Aprx. 
Shpg. 
Wt. 
in Lb. 

List 

Price 

List 

No. 

Aprx. 

Shj)g. 

in Lb. 

List 

Price 

List 

No. 

Aprx. 

in Lb. 

List 

Price 

List 

No. 

§§ 


94511 

94512 

94513 

520 

640 

1000 

$349.70 
390.84 
524 46 

191249 

191250 

191251 


$401.10 
493.68 
575.96 

191364 

191365 

191366 


$524.46 
627.34 
771.38 


600 

900 

1050 

$514.26 
637.66 
678.80 

191293 

191294 

191253 


$637.66 

740.52 

884.52 


A.C. to D.C. Compensarcs 

35, 50 AND 75 AMP. OUTFIT FOR ONE ARC LAMP ONLY, 50 AND 75 AMP. OUTFIT 
FOR TWO LAMPS ALTERNATELY 
60 Cycles—1800 R. P. M. 




•35 Amp. for 

One Arc 

Lamp Only 

*50 Amp. for 

One Arc 

Lamp Only 

*75 Amp. for 

One Arc 

Lamp Onlv 

t&0 Amp for 

Two 35 Amo Are 
Lamps Alternately 

175 Amp. for 

Two 50 Amp. Arc 
Lamps A.ternately 

© 

u 


List 

Aprx. 

List 

List 

Aprx. 

List 

List 

Aprx 



Aprx 



Aprx. 


2 

$ 

Shj>g. 

in Lb. 

Sling. 

Shpg. 

List 

1 ist 

Slipc 

List 

List 

Shpg. 
Wt. 
in Lb. 

List 

~o 

> 

ctJ 

XI 

Ck 

No. 

Price 

No. 

Wt. 
in Lb. 

Price 

No. 

Wt. 
in Lb. 

Price 

No. 

Wt 
in Lb. 

Price 

No. 

Price 

i 10 

3 

190411 

580 

$380.54 

190421 

910 

$483.40 

191344 

1 KM) 

$606.SO 

190431 

1000 

$586.24 

191239 

1100 

$719.96 

220 

3 

190412 

580 

380.54 

190422 

910 

483.40 

191345 

1100 

606 SO 

190432 

1000 

586.24 

191240 

1100 

719 96 

HO 

3 

190413 

580 

3 SO 54 

190423 

910 

483.40 

191346 

IKK) 

606.80 

190433 

1000 

586 24 

191241 

1100 

719 96 

550 

3 

190414 

580 

380.54 

190424 

910 

483.40 

191347 

1100 

606.80 

190434 

1000 

586.24 

191242 

1100 

719 96 

110 

2 

190415 

580 

380.54 

190425 

910 

483.40 

191348 

1100 

606.80 

190435 

1000 

586.24 

191243 

1100 

719 96 

220 

2 

190416 

580 

380.54 

190426 

910 

483.40 

191349 

1100 

606.80 

190436 

1000 

586.24 

191244 

1100 

719 96 

440 

2 

190417 

580 

380.54 

190427 

910 

483.40 

191350 

1100 

606.80 

190137 

1000 

586.24 

191245 

1100 

719 96 

550 

2 

190418 

580 

380.54 

190428 

910 

483.40 

191351 

1100 

606.80 

190438 

1000 

586.24 

191246 

1100 

719.96 

no 

1 

190419 

650 

473.10 

190429 

980 

1 565.96 

191352 

1 1100 

771.38 

190532 

1065 

678.80 

191247 

1100 

884.52 

220_ 

1 

190420 

650 

473.10 

190430 

980 

! 565.96 

191353 

1 noo 

771.38 

190533 

1065 1 

i 678.80 

1912481 

1100 

884 52 


A.C. to D.C. Compensarcs 

35, 50 AND 75 AMP. OUTFIT FOR ONE ARC LAMP ONLY, 50 AND 75 AMP. OUTFIT 
FOR TWO LAMPS ALTERNATELY 
25 Cycles 


no 

220 

440 

550 

110 

220 

440 

560 

no 

820 
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913291 


191331 

191332, 


13001 


19133d 1300 


19133d 130d 


1300 

13001 


$863.94 

863.94 

863.94 

863.94 

863.94 

863.94 

863.94 

863.94 

1170.62 

1170.62 


Panels to Control 35, 50 and 75 Amp. Outfits 


For One Arc Lamp Only 


Cycles 

60 

25 

60-25 

60-25 


List No. 
190439 
190440 
191367 


Shpg. Wt. 
in Lbs. 
40 
75 
75 


-List Prioea- 


Separate 

$72.00 

82.28 

82.28 


With 
Compensate 
$61.70 
72.00 
72.00 


Amperes 
35 
351 
50/ 

75 

35 ampere EF3 gen. and 3 H.P. motor. 

50 ampere EF5 gen. and 5 H.P. motor. 

75 ampere EF5 gen. and 7*^ H.P. motor. 

♦This outfit should not be sold without panel, which is included in above prices. 

Ilf starting compensator is necessary add for 60 cycle outfit, $92.56 to the net retail price for all voltages except 110, 
to which arid $102.86; for 25 cycle outfit add $123.42 and $133.70 respectively. 

Deliver^ f. O. B. Factory. Ft. Wayne, Ind. For warehouse deliveries wnte nearest house. 


’List Nos. include compensarc complete including 


Transf* - Are Lamps ted Accessories 
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SKTo/SSU Western Beam 177 

GOLDEN GLOW MARINE SEARCHLIGHTS 




Type RDS-M 



Type SDS-96 and SDS-128. Type D Control 


Marine Searchlights 

TYPES DDS-54 AND RDS-54 

Types DDS-54 and RDS-54 are both equipped with 5 inch “Golden Glow” reflectors and differ only in 
that the Type DDS-54 is mounted on a stand for installation on the deck of small craft, while the Type 
RDS-54 is fitted with a bracket extension for installation on the rail or bulkhead. They are equipped with 
Type S lamp bodies with all metal parts of brass. 

Both types are fitted with handle for directing the lamp and with suitable adjustment for securing the 
lamp proper in any desired position when not in use. 

They are furnished in standard and special finishes as listed below. Prices do not include Mazda lamps. 


List 

No. 

Type 

Control 

Finish 

Maximum 

Diameter 

Ins. 

Total 

Height 

Ins. 

Lirt 

Price 

Each 

19857 

DDS-54 

Type D, deck 

All black enamel 

7 

12 

$40.00 

19858 

DDS-54 

Type D, deck 

Black body and stand with nickel trim 

7 

12 

40.00 

19859 

DDS-54 

Type D, deck 

Black body and stand with brass trim 

7 

12 

40.00 

19860 

DDS-54 

Type D, deck 

All polished nickel 

7 

12 

48.00 

19861 

DDS-54 

Type D, deck 

All polished brass 

All black enamel 

7 

12 

48.00 

19862 

RDS-54 

Type D, rail 

7 

12 

40.00 

19863 

RDS-54 

Type D, rail 

Black body and stand with nickel trim 

7 

12 

40.00 

19864 

RDS-54 

Type D, rail 

Black body and stand with brass trim 

7 

12 

40.00 

19865 

RDS-54 

Type D, rail 

All polished nickel 

7 

12 

48.00 

19866 

RDS-54 

Type D, rail 

All polished brass 

7 

12 

48.00 


TYPES SDS-96 AND SDS-128 

These types are intended for mounting on the rail or bulkhead of craft in position suitable for direct hand 
operation. They are fitted with a socket (as illustrated) otherwise they are identical to Types DDS-96 and 
DDS-128. 

These types differ only in size, the Type SDS-96 being equipped with a 9 inch diameter reflector and the 
Type SDS-128 with a 12 inch reflector. 

They are furnished in standard and special finishes as listed. Prices do not include lamps. 






Maximum 

Total 

List 

List 




Diameter 

Height 

Price 

No. . 

Type 

Control 

Finish 

Ins. 

Ins. 

Each 

19914 

SDS- 96 

Type D, socket 

All black enamel 

1 IX 

16H 

$66.00 

19915 

SDS- 96 

Type D, socket 

Black body and stand with nickel trim 

mi 

16H 

66.00 

19916 

SDS- 96 

Type D, socket 

Black body and stand with brass trim 

11 H 

16H 

66.00 

19917 

SDS- 96 

Type D, socket 

All polished nickel 

11 H 

16H 

80.00 

19918 

SDS- 96 

Type D, socket 

All polished brass 

UH 

16H 

80.00 

19919 

SDS-128 

Type D, socket 

All black enamel 

1454 

2054 

106.00 

19920 

SDS-128 

Type D, socket 

Black body and stand with nickel trim 

14 H 

2054 

106.00 

19921 

SDS-128 

Type D, socket 

Black body and stand with brass trim 

14 H 

2054 

106.00 

19922 

SDS-128 

Type D, socket 

All polished nickel 

14 Vi 

2054 

128.00 

19923 

SDS-128 

Type D, socket 

All polished brass 


2054 

128.00 


Delivery F. O. B. Factory, Philadelphia, Pa. For warehouse deliveri^ ? '^Srm^nllitestcl> . 

113 II • y Material 
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Western Electric 
GOLDEN GLOW MARINE SEARCHLIGHTS 


Mall Orders Filled 
at Prevailing Prices 




Types DDS-95 and DDS-I28 
Type D Control 


Type* CPS-95 and CPS-128 
Type P Control 


TYPES DDS-95 AND DDS-128 

These types are designed for installation on the deck of craft where they can be operated directly by 
hand. They differ only in size, the Type DDS-95 being equipped with a 9 inch diameter reflector while the 
Type DDS-128 is equipped with a 12 inch reflector. 

Prices do not include lamps. 

List 

No. Type Control Finish 

19867 DDS- 95 Type D, deck All black enamel 

19868 DDS- 95 Type D, deck Black body and stand with nickel trim 

19869 DDS- 95 Type D, deck Black body and stand with brass trim 

19870 DDS- 95 Type D, deck All polished nickel 

19871 DDS- 95 Type D, deck All polished brass 

19872 DDS-128 Type D, deck All black enamel 

19873 DDS-128 Type D, deck Black body and stand with nickel trim 

19874 DDS-128 Type D, deck Black body and stand with brass trim 

19875 DDS-128 Type D, deck All polished nickel 

19876 DDS-128 Type D, deck All polished brass 


Max. 

Total 

List 

Diam. 

Height 

Price 

Ins. 

Ins. 

Each 

nx 

19)4 

$75.00 

11 Vx 

19)4 

76.00 

11)4 

19)4 

75.00 

11J4 

19 J4 

90.00 

n Vx 

19)4 

90.00 

14)4 

23)4 

120.00 

14)4 

23)4 

120.00 

14 )4 

23 y e 

120.00 

14)4 

23 H 

144.00 

14)4 

23 H 

144.00 


TYPES CPS-95 AND CPS-128 

Searchlights of this type are for installation on the cabin roof, being equipped with Type P control (de¬ 
scribed on preceding pages) which provides a means of directing the lamp from inside the cabin. Type 
CPS-95 is equipped with a 9 inch diameter reflector and differs only in size from the Type CPS-128 which 
is equipped with a 12 inch reflector. 

Prices do not include lamps. 

List 

No. Type 

19877 CPS- 95 

19878 CPS- 95 

19879 CPS- 95 

19880 CPS- 95 

19881 CPS- 95 

19882 CPS-128 

19883 CPS-128 

19884 CPS-128 

19885 CPS-128 

19886 CPS-128 
Delivery F. O. B 

F Material 


Control 

Type P, cabin 
Type P, cabin 
Type P, cabin 
Type P, cabin 
Type P, cabin 
Type P, cabin 
Type P, cabin 
Type P, cabin 
Type P, cabin 
Type P, cabin 


actory, Philadelphia, Pa. 


Finish 

All black enamel 

Black body and stand with nickel trim 
Black body and stand with brass trim 
All polished nickel 
All polished nickel 
All black enamel 

Black body and stand with nickel trim 
Black body and stand with brass trim 
All polished nickel 
All polished brass 


Max. 

Total 

List 

Diam. 

Height 

Price 

Ins. 

Ins. 

Each 

11)4 

19)4 

$93.76 

11)4 

19)4 

93.76 

l IX 

19)4 

93.76 

11)4 

19)4 

112.50 

11)4 

19)4 

112.50 

14)4 

23)4 

138.76 

14)4 

23)4 

138.76 

14)4 

23)4 

138.76 

14)4 

23)4 

166.50 

HJfo 

23)4 

166.50 


For warehouse deliveries write nearest house. 
109 
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Quoted on Request 


Western Electric 

WESTON INSTRUMENTS 
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Model 1 Voltmeter Model 1 Ammeter 


Model 1 Standard Portable Voltmeters and Ammeters 

MODEL 1 DC VOLTMETER 
For Direct Current 


Value of Each 


List No. 


Mfr. No. 


Range in 
Volts 


No. of Scale Scale Division 

Divisions in Volts 


Readable to 


Attachments 


•List Price 
Each 


320000 

320001 

320003 

320004 

320005 

320006 

320007 

320008 

320009 

320010 

320011 

320012 


1 

2 


3 M 

4 

4H 

5 

6 
7 

9 

9 A 

10 

11 


150 

150 

150 

150 

150 

150 

150 

120 

150 

150 

150 

150 



Mo of a Volt 
Mo 44 
Mo 44 
Moo “ 

Mo “ 

Moo 4< 

% 11 
Mo “ 

Vs 14 

v* 44 
M 41 

Mo 44 

H 

Mo 44 

A 44 
% 

'A 44 


Contact Key 

ii 

i< 

ii 

i< 

ii 

ii 

ii 

ii 

ii 

ii 

ii 

ii 

ii 

ii 

ii 

ii 


4110.00 

115.00 

150.00 

150.00 

155.00 

130.00 

130.00 

130.00 

160.00 

160.00 

160.00 

140.00 


Any of the above with reversing key, price, extra, S5.00. 

When reversing key is applied, contact key is omitted. 

Prices for instruments with ranges other than those listed will be the same as for those of the next 
higher range. 

MODEL 1 DC AMMETER 
For Direct Current 


These instruments are extremely compact and will be found very serviceable for rapid work. To 
provide sufficient carrying capacity for the self-contained shunts, it has been found necessary to make them 
in three sizes, the main difference being in the arrangement of the binding posts._ 


List No. 

Mfr. No. 

Range in 
Amperes 

No. of Scale 
Divisions 

Value of Each 
Scale Division 
in Amperes 

Readable to 

•List Price 
Each 

320013 

1 

5 

100 

Mo 

1 /200 of an Ampere 

$130.00 

320014 

2 

15 

150 

Mo 

1/100 “ 

1:30.00 

320015 

3 

25 

100 

H 

1/40 

130.00 

320016 

4 

50 

100 

y 2 

1/20 44 44 

130.00 

320017 

5 

100 

100 

1 

1/10 

140.00 

320018 

6 

150 

150 

1 

1/10 

150.00 

320019 

7 

200 

100 

2 

1/5 

160.00 

320020 

8 

250 

125 

2 

1/5 

160.00 

320021 

9 

300 

150 

2 

1/5 44 

160.00 

320022 

10 

400 

80 

5 

1/2 44 44 

180.00 

320023 

11 

500 

100 

5 

1/2 

180.00 


•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliverW^rree^ nearestg^uete. 


2 ' ■■■“ Testing Instruments 
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M'tsfcm Electric 


Mall Orders Filled 
at Prevailing Prices 


WESTON INSTRUMENTS 

Multipliers for Model 1 Standard Portable Voltmeters 

For Direct Current 

Multipliers are resistance boxes, the coils in which are highly insulated, and are adjusted so that the 
readings of the instrument may be multiplied b> any desired constant. Multipliers are usually constructed 
so that the indications of the pointer, multiplied by 2, 5, 10, 20 or 50, will give the potential of the circuit. 

The multipliers listed below have been designed for use in connection with direct-current voltmetere 
and are generally used with 120 and 150-volt instruments. Intermediate ranges or subdivisions will be 
provided when ordered. By the use of the multipliers, the range of voltmeters may be increased to any 
practical limit. 


List 

No. 

Multiplying 
Constant of 

Range in Volts 
of Voltmeter 
and Multiplier 
Combined 

•List Price 
Each 

List 

No. 

Multiplying 
Constant of 

Range in Volts 
of Voltmeter 
and Multiplier 
Combined 

•List Price 
Each 

320024 

2 for 150 Volts 

300 

*20.00 

320035 

30 for 150 Volts 

4500 

$140.00 

320025 

4 for 150 Volta 

600 

30.00 

320036 

50 for 100 Volts 

5000 

160.00 

320026 

5 for 150 Volts 

750 

40.00 

320037 

40 for 150 Volts 

6000 

180.00 

320027 

10 for 120 Volts 

1200 

50.00 

320038 

65 for 100 Volts 

6500 

200.00 

m 

10 for 150 Volts 

1500 

60.00 

320039 

60 for 120 Volts 

7200 

210.00 


20 for 100 Volts 

2000 

80.00 

320040 

50 for 150 Volts 

7500 

, 220.00 

EsaSI 

15 for 150 Volts 

2250 

90.00 

320041 

60 for 150 Volts 

9000 

260.00 

320031 

25 for 100 Volts 

2500 

100.00 

320042 

100 for 100 Volts 

10000 

300.00 

320032 

20 for 150 Volts 

3000 

100.00 

330043 

100 for 120 Volts 

12000 

350.00 

320033 

320034 

25 for 150 Volts 
40 for 100 Volts 

3750 

4000 

120.00 

130.00 

330044 

100 for 150 Volts 

15000 

400.00 


For subdivisions, add $11.50 to above prices for each additional range. 

Special prices will be quoted for multipliers for instruments of other ranges than above.* 



Model 56 Duplex 


Model 56 Portable Duplex Instruments 

Direct Current 

These Duplex Instruments consist of a voltmeter and an 
ammeter combined in one case. The case is of highly finished 
natural cherry, has a strongly hinged cover, and serves as a 
carrying box. All connections are made by means of binding- 
posts inside of the case. These posts are plainly marked, show¬ 
ing their polarity and to whicn side of the instrument they 
are connected. 

These instruments are reguiariy supplied with a single- 
range voltmeter and a single-range ammeter; they will be 
supplied, however, with either 2 voltmeter movements or 2 
ammeter movements of like or different ranges, if so desired. 
The voltmeter side may be obtained with a.double range at 
a sb'ght increase in cost. The ammeter is furnished only in 
single ranges up to 100 amperes with a self-contained shunt, 
but if multiple or higher ranges are desired they can be ob¬ 
tained by the use of external shunts. 

These instruments will be found serviceable for all ordinary 
testing in which a greater degree of accuracy than 1 per cent, 
is not desired. 


•Lint Prices 


List 

No. 

Range 

in 

Amperes 



Range 

in Volts 



75 

150 

300 

450 

600 

750 

320045 

5 

$103.50 

$109.25 

$115.00 

$120.75 

$126.50 

$138.00 

320046 

15 

103.50 

109 25 

115.00 

120.75 

126.50 

138.00 

320047 

25 

103.50 

109.25 

115.00 

120.75 

126.50 

138.00 

320048 

50 

103 50 

109.25 

115.00 

120.75 

126.50 

138.00 

320049 

100 

103.50 

109.25 

115.00 

120.75 

126.50 

138.00 

320050 

150 

103.50 

109.25 

115.00 

120.75 

126.50 

138.00 

320051 

200 

110.40 

116.15 

121.90 

127.65 

133.40 

144.90 

320052 

2.50 

110.40 

116.15 

121.90 

127.65 

133.40 

144.90 

320053 

300 

110.98 

116.73 

122.48 

128.23 

133.98 

145.48 

320054 

400 

111.50 

117.30 

123.05 

128.80 

134.55 

146.05 

320055 

500 

112.70 

119.60 

125.35 

131.10 

136.85 

148.35 


Upon application prices will be quoted for ranges or combinations of ranges not included in the aDove 

list. 


If the voltmeter is desired with a double range, add $6.90 to the list price for higher range. 
Specify voltage desired in ordering. 

•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 

Iltuorlng and Tasting Instrument# 3 



















Quantity Prices 
Quoted on Request 


Western Electric 

WESTON INSTRUMENTS 


181 



Model 1 Voltmeter 


Weston Standard Portable Voltmeters, Model 1, Inspectors' Style 

For Direct Current 

Classified as “Inspectors* Style,” we furnish voltmeters securely fastened in highly polished mahogany 
cases. All of these instruments are provided with reversing keys. 

The binding posts are of standard type, and ready access to them is provided by the design of the 

ease. 


List 

No. 

Mfr. 

No. 

Description 

List Price 
Each 


1 

Complete with flexible cords. 

$8.00 

320057 

2 

Complete with flexible cords and compartment for same. 

10.00 

320058 

3 

Case contains compartment with set of 4 lamp adapters and flexible conducting 

20.00 


Prices above are for cases only. To list prices of voltmeter shown elsewhere, add amounts 
given above. 



Model 1 Mill! voltmeter 


Weston Standard Portable Millivoltmeters, Model 1 

For Direct Current 

These instruments may be arranged for use with alloy shunts for ampere measurements at an additional 
cost of 810.00. 


List 

No. 

Mfr. 

No. 

Description 

List Price 
Each 

320059 

■■ 

Range, 0 to 20 millivolts, 100 divisions, each representing 0.2 of a millivolt, 
readable to 0.02 of a millivolt. 

$100.00 

320060 

D 

Range, 10 to 0 to 10 millivolts, zero center, 100 divisions, each representing 
0.2 of a millivolt, readable to 0.02 of a millivolt. 

100.00 

320061 

B 

Double Range, 10 to 0 to 10 and 100 to 0 to 100 millivolts, zero center, 100 
divisions, supplied with contact key, oy the use of which either range may 
be employee!. 

110.00 

320062 

B 

Double Range, 0 to 20 and 0 to 200 millivolts, 3 binding posts, 100 divisions, 
each representing either 0.2 of a millivolt or 2 millivolts, according to range 
used.... ( -tOOCmP 

' 110.00 


4 Measuring snd Testing Instruments 
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Mail Orders Filled 
at Prevailing Prices 


WESTON INSTRUMENTS 



Alloy Shunts 


Weston Patent Alloy Shunts 

FOR USE WITH PORTABLE STANDARD MILLIVOLTMETER MODEL No. 1 

For Direct Current 

These Millivoltmeters, in connection with Weston Patent Alloy Shunts, read directly in amperes. 
Shunts of different sizes can be adjusted to the same instrument, and it can, therefore, be used to measure 
a current of 2000 amperes with the same degree of accuracy as a current of 1 ampere. The combination 
of millivoltmeter and shunt is practically compensated for temperature and is correct within $ of 1 per cent. 
If at any time the user of this combination desires to employ additional ranges to those for which the in¬ 
strument is already adjusted, it is simply necessary to purchase additional shunts of the ranges required, 
thus saving the expense of an additional instrument. The scales of the instrument can be divided into 100, 
120 or 150 divisions. In selecting shunts of different range for use in connection with one instrument, it 
should be considered that the higher ranges must be even multiples of the lower one in order to suit the same 
scale on the instrument. 

These shunts can be supplied in two or more ranges combined in one case, as indicated in price list 
below. 


Shunts with Single Range 


List 

No. 

Range in 
Amperes 

List Price 
♦Each 

List 

No 

Range in 
Amperes 

List Price 
♦Each 

List 

No. 

Range in 
Amperes 

List Pries 
♦Each 

320077 

1 

$23.00 

320085 

75 


320093 

600 

120.50 

320078 

3 

28.75 

320086 

100 


320094 

750 

138.00 

320079 

5 

34.50 

320087 

150 

74.75 

320095 

800 

149,59 

320080 

10 

34.50 

320088 

200 


320096 

1000 

184.00 

320081 

15 

34.50 

320089 

250 

86.25 

320097 

1500 

299.00 

320082 

25 

40.25 

320090 

300 

92.00 

320098 

2000 

402.60 

320083 

30 

46.00 

320091 

400 

103.50 




320084 

50 

51.75 

320092 

500 

115.00 



' 


Shunts With 2 Ranges Combined in One Case 


320099 

5 and 

1 

$46.00 

320107 

100 and 

10 

$92.00 

320115 

400 and 200 

1149.50 

320100 

10 and 

1 

51.75 

320108 

150 and 

15 

97.75 

320116 

500 and 50 


320101 

15 and 

1.5 

57.50 

320109 

150 and 

30 

103.50 

320117 

500 and 100 


320102 

15 and 

3 

57.50 

320110 

200 and 

20 

109.25 

320118 

500 and 200 

149.50 

320103 

30 and 

3 

57.50 

320111 

300 and 

15 

120.75 

320119 

600 and 60 

149.50 

320104 

40 and 

4 

63.25 

320112 

300 and 

30 

126.50 

320120 

600 and 300 

184.00 

320105 

50 and 

5 

69.00 

320113 

300 and 150 

138.00 

320121 

750 and 300 

207.00 

320106 

75 and 15 

80.50 

320114 

400 and 

40 

138.00 

320122 

1000 and 500 



Shunts With 3 or More Ranges Combined in One Case 


320123 

15-3-0.75 

$69.00 

320131 

75-15-1.5 

$97.75 

320139 

150-75-15-1.5 

$149.50 

320124 

15-3-1.5 

69.00 

320132 

100 -10-1 

103.50 

320140 

150-75-15-1.5-0.75 

161.00 

320126 

30-15-1.6 

80.50 

320133 

100 -20-2 

103.50 

320141 

200 -20-2 

126.50 

320126 

30-15-3 

80.50 

32013-1 

100-50-20-2 

138.00 

320142 

200 -100-10 

138.00 

320127 

30-15-7.5-1.5 

109.25 

320135 

100-50-20-10-5-1 

161.00 

320143 

300-15-1.5 

138.00 

320128 

60-5-0.5 

92.00 

320136 

150-15-1.5 

115.00 

320144 

300-30-3 

138.00 

320129 

60-10-1 

92.00 

320137 

150-15-1.5-.15 

138.00 

320145 

300-75-15 

149 50 

320130 

60-20-5-0.5 

126.50 

320138 

150-75-15 

126 50 





Above prices include adjustment between millivoltmeter and shunts. 
♦Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write 

Maaanrfng and Tasting In.tram.nt. 6 
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Model 45 Voltmeter 

Voltmeters and Ammeters 
Model 45 Portable 

For Direct Current 

These instruments are designed to meet the demand for a low-priced voltmeter or ammeter of sufficient 
accuracy for station work and general testing. The movement in this type of instrument is completely 
enclosed in an iron case (which protects it in a large measure from stray magnetic fields), securely fastened 
in a wooden carrying box. This box is provided with a hinged cover which protects the scale and binding- 
posts. Ammeters, having a maximum range of 25 amperes or less, are provided with self-contained shunts. 
Higher ranges are adjusted to external station type shunts. 

MODEL 45 DC VOLTMETERS 


List No. 

Range in Volts 

Value of Each Scale Division 
in Volts 

•List Price 

Each 

320146 

0 to 3 

0.02 

$57.50 

320147 

0 “ 6 

0.05 

57 50 

320148 

0 11 15 

0.1 

1 57.50 

320149 

0 11 150 

1 

67.85 

320150 

0 “ 300 

2 

74.75 

320151 

0 11 600 

5 

80 50 

320152 

0 11 750 

5 

85.10 


Double-scale voltmeters in this type will be furnished, when desired, at the price of $5.75 additional 
to the list price of the highest range for each step. 


MODEL 45 DC AMMETERS 

For all ranges above 25 amperes these instruments consist of millivoltmeters adjusted with external 
station type shunts to read direct in amperes. 


List No. 

Range in Amperes j 

Value of Each Scale Division 
in Amperes 

•List Price 

Each 

323022 

0 

to 

1.5 

0.01 

$57.50 

320153 

0 

u 

5 

0.05 

57.50 

320154 

0 

tt 

15 

0.1 

57.50 

320155 

0 

tt 

25 

0.2 

57.50 

320156 

0 

tt 

50 

0.5 

58.65 

320157 

0 

tt 

100 

1 

60.95 

320158 

0 

tt 

150 

1 

62.10 

320159 

0 

tt 

200 

2 

64.40 

320160 

0 

tt 

250 

2 

64.98 

320161 

0 

tt 

300 

2 

64.98 

320162 

0 

a 

400 

5 

65.55 

320163 

0 

tt 

500 

5 

67.85 

323023 

0 

tt 

600 

‘4 

70.15 

323024 

0 

a 

750 

5 

72.45 


•Delivery F. 0. B. Factory, Newark, N. J. For warehouse deliveries write 

6 Mtuurlng and TaathQP Instruments 
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Mail Orders Filled 
at Prevailing Prices 



Model 1 Mil-Ammeter 


Weston Standard Portable Direct-Reading Mil-Ammeters, Model 1 

For Direct Current 



Range in 
Milliamperes 

No. of 

Scale 

Divisions 

Value of each 
Scale 

Division in 
Milliamperes 

Readable to 

‘List Price 
Each 

150 

300 

600 

1000 

1500 
j 500 
l 50 
j 500 
l 10 

Same range ant 

150 

150 

150 

100 

150 

100 

100 

1 capacity as 

1 

2 

4 

10 

10 

5 «} 

%.} 

Model 1 but 

of a Milliampere 

1 of a Milliampere 
l of a Milliampere 

1 Milliampere 

1 Milliampere 

of a Milliampere 

T of a Milliampere 
is supplied with a small 

$100 00 

100 00 
100.00 

100 00 
110.00 

120.00 

120.00 


resistance box or multiplier, having 2 coils. When this is con¬ 
nected in series with the instrument binding-posts marked 10, 
the lower scale may be read directly in volts, a full scale deflec¬ 
tion being secured with 10 or 100 volts, according to the coil of 
the multiplier used. 150.00 


Weston Single Phase Portable A.C. and D.C. Wattmeter 



MODEL 310 

These instruments represent the latest development in 
electro-dynamometer wattmeters and embody many char¬ 
acteristics hitherto considered unattainable in instruments 
of this class. 

They are contained in highly polished mahogany boxes, 
provided with carrying handles, locks and covers equipped 
with slip hinges. The weight is approximately 11 Ids. and 
the dimensions are 8 x 10)4 x 5% inches over all. 

SCALES 

The scales are 5)4 inches long, are uniform throughout 
their entire length, and are provided with mirrors to prevent 
parallax errors. 

The pointers are of the Weston triangular truss type, 
with knife edges, and are equipped with simple zero setting 
devices controlled from the outside of the case. 

RANGES 

Double ranges for both the current and voltage circuits 
are provided. 

The double current range feature is obtained by con¬ 
necting the two field coil sections either in series or in multiple 
by means of links and binding screws, conveniently located 
on the top of the instrument. These links are provided 
with handles to facilitate their manipulation and are slotted, 
making it unnecessary to remove them entirely each time 
the range is changed. 

The double voltage ranges are controlled by means of 
independent binding posts. 

As each instrument has a number of ranges, a scale cannot be made which is readable with equal 
facility for all ranges. In each case, however, a scale is provided which gives 1, 2 or 5 units per division for 
the range marked and simple multiplying factors for the other ranges. 

See following page for prices. 


• Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 
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WESTON INSTRUMENTS 

Weston Single Phase Portable A.C. and D.C. Wattmeters 

CONTINUED 


Price List of Model 310 Single Phase Wattmeter—(See Preceding Page) 


Volts 

Ampere | 

| *Watt Ranges 

Number 

of 

Scale 

Lines 

List 

Price 

Normal 

Maximum 

Field Coils 
in 

Series 

Field Coils 
in 

Multiple 

8eriea 

Multiple 

Series 

Multiple 


1 

2 

2 

4 

100/50 

200/100 

100 

$161.00 


2.5 

5 

5 

10 

250/125 

5C0/250 

125 

161.00 

Normal 100/50. 

5 

10 

10 

20 

500/250 

1000/500 

100 

161.00 


10 

20 

20 

40 

1/ .5 K.W. 

2/1 K.W. 

100 

161.00 

Maximum 150/75. 

20 

40 

40 

80 

2/1 K.W. 

4/2 K.W. 

100 

172.50 


30 

60 

60 

120 

3/1.5 K.W 

6/3 K.W. 

150 

172.50 


50 

100 

75 

150 

5/2.5 K.W. 

10/5 K.W. 

100 

172.50 


1 

2 

2 

4 

150/75 

300/150 

150 

161.00 


2.5 

5 

5 

10 

375/187.5 

750/375 

150 

161.00 

Normal 150/75. 

5 

10 

liKTjH 

20 

750/375 

1500/750 

■EH 

161.00 


10 

20 

20 

40 

1.5/ .75 K.W. 

3/1.5 K.W. 


161.00 

Maximum 250/125.... 

20 

40 

40 

80 

3/1.5 K.W. 

6/3 K.W. 


172.50 


30 

60 

60 

120 

5/2.5 K.W. 

10/5 K.W. 


172.50 


50 

100 

75 

150 

7.5/3.75 K.W. 

15/7.5 K.W. 

K m 

172.50 


1 

2 

■ m 

4 

200/100 

400/200 

100 

172.50 


2.5 

5 


10 

500/250 

1000/500 

100 

172.50 

Normal 200/100_ 

5 

10 

10 

20 

1/ .5 K.W. 

2/1 K.W. 

100 

172.50 


10 

20 

20 

40 

2/1 K.W. 

4/2 KW. 

100 

172.50 

Maximum 300/150.... 

20 

40 

40 

80 

4/2 K.W. 

8/4 K.W 

100 

184.00 


30 

60 

60 

120 

6/3 K.W. 

12/6 K W 

120 

184.00 


50 

100 

75 

150 

10/5 K.W. 

20/10 K.W. 

100 

184.00 


1 

2 


4 

300/150 

600/300 


172.50 


2.5 

5 


10 

760/375 

1500/750 


172.50 

Normal 300/150_ 

5 

10 

10 

20 

1.5/ .75 K.W. 

3/1.5 K.W. 

150 

172.50 


10 

20 

20 

40 

3/1.5 K.W. 

6/3 K.W. 


172.50 

Maximum 450/250.... 

20 

40 

40 

80 

6/3 K.W. 

12/6 K.W. 

■pH 

184.00 


30 

60 

60 

120 

10/5 K.W. 

20/10 K.W. 


184.00 


50 

100 

75 

150 

15/7.5 K.W. 

30/15 K.W. 

150 

184.00 


1 

2 

2 

4 

500/100 

1000/200 

100 

195.50 


( 2.5 

5 

5 

10 

1250/250 

2500/500 

125 

195.50 

Normal 500/100_ 

5 

10 

10 

20 

2500/500 

5000/1000 


195.50 


10 

20 

20* 

40 

6/1 KW. 

10/2 K.W. 


195.50 

Maximum 600/150.... 


40 

40 

80 

10/2 K.W. 

20/4 K.W. 

100 

207.00 



60 

60 

120 

15/3 K.W. 

30/6 K.W. 

150 

207.00 


50 

100 

75 

150 

25/5 K.W. 

50/10 K.W. 

100 

207.00 


1 

2 


4 

600/150 

1200/300 

150 

201.25 


2.5 

5 


10 

1500/375 

3000/750 

150 

201.25 

Normal 600/150_ 

5 

10 

10 

20 

3/ 75 K.W. 

6/1.5 K.W. 

150 

201.25 


10 

20 

20 

40 

6/1.5 K.W. 

12/3 K.W. 

150 

201.25 

Maximum 675/250.... 

20 

40 

40 

80 

12/3 K.W. 

24/6 K.W. 

120 

212.75 


30 

60 

60 

120 

, 20/5 K.W. 

40/10 K.W. 

100 

212.75 


50 

100 

75 

150 

30/7.5 K.W. 

60/15 K.W. 

150 

212.75 


1 

2 

2 

4 

600/300 

1200/600 

120 

201.25 


2.5 

5 

5 

10 

1.5/.75 K.W. 

3/1.5 K.W. 

150 

201.25 

Normal 600/300_ 

5 


10 

20 

3/1.5 K.W. 

6/3 K.W. 

150 

201.25 


10 

HI 

20 

40 

6/3 K.W. 

12/6 K.W. 

120 

201.25 

Maximum 675/450.... 

20 


40 

80 

12/6 K.W. 

24/12 K.W. 

120 

212.75 


30 

HESS 

60 

120 

20/10 K.W. 

40/20 K.W. 

100 

212.75 


50 

1 

ea 

150 

30/15 K.W. 

60/30 K.W. 

150 

212.75 


1 

2 

Hi 

4 

750/150 

1500/300 

■n 

207.00 


2.5 

5 


10 

1875/375 

3750/750 


207.00 

Normal 750/150_ 

5 

10 

10 

20 

3750/750 

7500/1500 

Hj|H 

207.00 


10 

20 

20 

40 

7.5/1.5 K.W. 

15/3 K.W. 


207.00 

Maximum 750/250.... 

20 

40 

40 

80 

15/3 K.W. 

30/6 K.W. 

Hfl 

218.50 


30 

60 

60 

120 

25/5 K.W. 

50/10 K.W. 

ReH 

218.50 


50 

100 

75 

150 

37.5/7.5 K.W. 

75/15 K.W. 

MEM 

218.50 


1 

mmm 

2 

4 

750/300 

1500/600 

150 

207.00 


2.5 


5 

10 

2000/800 

4000/1600 

160 

207.00 

Normal 750/300_ 

5 


10 

20 

3750/1500 

7500/3000 

150 

207.00 


10 


20 

40 

7.5/3 K.W. 

15/6 K.W. 

150 

207.00 

Maximum 750/450_ 

20 


40 

80 

15/6 K.W. 

30/12 K.W. 

150 

218.50 


30 


60 

120 

25/10 K.W. 

50/20 K.W. . 

100 

218.50 


50 

■EH 

75 

150 

37.5/15 K.W. 

75/30 K.W. 

150 

218.50 


•Ranges not marked K.W. read in watts. 

Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries wmli neMwtnmiseo 

7 Mo firing sad Testing Instruments 
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WESTON INSTRUMENTS 


Mall Orders Filled 
at Prevailing Prices 



Model 370 

Dimensions 8 x lO 1 ^ x 5% Inches 
Scale Length 5 li Inches 


Model 341 

Dimensions 8 x 10)4 x SH Inchs 
Scale Length 534 Inches 


Weston Portable A.C. and D.C. Ammeter 

MODEL 370 

These instruments are electro-dynamometer ammeters and may be used with equal accuracy on either 
direct current circuits or on alternating current circuits of any frequency up to 133 cycles per second and of 
any wave form. 

They are contained in polished mahogany boxes, provided with carrying handles, locks and covers 
equipped with slip hinges. The weight is approximately 11 lbs. and the dimensions are 8 x 10 M x 5 % inches 
over all. 

They will be found particularly useful as transfer instruments from direct to alternating current and* 
for checking electro-magnetic (movable iron) or induction type instruments, or for all measurements of 
current where very high accuracy is desired. 

PRICE LIST OF MODEL 370—MILLIAMMETERS 


Single Range, 

Approximate 

List Price 

Single Range, 

Approximate 

List Price 

Milliamperes 

Res. in Ohms 

Each 

Milliamperes 

Res. in Ohma 

Each 

15 

1400 

3155.25 

150 

19.5 

3155.25 

20 

720 

155.25 

200 

7.5 

155.25 

30 

350 

155.25 

300 

3.2 

155.25 

50 

167 

155.25 

500 

1.2 

155.25 

75 

50 

155.25 

750 

0.9 

155.25 

100 

26.5 

155.25 






AMMETERS 



Double Range, 

List Price 

Double Range, 

List Price 

Double Range, 

List Price 

Amperes 

Each 

Amperes 

Each 

Amperes 

Each 

2-1 

3172.50 

5-2^ 

3172.50 

10-5 

3172.50 


Weston A.C. and D.C. Portable Voltmeter 

MODEL 341 

These instruments are electro-dynamometer voltmeters and may be used with equal accuracy on either 
alternating current or direct current circuits. 

They are contained in highly polished mahogany boxes, provided with carrying handles, locks and covers 
equipped with slip hinges. The weight is approximately 11 lbs., and the dimensions are 8 x 10)4 x <5% inches 


over all. 


Ranges, 

Volts 

1 

1.5 
2 

3 

5 

7.5 
10 
12 

5-1 

15-1.5 

3-1.5 

5-3 

15-7.5 

30-15 

120-60 


PRICE LIST, MODEL 341 VOLTMETERS 
SINGLE RANGES 


Approximate 
Res. in Ohms 
2 

3 

4 
6 

18 

50 

66 

80 

10-2 

30-3 

6-3 

21-10.5 

100-50 

300-150 

2700-1350 


Delivery F. O. B. Factory, Newark, N. J. 

Measuring and Testing Instruments 


List Price 

Ranges, 

Approximate 


List Pries 

Each 

Volts 

Res. in Ohms 


Each 

3149.50 

15 

100 


3143.75 

149.50 

30 

470 


138.00 

149.50 

75 

1180 


138.00 

149.50 

120 

2700 


138.00 

149.50 

150 

3300 


138.00 

143 75 

300 

6700 


143.75 

143.75 

600 

20000 


155.25 

143.75 

DOUBLE 

750 

RANGES 

25000 


161.00 

161.00 

150-75 

3300-1650 


3149.50 

161.00 

300-150 

6700-3350 


155.25 

161.00 

600-150 

20000-5000 


166.75 

161.00 

600-300 

20000-10000 


166.75 

155.25 

750-150 

25000-5000 


172.50 

155.25 

750-300 

25000-10000 

T 

172.60 

149.50 

For warehouse 

f 

deliveries write neaW^K^Skfey 
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WESTON INSTRUMENTS 


Special Model 310 Wattmeters for Very Low Power Factors 

* For measurements in circuits where the power factor is very low, such as core losses in transformers, 
a special line of Weston Wattmeters has been designed, giving full scale deflection for 20% power factor; 
that is, the scale value in watts is 20% of the number of volt amperes applied. 



Maximum 

Volta 

Maximum 
Capacity 
in Amperes 

Watt Ranges 

Number 
of Scale 
Lines 

List 

Price 

Fields in 
Series 

Fields in 
Multiple 

Fields in 
Series 

Fields in 
Multiple 

150/75 

0.5 

1 

15/7.5 

30/15 

150 

1184.00 

150/75 

1 

2 

30/15 

60/30 

150 

184.00 

150/75 

2.5 

5 

75/37.5 

150/75 

150 

184.00 

150/75 

5 

10 

150/75 

300/150 

150 

184.00 

150/75 

10 

20 

300/150 

600/300 

150 

195.50 

150/75 

20 

40 

600/300 

1200/600 

120 

195.50 

150/75 

50 

100 

1500/750 

3000/1500 

150 

195.50 


•These ranges are not compensated and are useful for special conditions 
Only. Correspond before ordering. 


Weston Portable Polyphase Wattmeter 

MODEL 329 

These instruments are contained in highly polished mahogany 
boxes, provided with carrying handles, locks and covers 
equipped with slip hinges. The weight is approximately 17 
lbs. Dimensions are 9^2 x 10^ x 8|^ inches over all. 

This form of instrument really consists, of two single phase 
wattmeters, electrically independent, but having their movable 
coils mounted on a common shaft, so that they rotate together. 
Each coil, however, moves in its own system of field coils. 
SCALES 

The scales are uniform throughout their entire length, and 
are 5}4 inches long. 

The pointers are equipped with simple zero setting devices and 
are of tne Weston triangular truss type with knife edges. To 
prevent parallax errors mirrors are provided. 

List Prices of Model 329 Polyphase Wattmeters 


Volta 

Amperes 

♦Watt Ranges 

Number 
of Scale 
Lines 

List 

Price 

Normal 

Maximum 

Field Coils 
in 

Series 

Field Coils 
in 

Multiple 

Series 

Multiple 

Series 

Multiple 


1 

2 

2 

4 

200/100 

400/200 

100 

$253 00 

Normal 100/50. 

2.5 

5 

5 

10 

500/250 

1000/500 

100 

253.00 

Maximum 150/75. 

5 

10 

10 

20 

1/. 5 K.W. 

2/1 K.W. 

100 

253.00 


10 

20 

20 

40 

t 2/1 K.W. 

4/2 K.W. 

100 

264.50 


1 

ifwm 

2 

4 

300/150 

600/300 

150 

264.50 

Normal 150/75. 

2.5 


5 

10 

750/375 

1500/750 

150 

264.50 

Maximum 250/125. . . . 

5 

iJII; 

10 

20 

1.5/.75 K.W. 

3/1.5 K.W. 

150 

264.50 


10 


20 

40 

3/1.5 K.W. 

6/3 K.W. 

150 

264.50 


1 

2 

2 

4 

400/200 

800/400 

100 

264.50 

Normal 200/100 . . 

2.5 

5 

5 

10 

1/ .5 K.W. 

2/1 K.W. 

100 

264.50 

Maximum 300/150. . . . 

5 

10 

10 

20 

2/1 K.W. 

4/2 K.W. 

100 

264 50 


10 

20 

20 

40 

4/2 K.W 

8/4 K.W. 

100 

276.00 


1 

2 

2 

4 

600/300 

1200/600 

120 

264 50 

Normal 300/150... 

2.5 

5 

5 

10 

1.5/.75 K.W. 

3/1.5 K.W. 

150 

264.50 

Maximum 450/250. . . . 

5 

10 

10 

20 

3/1.5 K.W. 

6/3 K.W. 

150 

264.50 


10 

20 

20 

40 

6/3 K.W. 

12/6 K.W 7 . 

120 

276 00 


1 

2 

2 

4 

1000/200 

2000/400 

100 

287.50 

Normal 500/100.... 

2.5 

5 

5 

10 

2500/500 

5000/1000 

100 

287 50 

Maximum 600/150. . . . 

5 


10 

20 

5/1 K.W. 

10/2 K.W. 

100 

287.50 


10 


20 

40 

10/2 K.W. 

20/4 K.W. 

100 

299.00 


1 

rjmm 

2 

4 

1200/300 

2400/600 

120 

293.25 

Normal 600/150. . . . 

2.5 

5 

5 

10 

3/.75 K.W. 

6/1.5 K.W. 

150 

293.25 

Maximum 675/250. . . . 

5 


10 

20 

6/1.5 K.W. 

12/3 K.W. 

150 

293 25 


10 


20* 

40 

12/3 K.W. 

24/6 K.W. 

120 

304.75 


1 

2 

2 

4 

1.2/.6 K.W. 

2.4/1.2 K.W. 

120 

293.25 

Normal 600/300. . . . 

2.5 

5 

5 

10 

3/1.5 K.W. 

6/3 K.W. 

150 

293.25 

Maximum 675/450. .. . 

5 

10 

10 

20 

6/3 K W. 

12/6 K.W. 

120 

293.25 


10 

20 

20 

40 

12/6 K.W. 

24/12 K.W. 

120 

304 75 


1 

2 

2 

4 

1500/300 

3000/600 

150 

299.00 

Normal 750/150.... 

2.5 

5 

5 

10 

3750/750 

7500/1500 

150 

299 00 

Maximum 750/250.... 

5 

10 

10 

20 

7.5/1.5 K.W. 

15/3 K.W. 

150 

299 00 


10 

20 

20 

40 

15/3 K.W. 

30/6 K.W. 

150 

310 50 


1 

2 

2 

4 

1500/600 

3000/1200 

150 

299.00 

Normal 750/300.... 

2.5 

5 

5 

10 

3750/1500 

7500/3000 

150 

299.00 

Maximum 750/450. ... 

5 

10 

10 

20 

7.5/3 K.W. 

15/6 K.W. 

150 

299 00 


10 

20 

20 

40 

15/6 K.W r . 

30/12 K.W. 

150 

310 50 


•Ranges not marked K.W. read in watts. 

Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write neareii by 
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Mall Orders Filled 
at Prevailing Prices 


WESTON INSTRUMENTS 



Model 155 Voltmeter Model 155 Ammeter 


Voltmeters and Ammeters 
Model 155 Portable 

For Alternating Current 

These instruments are of the Weston electromagnetic type, in which all the disadvantages and errors 
of the soft-iron type, previously supposed to be inherent, have been either eliminated or so far reduced as 
to be practically negligible. The indications of these Weston instruments are accurate within per cent., 
independent of changes in temperature, frequency or wave form throughout the range of commercial prac¬ 
tice. The scales are open and fairly uniform throughout about f of the total range of deflection; therefore, 
the accuracy of reading within the working range is greater than it would be with a uniform scale. The 
indications are also dead beat and will instantly and accurately follow every change in the value of the 
quantity being measured. 


MODEL 155 AC—PORTABLE VOLTMETERS 


Range 
in Volta 

•List Price 

Each 

Range 
in Volts 

•List Price 
Each 

75. 

$42.55 

500. 

$60.95 

125. 

42.55 

600. 

63.25 

150. 

43.13 

750. 

69.00 

300. 

51.75 




MODEL 155 AC—PORTABLE AMMETERS 


Range 
in Amperes 

•List Price 

Each 

Range 
in Amperes 

•List Price 
Each 

1 . 

$40.83 

75. 


2 ... 


100. 


3 . 

39.10 

150. 


5. 

39.10 

200. 


10. 

39.10 

250. 


15 . 

39.10 

300. 

43.70 

25 . 

39.10 

400. 

48.30 

50. 

HHKIiEgiHHil 

500. 

52.90 


MODEL 155 AC—PORTABLE MIL-AMMETERS 


Mil-Amperes 

•List Price 

Each 

Mil-Amperes" e 

•List Price 
Each 

75. 

$40.83 

500. 

$40.83 

150. 

40.83 

750. 

40.83 

250. 

40.83 




Leather Carrying Cases 

For Model No. 155 Instruments 

All ammeters, mil-ammeters and also voltmeters, up to and including 300 volts, can be provided with 
leather cases at additional price of $9.78. Voltmet ers with a range above 300 volts, and not greater than 
750 volts, can be provided with leather carrying cases at additional cost of $12.08. Prices on application 
•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 
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Model 11 Ammeter 


Weston Illuminated Dial Station Ammeters, Model 11 

With Shunts 

For Direct Current 

The cases for these meters are supplied in two patterns. The one is intended to be attached by means 
of two brackets directly to and projecting from the front of the switchboard. The other, known as “flush 
type,” is designed to be countersunk so that the front of the instrument is practically flush with the face 
of the board. 

The cases are regularly iinished in the following styles, but other finishes will be supplied on special 
order.^ Standard finish, dead-black japan. 

No. 2 finish.—Border of case and face of letters nickel-plated and polished; background of letters and 
baok case dead-black japan. This is a neat and durable finish and one we highly recommend for general 
use. 

No. 3 finish.—Border of front and face of letters nickel-plated and polished; background of letters 
dead nickel matte; all parts of back case in sight nickel-plated and polished. 

Each instrument has one pair of binding-posts to which the shunt leads are to be connected, and another 
pair for connecting the lamp. 


Range 
in Am¬ 
peres 

Value of 
Each Scale 
Division in 
Amperes 

•List 
Price 
of Instru¬ 
ment 
with 
Shunt 

Range 
in Am¬ 
peres 

Value of 
Each Scale 
Division in 
Amperes 

•List 
Price 
of Instru¬ 
ment 
with 
Shunt 

Range 
in Am¬ 
peres 

Value of 
Each Scale 
Division in 
Amperes 

•List 
Price 
of Instru¬ 
ment 
with 
Shunt 

mmm 

2 

$159.00 

1000 

wwrnumm 

$168.00 

4000 


$213.00 

250 

5 

159.00 

1200 


170.00 

4500 


228.00 

mow 

5 

159.50 

1500 

V':- 

181.50 

5000 


243.00 

400 • 

5 

160.00 

2000 

20 

190.50 

6000 


258.00 

500 

5 

162.00 

2500 

50 

193.50 

7000 


273.00 

600 

■ 10 

164.00 

3000 

50 

198.00 

8000 

mrm 

303.00 

750 

10 

166.00 

3500 

50 

204.00 

10000 


333.00 


Shunts for All Types of Switchboard Ammeters 


Rating in 
Amperes 

•List Price 
Shunts 

Alone 

Rating in 
Amperes 

•List Price 
Shunts 

Alone 

Rating in 
Amperes 

•List Price 
Shunts 
Alone 

200 

$6.00 

1000 

$16.50 

j 4000 • 

$66.00 

250 

6.00 

1200 

18.70 

4500 

82.50 

300 

6.50 

1500 

31.20 

5000 

99.00 

400 

7.00 

2000 

41.46 

6000 

115.50 

500 

9.00 

2500 

44.56 

7000 

132.00 


11.00 

3000 * 

49.50 

8000 

165.00 

750 

13.00 

3500 

56.10 

10000 

198.00 


* Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prerailing Prices 


WESTON SWITCHBOARD INSTRUMENTS 
Weston Illuminated Dial Station Voltmeters, Model 11 

For Direct Current 



[Model 11 Voltmeter 


Range 

in 

Volts 

Value of 
Each 
Scale 
Division 
in Volts 

•List 

Price 

Each 

Range 

in 

Volts 

Value of 
Each 
Scale 
Division 
in Volts 

•list 

Prioa 

Each 

130 

2 

$150.00 

3250 

50 

£80.00 

150 

2 

152.00 

3500 

50 

300.00 

180 

2 

154.00 

4000 

50 

320.00 

250 

5 

156.00 

4500 

50 

340.00 

300 

5 

158.00 

5000 

50 

360.00 

600 

10 

160.00 

6000 

100 

390.00 

750 

10 

162.00 

6500 

100 

410.00 

1000 

10 

200.00 

7000 

100 

420.00 

1500 

20 

220.00 

7500 

100 

440.00 

2000 

20 

240.00 

8000 

100 

460.00 

2500 

50 

260.00 

9000 

100 

500.00 

3000 

50 

270.00 

10000 

100 

550.00 


These prices are for No. 2 finish, dead-black japan. For No. 3 finish, all nickel-plated, add S9. 

These instruments will be supplied for mounting with the fronts flush with the switchboard (designated 
flush type) when so ordered, at the same prices. 


Weston Illuminated Dial Station Model 9 Ammeters (With Shunts) 

For Direct Current 

These instruments are similar in appearance and are in every respect equal to the Model 11, as re¬ 
gards construction and accuracy.. They are, however, of smaller dimensions, and are designed for use in 
plants where an illuminated-dial instrument is desired, but space is limited. 

The cases for these instruments are supplied in two patterns. The one is intended to be attached 
directly to and projecting from the front of the switchboard. The other, known as the “flush type,” is 
designed to be countersunk so that the front of the instrument is practically flush with the face of the board. 

They are regularly supplied in No. 11 dead black Japan, but No. 2 and No. 3 finish, as described 
under Model 11, may be had at a slight addition in cost. 



Model 9 Ammeter 


Range 

in 

Amperes 

Value of 
Each Scale 
Division in 
Amperes 

•List 

Price 

Each 

Range 

in 

Amperes 

Value of 
Each Scale 
Division in 
Amperes 

•List 

Price 

Each 


5 

$119.00 

750 

10 

$126.00 


5 

119.00 

1000 

20 

128.00 


5 

119.50 

1200 

20 

130.00 


5 

120.00 

1500 

20 

141.50 


10 

122.00 

2000 

50 

150.50 

600 

10 

124.00 

2500 

.50 

153.50 


Flush type will be furnished at same price if specially ordered. 
These prices are for No. 11 finish (dead-black japan). 

For No. 3 finish (all nickel-plated), add $5. 


Weston Illuminated Dial Station Model 9 Voltmeters 

For Direct Current 


Range in 

Volts 

Value of Each 
Scale Division 
in Volts 

•List Price 

Each 

Range in 

Volts 

Value of Each 
Scale Division 
in Volts 

•List Price 
Each 

0 to 100 

2 

$112.00 

0 to 260 

5 

* $128.00 

0 to 150 

2 

124.00 

0 to 300 

5 

132.00 


Flush type will be furnished at same price if specially ordered. 

These prices are for No. 11 finish (dead-black japan). 

For No. 3 finish (all niokel-plated), add $5. 

•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 
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Mode 57 Ammeter 
Bange, 750 Amperes 


Model 57 Voltmeter 
Bange. 125 Amperes 


Model 57 Round Pattern Station Ammeters and Voltmeters 

For Direct Current 

These instruments are made in three patterns. Regular, for front of board connection. Back connec¬ 
tion, in which the binding-posts are carried through to the rear of the switchboard. Flush type, in which 
a flange is provided for the front, allowing the entire body of the instrument to pass through for connection 
in the rear of the switchboard. 


MODEL 57 DC AMMETERS 


Range in 

Amperea 

Value of Each 
Scale Division 
in Amperes 

•List Price 
Each 

Range in 

Amperes 

Value of Each 
Scale Division 
in Amperes 

•List Price 

1 Each 

1. 

0.01 

$50.00 

300. 

5 

$56.50 

5. 

0.1 

50.00 

400. 

10 

57.00 

10. 

0.1 

50.00 

500. 

10 

59.00 

15. 

0.2 

50.00 

600. 

10 

61.00 

25. 

0.5 

50.00 

750. 

10 

63.00 

50. 

1 

51.00 

1000. 

10 

65.00 

75. 

1 

52.00 

1200. 

20 

67.00 

100. 

1 

53.00 

1500. 

20 

78.50 

150.. 

2 

54.00 

2000. 

20 

87.50 

200. 

2 

56.00 

2500. 

50 

90.50 

250... 

5 

56.50 





The lower ranges up to 75 amperes are self-contained, the shunts being an integral part of the Instru¬ 
ment. For ranges above 75 amperes the shunt is detachable and substantially the same as that for the 
illuminated-dial instruments, excepting that when specially ordered these instruments will be furnished 
self-contained for ranges up to 200 amperes. 

MODEL 57 DC VOLTMETERS 


Range in 

Volts 

Value of Each 
Scale Division 
Volts 

•List Price 
Each 

Range in 

Volts 

Value of Each 
Scale Division 
Volts 

•List Price 
Each 

3. 

■K 

$50.00 

125. 

1 

$56.50 

6. 


50.00 

150. 

1 

59.00 

15. 


50.00 

250. 

2 

63.00 

25. 

ggg 

52.00 

300. 

2 

65.00 

50. 


53.00 

600. 

5 

70.00 

75.. 

mm 

54.50 

750. 

5 

74.00 


These prices are for No. 2 finish (dead-black Japan). For No. 3 finish (all nickel-plated), add $4. 
Any of the instruments in the above list will be furnished with back connections or flush-type cases when 
specified in order. 


•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


WESTON INSTRUMENTS 



Model 24 Ammeter Model 24 Voltmeter 


Weston Round Pattern Model 24 Station Instruments 

For Direct Current 

These instruments are made in three types to conform with the Model 57 instruments, i. e., reguiax; 
back connection and flush type. Are supplied in No. 11 standard black japan finish, but special finishes 
may be obtained at a slight advance in cost. 

MODEL 24 SELF-CONTAINED AMMETERS 


Range in Amperes 

Value of Each Scale 

Division in Amperes 

*List Price Each 

0 to 1 

0.02 

$30.00 

0 to 5 

0.1 

30.00 

0 to 10 

0.2 

30.00 

0 to 15 

0.2 

31.00 

0 to 25 

0.5 

31.00 

0 to 50 

1 

31.50 

0 to 80 

2 

31.50 

0 to 100 

2 

32.00 

0 to 130 

2 

33.00 

0 to 150 

2 

33.00 

0 to 200 

4 

34.00 


These ammeters are regularly furnished with internal shunts up to and including 200 amperes. They 
will, however, be furnished with detached shunts when specified in order. 


These prices are for No. 11 finish (dead-black japan). For No. 3 finish (all nickel-plated), add S3. 
Any of the instruments in the above list will be furnished with back connections or flush-type cases when 
specified in order. 

MODEL 24 VOLTMETERS 


Range in Volts 

Value of Each Scale 

Division in Volts 

*List Price Each 

0 to 3 

0.05 

$31.00 

0 to 5 

0.1 

31.00 

0 to 6 

0.1 

31.50 

0 to 10 

0.2 

32.00 

0 to 15 

0.2 

32.00 

0 to 25 

0.5 

32.00 

0 to 50 

1 

32.00 

0 to 80 

2 

32.00 

0 to 130 

2 

33.00 

0 to 150 

2 

34.00 

0 to 250 

5 

39.00 

0 to 300 

5 

41.00 

0 to 600 

8 

53.00 


These prices are for No. 2 finish (dead-black japan). For No. 3 finish (all nickel-plated}, add $3. 
Any of the instruments in the above list will be furnished with back connections or flush-type cases when 


specified in order. 

•Deliverv F. O. B. Factory, Newark, N. J. For warehouse deliveries writhe nearest house. 

, _ Jigitized by^ VJ 
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Models 38 and 39 Duplex Instruments (Direct Current) 

Showing a Model 39 Instrument 

Weston Duplex Instruments, Model 38 and Model 39 

For Direct Current 

These instruments are called “duplex” because they consist of a voltmeter and an ammeter combined 
in one case. 

MODEL 39 

This model has a well designed and carefully finished aluminum case, which closely surrounds the 
operative parts. The use of an aluminum case secures minimum weight as well as a much smaller size 
than is possible with Model 38, and as the case is practically waterproof, this njodel is well adapted for use 
where accidental exposure to the weather or to dampness would be likely to occur. 

This instrument was originally designed for automobile service, and extreme care has been taken in 
its construction to enable it to stand without injury the constant vibration to which such instruments are 
subjected when used on vehicles. 

The zero mark on the ammeter scale may be located at any point. 

Price of ammeters with scales having zero in center of scale, or in any other part of scale, will be the 
same as for ammeters of regular constructions of same type with a range equal to the higher reading on 
the special scale. 

The dimensions and weight of this model are as follows: 

Length.9^ inches. Height (or Depth).2J4 inches. 

Width.7 inches. Weight (without Shunt).8 lbs. 

MODEL 38 

The interior parts of this model are similar to those used in Model 39, but the scale and pointer are 
larger. The case is made of cast iron, is not waterproof and does not closely surround the working parts 
of the instrument. The difference in the size of the case and the material of which it is made necessarily 
makes the 38 model much heavier than the 39. The dimensions and weight of the 38 model are as follows: 

Length.11 inches. Height (or Depth). ... 3 % inches. 

Width. 8H inches. Weight (without Shunt).... 17 lb. 

The Model 38 is well adapted for use where the existence of powerful magnetic fields would render R 
impossible to use the 39 model. The function of the cast-iron case is to shield the instrument from external 
fields, and this it does in a most effective manner. In both forms of instruments the workmanship is of 
the highest grade 

Price List of Models 38 and 39 Instruments 


Range for 

75 Volts 

150 Volts 

300 Volts 

600 Volts 

Ampere Scale 
in Amperes 

•List 

Price 

•List 

Price 

•List 

Price 

•List 

Price 

10... 

$80.50 

$80.50 


IIoOo 

25. 

80.50 

80.50 


101.20 

50. 

80.50 

80.50 


102.35 

100. 

80.50 

80.50 

98.90 

104.08 

150. 

80.50 

80 50 

100.05 

105.23 

200. 

91.43 

*96.03 

102.35 

107.53 

500.. 

92.00 

96.60 

102.98 

108.11 

400. 

92.58 

97.18 

103.50 

108.69 

M0. 

94.30 

98.90 

105.23 

110.40 


•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 
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WESTON INSTRUMENTS 


Mall Orders Filled 
at Prevailing Prices 



Model 159 


Weston Eclipse Voltmeters and Ammeters 

For Direct Current 

These instruments were given the designation “Eclipse” to distinguish them from the well-known 
moving coil Weston instruments. The designation is also very appropriate as these new instruments 
represent a distinct advance in the art of instrument design. They belong to the “soft-iron” or “electro¬ 
magnetic” type, and yet they have none of the many disadvantages and errors commonly associated with 
instruments of this class. They possess a degree of accuracy and general electrical excellence hitherto 
wholly unknown, and heretofore deemed impossible of attainment with this type of instrument, and a 
degree of excellence in mechanical design and construction previously unapproached. The indications 
are substantially unaffected by temperature changes, whether due to changes in the room temperature 
or to the heating effect of the current through the instrument. Furthermore, the hysteresis or lag error is 
entirely negligible at the working part of the scale. This last attainment is unprecedented. Eclipse 
instruments are made in two models, namely: Model 160 and 159, the only difference being in the dimensions. 


Model 

Diameter, Inches 

Depth, Inches 

Length of Scale, Inches 

160 

9.56 

3.15 

6.5 

159 

7.25 

3.15 

5.25 


ECLIPSE MODEL 159 AMMETERS 

Note: This model does not indicate polarity. 


Range 
in Amperes 

List Price 

Range 
in Amperes 

List Price 

1 . 

tommm s c MWggMwnMM 

75..... 

328.76 

2. 

27.60 

100. 

IS 

3 . 

>4 

150. 


5 . 

26*45 

200. 


10. 

26.45 

250. 

32.67 

15. 

26.45 

300. 

33.83 

25. 

26.45 

400. 

35.00 

50. 

28.75 

500. 

37.33 


ECLIPSE MODEL 159 VOLTMETERS 

Note: This model does not indicate polarity. 


Range 
in Volts 

List Price 

Range 
in Volts 

List Price 

75 . , . . 


500. 

S37.33 

125 , s . ,... . 

600. 

HXTil 

150 .... 


750. 

41.40 

300. 

27.60 | 



Voltmeters with a range above 150 volts are provided with external resistances. 

• Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 

Measuring and Testing Instruments 17 



















































Quantity Prices 
Quoted on Request 


Bulletin No. 89 Page 18 

Western Electric 

WESTON INSTRUMENTS 


195 




lfodel.160 Voltmeter 


Model 214 

Frequency Indicator 


Weston Eclipse Voltmeters and Ammeters 

ECLIPSE MODEL 160 D. C. VOLTMETERS 

Note: This model does not show polarity. 


Range in Volts 

List Price Each 

Range in Volt9 

List Price 
Each 

75. 

$36 80 

500. 


125.. 


600. 


150. 

36 80 

750. 


300. 

41 40 


■HUS 


Voltmeters with a range above 300 volts are provided with external resistances. 


ECLIPSE MODEL 160 AMMETERS 

Note: This model does not show polarity. 


Range 
in Amperes 

List Price 
' Each 

Range 
in Amperes 

List Price 
Each 

1. 

$35 65 

75. 

$36 80 

2. 

35 65 

100. 

37 95 

3. 

35 08 

150. 

37.95 

5. 

34 50 

200. 

39 10 

10. 

34 50 

250. 

40 25 

15. 

34 50 

300. 

41 40 

25. 

34 50 

400. 

42 55 

50. 

36 80 

500. 

44 85 


Weston Frequency Meters 


MODEL 214 


These instruments are of a new type. Their indications are practically independent of changes of tem¬ 
perature voltage and wave form such as may be encountered in the commercial circuits of to-day. All 
meters are made for one voltage (100 to 125 volts), and for voltage ranges outside of this potential trans¬ 
formers must be used. Every frequency meter is provided with an external box which contains reactors and 
resistors. 

List Price 

Cycles Each 


20 

25 

40 

60 

125 

133 


Delivery F. O. B. Factory, Newark, N. J. 


For warehouse deliveries write nearest house. 


le 


$ 120.00 

120.00 

120.00 

120.00 

120.00 

120.00 
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Mall Order* Filled 
at Prevailing Prices 


Model 151 Voltmeters and Ammeters 

For Alternating Current 
Dimensions Model 151 


Model 


Diameter, Inches 

Depth, Inches 

Length of Scale Arc, Inches 

151 


9.506 

3.150 

6.5 


These instruments are of the “soft iron” or “electromagnetic” type; however, they have unique 
electrical and mechanical characteristics, and in these respects they may be said to constitute an entirely 
new type of instrument. The indications of these instruments are accurate withip less than 1 per cent., 
independent of changes in temperature, frequency or wave form within the range of commercial practice. 
They are equally as dead beat as the Weston moving coil D. C. instruments, and have scales that are open 
and fairly uniform throughout about % of the total range of deflection. 

Voltmeters with a range above 300 volts are provided with external resistance coil. 

Every ammeter is tested before shipment for insulation with 4,600 volts for one minute. 

The case for each ammeter is provided with a “ground terminal,” which must (in order to insure safety 
to the user) be connected to earth when the potential difference of circuits exceeds 200 volts. When 
properly erected, the ammeters are perfectly safe for use on circuits operating on a potential difference 
of 2,300 volts, but must be used with transformers on circuits of higher potential difference. Although 
there is economy in first cost and a slight advantage in accuracy in so doing, we are not in full accord with 
the practice of bringing to the front of the switchboard any device directly connected to the high potential 
circuits. 

Transformers must be used on all circuits carrying over 500 amperes, and we recommend a value of 
5 amperes for the secondary, and will calibrate the instrument so that it will be direct reading. 


MODEL 151 AC VOLTMETERS 


Range in Volts 

List Price, Each | 

Range in Volts 

List Price, Each 

75. 

$42.55 

500. 

$60.95 

125 . 

42.55 

600. 

63.25 

150 ... . 

43.13 

750. 

69.00 

300. 

51.75 j 



MODEL 151 AC AMMETERS 


Range in Amps. 

List Price, Each 

Range in Amps. 

List Price, Each 

1. 

£40.83 

50. 

$40.25 

2. 


75. 

40.25 

3. 


100. 

40.25 

5 . . 

39 10 1 

150. 

41.40 

10. 


200. 

42.55 

15. ... ... ... 

39.10 

250. 

43.13 

20... 

39.10 

300. 

43.70 

25 . . 

39.10 

400. 

44.85 

30. . 

39.10 

500. 

46.00 

40. 

40.25 




Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 
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Model 15* 


Weston Voltmeters and Ammeters 

For Alternating Current 

These instruments are of the “soft iron" or “electromagnetic" type; however, they have unique elec¬ 
trical and mechanical characteristics, and in these respects they may be said to constitute an entirely new 
type of instrument. The indications of these instruments are accurate within less than 1 per cent, inde¬ 
pendent of changes in temperature, frequency or wave form within the range of commercial practice. They 
are equally as dead beat as the Weston moving coil D. C. instruments and have scales that are open and 
fairly uniform throughout about f of the total range of deflection. 

Voltmeters with a range above 300 volts are provided with external resistance coil. 

Every ammeter is tested before shipment for insulation with 4,600 volts for one minute. 

The case for each ammeter is provided with a “ground terminal," which must (in order to insure safety 
to the user) be connected to earth when the potential difference of circuits exceeds 200 volts. When properly 
erected, the ammeters are perfectly safe for use on circuits operating on a potential difference of 2,300 volts, 
but must be used with transformers on circuits of higher potential difference. Although there is economy 
in first cost and a slight advantage in accuracy in so doing, we are not in full accord with the practice of 
bringing to the front of the switchboard any device directly connected to the high potential circuits. 

Transformers must be used on all circuits carrying over 500 amperes, and we recommend a value of 
5 amperes for the secondary, and will calibrate the instrument so that it will be direct reading. 

These instruments are made in two models, which differ only in dimensions. 


MODEL 156 A. C SWITCHBOARD VOLTMETERS 


-&- 

Range 
in Volts 

•List Price 

Each 

Range 
in Volts 

•List Price 
Each 

75. 

633 35 

33.35 

500. 

644 85 

48 30 

125. 

600. 

150. 

33 93 

750. 

54 05 

300. 

42 55 



Voltmeters above 300 volt* provided with external resistances. 


MODEL 156 A. C. SWITCHBOARD AMMETERS 


Range 
in Amperes 

*List Price 

Each 

Range 
in Amperes 

•List Price 
Each 

1. 

632 20 

31 63 

50. 

631 63 

31 63 

2. 

75. 

3. 

31 05 

100. 

31 63 

5. 

31 05 

150. 

32 78 

10. 

31 05 

200. 

33 93 

15. 

31 05 

250. 

34.50 

20. 

31 05 

300. 

35.65 

25. 

31 05 

400. 

37.95 

30. 

31 05 

500. 

40.25 

40.. 

31 63 



•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries wftf^ 
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Western Electric 

WESTON INSTRUMENTS 


Mall Orders Filled 
at Prevailing Prices 



Model 167 

Single Phase.Wattmeter 


Weston Wattmeters 

For Direct Current, Single Phase and Polyphase Circuits 

These wattmeters have numerous advantages over any type previously built. They may be used 
with equal accuracy and without change of calibration on direct-current circuits or alternating-current 
circuits of any frequency, power-factor or wave form within the limits of usual commercial practice. The 
scale is uniform throughout the entire range of deflection. These wattmeters are made in two models. 

DIRECT CURRENT AND SINGLE PHASE WATTMETERS 
Model 167 

All ranges are back connected. Meters above 300 volts range have external resistance box. For ranges 
above 750 volts potential transformers are used and for current ranges above 100 amperes current trans¬ 
formers must be used. For use with current transformers the 5-ampere range instrument is recommended. 
These instruments may also be had in full flush cases for a slight extra charge. 


106 to 150 Volts 


Amperes 

Scale 

List 

Price 

Amperes 

Scale 

List 

Pries 

1. 

150 watts 

300 watts 

500 watts 

750 watts 

1 kilowatt 

1.5 kilowatts 

$100.00 

100.00 

100.00 

100.00 

100.00 

100.00 

20. 

2 kilowatts 

3 kilowatts 

5 kilowatts 

7.5 kilowatts 
10 kilowatts 
15 kilowatts 

n 

2. 

20. 

5. 

50. 

5. 

50. 

10. 

100. 

10. 

100. 




200 to 300 Volts 


300 watts 

$112.00 

20. 

6 kilowatts 

$112.00 

600 watts 

112.00 

20. 

7.5 kilowatts 

112.00 

1 kilowatt 

112.00 

50. 

10 kilowatts 

112.00 

1.5 kilowatts 

112.00 

50. 

15 kilowatts 

112.00 

2 kilowatts 

112.00 

100. 

20 kilowatts 

122.00 

3 kilowatts 

4 kilowatts 

112.00 

112.00 

100. 

30 kilowatts 

122.00 


400 to 600 Volts 


600 watts 

$122.00 

20.. 

8 kilowatts 

$122.00 

1.2 kilowatts 

122.00 

20. 

12 kilowatts 

122.00 

2 kilowatts 

122.00 

50. 

20 kilowatts 

122.00 

3 kilowatts 

122.00 

50. 

30 kilowatts 

122.00 

4 kilowatts 

122.00 

100. 

40 kilowatts 

134.00 

6 kilowatts 

122.00 

100. 

i60 kilowatts 

134.00 


600 to 750 Volts 


1. 

750 watts 

$134.00 

134.00 

2. 

1 5 kilowatts 

5. 

2.5 kilowatts 

134.00 

5. 

4 kilowatts 

134.00 

10. 

5 kilowatts 

134.00 

10. 

7.5 kilowatts 

134.00 


20. 

10 kilowatts 

$134.00 

134.00 

20. 

15 kilowatts 

50. 

25 kilowatts 

134.00 

50. 

40 kilowatts 

134.00 

100.. 

50 kilowatts 

150.00 

100. Digitized by 

75 kilowatts 

150.00 


MsasuHnft and TeatinS Instrument* 


21 

























































































Quantity Prices 
Quoted on Request 


Western Electric 


199 


WESTON INSTRUMENTS 




Model 216, Full-Front Type, 
Polyphase Wattmeter 


Model 216, Semi-Flush Type, 
Polyphase Wattmeter 


Polyphase Wattmeters 

Model 216 

These instruments have precisely the same characteristics as Model 167. They are regularly furnished 
with either one of two styles of case, namely >full-front and semi-flush. The semi-flush type projects be¬ 
yond the front of the board just sufficiently to bring the front of the instrument in the same plane with 
other Weston A. C. switchboard instruments. Full flush instruments may be had at slight extra cost. 


MODEL 216, SEMI-FLUSH OR FULL-FRONT CASE; TWO-PHASE OR THREE-PHASE 

100 to 150 Volts 


Amperes 

Scale 

List 

Price 

Amperes • 

Scale 

List 

Price 

5. 

1 

kilowatt 

$140.00 

20. 

7.5 kilowatts 

$140.00 

5. 

1 

5 kilowatts 

140.00 

50. 

10 kilowatts 

140.00 

10. 

2 

kilowatts 

140.00 

50. 

15 kilowatts 

140.00 

10. 

3 

kilowatts 

140.00 

100. 

20 kilowatts 

150.00 

20. 

4 

kilowatts 

140.00 

100. 

30 kilowatts 

T50.00 

20. 

6 

kilowatts 

140.00 





200 to 300 Volts 


5... 

2 kilowatts 

$150.00 

20. 

12 kilowatts 

$150,00 

5. 

3 kilowatts 

150.00 

50. 

20 kilowatts 

150.00 

10. 

4 kilowatts 

150.00 

50. 

30 kilowatts 

150.00 

10. 

6 kilowatts 

150.00 

100...... 

40 kilowatts 

160.00 

20. 

8 kilowatts 

150.00 

100. 

60 kilowatts 

160.00 


400 to 600 Volts 
External Resistor 


5. 

4 kilowatts 

$160.00 

20. 

30 kilowatts 

$160.CO 

5. 

6 kilowatts 

160.00 

50. 

40 kilowatts 

160.00 

10. 

8 kilowatts 

160.00 

50. 

60 kilowatts 

160.00 

10. 

12 kilowatts 

160.00 

100. 

80 kilowatts 

170.00 

20. 

20 kilowatts 

160.00 

100. 

120 kilowatts 

170.00 


600 to 750 Volts 
External Resistor 


5. 

5 kilowatts 


20. 

30 kilowatts 

$170.00 

5. 

7.5 kilowatts 


50. 

50 kilowatts 

170.00 

10. 

10 kilowatts 


50. 

75 kilowatts 

170.00 

10. 

15 kilowatts 

170.00 

100... 

100 kilowatts 

180.00 

20. 

20 kilowatts 

170.00 

100. Digitized t 

150 kilowatts 

180.00 
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... ^ ^ „ Mail Orders Filled 

Western Electric « Prevailing Price* 

WESTON INSTRUMENTS 



Model 226 
Synchroscope 


Model 215 
Power-Factor Meter 


Weston Synchroscope 

MODEL 226 

This synchroscope is of a distinctly new type. It consists of a phase angle indicator mounted with' 
its pointer behind a ground glass scale and illuminated by a small synchronizing lamp instaUed behind the- 
pointer and connected to synchronize light. A difference in frequency between two machines causes the 
pointer to swing back and forth, but owing to the fact that the lamp is lighted only half th6 time the pointer 
is seen only during every other swing and thus appears to rotate continuously in one direction. When the 
machines have the same frequency, but are out of phase, the pointer comes to rest at one side or the other 
of the middle of the scale. Perfect synchronism is indicated by the pointer remaining at rest in the middle 
of the scale with the lamp lighted. 

The pointer is only visible when the synchronizing lamp is lighted. The indications of the instrument 
are absolutely infallible. 

Every synchroscope includes a lamp transformer, a condenser and a resistor mounted in a separate box. 
These instruments are made only fo/one voltage (100 to 125 volts), and when used for other voltages they 
must be operated with potential transformers. The instruments can be calibrated for any frequency. 


Description 

List Price 
Complete 

Made for 110 to 125 volts and any commercial frequency up to 150 cycles. Specify the 
voltage and frequency in every case. 

$125.00 


Weston Power-Factor Meter 

MODEL 215 

By virtue of a novel mode of construction the Weston Power-Factor Meter has been rendered prac¬ 
tically perfect in its operation. From A load to full load it indicates the true phase angle to within 1 per 
cent, independent of any variable conditions found on ordinary commercial circuits. Polyphase power- 
factor meters may be used on any commercial frequency. Single phase meters require a phase-splitting 
device and, therefore, must be calibrated for the frequency at which they are to operate. The following 
ranges are regularly carried in stock: 25, 40, 50, 60, 125 and 133 cycles per second. Polyphase power- 
factor meters are arranged for the following systems: two-phase, three-wire and three-phase, three-wire for 
balanced loads. Meters above 150-volt range are equipped with external resistance box. All meters 
have the same kind of scale, reading from 0.50 lag to 0.50 lead. Special scales for power-factors as low 
as 0.30 may be had at slight extra cost. This instrument may also be arranged as a sine or cosine meter. 

Two phase, four wire meters are made for circuits up to 300 volts only. For circuits higher than 
300 volts, use two phase, three wire, 110 volt instrument with two potential transformers. 

Polyphase instruments are made for balanced load only. 

100 to 150 Volts 200 to 300 Volts 

Self-Contained With External Resistance 


Amperes 

List Price 
Polyphase 

List Price 
Single Phase 

Amperes 

List Price 
Polyphase 

List Price 
Single Phase 

5. 

$110.00 

110.00 

120.00 

120.00 

130.00 

$130.00 

130.00 

140.00 

140.00 

150.00 

5. 

$120.00 

120.00 

130.00 

130.00 

140.00 

$140.00 

140.00 

150.00 

150.00 

160.00 

10. 

10. 

20. 

20. 

50. 

50. 

100. 

100. 


400 to 600 Volts 
With External Resistance 


600 to 750 Volts 
With External Resistance 


$140.00 

$160.00 

1 5. 

$150.00 

$170.00 

140.00 

160.00 


150.00 

170.00 

150.00 

170.00 


160.00 

180.00 

150.00 

170.00 


160 00 

180 00 

160.00 

ISO.00 

1 100. 

170.00 

190.00 
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Model 267 Voltmeter 
Front View 



Model 267 Voltmeter 
Rear View 



Model 267 Ammeter 
Front V|ew 



Model 267 Ammeter 
Rear View 



Model 268 Volt-Am¬ 
meter 
Front View 



Model 268 Volt-Am¬ 
meter 
Rear View 


WESTON MINIATURE PRECISION INSTRUMENTS 

For Direct Current 

Model 267 Switchboard Voltmeters, Ammeters and 

Mil-Ammeters 

This group of instruments consists of a variety of ranges of small switchboard 
ammeters and voltmeters suitable for use in small isolated lighting plants, small 
power plants, signal systems, battery charging panels and for all kinds of service 
where small switchboard indicating instruments are needed. 


MODEL 267 SWITCHBOARD VOLTMETERS 


Range 

♦List Price 
Each 

Range 


Range 

♦List Price 
Each 

1 

$24 15 

7.5 

$24 15 

50 


1 .2 

24 15 

8 

24 15 

60 

24 15 

1.5 

24 15 

10 

24 15 

75 

24 15 

2 

24 15 

12 

24 15 

80 

24 15 

2.5 

24 15 

15 

24 15 

100 

24 15 

3 

24 15 

20 

24 15 

120 

24 15 

4 

24 15 

25 

24 15 

130 

24.15 

5 

24 15 

30 

24 15 

350 

24.15 

6 

24 15 

40 

24 15 




MODEL 267 SWITCHBOARD AMMETERS 


1 

$24.15 

4 

$24.15 

12 

$24.15 

1.2 

24.15 

5 

24.15 

15 

24.15 

1.5 

24.15 

6 

24.15 

20 

24.15 

2 

24.15 

7.5 

24.15 

25 

24.15 

2.5 

24.15 

8 

24.15 

30 

24.15 

3 

24.15 

10 

24.15 




MODEL 267 MIL-AMMETERS 

Note: For higher ampere readings the Model 267 will be furnished as a 
milli-voltmeter adjusted to external shunts. Information and prices relative to 
such instruments will be supplied upon application. 

Dimensions. —Vertical, 3.35 inches; horizontal, 4.1 inches; depth, 1.1 inches. 


MODEL 268 SWITCHBOARD VOLT-AMMETERS 

These instruments are adapted for use in electrolytic work, charging and 
discharging small storage batteries, and for service in connection with direct- 
current ignition systems for gas and gasoline engines, and in all classes of work 
in which a single instrument is necessary for indicating either potential difference 
or current. 


Range 

♦List Price 
Each 

Range 

♦List Price 
Each 

Volts 

Amperes 

Volts 

Amperes 

10-0-15 

10-0-15 

$36.80 

5-0-15 

10-0-30 


10-0-15 

2-0-3 

36.80 

5-0-10 

5-0-10 

36.80 

10-0-15 

20-0-30 

36.80 

10-0-20 

2-0-4 

36.80 

7.5-0-15 

7.5-0-15 

36.80 

5-0-10 

1-0-2 

36.80 

7.5-0-15 

15-0-30 

36.80 

5-0-10 

10-0-20 

36.80 

7.5-0-15 

1.5-0-3 

36.80 

10-0-20 

5-0-10 

36.80 

1.5-0-3 

7.5-0-15 

36.80 

10-0-20 

1-0-2 

36.80 

5-0-15 

1-0-3 

36.80 

10-0-20 

10-0-20 

36.80 


Dimensions.—Vertical, 4.25 inches;horizontal, 4.2 inches; depth, 1.35 inches. 
♦Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write 
nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


WESTON MINIATURE PRECISION INSTRUMENTS 

For Direct Current 

Model 280—Portable Instruments 

These instruments are all the same size and can be carried in an ordinary 
coat pocket. They are made in a great many varieties of ranges and are admirably 
adapted to all kinds of commercial and experimental testing that falls within their 
limits of e. m. f. and current. 


Single Range Voltmeter 


SINGLE RANGE MILLI-VOLTMETERS 



f 50 
t 00 
t 75 
t 80 
flOO 

$28.75 

28.75 

28.75 

28.75 

28.75 

tl20 

fl30 

fl50 

f200 

t250 

$28.75 

28.75 

28.75 

28.75 

28.75 

ggggg 

i 

>28.7 

28.7 

28.7 

28.7 

28.7 

5 

. 

5 :■ 

51 

5« 

SINGLE RANGE VOLTMETERS 



DOUBLE RANGE AMMETERS 



Double Range Ammeter 


1 - 0.1 

$33.35 

8-2 

$33.35 

25-2.5 

$33.35 

2 . 5 - 0.25 

33.35 

10-1 

33.35 

25-5 

33.35 

5-0.1 

33.35 

15-1.5 

33.35 

30-3 

33.35 

5-0.5 

33.35 

20-2 

33.35 





TRIPLE RANGE AMMETERS 



20-4-2 

$37.95 

30-3-1.5 

20-8-2 

37.95 

30-6-3 

25-2.5-0.5 

37.95 

30-15-3 

25-5-2.5 

37.95 

15-3-1.5 

25-10-2.5 

?7.95 


25-10-5 

37.95 




5-2.5-0.25 

10 - 1 - 0.1 

10-1-0.5 

10-2.5-1 

15-3-0.150 


t Milli-volts. * Milli-amperes. 

Dimensions* —Vertical, 4.6 inches; horizontal, 4.4 inches; depth, 1.5 inches. 
JDelivery F. 0. B. Factory, Newark, N. J. For warehouse deliveries write 
Triple Range Ammeter nearest house. Leather carrying case for modef^ll^ $5.93 extra. 
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WESTON MINIATURE PRECISION INSTRUMENTS 

For Direct Current 

Model 280—Portable Volt-Ammeters 

These instruments possess the same characteristics and advantages as the switchboard instruments. 
They should be of great value in many kinds of commercial testing where the simultaneous reading of 
current and e. m. f. is not necessary. 

SINGLE RANGE VOLT-AMMETERS 


Single Range Volt- 
Ammeter 



Double Range Volt- 
Ammeter 



Range 

List Price 

Range | 

List Price 

Volts 

Amperes 

Each 

Volts 

Amperes 

Each 

1.5 

3 

$43.70 

20 

4 

$43. i0 

3 

1.5 

43.70 

20 

20 

43.70 

3 

3 

43.70 

25 

1 

43 70 

3 

12 

43.70 

25 

5 

43.70 

3 

15 

43 70 

25 

25 

43.70 

3 

30 

43.70 

30 

1.5 

43.70 

4 

8 

43.70 

30 

3 

43.70 

5 

1 

43.70 

30 

6 

43.70 

5 

5 

43.70 

30 

30 

43.70 

5 

10 

43.70 

40 

2 

43.70 

6 

6 

43 70 

40 

8 

43.70 

6 

12 

43.70 

40 

20 

43.70 

a 

30 

43.70 

50 

1 

43.70 

7.5 

1.5 

43.70 

50 

5 

43.70 

7.5 

7 5 

43.70 

50 

10 

43.70 

7.5 

15 

43.70 

50 

25 

43.70 

8 

2 

43.70 

CO 

3 

43.70 

8 

4 

43.70 

60 

15 

43.70 

8 

8 

43.70 

60 

30 

43.70 

8 

20 

43.70 

75 

15 

43.70 

10 

1 

43.70 

80 

20 

43.70 

10 

5 

43.70 

100 

1 

43.70 

10 

10 

43.70 

100 

10 

43.70 

10 

25 

43.70 

100 

25 

43.70 

12 

30 

43 70 

120 

3 

43.70 

15 

1.5 

43.70 

120 

12 

43.70 

15 

3 

43.70 

120 

30 

43.70 

15 

7.5 

43.70 

150 

1.5 

43.70 

15 

15 

43.70 

150 

3 

43.70 

15 

30 

43.70 

150 

15 

43.70 

20 

2 

43.70 

150 

30 

43.70 


DOUBLE RANGE VOLT-AMMETERS 


20-2 

20-8 

8—2 

20-2 

$52.90 

52.90 

50-5 

50-5 

5-0.1 

10-1 

$52.90 

52.90 

25-2.5 

2.5-0.25 

52.90 

50-5 

25-2.5 

52.90 

25-2.5 

5-0.5 

52 90 

50-5 

25-5 

52.90 

25-2.5 

25-2.5 

52.90 

80-8 

20-2 

52.90 

30-3 

15-1.5 

52.90 

100-10 

25-2.5 

52.90 

30-3 

30-3 

52.90 

150-15 

15-1.5 

52.90 

50-2.5 

5-0.5 

52.90 

150-15 

30-3 

52.90 

50-5 

1 - 0.1 

52.90 





TRIPLE RANGE VOLT-AMMETERS 


Range 

List Price 

Range 

List Price 

Volts 

Amperes 

Each 

Volts 

Amperes 

Each 

25-10-2.5 

10-2.5-1 

$62.10 

50-25-2.5 

25-2.5-0.5 

#02.10 

30-3-1.5 

30-3-1.5 

62.10 

50-25-5 

25-5-2.5 

62.10 

30-6-3 

30-6-3 

62.10 

50-25-10 

10-1-0.5 

62.10 

30-15-3 

15-3-0.150 

62.10 

50-25-10 

10-2.5-1 

62.10 

30-15-3 

30-15-3 

62.10 

50-25-10 

25-10-5 

62.10 

40-20-4 

20-4-2 

62.10 

80-20-4 

20-8-2 

62.10 

50-5-2.5 

5-2.5-0.25 

62.10 

100-25-2.5 

25-10-2.5 

62.10 

50-5-2.5 

10-1-0.1 

62.10 

150-15-1.5 

30-3-1.5 

62.10 

50-5-2.5 

25-5-2.5 

62.10 

150-15-3 

15-3-1.5 

62.10 

50-25-2.5 

10-5-0.5 

62.10 

150-15-3 

30-3-1.5 

62.10 


Model 280 Instruments can also be supplied in the following ranges: Single 
Triple Range Volt- range ammeters with external shunts, 50, 75, 100 and 150 amperes, $34.50 list. 
Ammeter Double range voltmeter with ranges of 150-3 volts, $33.35 list. Triple range 

volt-ammeters with ranges 150-15-1.5 volts, 30-15-1.5 amperes. $62.10 list. 

All portables can be supplied with leather cases when so ordered at an ad¬ 
ditional charge to the hst price of $1.73. 

Dimensions. —Vertical, 4.6 inches; horizontal, 4.4 inches; depth, 1.5 inches. 
Delivery F. O. B. Factory, Newark, N. J. For warehouse deliverieflD^|§(fis^»e^(EldSkff 
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„„„ „ Mall Orders Filled 

Western Electric at Prevailing Prices 

MEASURING AND TESTING INSTRUMENTS 


No. 269 Ammeter 

No. 273 Ammeter 

Up to and including 250 amperes, external shunt. 

No. 273 Voltmeter 


From 150 volts to 300 volts, self contained. 

From 300 volts to 600 volts, (external resistance box used). 

From 600 volts to 750_volts, (external resistance box used). 

No. 269 Ammeter 

Up to 50 amperes, self contained only. 

External shunt type up to and including 150 amperes. 



No. 269 Voltmeter 




Scale 

List Price 

Width 

Height 

Length 

Each 

9A ins. 

7H ins. 

7\i ins. 

$51.75 

9A ins. 

7H ins. 

7)4 ins. 

$57.50 

9A ins. 

7H ins. 

7)4 ins. 

64.40 

9A ins. 

7H ins. 

7 l 4 ins. 

75.90 

9A ins. 

7H ins. 

7)4 ins. 

80.50 


No. 269 Voltmeter 


Up to and including 150 volts, self contained. 

From 150 volts to 300 volts inc. f self contained. 

From 300 volts to 600 volts inc. (external resistance box). 
From 600 volts to 750 volts inc. (external resistance box). 


5 H 

ins. 

4A 

ins. 

4 

ins. 

5 H 

ins. 

4A 

ins. 

4 

ins. 

6H 

ins. 

4A 

ins. 

4 

ins. 

5 H 

ins. 

4A 

ins. 

4 

ins. 

5H 

ins. 

3A 

ins. 

4 

ins. 

5H 

ins. 

4A 

ins. 

4 

ins. 


269 From 600 volts to 750 volts # inc. (external resistance box). 5% ins. 4 A ins. 4 ins. 51.75 

These instruments can be.furnished.in higher ranges when used with external shunts. To obtain the price deduct the 
price of the shunt from the price of the instrument as listed above and add to this the price of the shunt of the range 
desired. For price of shunt see listing elsewhere. 


4 A in*- 4 ins. $31.05 

4 A ins. 4 ins. 37.95 

3A ins. 4 ins. 49.45 

4 A ins. 4 ins. 51.75 

To obtain the price deduct the 


List No. 271 Ammeter 271 AlTlmeter No ’ 271 Voltmeter 

271 Up to and including 250 amperes, external shunt only, Size, width 7 % ins., height 6)4 ins., length 6)4 ins. $34.50 

No. 271 Voltmeter 

271 Up to and including 150 volts, self contained. 7J^ ins. 6)4 ins. 5^ ins. $36.80 

271 From 150 volts to 300 volts, self contained. 7?4 ins. 6)4 ins. 5% ins. 44.85 

271 From 300 volts to 600 volts (external resistance box used). 7J4 ins. 6)4 ins. 5ti ins. 56.35 

271 From 600 volts to 750 volts (external resistance box used). 7)4 ins. 6)4 ins. 6)4 ins. 60.95 

Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write nearest house. 
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WESTON MINIATURE PRECISION INSTRUMENTS 

For Direct Current 



Voltmeter Ammeter 



Model 279—Portable Battery Testers 

These instruments consist of a battery testing voltmeter and a variety of ranges of ammeters. They 
are designed to facilitate the accurate and rapid testing of single cells of storage and other batteries. The 
voltmeter is provided with a special detachable spike terminal, designed to minimize the time required to 
make a test. In form it resembles somewhat a speed indicator, and is extremely convenient to manipulate 
and to read. 

The ammeter also has conveniently arranged binding-post, but otherwise it resembles in general ap¬ 
pearance the switchboard instruments. The form of the case of both the voltmeter and the ammeter is 
convenient to hold in the hand, thus adding much to the general usefulness of the instruments. 


VOLTMETERS 


Range Volts 

•List Price Each 

Voltmeter 

3-0-3 

$25.30 


ZERO CENTER AMMETERS 


Range 

Amperes 

•List Price 

Each 

Range 

Amperes 

•List Price 
Each 

1-0-1. 

$25.30 

7.5-0-7.5. 

$25.30 

1.5-0-1.5. 

25.30 

10-0-10. 

25.30 

2-0-2. 

25.30 

15-0-15. 

25.30 

3-0-3. 

25.30 

20-0-20. 

25.30 

5-0-5. 

25.30 

30-0-30. 

25.30 


ZERO LEFT AMMETERS 


1. 


7.5. 


1.5. 


10. 


2. 


15. 


3..... 

25.30 

20. 

25.30 

4. 

25.30 

25.:. 

25.30 

5. 

25.30 

30.. 

25.30 


DIMENSIONS 

Voltmeters 

Vertical case only, 3.5 inches, with terminal, 4.9 inches; horizontal, 4.2 inches; depth, 1.35 inches. 

Ammeters 

Vertical, 3.7 inches; horizontal, 4.2 inches; depth, 1.4 inches. 

Model 279 voltmeters for other ranges than 3-0-3 will be supplied within practical limits, prices for 
which will be quoted upon request. 

All portable voltmeters will be supplied with leather cases when so ordered at an additional charge 
to the list price of $4.60. 

•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write ,nW4st house. 
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Western Electric 

DUNCAN WATTHOUR METERS 

Direct Current 


Mail Orders Filled 
at Prevailing Prices 



Models E, EA and ER 

The Duncan Direct Current Watthour Meter has now been on the market for twelve years. Its design 
has been kept strictly in conformity with the growing demands of the central station. It gives correct 
registration on small loads. 

The field coils of model E are traversed by the main current supplied to the translating devices, such 
as lamps, motors, etc., and the armature is energized by a current proportional to the pressure in volts, 
and having a resistance in series with it for the purpose of keeping the shunt current as small as possible. 
The Model ER is of the shunted type and a portion only of the main current traverses its field coils. 

Armature. The armature for the various model E meters is wound with No. 40 B&S silk insulated 
electrolytic coppfer wire. After being wound they are thoroughly insulated with the best grade of pure 
grain alcohol orange shellac, then baked at a moderate heat for ten hours. After this they are aged by 
storing for six months before being assembled in the meters. 

Commutator. The commutators are made from hard drawn silver that has a guaranteed fineness 
of .9995. 

Field Coils. They are machine wound with double cotton covered magnet wire and of such a cross 
section that when the meter is loaded to full capacity, it does not exceed 600 amperes per square inch. 

Brushes. The brushes are provided with a micrometer adjustment device situated at the front of 
the meter where it is readily accessible. The brush arms proper are phosphor-bronze wire having silver 
tips where they make contact with the commutator. Attached to each brush support is a long coiled spring, 
also of phosphor-bronze, which acts to equalize the tension of the brushes upon the commutator and to 
maintain such pressure at a constant value. 

Permanent Magnets. They are made from special tungsten steel and strictly in accordance with 
a special formula. 

Jeweled Bearings. It being imperative that the friction of the main revoluble element, comprising 
the spindle, worm, commutator, armature, and disk which it; carries, be as small as possible, a cupped jewel 
bearing made from Australian sapphire is used. In the larger sizes of house type meters, that is, above 
100 amperes, and all sizes in the switchboard types, a cupped diamond bearing is used. 

Light Load Compensating Switch. This switch controls the number of turns in the compensating 
coil that is situated within the front series field coil, and moving the little lever or arm either cuts in or cuts 
out turns of the compensating coil. This switch is employed to adjust, when necessary, the meter to accu¬ 
racy on light load. 

See following page for prices. 
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E, EA and ER Continued 

Models “E and EA” meters are of the series type, and are made for capacities as shown in the price list. 
They develop a driving torque or power of not less than 150 millimeter grams, thus continued accuracy is 
assured. The Model "E” meters are also made with ASTATIC FIELD COILS and ARMATURE in 
sizes including 25 amperes and larger, and when this feature is wanted, please specify MODEL “EA.” 

Model ER is of the shunted type and is provided with a shunt that is connected in series in the 
main feeder or line, and having flexible cables that connect it with the field coils of the meter. This arrange¬ 
ment allows only a portion of the main current from the circuit to pass through the field coils of the Model 
ER, and for‘this reason it adapts it most admirably for heavy currents, and we are prepared to furnish it 
for any capacity up to and including 30,000 amperes at either 110, 220 or 500 volts. The armature in the 
Model ER is slightly different from the armature employed in the other series type models. Its form re¬ 
sembles that of a squirrel cage, instead of the coils being wound around the armature the same as is 
practiced in the building of a form wound armature for dynamos, and for this reason repairs to the armature 
are easily taken care of and made at small expense. 


MODEL E 


B 

110 to 125 Volts 

2 Wire 

220 to 250 Volts 

2 Wire 

500 to 600 Volts 

2 Wire 

'220 to 250 Volts 

3 Wire 

--List Price Each-•> 

--List Price Each-s 

--List Price Each-* 

--List Price Each-% 

HI 

Model E 

Model EA 

Model E 


Model E 

Model EA 

Model E 

Model EA 

5 

10 

15 

25 

$28.12 

30.60 

34.66 

40.50 

$45.90 

$32.62 

36.00 

42.52 

50.40 

$55.80 

$41.62 

46.36 
54.46 

64.36 

$71.00 

$32.62 

36.00 

42.52 

50.40 

$55.80 

50 

52.42 

58.50 

62.32 

69.30 

79.20 

86.40 

64.36 

71.10 

75 

67.50 

75.60 

! 79.20 

87.30 

94.06 

103.50 

84.16 

92.10 

100 

81.00 

90.90 

92.26 

101.70 

108.00 

118.80 

99.00 

108.80 

150 

92.26 

102.60 

106.20 

117.00 

119.26 

131.40 

113.40 

125.10 

200 

103.50 

115.20 

121.50 

134.10 

139.50 

153.90 

135.00 

148.50 

300 

117.00 

129.60 

135.00 

149.40 

162.00 

178.10 

157.50 

173.70 

400 

500 

600 

135.00 

153.00 

171.00 

151.20 

171.00 

193.50 

153.00 

171.00 

189.00 

168.30 

189.00 

207.00 

175.50 

184.50 
198.00 

183.50 

203.40 

218.70 




MODEL ER 


100 

$157.50 

$166.50 

$180.00 

$211.50 

150 

162.00 

‘171.00 

184.50 

225.00 

200 

166.50 

180.00 

193.50 

238.50 

300 

175.50 

193.50 

202.50 

265.50 

400 

184.50 

202.50 

211.50 

283.50 

500 

193.50 

207.00 

220.50 1 

292.50 

600 

202.50 

211.50 

225.00 

310.50 

800 

207.00 

220.50 

229.50 

324.00 

1000 

211.50 

225.00 

238.50 

333.00 

1200 

220.50 

229.50 

247.50 

351.00 

1500 

225.00 

238.50 

252.00 

360.00 

2000 

238.50 

252.00 

265.50 

387.00 

2500 

252.00 

265.50 

279.00 

414.00 

3000 

265.50 

283.50 

292.50 

441.00 

4000 

292.50 

310.50 

324.00 

495.00 

5000 

333.00 

351.00 

360.00 

571.50 


•Delivery F. O. B. Factory, Lafayette, Ind. For warehouse deliveries, write nearest house. 
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Western Electric 

DUNCAN SWITCHBOARD WATTHOUR METERS 


Mail Orders Filled 
at Prevailing Prices 


Direct Current 



Model F 


Models F and FR 


Model FR 


Model F meters are of the series type and include sizes from 100 amperes to 600 amperes, 2 wire, 
and from 100 amperes to 300 amperes, 3 wire. The case or cover for this model is similar to the one provided 
with the Model “FR” as shown in the cut. 

Model FR meters are of the shunted type and include sizes from 100 to 20,000 amperes. 

The Model F apd FR are finished in frosted nickel and hard rubber black, and are provided with a 
sheet metal cover'having an all glass window in the front only. The cover and the base are finished in 
hard rubber black, which is both neat and durable. 

In furnishing Model FR meters we supply them with shunt leads or connecting cables 5 feet in length, 
so if additional lengths are required, please specify same when ordering, and for which an extra charge is 
made. 


MODEL F 




110 to 125 Volts 

220 to 250 Volts 

500 to 600 Volts 

220 to 250 Volts 

440 to 500 Volts 

Model 

Am¬ 

peres 

2 Wire 

2 Wire 

2 W T ire 

3 Wire 

3 Wire 

•List 

•List 

•List 

•List 

•List 


Price 

Price 

Price 

Price 

Price 

F 

100 

SI14.30 

$126.00 

$139.50 

$162.00 

$171.00 

F 

150 

126.00 

138.C0 

151.20 

180.00 

189.00 

F 

200 

135.00 

151.20 

166.50 

193.50 

202.50 

F 

300 

148.50 

164.70 

182.70 

216.00 

211.50 

F 

400 

162.00 

175.50 

193.50 



F 

500 

175.50 

187.20 

205.20 



F 

600 

187.20 

200 70 

211.50 




MODEL FR 


FR 

100 

$162.00 

$171.00 

$180.00 

$220.50 

$229.50 

FR 

150 

166.50 

175.50 

184.50 

234.00 

243.00 

FR 

200 

171.00 

184.50 

193.50 

247.50 

256.50 

FR 

300 

180.00 

198.00 

207.00 

274.50 

283.50 

FR 

400 

189.00 

207.00 

216.00 

292.50 

301.50 

FR 

500 

198.00 

•211.50 

220.50 

301.50 

310.50 

FR 

600 

207.00 

216.00 

225.00 

319.50 

328.50 

FR 

800 

216.00 

225.00 

234.00 

333.00 

342.00 

FR 

1000 

225.00 

229.50 

238 50 

342.00 

351.00 

FR 

1200 

229.50 

234.00 

243.00 

360.00 

369.00 

FR 

1500 

238.50 

243.00 

252.00 

369.00 

378.00 

FR 

2000 

256.50 

261.00 

270.00 

396.00 

405.00 

FR 

2500 

265.50 

270.00 

279.00 

423.00 

432.00 

FR 

3000 

283.50 

288.00 

297.00 

450.00 

459.00 

FR 

4000 

310.50 

315.00 

324.00 

504.00 

513.00 

FR 

5000 

• 351.00 

355.50 

364.50 

580.50 

589.50 

FR 

6000 

387.00 

396.00 

405.00 

661.50 

670.50 

FR 

8000 

432.00 

441.00 

450.00 

747.00 

756.00 

FR 

10000 

477 00 

486.00 

495.00 

832.50 

841.50 

FR 

12000 

522.00 

531.00 

540.00 

918.00 

927.00 

FR 

15000 

585.00 

594.00 

603.00 

1008.00 

1017.00 

FR 

20000 

639.00 

652.50 

661.50 

1125.00 

1134*00 


•Delivery F. O*. B. Factory, Lafayette, Ind. For warehouse deliv^^ write nearest house. 
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DUNCAN SWITCHBOARD WATTHOUR METERS 

Direct Current 



Model R. Shunted Type Astatic 


Model R. Glass Cover Removed 


Model R 

All Model R watthour meters are of the shunted type. 

They are provided with a neat all plate glass cover and the magnet shelf, back support, field coils, 
magnets and practically all metal parts, with the exception of four large copper terminals, are finished in 
hard rubber black. If specially called for, the Model II will be finished in polished nickel and hard rub¬ 
ber black, or polished copper and hard rubber black or polished brass and hard rubber black. Any one 
of these special finishes will be furnished without extra charge if specially called for, otherwise the 
standard hard rubber black finish will be supplied. 

Five foot cables are provided with each meter as a standard length and for additional lengths an extra 
charge will be made. 


Model 

Am¬ 

peres 

110 to 125 Volts 

2 Wire 

220 to 250 Volts 

2 Wire 

500 to 600 Volts 

2 Wire 

220 to 250 Volta 

3 Wire 

440 to 500 Volta 
3 Wire 

•List 

Price 

♦List 

Price 

•List 

Price 

•List 

Price 

•List 

Price 

R 

100 

$171.00 

$180.00 


$229.50 

$238.50 

R 

150 

175.50 

184.50 

193.50 

243.00 

252.00 

R 

200 

180.00 

193.50 


256.50 

265.50 

R 

300 

189.00 

207.00 



292.50 

R 

400 

198.00 

216.00 


301.50 

310.50 

R 

500 

207.00 

220.50 


310.50 

319.50 

R 

600 

216.00 

225.00 

234.00 

328.50 

337.50 

R 

800 

225.00 

234.00 

243.00 

342.00 

351.00 

R 

1000 

234.00 

238.50 

247.50 


360.00 

R 

1200 

238.50 

243.00 



378.00 

R 

1500 

247.50 

252.00 

261.00 

378.00 

387.00 

R 

2000 

265.50 

270.00 


405.00 

414.00 

R 

2500 

274.50 

279.00 



441.00 

R 

3000 

292.50 

297.00 


459.00 

468.00 

R 

4000 

319.50 

324.00 

333.00 

513.00 

522.00 

R 

5000 

360.00 

364.50 

373.50 

589.50 

598.50 

R 

6000 

396.00 

405.00 

414.00 

670.50 

679.50 

R 

8000 

441.00 

450.00 

459.00 

758.00 

765.00 

R 

10000 

486.00 

495.00 



850.50 

R 

12000 

535.50 

549.00 


945.00 

958.50 

R 

15000 

598.50 

612.00 

625.50 

1107.00 

1120.50 

R 

20000 | 

| 801.00 ! 

I 810.00 

828.00 

1305.00 

1318 50 


♦Delivery F. O. B. Factory, Lafayette, Ind. For warehouse deliveries, write* nearest house. 

NET EXTRA COST OF SHUNT CABLES 
(In Excess of 5 Feet) 

For Models FR and R Meters 


Length 

Price 

Length 

6. 

. $0.96 

14.... 

8. 

. 3.55 

16.... 

10. 

. 4.40 

18.... 

12.. 


20... . 


32 


Price 
.. $8.47 
.. 10.40 
13 37 

. Pjgi[i?<3(J] is!38 
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Western Electric 


MaU Orders Filled 
at Prevailing Prices 


DUNCAN PORTABLE TEST WATTHOUR METERS 

Direct Current 


Model HC 

This meter involves the same theory of operation as all Duncan commutator 
type direct current watthour meters. The current upon entering the meter is 
controlled by the cylindrical switch at the rear, and the spring contacts resting 
against it operate to arrange the windings of the series field coils for the different 
loads. For example, when the switch is set for minimum load, all of the winding? 
of the field coils are in series, and when the switch is set for maximum capacity, 
all of these coils are in multiple. This arrangement gives maximum torque for the 
different capacities, and herein lies the success attending the use of the Duncan 
Portable Watthour Meter. At the top of the meter and immediately behind 
the dial is situated the series binding posts, and the handle for the controller 
switch. Attached to this handle is a marked index which shows the capacity 
in amperes, and the setting of this index for any desired load is the simplest 
operation possible. There is also provided a knife switch arrangement for short- 
circuiting the series field coils of the meter, and is used when changing the load 
so as to avoid opening the work circuit. For example, before changing from one 
load to another, this knife switch is closed, then the controller switch is set for 
the desired load, then after such load has been applied, the short-circuiting switch 
is opened and permits the current from the work circuit to pass through the series 
field coils. The dial is the “fly-back” type, as is found in stop watches, and the 
Duncan Company was the first to employ and embody this novel mechanism in 
its meters, which allows the meter man to start off from zero with every test. 

A heat switch is provided by the use of which much time is saved and the instrument rendered more 
accurate. By pressing down this switch and giving it a slight turn to hold it in place, the armature of the 
standard is quickly brought up to operating temperature, thus eliminating errors due to the temperature 
coefficient of copper. 

This instrument is started and stopped by means of a snap switch whose design is such that the poten¬ 
tial circuit is always closed except when pressure is applied to the push button. This feature is another aid 
to accuracy as it keeps the armature from cooling off between runs. 



List No. 

Amperes 

Volts 

•List Price 

321400 

1-2-5-10-25-50 

110 

$191.25 

321401 

1-2-5-10-25-50 

220 

202.50 

321402 

1-2-5-10-25-50 

500 

213.75 

321403 

1-2-5-10-25-50 

110-220 

225.00 

321404 

1-2-5-10-25-50 

110-500 

231.75 

321405 

1-2-5-10-25-50 

220-o00 

236.25 

321406 

1-2-5-10-25-50 

110-220-500 

247.60 

321407 

5-10-25-50-100 

110 

213.75 

321408 

5-10-25-50-100 

220 

225.00 

321409 

5-10-25-50-100 

500 

236.25 

321410 

5-10-25-50-100 

110-220 

247.50 

321411 

5-10-25-50-100 

110-500 

254.25 

321412 

5-10-25-50-100 

220-500 

258.75 

321413 

5-10-25-50-100 

110-220-500 

270.00 


•Delivery F. O. B. Factory, Lafayette, lnd. For warehouse deliveries, write nearest nouse. 
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Western Electric 

WATTHOUR METERS 


fats* 

* ' -aiDWATr hours c 


Washer 


■Vase/irte 


■Worm &* Shaft 


Type 1-14 Watthour Meter 


Moving Element and Bear¬ 
ings of Type I-14 
Watthour Meter 


Micrometer 
Light Load 
Adjustment 


Retaining Screw- 
for Back Cover 
Plate I 


Micrometer 
Full Load 
Adjustment 

Pivot Hmge 


•dealing Screw 
for Terminal 
' Cover 


Type 1-14 Watthour Meter with Cover 
Removed 


The most important consideration for Central Stations 
as regards the question of what watthour meter to use on 
their lines should be accuracy, expense of maintenance and 
testing and initial cost. 

The line of meters herein described has 

and perfected with these points in View* 
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Western Electric 
Western Electric 
WATTHOUR METERS 


Mail Orders Filled 
at Prevailing Prices 


ALTERNATING CURRENT 

SINGLE PHASE—HOUSE TYPE 

i 

TYPE 1-14 

The Type 1-14 single phase watthour meter operates on the induction principle, so that there are no 
moving electrical contacts. It is built in self contained sizes of from 5 to 300 amperes, 100 to 600 volts, and 
for all standard frequencies. The adoption of this meter as standard by many of the largest central 
stations indicates a universal appreciation of the superiority of this type. 

Mechanical Construction. The base, including the terminal chamber, is formed by a central iron 
casting which also serves as a housing for the meter and supports the complete motor element, damping 
magnets, bearings and mechanism. This construction gives a compact meter with all parts readily accessible 
and practically eliminates the possibility of getting out of allignment during shipment. 

Terminals. 5 to 75 amperes. Four brass terminals are permanently moulded in a non-combustible 
insulating compound, thus providing excellent insulation and preventing accidental short circuiting across 
the terminals. The leads enter from the bottom. In two-wire meters, both sides of the line pass through 
the meter, while in three-wire meters both “outers” pass through, and the potential coil is connected across 
these “outers.” The cover of the terminal chamber is of punched drawn steel, hinged at the upper left hand 
comer, so that it swings down out of the way when connections are being made, but cannot become detached 
from the meter. It is held in the closed position by a screw through the upper right hand comer and sealed by 
a wire through the screw and a projecting lug on the cover. The terminal chamber contains, in addition to 
the terminals, two holes for the lower supporting screws, so that when the meter is in place, the lower screws 
are always under seal. A testing loop is also contained in the chamber. By means of this test loop, the 
potential circuit of the meter may be opened, and any number of meters may be tested in series. 


100 to 300 amperes. The larger currents dealt with in the 100 to 300 ampere sizes necessitate a 
somewhat different construction of terminal chamber, although these larger sizes all possess the notable 
features mentioned under 5 to 75 amperes, i.e., separately sealed terminal chamber, lower supporting 
screws under seal and test loop. See dimensions page elsewhere 

Covers. The Type 1-14 meter may be furnished with metal or glass covers; the metal cover is, how¬ 
ever, the most popular type. This is of drawn sheet metal and cylindrical in shape, with glass covered 
openings for reading the register and observing the rotation of the disc. Every precaution is taken to 
render the cover absolutely dust-proof, a thick felt gasket being used where the cover rests on the frame, 
and the glass is deeply embedded in putty and held by a punched frame. The cover is held in place by two 
seal pins and wing nuts and sealed by passing a seal wire through the wing nuts and pins. A heavy iron 
back plate is held in place by two screws in the 5 to 75 ampere meters entering from the front of the 
central casting. Access to these screws may be had only when the cover is removed. 

Measuring and Testing Instrument. 35 
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WATTHOUR METERS (Continued) 

Register. The register is of the four dial type and consists essentially of two parts rigidly fastened 
together. The entire mechanism is fastened to the base by two screws and can be removed or replaced 
veiy readily. A micrometer adjustment is provided for the mesh of the worm on the disk shaft with the 
worm wheel. This mesh, and in fact the entire register mechanism, is visible when cover is removed. 
The small number of moving parts contained in the register reduces friction to a minimum. All registers 
read direct in kilowatt-hours. When necessary, however, a dial face multiplier of 10 or a multiple of 10 
may be used. 

Rotating Element and Bearings. The rotating element is an aluminum disk rigidly fastened to a 
vertical shaft by means of a die-cast hub. A worm is machined in the upper part of the shaft, which trans¬ 
mits the shaft motion to the register mechanism. 

The lower bearing is of high grade selected sapphire, cupped and polished and mounted in a brass screw 
which is readily accessible for removing, permitting a close examination. No adjustment is required to 
replace this bearing when once removed. 

The pivot used is standard for all Vatthour meters, and is made from a high grade hardened steel 
wire. 

The top bearing is formed by a flexible steel wire mounted in a removable or adjustable brass plug. 
The wire extends down into a thin washer mounted in a recess in the top of the shaft. 

Electrical Element. The magnetic circuit is in two sections, rigidly fastened together by two punched 
iron reinforcing plates. There are two current poles and one potential pole. The entire element is held in 
position inside the base by three screws, and is readily accessible. The removal of the back plate exposes 
the complete electrical element to view without any adjustments. 

Finish. All meters are finished in dull black japan. 

Damping Magnets and Full Load Adjustment. 

The permanent magnet, which regulates the speed of the disk, consists of two individual magnets 
mounted in a brass shoe, which is supported by a shelf on the main casting and clamped to it by two screws. 
The full load adjustment is obtained by means of a micrometer screw having right and left hand threads. 
One end of this screw threads into a boss on the main casting and the other into the magnet shoe projecting 
through the latter just below the jaws of the magnet. Turning the screw one way draws the magnets in 
and thereby decreases the speed of the disk, and vice versa. 

Light Load Adjustment. The light load adjustment is obtained by moving a metal punching 
laterally under the potential pole across the path of the potential flux. This lateral movement is accom¬ 
plished by means of a knurled slotted thumbscrew at the right hand side facing the meter, giving micro¬ 
meter adjustment. The plate is clamped to the base by two screws, which can be reached from the front ef 
meter after cover is removed. 

Performance Characteristics. The characteristic curve of the Type 1-14 meter, between light alid 
full load, approaches very nearly a straight line. 

Overload. The series coils are very liberally rated, so that meters of from 5 to 25 ampere capacity 
will carry for any length of time 200 to 250 per cent, of their normal rating, without affecting their calibration. 
T he larger meters can be operated safely on loads up to 50 per cent, above pormal. 
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Terminal 6cre*vj 


50 Ampere, 110 
Volt. Two-wire 
Meter 


1-14 Meter with'Cover Regis¬ 
ter and Magnets Removed 


Connections 
of Single¬ 
phase Watt- 
hour Meters 

TYPE 1-14 


_ __ Load " 

5-75 Amperes, 100-240 Volts, 25-140 Cycles, Front View 
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Western Electric 

WATTHOUR METERS (Continued) 

Voltage. The Type 1-14 meter is practically unaffected by variation in voltage of 10 per cent, 
above or below the marked voltage. 

Frequency and Wave Form. The small changes in frequencies ordinarily experienced on light in 
circuits have practically no effect on the accuracy of the meter, nor does the difference in wave form of 
standard generators. 

Temperature. Installations where meter will be subjected to wide variations in temperature should 
be avoided, but under ordinary conditions, meters are very little affected. All meters are adjusted at the 
factory for 20° C. 

Power Factor. All 1-14 meters are corrected for low power factor, so that variations in power factor 
have no appreciable effect on the accuracy of the meter. 

Creeping. Two holes punched in the disk at diametrically opposite points eliminate creeping under 
all ordinary conditions. 

Stray Fields and Short Circuits. The inherent design of the 1-14 meter renders it capable of with¬ 
standing the effects of heavy short circuits without injury or impairment of accuracy. 

i 

Single-phase Watthour Meters 


TYPE 1-14 

Front Connected, Metal Cover, Dull Black Finish 
Self Contained 


Amps. 

40-133 Cycles 

| 25-30 Cycles 

Net 

Weight 

Lbs. 

110 Volts 

| 220 Volts 

110 Volts 

List No. 
2 Wire 

List No. 
3 Wire 

List 

Price 

List No. 

List 

Price 

List No. 
2 Wire 

List No. 
3 Wire 

List 

Price 

List No. 

List 

Price 

5 

151942 

$16.25 

151952 

151962 

$18.25 

152860 

$17.25 

152870 

152880 

$19.25 

Hi 


151943 

19.00 

151953 

151963 

21.00 

152861 

20.00 

152871 

152881 

^r#MVA 

KB 

15 

151944 

21.50 

151954 

151964 

23.50 

152862 

22.50 

152872 

152882 

MAmA 

IB* Si 

25 

151945 

26.00 

151955 

151965 

28.50 

152863 

27.00 

152873 

152883 

29.50 

k an 


151946 

35.50 

151956 

151966 

38.50 

152864 

36.50 

152874 

152884 

39.50 


75 

151947 

41.00 

151957 

151967 

44.00 

152865 

42.00 

152875 

152885 


Bfl : 


151948 

45.00 

151958 

151968 

48.00 

152866 

46. CO 

152876 

152886 




151949 

48.50 

151959 

151969 

52.00 

152867 

49.50 

152877 

152887 

raw? 

SBEwvifl 


151950 

50.00 

151960 


54.00 

152868 

51.00 

152878 


55 00 

16. 

•300 

151951 

51.00 

151961 


55.00 

152869 

52.00 

152879 


MlXll 

16. 


•Three wire not furnished in these sizes. 


Meters for Use With Instrument Transformers 


List No. 

Amperes 

Volts 

Cycles 

Wire 

List Price Each 

188640 

5 

110 

25-30 

2 

$22.00 

188641 

5 

110 

40-133 

2 

21.00 

188642 

5 

220 

25-30 

2 and 3f 

24.00 

188643 

5 

220 , 

40-133 

2 and 3f 

23.00 

188644 

5 

220 

25-30 

3t 

24.00 

188645 

5 

220 

40-133 

3t 

23.00 


APPROXIMATE SHIPPING WEIGHTS IN POUNDS 



5 to 25 

50 to 75 

100 to 150 

200 to 300 


Amperes 

Amperes 

Amperes 

Amperes 

Packed one in a'box.. 

. 15 

17 

32 

35 

Packed t wo in a box.. 

. 27 

30 

65 

67 

Packed four in a box. 

. 44 

55 

95 

. 

Packed eight in a box. . 

. 84 




Delivery F. O. B. Factory, Lynn, Mass. 

For warehouse deliveries write nearest 

house. 



IMPORTANT 

Always specify the frequency of the circuit on which the meter is to be used. 

All meters listed above may be used on circuits the voltage of which is not more than 10 above or below 
the rated voltage of the meter. When ordering meters for voltages outside of these limits the normal 
operating voltage must be specified. 

All meters listed above under “Self Contained” require no transformers. 

* When the current to be metered exceeds the maximum listed above current transformers are necessary, 
or when the voltage of the circuit is more than 600 both current and potential transformers are necessary. 
In such cases meters for use on the secondary of transformers should be ordered by List No. and rating as 
listed under “Meters for use with Transformers.” These List Nos. cover the meter only and do not 
include transformers. Transformers should be ordered separately by List No. and rating. 

fFor 3-wire transformer rated circuits for use with double primary single secondary current trans¬ 
formers, the 2-wire meter List No. 188642 is used. For 3-wire transformer rated circuits for use with two 
single primary current transformers, the 3-wire meter List No. 188644 or^8^g|§^ qs§4. 
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Western Electric 

WATTHOUR METERS 

Connections of Single-phase Watthour Meters 

Type 1-14 





*>) \ erjK® \ 

'—7 c —\ l n 



KJ P04 


Three-wire 


Internal connections—5 to 25 amp., 100 to 600 volts—all frequencies. 


DIMENSIONS OF SINGLE-PHASE WATTHOUR METERS 
Type 1-14 




5-25 Amperes, Two- and Three-wire 


50-75 Amperes, Two- and Three-wire 
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Digitized by 


Googl( 
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Western Electric 
WATTHOUR METERS 
Switchboard Types 




Standard Register Used Or/ 
AH Switchboard Meters 


Micrometer 
Full Load 
Adjustment 


Studs For 
Holding 
Cover 


Micrometer 
light Load , 
Adjustment 


for Jumper Testing Instruments 


Slfl£le-phfl*e, Watthour Meter, Type IS-4 


Meter with Giver Removed 


The Type IS-4 Switchboard Watthour Meter is a 
modification of the 1-14, the difference being principally 
in the mechanical construction. 

Base. A cast iron base supports the frame, which 
carries all the component parts of the meter. It is 
supported and held to the board by three bolts, the lower 
ones being the terminal studs for the series winding. 

Terminals. There are four terminal studs, two cur¬ 
rent and two potential. The terminals are so arranged 
that a test meter can be connected in series with the cur¬ 
rent coil, or the meter can be entirely isolated from the 
circuit and separate excitation provided, without inter¬ 
rupting the circuit or going back of the board. 

Adjustments. The full load and light load adjust¬ 
ments are identical with those of the Type 1-14 meter. 

Cover and Finish. The cover is of cast iron and is 
finished in dull black and copper. The front surface of 
the cover is pebbled and the raised portions around the 
edge and openings are of polished copper. 


Type IS-4 

BACK CONNECTED, METAL COVER, DULL BLACK FINISH, SELF-CONTAINED 





25-133 Cycle* Two-Wire 



440 and 


.-110 Volts-. 

--220 Volts-. 

440 Volts 

550 Volts 

550 Volts 

Amperes 

List No. 

List Price 

List No. 

List Price 

List No. 

List No. 

List Price 

5 

187698 

$50.00 

187706 

$52.00 

187714 

187722 

$62.00 

10 

187699 

53.00 

187707 

55.00 

187715 

187723 

65.00 

15 

187700 

56.00 

187708 

58 00 

187716 

187724 

68.00 

25 

187701 

60.00 

187709 

62.00 

187717 

187725 

72.00 

50 

187702 

68.00 

187710 

70.00 

187718 

187726 

79.50 

75 

187703 

72.50 

187711 

74.50 

187719 

187727 

84.50 

100 

187704 

75.50 

187712 

77.50 

187720 

187728 

88.00 

150 

187705 

79.00 

187713 

81.00 

187721 

187729 

91.00 



METERS 

FOR USE WITH TRANSFORMERS 



5 

187730 

$50.00 

187731 

$52.00 

187732 

187733 

$62.00 


Always state frequency of circuit when ordering. 

Meters listed above may be used on circuits, the voltage of which is not more than 10 per cent, above 
or below the rated voltage of the meter. When ordering meters for voltages outside of these limits, the 
normal operating voltage must be specified. 

Meters listed above as Self-Contained Meters do not require transformers. When the currents to be 
metered exceed 150 amperes, current transformers are necessary. When the voltage of the circuit is more 
than 600 both current and potential transformers are necessary. In such cases meters for use on the second¬ 
ary of transformers should be ordered, and should be designated by list number and rating as listed under 
"Meters For Use With Transformers.” These list numbers cover the meter only ana do not include 
transformers. Transformers should be ordered separately by list number and rating. 

Approximate Net Wt. 20 Lbs.- Packed One in a Box 60 Lbs. Packed Two in a Box 110 Lbs. 

Delivery F. O, B. Factory, Lynn, Mass. For warehouse deliveries wrfti? nearest house. 
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Western Electric 
WATTHOUR METERS 

TYPE DS-6 —POLYPHASE WATTHOUR METERS 

FOR THREE-PHASE THREE-WIRE, TWO-PHASE THREE- AND FOUR-WIRE CIRCUITS 25-133 CYCLES 
BACK CONNECTED, METAL COVER, DULL BLACK FINISH 



110 

Volts 


220 Volts 

440 Volts 

550 

Volts 


Amperes 

List 

No. 

K.W, 
Capacity 
Non-1 nd 
Loads 
Motor 
HP. 
Rating 

2 and 3 
Phase 

List 

Price 

List 

No. 

K.W. 

Capacity 

Non-Ind 

Loads 

Motor 

HP. 

Rating 

2 and 3 
Phase 

List 

Price 

List 

No. 

K.W. 
Capacity 
Non-Ind 
Loads 
Motor 
_ H P. 
Rating 

2 and 3 
Phase 

List 

No. 

K.W. 

Capacity 

Non-Ind 

Loads 

Motor 

HP. 

Hating 

2 and 3 
Phase 

List 
Price 
440 or 

■ 

Volts 

5 

187734 

1 

$72.50 

187742 

2 

$79 50 

187750 

4 

187758 

5 

$80.50 

10 

1S7735 

2 

76.00 

187743 

4 

83.50 

187751 

8 

187759 

10 

93.00 

15 

187736 

3 

79.50 

187744 

6 

86.50 

187752 

12 

187760 

15 

96.50 

25 

187737 

5 

84.00 

187745 

10 

92 00 

187753 

20 

187761 

25 

101.00 

50 

187738 

10 

92.00 

187746 

20 

101.00 

187754 

40 

187762 

50 

110.00 

75 

187739 

15 

98.00 

187747 

30 

106.50 

187755 

60 

187763 

75 

116.00 

100 

187740 

20 

102.00 

187748 

40 

111.00 

187756 

80 

187764 

100 

120.50 

150 

187741 

30 

109.00 

187749 

60 

116 50 

187757 

120 

187765 

1 150 

126.00 


METERS FOR USE WITH INSTRUMENT TRANSFORMERS 


5 | 187766 | .. 1 $72.50 || 187707 | . | $79.50 || 187768 | ... |j 187769 | | $89.50 

Type DS-6 

FOR FOUR-WIRE THREE-PHASE CIRCUITS ONLY 
25-133 Cycles 

BACK CONNECTED. METAL COVER. DULL BLACK FINISH 



220 Volts Delta 127 Volts Y 

440 Volts Delta, 254 Volts Y 

Amperes 


K.W. 

Capacity 

Non-Induetiv» 



K.W. 
Capacity 
Non-Inductive 



List No. 

Load or 
or Motor 
H.P. Rating 

List Price 

List No. 

Load 
or Motor 
H.P. Rating 

List Price 

5 

188344 

2 

$79.50 

188350 

4 

$89.50 

10* 

188345 

4 

83.50 

188351 

8 

93 00 

15 

188346 

6 

86.50 

188352 

12 

96.50 

25 

188347 

10 

92.00 

188353 

20 

101.00 

50 

188348 

20 

101.00 

188354 

40 

no oo 

75 

1*8319 

30 

106.50 

188355 

60 

116 00 


METERS FOR USE WITH CURRENT AND POTENTIAL TRANSFORMERS 


5 || 188358 | 190 Volta Delta 110 Volts Y. .| <79 50 

METERS FOR USE WITH CURRENT TRANSFORMERS ONLY 

5 II 188356 | 220 Volts Delta 127 Volts Y ... .1 $79.50 

5 [I 188357 | 440 Volta Delta 254 Volts Y. .] _89 50 


Direct Current Watthour Meters - 

/Types C-6 and C-7 . ^ 

FRONT CONNECTED, METAL COVER, JAPAN FINISH * • 

Type C-6 : • , • 


106 to 120 Volta 

| 212 to 240 Volts, 3 Wire 

Type C-6 
212 to 240 Volta, 

2 Wire 


List 


List 

List 




H.P. 



mmm 

vnai 



No. 

Amperes 

Price 

No. 

Amperes 


List 

Capa- 

Am- 

List 

List 

Capa- 

Am- 

List 







No. 

city 

peres 

Price 

No. 

city 

peres 

Price 

37594 

5 

$31.00 

37604 

5 

$35.00 









37595 

10 

33.00 

37605 

10 

40.00 

37614 

IX 

5 

$35.00 

37624 

2^ 

6 

$45.00 

37596 

15 

37.00 

37606 

15 

47.00 

37615 

2 

10 

40.00 

37625 

5 

10 

52.00 

37597 

25 

44.00 

37607 

25 

54.00 

37616 

3H 

15 

47.00 

37626 

7Vi 

15 

60.00 

37598 

50 

58.00 

37608 

50 

71.00 


7 

25 

54.00 

37627 

15 

25 

70.00 

tyrtftin 

75 

72.00 

37609 

75 

79.00 

37618 

15 

50 

68.50 

37628 

30 

50 

85.00 

37600 

100 

85.00 

37610 

100 

94.00 

37619 

• 20 

75 

74.00 

37629 

50 

75 

100.00 

37601 

150 

99.00 

37611 

150 

121.00 


25 

100 

87.00 

37630 

60 

100 

115.00 

37602 

300 

126.00 

37612 

300 

166.00 

37621 

40 


112.00 

37631 

100 

150 

145.00 

37603 

600 

180.00 




37622 

80 

300 

144.00 

37632 

200 

300 

190.00 







37623 

160 

600 

200.00 

37633 

400 

600 

260.00 


Note: Always state normal voltage of circuit when ordering. 

Thomson direct current watthour meters, Types C-6 and C-7 will be furnished with moulded glass covers for an additional 
net price of $1.00. 


Thomson Direct Current Prepayment Watthour Meters 

FRONT CONNECTED, METAL COVER, DULL BLACK FINISH 
Type CP-4 


106 to 120 Volts, 2 Wire 

212 to 240 Volts, 3 Wire 

212 to 240 Volts, 2 Wire 

List No. 

Amperes 

List Price 

List No. 

Amperes 

List Price 

List Price 

Amperes 

List Price 

103236 

5 

$53 00 

103240 

5 

$57.00 

103244 

5 

$57 00 

103237 

10 

55.00 

103241 

10 

62.00 

103245 

10 

62.00 

103238 

15 

59.00 

103242 

15 

69.00 

103246 

15 

69.00 

103239 

25 

66.00 

103243 

25 

76.00 

103247 

25 

76 00 


Delivery F. 0 B. Factory, Lynn, Mass. For warehouse deliveries write neiDiQitfih^'^y Google 
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Western Electric 
WATTHOUR METERS 
Type P-6 For Three and Two-phase Circuits 
25 to 133 Cycles 

FRONT CONNECTED, METAL OR GLASS COVER, 

DULL BLACK FINISH 


110 VolU 


K.W. 
Capacity 
Non-Ind 
Loads or 
Motor 
HP. 
Rating 
2 and 3 
Phase 



3-Wire 
3-Phase 
3-Wire 
2-Phase 




5 172255 

10 172250 

15 172257 

25 172258 

50 172259 

75 172260 

100 172261 

150 172262 


| i 1 i AUUW « , 1 u 21 -- 1 - 

MF.TF.RS FOR USE WITH INSTRUMENT TRANSFORMERS 


Amperes Volts I I 



220 Volts Delta, 127 Volts Y 



440 Volts Delta, 254 Volts Y 



~ FOR USE WITH CURRENT AND POTENTIAL TRANSFORMERS 

Amperes List No. Volts Delta Volts Y List Price 

5 188637 190 110 $62.00 

METERS FOR USE WITH CURRENT TRANSFORMERS ONLY 

5 188638 220 127 $62.00 

5 188639 440 254 76.00 

Single-phase Prepayment Watthour Meters 

The Type IP-5 Prepayment Meter contains the standard electrical element 
of the Type 1-14 Meter with a prepayment mechanism. The crediting and 
switching mechnisms are mounted at the top of the meter and the coin box is 
a compartment at the bottom. The terminals are in a separately sealed compart¬ 
ment at the top, the line wires entering and leaving at the sides. The supporting 
screws are sealed. A back cover plate, similar to that in the standard 1-14 
Meter, closes the element chamber. A coin chute conducts the coin from the 
slot down through the meter chamber into a receptacle. Removing the meter 
cover provides access to the meter only and does not open the coin receptacle. 
The rate gearing is very simple and may be easily changed when it is desired to 
make a change in the rate of charge. , . . . . 

Quarter dollars are used m the device add advance payment can be made to 
the extent of twenty coins. 

FRONT CONNECTED, METAL COVER, DULL BLACK FINISH 


TWO WIRE 


THREE WIRE 



5 192840 $46.25 0 192844 $48.25 192848 $48.25 

10 192841 49.00 I 192845 51.00 192849 51.00 

15 192842 51.50 II 192846 53.50 _ 192850 _ 53.50 

T IP * These meters may be used on circuits the voltage of which is not more than 

iJJ'f* Waff hour 10 Der cent, above or below the rated voltage of the meter. When ordering 
Singlephase Prepayment Watthour f c o e “^ olUge8 outaide of the8e limit8f the n0 rmal operating voltage must be 

Always state frequency of the circuit and^he^te of charge per kilowatt-hour for which the meter is to be adjusted. 
Delivery FOB Factory Lynn, Mass. For warehouse deliveries wnte nearest house. 

Delivery t . u. b. factory, i.ynn. ias Measuring and Testing Instruments 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


NO. 1020 A TEST SET 



No. 1020 A Test Set Assembled 

No. 1020 A Test Set 

DESCRIPTION OF NO. 1020 A TEST SET 

The set consists of an exploring coil and a head telephone receiver, with the apparatus necessary for 
producing the interrupted current used in connection with the exploring coil. The apparatus for producing 
the interrupted current consists of an induction coil, a vibrator, an electro-magnetic interrupter, a con¬ 
denser, a resistance, four standard dry cells, a two point switch and three binding posts. The apparatus 
is mounted in a wooden case, which includes a compartment for the exploring coil and receiver, and is pro¬ 
vided with a carrying strap. USE OF NO. 1020 A TEST SET 

The set is designed for correctly locating grounds, shorts, crosses, split pairs and wet spots in under¬ 
ground, block, building and aerial cables. It cannot be used to locate opens. 

It must not be used in locating faults in loaded cables, as it is liable to magnetize the loading coils. 

WIRING OF NO. 1020 A TEST SET 

A diagram of the wiring is furnished on the inside of the cover of the case. 

PRINCIPLE OF OPERATION 

The principle of operation is as follows: An interrupted current is passed over the conductor in trouble, 
through the fault, and back through another conductor or the cable sheath. The exploring coil, with 
the head telephone receiver connected in series with its windings, is then held close to the cable sheath. 
The interrupted current induces a current in the windings of the exploring coil, which, in turn, produces 
a tone in the receiver. The exploring coil is moved along the cable. When the fault is passed, the tone in 
the receiver will cease, or change in volume. 

The design of the exploring coil is such that current flowing in the sheath of the cable will produce no 
tone in the receiver. This eliminates any possibility of a false test, w T hen locating grounds, due to a tone 
being produced after the fault is passed. 

The magnitude of the induction in the exploring coil and the consequent loudness of tone in the receiver 
will depend upon the resistance of the fault, and upon the distance between the conductor in trouble and 
the sheath of the cable. If the conductor in trouble is located in the center of a large cable, the induction 
will not be as great as when the conductor is in the outer layer of wires, adjacent to the sheath. 

For locating split pairs the low resistance winding is used. 

Where the resistance of the fault is not known, the proper winding to use in locating grounds, wet spots, 
shorts and crosses can be determined in the following manner: 

Connect the conductor in trouble to either winding in the manner hereinafter described and then test 
for the tone with the exploring coil at some convenient point on the cable, noting the volume of the tone 
heard in the receiver. After this has been done, connect the conductor in trouble to the other winding, 
and note the volume of tone heard in the receiver, as in the first instance. The winding which gives the 
greater volume of tone in the receiver is the proper one to use in locating the fault in question. 

The exploring coil is provided with a set of terminals at each end. These terminals are terminated in 

i *acks. Connection ismaae with the receiver by inserting a plug, attached to the receiver cord, in these jacks. 
r or locating grounds and wet spots the plug is inserted in the end marked “Grounds”; when locating crosses, 
shorts and split pairs in the end marked “Shorts.” 

Size of case 12 x 6% x 10 inches. No. 1020A 
Birch-mahogany finis h. 

Use Contains List Price Each 

A tone testing set for use in locating 1 No. 18AC Resistance... 

shorts ana grounds in cable. 1 No. 2IK Condenser.. 

Interrupted current is sent over 1 Induction Coil Vibrator Unit. 

wires in trouble and the fault 1 Electro-magnetic Interrupter. 

located by exploring coil and 1 Two-point Battery Switch.. 

receiver. 1 No. 19A Test Set (exploring coil). 

1 Instruction Book. 

1 No. 148W Receiver. 


*4 Blue Bell dry cells 
•Batteries not furnished unless ordered. 
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Government Standard Testing 
Set 

Government Standard Testing Set, made in strict accordance with the rigid requirements of the United 
States Navy Specifications 17-T-2. A high-grade type of “Plug-In” set. 

Battery consists of 6 silver chloride cells. 

Bridge values in the A and B arms, 1, 10, 100, 1000, and coils are accurate to 1/20 of 1 per cent. 
Rheostat on the decade plan, with 10 coils in each decade, of the values of units, tens, hundreds and 
thousands. 


List *List Price 

No. Each 

T-2070 Peerless G. S. decade portable testing set. $200.00 

T-2085 Carrying case of sole leather, with shoulder strap. 18.00 


Peerless Portable Plug Set 

Bridge coils in A arm of the values of 1, 10, 100, accurate to 1/20 of 1 per cent. Bridge coils in B arm 
of the values of 10,100 and 1000, accurate to 1/20 of 1 per cent. Bridge arms reversible. 

Rheostat coils are of units, tens, hundreds and thousands, and are of the multiples of 1, 2, 2, 5 of each 
denomination, a total of 11,000 ohms, and by using the 1 to 1000 ratio on the bridge, gives a range of 
11 megohms in single ohm steps. Accuracy of the rheostat coils 1/10 of 1 per cent. 

Provision for outside battery, in case higher E. M. F. is required than that furnished in the cells in 
the set. 

This set is especially designed for ease in reading. The bridge is at the top, out of the way of the 
tester, and the plugs are in vertical columns, beginning with the thousands at the left hand side and 
followed by the hundreds, tens and units, so that when balance is obtained one reads the value of the 
resistance plugged out, the same as reading a column of figures. 

The finish of this set is the same as the Peerless Switch Dial Set 

Weight, 7H pounds. Size, 8^ inches x inches x 6 inches. 


List *List Price 

No. Each 


T-2010 Peerless plug type testing set. $120.00 

T-2016 Sole leather carrying case for T-2010... 18.00 

T-2040 Folding tripod for supporting T-2010 in street... 18.00 

•Delivery F. O. B. Factory, Philadelphia, Pa. For warehouse deliveries write nearest hf&s& 
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Advance Voltmeter 


Western Electric 

BATTERY METERS 



Eldredge Voltmeter 


Mai! Orders Filled 
at Prevailing Prices / 



Advance Volt-ammeter 


Pocket Voltmeters and Volt-ammeter 

These instruments can be used on either primary or storage batteries. k 

The case is heavily nickeled and the connecting posts have non-removable nuts. 


List 

No. 

322596 

0 to 3 volts “Advance”.... 
0 to 6 volts “Advance”.... 

List Price 
Each 

... $8.00 

List 

No. 

323018 

0 to 25 volts “Advance”. 

List Price 
Each 
$11.20 

322597 

8.80 

323019 

0 to 30 volts “Advance”. 

11.20 

322598 

0 to 10 volts “Advance”.... 

9.60 

323020 

0 to 3 volts “Eldredge”. 

6.50 

323017 

0 to 15 volts “Advance”.... 

10.40 

323021 

0 to 8 volts, 0 to 30 amperes 


322599 

0 to 20 volts “Advance”.... 

10.40 


“Advance”. 

11.20 



Volt-ammeter 



Voltmeter 



Ammeter 


Western Electric 

Pocket Meters 


These meters have the smallest possible number of working parts and are therefore least liable to get 
out of order. The hand comes to an instant and positive stop without vibration, giving a quick reading 
and saving the battery. Will work in either direction of current. 


List 

No. ' 

Type 

Range 

Diameter 

List Price 
Each 

1002 

Ammeter 

0 to 35 amps. 

2 ins. 

$2.00 

1003 

Volt-ammeter 

0 to 35 amps.-0 to 11 volts 

2 ins. 

2.60 

1005 

Voltmeter 

0 to 10 volts 

2 ins. 

2.20 

1007 

Coil tester 

0 to 1.5 amps. 

2 ins. 

3.00 

1008 

Coil tester 

f 0 to 30 amps. 




and ammeter 

\ 0 to 1.5 amps. 

3.40 

Measuring and Tasting Instruments 

87 














Quantity Prices 
Quoted on Request 



No* 2521 


Western Electric 

TEST CLIPS 



No. 2537 
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No. 2538 


FrankePs Test Clips 


These clips are so designed that the teeth grip the wire while the pin pierces the insulation and makes 
a positive test connection, saving all stripping of wires and subsequent taping. Saves time and labor. 


List 

No. 

2521 The Standard Test Clip. 

2537 The Switchboard Test Clip.. 

2538 The German Silver Test Clip 


List Price 
Each 
$0.70 
3.00 
.70 



No. 2533 No. 2534 No. 2530 No. 2535 


List 

No. 


Frankel’s Test Clips 

List Price 
Each 


2533 The Helpful Test Clip. 

2534 The Reliable Test Clip, 

2530 The Special Test Clip. 

2535 The Efficient Test Clip 


$0.70 

.70 

.32 

.90 



Universal Test Clips 

Time savers in any electrical work requiring quick temporary connections. Made of copper, non-corro¬ 
sive, may be used over and over again. Suggested for use with test sets, with voltmeters, on shop testing 
devices, by telephone linemen, as a helix clip, by meter departments, by railway signal inspectors, in college 
and commercial laboratories, on motor and transformer test floors, in motion picture projection work and 
in charging storage batteries. For storage battery work the lead-plated clips No. 13A or No. 11A should be 
specified. 


List List Price 

No. Each 

8 Clip only, 15 ampere soldered connection, spread of jaws IJ in. $0.40 

9 Clip with insulator, 15 ampere soldered connection, spread of jaws H in . .50 

4 Insulator only for 15 ampere size. .20 

13 Clip only, 20 ampere, screw connection, spread of jaws % in. .40 

13A Clip only, 20 ampere, screw connection, spread of jaws % in. lead plated... .40 

14 Clip with insulator, 20 ampere, screw connection, spread of jaws % in. .50 

14A Clip with insulator, 20,ampere, screw connection, spread of jaws % in., lead plated. .50 

15 Insulator only for 20 ampere size. .20 

11 Clip only, 100 ampere, cleat connection, spread of jaws 1 in. 1.50 

11A Clip only, 100 ampere, cleat connection, spread of jaws 1 in., lead plated. 1.50 

12 Clip with insulator, 100 ampere, cleat connection, spread of jaws 1 in. 1.70 

7 Insulator only for 100 ampere size.. {^•r%rxcs\ m c> * 40 
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Western Electric 
CHAMPION SPARK PLUGS 


Mail Orders Filled 
at Prevailing Prices 


Champion Spark Plugs are standard factory equipment on 4 out of every ft automobiles, tractors and stationary gas engines 
made in America. And the owners of these motors, knowing Champion quality through actual service, prefer Champions when 
replacing their plugs. 

A Champion “X” JL Champion n Champion “O” 

THE OVERLAND 
PLUG 




THE FORD PLUG 

The following is quoted 
from the Ford Manual in 
answer to No. 60: 

"There is nothing to be 
guined by experimenting 
with different makes of 
plugs. The make of plugs 
with which Ford engines 
are equipped when they 
leave the factory are best 
' adapted to the require- 

Special ments of our motor." 

Vi «n. 

Special V Inch Type "X" 

Retail price each. $0.75 

List price \ 10 to 100.80 

each / 100 and <*rer. 80 

Champion 

« HEAVY DUTY 

Built for efficiency of the 
very highest type. The 
one piece construction 
makes leakage impossible. 

Standard factory equip¬ 
ment on the Briscoe, Ab- 
bott-Detroit, Jackson. 
King, Stearns - Knight, 
Scripps-Booth, Velie, Win- 
ton and a large number of 
tractors and trucks. 

yi m io 

Yi Inch >$-18 Heavy Duty 

Retail price each. $1.00 

List price \ 10 to 100.94 

each / 100 and over.90 

Champion 

ONE PIECE 
HEAVY STONE 

Specially made for cars 
of high power and com¬ 
pression. Extra heavy 
material throughout 

Absolutely compression 
tight. 

Regular factory equip¬ 
ment on such cars as Mo¬ 
line Knight, Owen Mag¬ 
netic, Overland "Six." 
Vi In. Pathfinder, Peerless, Wil- 
H-18 flys-Knight, White 
Vi Inch >$-18 One Piece Heavy 
Stone 

Retail price each. $1.25 

List price \ 10 to 100. 1.20 

each / 100 and over. 1.14 




Champion 

REGULAR 

A most reliable plug. 
Sturdy in construction, 
patented Cup Gasket 
Assembly, making com¬ 
pression leakage impos¬ 
sible. Adopted as Standard 
factory equipment on 
Maxwell, Lambert, I.u- 
verne, Regal and other 

V in. we u known cars. 

y% m lo 

Vi Inch Jfl8 Regular 

Retail price each. $1.00 

List price \ 10 to 100.94 

each J 100 and over.90 

JL Champion 

Go BUICK 

n FOR BUICK CARS 

The Champion Regular 
>$-18 long plug is specially 
made for the Buick car. 
Has long shell, conical por- 
celain Buick terminal. 

The long shell allows the 
■ H spark to ignite within the 
cylinder instead of in a 
pocket, as occurs when the 
I® ordinary type plug is used. 
Long . 

>$-18 Long Buick 

Retail price each. $1.00 

List pnee \ 10 to 100.94 

each J 100 and over.90 

Champion 

TWO PIECE 
HEAVY STONE 

A highly efficient plug 
for such cars as Chalmers, 
Cadillac, Chandler, Frank¬ 
lin, Hudson, Locomobile, 
Mitchell, Oldsmobile, 

V In. Packard and Pierce-Arrow 
>$-18 

>$ Inch >$-18 Two Piece Heavy 
Stone 

Retail price each. $1.25 

List pnee 1 10 to 100. 1.20 

each / 100 and over. 1.14 





Specially built for use in 
the Overland car 
Adopted as factory equip¬ 
ment 

Numerous testimonials 
from car ewnera prove it 
to be the one dependable 
plug for the Overlan-1 

_ under all conditions, giv- 

. ing maximum power and 
Special efficiency. 

>2 »“• 

Special H Inch Type “O’* 

Retail price each.$1.00 

List price \ 10 to 100.94 

each / 100 and over.90 



Champion 

CONICAL 

PLUG 


Adopted by the Stude- 
bakcr Corporation as 
standard factory equip¬ 
ment on all Btudebaker 
cars. 

Also standard equip¬ 
ment on Allen, Hollier, 
Elco, Dixie Flyer, Elgin, 
Grant and others. 


li Inch >$-18 Conical 

Retail price each.$1.00 

List price \ 10 to 100.94 

each J 100 and over.90 


3 s 

it/ 

si 


Champion 

r PRIMING 
PLUG 

Will start 
any motor 
any time on 
the ti r at 
quarter turn. 
Haske> lock attached to 
needle valve for easy open¬ 
ing and closing. 

Brings the gasoline Tight 
at the sparking point. 


Vi Inch >$-18 Priming Plug 

Retail price each.$1.25 

List price \ 10 to 100. 1.60 

each J 100 and over. 1.50 


Champion X 

Retail price each.$0.40 

List pnee \ 10 to 100.60 

each / 100 and over. . 54 


Champion Regular Champion Heavy Stone Champion Conical 

40 Retail price each.$0.45 Retail price each. $0.60 Retail price each.$0.45 

nn t _: \ , r\ . _ i r\i\ a a T ’ . : ^ in i. i nn >rn Y _: \ «n J i iv\ 


List price 
each 


\ 10 to 100. . . . 

.66 

List price 1 

10 to 100_ 

.70 

List price 1 

/ 100 and over. 

.60 

each j 

100 and over. 

.66 

each / 


100 and over. .60 


CHAMPION PORCELAINS 

All Champion Spark Plug Porcelains are guaranteed against heat breakage. Made of special heat proof composition. 
Extra porcelains for all types of Champion spark plugs are tuways in stock. When ordering state type of plug. Gaskets in¬ 
cluded with each porcelain. Chanson priming plug cores retail 50 cents each. List Price Each 

:o 100. . 80.70 


100 and over. 

Delivery F. O. B. Factory, Toledo, O. 

Automobile and Ignition Supplies 


For warehouse deliveries write nearest house. 
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Quoted on Request 
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KLAXON WARNING SIGNALS 
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Klaxon 20-L Klaxon 20-L for 1915, 1916 and 1917 Cadillac Cara 


Body of ear. 

Part of Klaxon. 

Bracket already 
oq car. 

Wire already on 
car. 


Apron to running 
board. 




Klaxon 20-S 


Klaxon 12-L 




* Electric Klaxons 

FOR AUTOMOBILES 

Klaxon warning signals are known everywhere. They are universally recognized as standard. Their 
success is due to the fact that they have never been built to sell at a price. Klaxon price has always been 
secondary to Klaxon goodness. Klaxon cost is measured in years—not dollars. Every Klaxon is guaran¬ 
teed to give satisfaction— permanently. 

The Klaxon note is produced by a vanadium steel diaphragm set in rapid vibration by a toothed wheel. 
In the electric Klaxons this wheel is driven by a finely constructed electric motor, in the hand-operated 
Klaxons, by a train of gears set in motion by a push rod. This principle of operation is entirely different 
from that employed in the so-called “buzzer” or “electric” horns. 

Electric Klaxons are ordinarily wound to operate on 6 to 8 volts—supplied either by dry cells or storage 
battery. All instruments are dust and water-proof. , 


THE KLAXON 20-L 

The Klaxon 20-L has always been and will always be the highest grade signal made. No other signal 
even looks like it. You see it on all the best cars. Klaxon 20-L with special bracket for Cadillac. Maybe 
attached to the same bracket and with the same screws that hold the horn that came with the car. 

In ordering specify “Cadillac” Klaxons. The bracket is a part of the instrument. It does not come 
separate. 


THE KLAXON 12 

Designed for those who want the powerful Klaxon note in a low-priccd instrument. It is for installation 
outside or under the hood. Mechanically, it has all the Klaxon features and is just as high grade in con¬ 
struction. The Klaxon 12-S is the signal of this type for outside use. 


THE KLAXON 6 

The Klaxon 6 is smallest of the electric Klaxons. It is the only high-grade motor-driven signal 
‘selling at a low price. The signal for small cars that carry batteries. May be installed either outside or 


under the hood. 


15 


Digitized by' 


.oogie 


Automobile and Ignition Supplier 
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Klaxon 3 Motorcycle 
Cross Bracket 


Klaxon 3 Motorcycle 
Handle-bar Bracket 


Klaxon 3 Motorcycle 
Tank Bracket 


Hand-operated Klaxons 


Klaxon, 20 combination. 

Klaxon 12-L (finish black only) 


Retail Prica 

List Price 

Each 

Each 

$20.00 

$30.00 

20.00 

30.00 

30.00 

45.00 

12.00 

18.00 


Klaxon 3 for Motorcycles 


Retail Price 

Hype Each 

Klaxon 12-S (finish black only) $12.00 
Klaxon 6 (finish black only)... 6.00 

Klaxon 3. 3.00 

Klaxon 3, side bracket (for trucks) 3.00 


Retail Price 
Each 


List Price 
Each 
$18.00 
9.00 
4.50 
4.50 

List Price 
Each 
$4 50 


Klaxon 3 Motorcycle, finish standard Klaxon black, B & N, black and brass. $3.00 $4.50 

Three types of brackets are furnished for attaching to motorcycle: (1) For attaching to top bar of frame. 
(2) To center of handle-bar. (3) To top of tank. No. 1 furnished unless otherwise specified. 



Klaxon 20 Deck 


■H 

Klaxon 6 Deck 


i* 

Inuustrial Klaxon WS 


Klaxon Warning Signals for Boats Retail Price List Price 

Model Each Each 

Klaxon 20 Deck (with swivel base). $22.50 $36.00 

Klaxon 6 Deck (with swivel base). 7.50 12.00 

Industrial Klaxons 

Installation. Klaxons are usually installed on circuits in multiple. Special instruments can be fur¬ 
nished for series operation on power circuits if desired at no additional charge. (Specify on order.) Max¬ 
imum line voltage drop allowable is 5 per cent. 

Industrial Klaxons conform to the requirements of the National Board of Fire Underwriters. They 
are enameled standard fire red, have special brackets and are fitted with screw terminals. 

The Klaxon 20 Deck and the Klaxon 6 Deck are furnished with fittings for marine use. The U. S. 
Department of Commerce has approved all Klaxons for marine purposes. They are being used extensively 
in the navy. Marine Deck Klaxons are fitted with a special bracket with a swivel base that may be screwed 
to the deck and permits the instruments to be turned in any direction and removed for stowing. 

The W or weatherproof instruments are a new design. They are for outdoor use and all connections are 
enclosed. Th6 bottoms of the instruments are bell-tipped, for conduit, and the instruments are absolutely 
weatherproof. Standard windings are for 6 volts D.C. Additional charge is made for windings above 21 
volts. 

Up to 21 volts incl.No charge 50 to 59 volts incl ....$2.50 80 to 89 volts incl... $4.00 

22 to 29 volts incl. $1.00 60 to 69 volts incl.... 3.00 90 to 99 volts incl... 4.50 

30 to 39 volts incl. 1.50 70 to 79 volts incl.... 3.50 100 to 110 volts incl... 5.00 

40 to 49 volts incl. 2.00 

The Klaxon 20 can be wound for voltages up to and including 120. Retail Price List Price 

Type Each Each 

Industrial Klaxon, Type S (short projector)..'. $20.00 $30.00 

Industrial Klaxon, Type L (long projector). 20.00 30.00 

Industrial Klaxon, Type W (weatherproof model). 20.00 30.00 

Industrial Klaxon, Type WS (weatherproof base with S projector). 20.00 30.00 

Industrial Klaxon, Type WL (weatherproof base with L projector). 20.00 30.00 

Industrial Klaxonet, Type WS. 15.00 22.50 

Industrial Klaxonet, Type WL. Digitized by .U 15.00 22.50 

Automobiles and Ignition Supplies 


80 to 89 volts incl. 
90 to 99 volts incl. 
100 to 110 volts incl. 

Retail Price 
Each 


List Price 
Each 
$30.00 
30.00 
30.00 
30.00 
30.00 
22.50 
22.50 





















Quantity Prices 
Quoted on Request 
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EVEREADY STORAGE BATTERIES- 
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Automobile Starting Types 


List 

No. 

Volts 

Wt. 

Lbs. 

Outside Dimensions. Ins. 

Battery Capacity (per Single Full Charge) 

Momen¬ 

tary 

Starting 

Rate- 

Ampere 

Dis¬ 

charge 

List 

Price 

Each 

Ampere Hours Con¬ 
tinuous Discharge at 

Hours Continuous 
Burning With Total 
Lamp Load of 

Long 

Wide 

High 



lOAmp. 

Rate 

18 

C.P. 

30 

C.P. 

60 

C.P. 

6S-60R 

6S-0OH 

6S-80R 

6S-80H 

6HS-80R 

6HS-80RL 

6S-80RL 

6GD-80S 

68-100R 

6S-100H 

6S-120R 

6S-120H 

6GD-120S 

6GD-120SE 

6S-140R 

6S-140H 

6S-160R 

6S-160H 

6S-160HE 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

0 

48 

56 

58 

56 

63 

63 

72 

74 

80 

86 

85 

1 

1 

1 

i 

1 

\ 

\ 

\ 

isti 

20H 

9 H 
12 

12 

14H 

12 

ji 

fl7H 

17 M 

18 M 

Ik 

Ik 

7* 

ii 

7 A 

Ik 

Ik 

7A 

If) 
l ft 

5H 

8 s 

10*5 

8?^ 

ioh 

9H 

8 H 
liH 
8H1 
io H 
8H1 
ion 
iiHl 
11H 
841 
10H 

m 

10H 

10H 


81 

105 

10 

105 

120 

126 

160 

175 

180 

19 

195 

70 

95 

95 

95 

105 

110 

140 

150 

160 

185 

185 

60 

80 

80 

80 

90 

100 

120 

130 

140 

160 

100 

27 

35 

• 35 

35 

• 40 
| 42 

t 53 
co 58 

60 

65 

65 

14 

19 

19 

19 

• 21 

1 22 

| 28 
»o 30 

32 

37 

37 

6 

8 

8 

8 

« 9 
& 10 

| 12 
© 13 

14 

16 

16 

200 

250 

250 

250 

290 

300 

350 

380 

400 

450 

450 

$43.50 

48.00 

48.00 

48.00 

57.00 

54.00 

60.00 

63.00 

66.00 

67.50 

75.00 

75.00 

| 

12 

12 

12 

12 

12 

12 

12 

12 

12 

12 

12 

12 

64 

77 

94 

108 

122 

61 

\ 

i 

i 

I 

Ik 
Ik 
lk 
Ik 
Ik 
l ft 

84 

10H 

8H 

10H 

84 

ioh 

874 

10H 

8H 

10H 

8 H 

IOH 


42 

60 

81 

10 

126 

42 

35 

30 

70 

95 

110 

35 

25 

40 

00 

80 

100 

25 

37 

2 53 
Cd 

d 62 

1 93 

-112 

37 

18.5 

2 26.5 

o. 35.5 

< 46.5 

<m 55.5 

18.5 

7 

„ 10 

3 14 

| I® 

*° 22 

7 

100 

150 

200 

250 

300 

100 

58.50 

67.50 

78.00 

85.50 

93.00 

58.50 

in 

12 

12 

12 

12 

12 

12 

12 

12 

77 

94 

108 

122 

\ 

1 

Ik 

Ik 

Ik 

Ik 

8H 
10 H 
8H 
10H 
8H 
io H j 
8H1 

10H j 

\ 

60 

81 

105 

12G 

50 

70 

95 

110 

40 

60 

80 

100 

2 53 
& 62 

1 93 
” 112 

3*6.5 

(3 35.5 
f 46.5 
° 55.5 

2 1° 

A 14 

Oi 

4 19 
o 

~ 25 

150 

200 

250 

300 

67.50 

78.00 

85.50 

93.00 

16S-35R 

16S-35H 

16S-50R 

16S-50H 

16S-60R 

168-60H 

16 

16 

16 

16 

16 

16 

83 

102 

123 

\ 

\ 

J 

10H 

m 

\in 

23 H 

Ik 

Ik 

Ik 

S'fj i 

10 H J 
841 
10 Hj 
841 
10H j 


42 

60 

81 

35 

50 

70 

25 

40 

60 

1 ° 3 
3 76 

5 89 

2 28 
(3 

^ 35 

5 50 

2 10.5 

.I 16 

w 20.6 

100 

150 

200 

75.00 

85.50 

96.00 

PH 

16 

16 

16 

16 

16 

16 

83 

102 

123 

1 

1 

16^ 

USB 

19H 
23 H 
23,4 

Ik 

Ik 

Ik 

8H 1 

10H J 
841 

10H I 
841 
IOH j 


42 

60 

81 

35 

50 

70 

25 

40 

60 

1 53 

4 78 
m 89 

I 28 

< 35 

%' 50 

2 10.5 

< 15 

I? 20.5 

100 

150 

200 



18 

18 

18 

18 

18 

18 

90 

112 

140 


l 2 oy, 

isg 

isst 

6 H 

Vi 

Id 

9 H 

84 1 

io H j 
841 
io Hi 

841 

10 H J 


42 

60 

81 

35 

50 

70 

25 

40 

60 

2 65 
& 90 
-105 

2 34 

3 42 
'£ 58 

a 12 

c2 

* 17 
n 23.5 

100 

150 

200 

82.50 

93.76 

105.00 

248-20R 
24S-20H 
248-20RL 

24S-20HL 

24S-35R 

24 

21 

24 

24 

24 

93 

94 

127 


19K 
110H 
13 A 

ml 

25 H 

Ik 

ioh 

9 H 

7* 

m i 

84 1 
104 J 
84 


25 

25 

42 

20 

20 

35 

13 

13 

25 

| 49 
< 49 
r 90 

4/ 

I 27 

< 27 
^ 46 5 

2 Hv 

c3 13 

< 13 

^ 18.5 

75 

75 
rr JOO 

84.76 

84.76 

100.50 


Delivery F. O. B. Factory, Long Island City, N. Y. For warehouse deliveries write nearest house. 

20-1 Automobile and Ignition Supplies 












































































































Western Electric 

EVEREADY STORAGE BATTERIES 


Mail Orders Filled 
at Prevailing Prices 





Automobile Lighting Types 


Ignition Type 


Automobile Lighting Type 

6 VOLT 

Battery Capacity (per Single Full Charge) 



Ignition Types 

This type of battery is made especially for gas engine ignition and for use with Magneto Dual Starting 
Systems. 


FURNISHED IN WOODEN BOXES WITH INTERIOR RUBBER JARS 



The difference between the IG and V Type Ignition Batteries lies only in the method of assembly, the 
capacities being equal. Instead of a one-piece compartment jar as used in the V Type, the IG contains in¬ 
dividual jars incased in wooden box, similar to construction of the regular Lighting and Starting Types, 
including “feet construction” of the plates, not used in V Type batteries. 

On account of difference in dimensions, be sure to specify whether IG or V type should be supplied. 

Delivery F. O. B. Factory, Long Island City, N. Y. For warehouse deliveries write nearest house. 
Automobile and Ignition Supplies 20-2 

















Quantity Prices 
Quoted on Request 
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ELECTRIC VULCANIZERS 
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Premier Vulcanizer and Complete Outfit 
Furnished with Each Vulcanizer 



It’s-It Vulcanizer 


Premier Automatic Electric Vulcanizer 

An absolutely safe and entirely automatic portable vulcanizer, designed to operate from storage battery, 
or 110 volt lighting circuit. Simply connect to the battery or lighting circuit and press the button. 

Cost of operation is practically negligible; where battery charge costs 35 cents, the cost of an average 
repair is 2 cents. On 110 volt circuits the cost of a repair is about ^ of a cent. 

No watching or timing required. No danger of fire or explosion. Shuts off current automatically when 
job is finished. Small current consumption. 

Light and compact—easily carried in tool box. Economical—saves time—convenient. 

Complete outfit, consisting of vulcanizer with flexible connecting cord, repair gum, cement, “Peco” 
tire tool, scissors, durable chain and complete book of directions.Retail $3.50 List $5.26 

Specify voltage when ordering. 


It’s-It Vulcanizer 

Furnished complete with clamp, heating unit, flexible cord and plug. Made in 6 and 12 volt. 6 volt 
standard. Retail Price List Price 

It’s-It Vulcanizer, complete. $1.50 $2.40 



Safety Vul-Kit No. 32 Ford Kit Tube Kit Ford Tube Kit 


Safety Vul-Kit Complete for Casings and Tubes 

The Safety Vul-Kit has a 3}4 x 4 inch surface curved to fit any sized tire for mending casing injuries. 
It can be used, close under a fender. It is impossible to spill blazing liquid even if the vulcanizer were 
accidentally upset. The fuel supply is limited to that required for perfect vulcanization. Tube repairs are 
cured on an asbestos inlaid plate, ZYi inches in diameter, v^hich is swiveled so that uniform pressure is 
automatically applied to all parts of the repair. The Vul-Kit is packed with repair material in strong box 
for carrying m tool box of car. Weight 5 lbs. 

32 Type G Safety Vul-Kit.Retail $3.50 List $4.56 


Ford Kits 

For Ford Casings and Tubes 

Does same work on tubes and casings as the Vul-Kit but is designed to fit 3 and 3J^ inch Ford tires. 
Heats with gasoline or alcohol. No exposed flame. 

Type 

33 Nickel plated.*.Retail $2.75 5 lbs. List $3.58 


Tube Kit 

For All Sized Tubes 

Repairs all sized tubes by same simple safe method as Vul-Kit. It cures clear through making per¬ 
manent repairs of any desired size. 

Type F, No. 31 Complete with repair material.Retail $2.00 4 lbs. L ist $2.60 


Ford Tube Kit 

For Ford Tubes 

Ford tube vulcanizer operating on same principle as the Tube-Kit. Cannot overcure or undercure, 
yet cures clear through any sized repair. 

Complete with repair material...Retai 1449^5 e 3 N? List $2.28 v 
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Mall Orders Filled 
at Prevailing Prices 


PACKARD AUTOMOBILE CABLES 
For High and Low Tension Ignition 

Packard Cable is constructed so as to withstand the continuous presence of heat, grease and oils. These 
are the arch-enemies of rubber in all forms. These cables are hermetically sealed from every deteriorating 
influence. 



Combination High Tension Cable 

This cable is suitable for all forms of severe high tension service. Color is Packard brown with double 
red striping. 

Combination High Tension Magneto Cable 

This cable is designed for magnetos with small terminal. Color is Packard brown with double red 
striping. 



Plain High Tension Cable 

This cable has four (4) layers highest grade rubber. Made for those who desire a plain, unprotected 
cable. Color, natural rubber gray. 

Combination Low Tension Cable, 1-Strand 

This cable is standard for all kinds_of low tension service. Color is Packard brown with double red 
striping. 


Combination Low Tension Cable 2-Strand 

This cable is round in form and is particularly adapted to single and two cylinder engines. Replaces 
two single cables. Colors of conductors are red and black; completed cable is Packard brown with double 
red striping. 

Combination Low Tension Cable, 3-Strand 

This is an excellent cable for two cylinder engines; also for wiring a double set of batteries. Made 
with filler so as to be round in form. Colors of conductors are red, black, green; completed cable is Packard 
brown with double red striping. 

For Electric Lighting and Starting Systems 

While good ignition cable is important and necessary to the successful working of any car, yet the wiring 
of electric lighting and starting systems is even more important. The reasons are as follows: 1st. The 
cables are concealed and in inaccessible places. 2d. They are subjected to more abrasion and vibration. 
3d. They are exposed to more dust, water and mud. 4th. Possible damage to storage batteries. 5th. 
Danger by fire due to short-circuits. 

Packard Lighting Cables are made after the general style and of the same construction that characterizes 
Packard Ignition Cables. Each single conductor is protected by a double braid and the usual Packard 
finish. These single conductors are then stranded and made round in cross-sections by filling material 
The assembly is then covered by a double braid of characteristic brown with double red striping and finished 
in the usual manner. These cables are as small in diameter as is consistent with absolute reliability. 



Combination Lighting Cable No. 14, 1-Strand 

This cable is recommended for wiring tail-lamps. Color is Packard brown, with double red striping. 

Combination Lighting Cable No. 14, 2-Strand 
This is a round form cable and is recommended for wiring tail-lamps. Color of conductors is red 
and black. Completed cable is Packard brown with double red striping. 

Combination Lighting Cable No* 12, 1-Strand 
This cable is recommended for wiring side and head-lamps. Color is Packard brown with double red 
striping. 


Combination Lighting Cable No. 12, 2-Strand 
This cable is recommended for wiring side and head-lamps. Made with filler so as to be round 

form. It is a popular style and size. Color of conductors is red and black. Completed cable is 
Packard brown with double red striping. 

Combination Lighting Cable No. 10, 1-Strand 
This cable is recommended for wiring from generator to battery and from battery to switches. Also 
for wiring large head- lamps. Color is Packard brown with double red striping. 

Combination Lighting Cable No. 10, 2-Strand 
This is a round form cable and is recommended for wiring from generator to battery and from 
battery to switches. Also used to wire head-lamps which are of large size. Color of conductors is red 
and black. Completed cable is Packard brown with double red striping. 


Prices on application. 
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List 

No. 

Switches Without Plates 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Retail 

Price 

Each 

List 

Price 

Each 

71U) 

Single, 10 amperes, 80 volts. 

20 

100 

20 

$0.56 

$1.00 

7172 

2 Gang, horizontal, 10 amperes, 80 volts. 

3 Gang, horizontal, 10 amperes, 80 volts. 

10 

50 

20 

1.12 

1.82 

7173 

6 

30 

20 

1.68 

3.03 

7174 

4 Gang, horizontal, 10 amperes, 80 volts. 

5 

25 

20 

2.24 

4.04 

7184 

2 Gang, tandem, 10 amperes, 80 volts. 

10 

50 

20 

1.12 

1.82 

7186 

3 Gang, tandem, 10 amperes, 80 volts. 

6 

30 

20 

1.68 

3.03 

7188 

4 Gang, tandem, 10 amperes, 80 volts. 

5 

25 

20 

2.24 

4.04 

7191 

Single 3 wire switch, 10 amperes, 80 volts. 

20 

100 

20 

.64 

1.15 

7192 

2 Gang, 3 wire switch, 10 amperes, 80 volts. 

3 Gang, 3 wire switch, 10 amperes, 80 volts. 

10 

50 

20 

1.28 

2.30 

7193 

6 

30 

18 

1.92 

3.40 

7170 

Single, 3 way switch, 10 amperes, 80 volts. 

20 

100 

20 

1.00 

1.80 

7177 

Series parallel switch, 10 amperes, 80 volts. 

10 

50 

20 

1.40 

2.53 

7180 

Momentary contact switch, 10 amperes, 80 volts. 

20 

100 

20 

.45 

.81 

7198 

Plug ignition switch, 10 amperes, 80 volts. 

20 

100 

20/ 

.64 

1.15 

7171 

Plug switch for grounding magneto, 10 amperes, 
80 volts. 

20 

100 

20 

.64 

1.15 


Standard package discounts allowed on an assortment (in unbroken cartons) equivalent to 100 single 
switches. Standard finishes: Polished brass, brush brass, polished nickel, gun metal. Specify finish desired. 


Struck Up Switch Plate 


Description 


Dimensions 
Height Width 



For one switch, in one horizontal row*. 

For two switches, in one horizontal row. 

For three switches, in one horizontal row. 

For four switches, in one horizontal row.. 

Special plate for No. 7177... 

Special plate for No. 7177 and one additional 
switch.. 


Standard finishes: Polished brass, brush brass, polished nickel, gun metal. Specify finish desired. 

Solid Switch Plates (Tandem) 


For two switches, in one vertical row. 
For three switches, in one vertical row 
For four switches, in one vertical row. 



Hin. 

50 

$0.24 

$0.43 

5A x 

H in- 

30 

.36 

.65 

6 5 ^x 

Hin. 

25 

.48 

.87 


Standard finishes: Polished brass, brush brass, polished nickel, gun metal. 

Door Switch 

FOR AUTOMOBILE DOOR 


Specify finish desired. 


With finished brass plate 2 A inches high and inch wide, and with round 
striking plate 1 inch in diameter._ 


■ 

st 

0 . 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Retail 

Price 

Each 

List 

Price 

Each 

7195 

7196 

10 amperes, 80 volts. 

Three point, 6 ampere, 40 volts... 

20 

20 

100 

100 

si. oo 
1.08 

$1.80 

1.95 


No. 7195 
Door Switch 


Standard finishes: Black oxidized. Dull black or polished nickel furnished as 
specified. 
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^ - Mall Orders Filled 

Western Electric at Prevailing Prices 


Chau-phone 

(Chauffeur Telephone) 


A Telephone for Limousines or other ■ 
closed automobiles 

IHHHP T’he Western Electric Chau-phone is a telephone 

equipment for automobiles of the Limousine and II 
Landaulet type for communicating between the ▼ 
l&te passengers and the chauffeur, and takes the place 1 

of the old fashioned and unsanitary speaking tube. * 

Trans- 

Receiver mitter 

APPARATUS 

The apparatus consists of a transmitter mounted on a handle and a weatherproof loud speaking receiver 
fitted to a magaphone horn which can be mounted on the framework of the car near the chauffeur’s ear. 
(The receiver is so designed that it is adjustable to cars having either right or left hand drive.) The standard 
finish is black. 

OPERATION 

Orders spoken into the transmitter in an ordinary conversational tone are delivered to the chauffeur 
with the tone magnified—loud and clear—above the wind and the street noises, regardless of the speed at 
which the car is traveling. This eliminates trouble encountered with a speaking tube, as with the latter it 
is frequently necessary for the chauffeur to slow down the car or drive up to the curb in order to hear the 
spoken instructions, especially in windy or stormy weather. 

INSTALLATION 

The Chau-ph* le can be installed as readily on old as on new cars and the wires can be concealed. The 
regular car batter s—6 or 8 volts—will operate it, and the current required is so small as to be negligible, 
no current being ? quired while not in use. 

' f PACKING 

Each Chau-phone is put up in a substantial box containing wire and everything else necessary to 
install it, including illustrated directions. 

,_ __ Chau-phones are used by a large number of leading car and 

body builders. 

: * \ * ■, East of the LLockies West of the Rockies 


Retail 

Price 

$28.00 

37.00 


List 

Price 

$44.00 

56.50 


Retail 

Price 

$29.40 

38.85 


List 

Price 

$46.20 

60.40 


Method of Packing 


In connection with the above, a cord reel can be furnished 
to take up the cord of the Chau-phone transmitter. This cord 
reel is known as No. 1A. 

Code 

1384B Same as 1384A but includes a No. 1A cord reel. 

The Chau-phone Completes the Luxury of the 
Closed Car. 


Digitized by 


Western Electric 

CHAU-PHONE 









Quantity Prices 
Quoted on Request 
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Western Electric VICTOR SPOT LIGHTS 


No. 50 Showing Rear View 


No. 50 Showing Front View 


Western Electric Victor Spot Light 

For safe driving, for convenience in reading road signs and street numbers, and for a dependable trouble 
light, every automobile should be equipped with a Western Electric Victor Spot Light. This spet light 
clamps on the windshield or may be fitted with a bracket for attaching to the foredoor. It is always within 
easy reach of the driver and can be tilted to any angle or position for reading signs along the road, or for 
gauging the width of the road when passing other cars. 

When used as a trouble lamp it is only necessary to remove one nut and lift the spot light from its 
bracket. b ' 

Each spot light is equipped with a 21 C.P. nitrogen filled bulb, which throws a powerful beam far in 
advance of the car at a small expenditure of current from the battery. The bulb used is 6 volt double con¬ 
tact unless otherwise specified. The double contact lamp is recommended in all cases where the spot light 
is occasionally to be used as a trouble lamp. 

Mirror Attachment. One of the chief advantages of the new No. 50 Western Electric Victor Spot 
Light is the mirror which is mounted on the back of the lamp and furnishes the driver with a clear view of the 
road in back of the car during the day. The value of a mirror on an automobile is so well recognized to-day 
that in many States laws have beenpassed which compel the majority of car owners to equip their cars with 
mirrors. The use of the Western Electric Victor Spot Light not only assures the car owner a maximum of 


safety at night, but, by means of the mirror attachment, during the day as well. Retail Price List Price 
List No. Each Each 

50 Western Electric Victor Spot Light with mirror attachment. $6.00 $6.00 



No. 330943 No. 181 

Electric Spot Lamp Fore-door Electric Spot Lamp 

Windshield Attachment 


Western Electric Victor Spot Light 

These lamps are finished in all black except door and hexagon nuts on brackets which are furnished in 
either brass or nickel finish. 

Twenty-one C.P. nitrogen bulbs are used. They are shipped with 6 volt double contact unless other¬ 
wise specified. Throws 37,500 C.P. light. Retail Price List Price 

List No. Each Each 

330943 Electric spot lamp, diameter of lamp 6H ins., with windshield attachment. $5.00 $8.00 

181 Electric spot lamp, diameter of lamp 6^ ins., with fore-door attachment... 5.00 8.00 

Delivery F. O. B. Factory, Cincinnati. Q. For warehouse deliveries write nearest house. 
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Mall Orders Filled 
at Prevailing Prices 


DRY BATTERIES 

For Intermittent Service 



Blue Label Blue Label Blue Label 

Regular Combination Straight 

Screw Top Screw Top 

Blue Bell Cells 

BLUE LABEL 

This battery is particularly recommended for telephone transmitter work, to meet the needs of a reliable, 
highly efficient and long-lived cell. It is furnished in three styles of tops: standard binding post top, com¬ 
bination screw top and binding post and straight screw top. The two latter types are for use in Patterson 
Battery Sets. 


List 

*Sizes of 


Wt per 

Std. 

Std. Pkg. 

<-List Price-» 

No. 

Zinc Cans 

Description 

Cell 

Pkg. 

Lbs. 

Each 

Per Bbl.J 

340383t 

2]A x 6 ins. 

Standard binding post top.. . ... 

2 lbs. 

125 

300 lbs. 

$0.70 

$60.00 

340384 

2]A x 6 ins. 

Combination screw top and binding post 

2 lbs. 

125 

300 lbs. 

.78 

70.00 

340385 

2 Yi x 6 ins. 

Screw top, (no binding posts). ..-. 

2 lbs. 

125 

300 lbs. 

.76 

67.50 



Red Label Regular Red Label Regular Red Label Red Label 

Round Carton Square Carton Combination Straight 

Screw Top Screw Top 


Red Label Blue Bell Cells 

RED LABEL 

This cell is designed for a wide range of service; it is a general purpose battery that may be successfully 
used for all classes of intermittent service, such as door bell annunciators, railway train dispatching, ignitioR, 
etc. The two latter types are for use in Patterson Battery Sets. 

List Sizes of Wt. per Std. Std. Pkg. *—List Price—* 

No. Zinc Cans Description Cell Pkg. Lbs. Each Per Bbl. 

340386 x 6 ins. Standard binding post top (round carton) 2 lbs. 125 300 lbs. $0.70 $62.50 

340380 2^ x 6 ins. Standard binding post (square carton).. 2 lbs. 125 300 lbs. .70 62.50 

340387 2 l A x 6 ins. Combination screw top and binding post 2 lbs. 125 300 lbs. .78 72.50 

340388 2^x6 ins. Screw top (no binding posts). 2 lbs. 125 300 lbs. .76 70.00 

* Add 1 inch to the height ot cells having extended carbon plugs, and l A inch for other styles of connec¬ 
tion. 

|Note: Fahnestock clips will be furnished when specified without extra charge. 

{Delivery F. O. B. Cleveland, Cincinnati, Brooklyn and New York. For warehouse deliveries write 
nearest house. 
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ACME 
SAPID FIRE 
BATTERY 


% ifc. 

»»ou«t or ii. c»* 

e »l UIKIY ** 
^•rriiwai,..• 

■""••I «•**.» 


Columbia Cells 

RECTANGULAR TYPES 


Astern FJ 


Columbia Red Label Columbia ignitor 1900 Rapid Fire Red Seal Eveready 

REGULAR TYPES 

List Size of Wt. per Std. Std. Pkg. «-ffList Price-> 

No. Zinc Cans Description Cell Pkg. Lbs. Each per Bbl. 

6 234x6 ins. Columbia Red Label 2 lbs. 125 300 SO. 60 $60.00 

6 254 x 6 ins. Columbia Ignitor 2 lbs. 125 300 .70 62.50 

8 334 x 8 ins. Columbia Red Label 5 lbs. 50 315 1.40 62.50 

8 354 x 8 ins. Columbia Ignitor 5 lbs. 50 315 1.60 67.50 

Miscellaneous Cells 

340413 2^x6 ins. 1900 Regular 2 lbs. 125 300 $0.70 $00.00 

340414 2J4 x 6 ins. Rapid Fire Ignition 2 lbs. 125 300 .70 62.50 

340416 254 x 6 ins. Red Seal Regular 2 lbs. 125 300 .70 60.00 

340584 2 34 x 6 ins. Hi-up Ignition 2 lbs. 125 300 .70 62.50 

340418 234 x 6 ins. Eveready Ignition 2 lbs. 125 300 -Sip 62.50 

t Delivery F. O. B. Cleveland, ft Delivery F. O. B. Cleveland, Cincinnati, Brooklyn and New York. 
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LABEL 


Columbia 


DRY CELL 

No. 6 > 
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DRY BATTERIES 

For Intermittent Service 


co^ A Jh/ , j 
_ * >; 


_** L-- 


DUPLEX 

BATTERY I fi 


I ■‘Nuiutua 1 811 


f n A 

1 —/ 


Duplex Battery 


Rectangular 


Oval Type 


Weight 
per Cell 
7 oz. 

834 oz. 
8J4 oz. 
14 3 2 OZ- 
12J4 oz. 
lib. 3 oz. 
1 lb. 10 oz. 
1 Y\ lbs. 
234 lbs. 

354 lbs- 

6V 8 lbs. 

4$ lbs. 


Weight Lbs. 
per 100 Packed 


Std. Pkg 
, Wt. 
210 
230 
230 
295 
265 
290 
350 
450 
340 
375 
370 
240 


List 

No. 

R-l 

R-2 

R-3 

R-5 

R-6 

R-7 

R-8 

R-10 

'R-ll 

R-12 

R-347 

Duplex 

•Add 

Types 


Over-all Dimensions 
•Not Including Connections 
1 x 134 x 334 ins. 

1 x 1*1x334 ins. 
134 x 1 1 2 x 334 ins. 
134 x 234 x 4 ins. 
1*4 x 124 x 4 '4 ins. 

13 *2x2 x 4*i ins. 
154 x2 I 4x4 7 g ins. 
1*4 x 234 x 5*4 ins. 

2 x 2 1 2 x 6 ins. 

234 X 254 X 634 ins. 

3 x 4 x 7 ins. 
6*4 x 534 x 254 ins. 


Std. Pkg 
Bbl. 
400 
400 
400 
300 
300 
250 
200 
150 
125 
100 
50 
50 


62 

62 

115 

100 

145 

197 

207 

288 

390 

754 

480 


54 inch to height for total height to include connections. 


R-ll to R-347 will be furnished with Fahnestock connectors 


when so ordered. 


OVAL TYPE 

Weight 
per Cell 

1134 oz. 


List 

No. 

0-4 


Size of 
Zinc Cans 

1J4 x234 x 4 ins. 


Weight Lbs. 
per 100 Packed 
80 
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Quantity Prices 
Quoted on Request 


Western Electric 


JList Price 
Each 
$0.60 
.60 
.60 
.70 
.70 
.70 
.80 
.80 
.90 
1.10 
3.00 
1.40 


{List Price 
Each 
$0.60 


mr Famous 

YVrdtfADY’ 


Battery 


Mode Voltage 
More Amperage 
More Life 


•Ml., 


Cw UAH feed for 
0^«ncircuiT wo f X 


drybattery 


i*or Ipmfion 
***** 
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COLUMBIA 


Western Electric 
“HOT SHOT” IGNITION 


MaU Orders Filled 
at Prevailing Prices 

BATTERY 



“Hot Shot” Battery 


Columbia “Hot Shot” Battery 

The Columbia 11 Hot Shot” is a unit battery containing from three to ten specially made cells connected 
in combinations to meet all requirements from 4J^ volts to 9 volts. 

The battery is designed especially for automobile ignition, for electric horns, for motor boat and gas 
engine ignition, for operating carriage electric lamps, for mine signals, for household service, and for electric 
toys—in fact, for every place where a reliable dry battery is needed. 

The containing case is weatherproofed fiber paper. The top is sealed witji hard sealing-wax. Brass 
binding posts and cord handles are provided, which makes the outfit easy to carry. The type number 
designates the number of cells and method of connecting them. 

The first figure designates the number of sets of cells and if more than one, these sets are connected in 
multiple; the second number, the number of cells in series; the third number, the size of the cells, and the 
last number shows whether cells are arranged in one or two rows. Number 2462 means two sets of cells in 
multiple, four cells in series in each set, and number 6 cells, two rows. 


List 





Weight 

Std. 

Std. Pkg. 

Price 

No. 

Voltage 

Length 

Width 

Height 

Lbs. Each 

Pkg. 

Wgt. Lbs. 

Each 

1361 

4 x 

8 

2 Vx 

m 

7 

35 

315 

$1.98 

1461 

6 


2M 

7'A 

9 

25 

290 

2.64 

14£2 

6 

5*A 

5 y a 

7H 

9 

25 

290 

2.64 

2261 

3 

wy s 

2 X 

7 M 

9 

25 

290 

2.64 

U561-S 

W2 

12M 

2H 

7U 

11 

20 

284 

2.64 

2262 

3 

5Vs 

5Vs 

7'A 

9 

25 

290 

3.30 

1561 

m 

13M 

2 3 A 

7'A 

11 

20 

284 

3.60 

1562 

m 

8 

5 

7 H 

11 

20 

274 

3.30 

1661 

9 

15 

2 H 

7'A 

13 

17 

290 

3.96 

1662 

9 

8 

hV% 

7Vi 

13 

17 

290 

3.96 

2361 

4H 

15M 

2% 

7A 

13 

17 

290 

3.96 

2362 

4 H 

8 

5Vs 

7'A 

13 

17 

290 

3.96 

2462 

6 

• lOVs 

5Vs 

7 X A 

18 

12 

280 

5.28 

4262 

3 

10 % 

5Vs 

7Yi 

18 

12 

280 

5.28 

2562 

m 

13 'A 

5 3 A 

7'A 

22 

9 

256 

6.60 

5262 

3 

13 X 

5Vs 

7'A 

22 

9 

256 

6.60 

2662 

9 

15% 

5 H 

7'A 

. . 

7 

235 

7.92 

2663 

9 

10^ 

8'A 

7'A 

.. 

7 

235 

7.92 

3402 

6 

15H 

SVs 

7'A 

.. 

7 

,235 

7.92 

3463 

6 

10 % 

8 H 

- 7'A 

• • 

7 

235 

7.92 


tMade especially for Steams car. 

•Delivery F. O. B. Factory, Cleveland, Ohio. For warehouse deliveries write nearest housa 


Batteries and Acres* oHps 4-1 




Quantity Prices 
Quoted on Request 


Western Electric 

COLUMBIA MULTIPLE BATTERIES 


237 



Multiple Battery 


Multiple Batteries 

The Columbia Multiple Battery is a unit proposition. Only two connections have to be made. Inside 
the hermetically sealed box the cells are separated by wooden pieces and then are held in place and entirely 
covered by a solid, waterproof insulating compound, which absolutely prevents any motion of the separate 
cells. The connections are not temporarily made to the binding posts by light wires, but are permanently 
soldered copper strip, so that the resistance between each pair of cells is practically nothing. 

This battery represents the latest developments in primary battery manufacture and combines 
maximum efficiency and reliability with simplicity. Its uses can be classified under three heads: (a) Motor 
Ignition, (b) Lighting, (c) Miscellaneous. 

(a) Motor Ignition. On automobiles, trucks, motor boats, launches, gas, gasoline, etc. ^ 

(b) Lighting* On automobiles, such lights as tail, side, limousine, etc., and for exploration or trouble 
lamps on extension cord. On power boats, for running lights and the lights used in lockers or cabins, etc. 

(c) Miscellaneous. Under this division may be listed a number of uses. Among them are mine signals, 
blasting equipments, transmitter circuits of telephone train dispatching systems, vibrating and massage 
machines, electric horns and sirens. 

How to Select It. If you know the voltage for which your apparatus was built, you can figure the 
proper battery by the following rule: To obtain the approximate voltage of a multiple battery, multiply 
the second digit in its number by 1 l 4. Example: 356 Multiple Battery. 5 x 1J4 =634 volts. It is there¬ 
fore evident that a 356 should be used on 6 volt equipment. 

In General. Where 3 dry cells are used in series, get Type 536 Columbia Multiple Battery. Where 4 
dry cells are used in series, get Type 346 Columbia Multiple Battery. Where 5 dry cells are used in series, 
get Type 356 Columbia Multiple Battery. Where 6 dry cells are used in series, get Type 266 Columbia 
Multiple Battery. 

How to Connect. Place the battery in the position it is to occupy in service. Scrape the ends of 
the wires clean and bright, connect to the binding posts and screw the cap down tight. 

List Prices and Data 




METAL CASE 

, MULTIPLE 

BATTERIES 








Height 

Wgt. Lbs. 


Price 

List No. 

Voltage 

Length 

Width 

Over All 

Each 


Each 

146 

6 

11 

3 

8*4 

16 


$2.88 

226 

3 

11 

3 

8 *4 

16 


2.88 

246 

6 

11 

554 

8*4 

25 


5.76 

426 

3 

11 

5'A 

8% 

25 


5.76 

346 

6 

11 

854 

8*4 

37 


8.64 

436 


11 

8J4 

8*4 

37 


8.64 

266 

9 

11 

m 

834 

37 


8.64 

156 

7J4 

13H 

3 

8H 

17 


3.60 

256 

734 

1354 

554 

8*4 

34 


7.20 

526 

3 

1354 

5'A 

8*4 

34 


7.20 

356 

m 

1354 

8 54 

8*4 

50 


10.80 

536 

4 J4 

1354 

8 Ya 

8*4 

50 


10.80 

166 

9 


5'A 

8*4 

20 


4.32 

326 

3 

SYa 

5'A 

8*4 

20 


4.32 

236 

4J4 

s y» 

554 

8*4 

20 


4.32 


WOOD CASE. 

MULTIPLEX 

BATTERIES 




146 

6 

11 54 

3 Va 

8 

14 


$2.88 

226 

3 

1154 

354 

8 

14 


2.88 

246 

6 

1154 

5Ya 

8 

22 


5.76 

426 

3 

1154 

6 Ya 

8 

22 


5.76 

346 

6 

1154 

8 54 

8 

31 


8.64 

436 

434 

1154 

8 54 

8 

31 


8.64 

266 

9 

1154 

m 

8 

31 


8.64 

156 

7H. 

1454 

354 

8 

16 


3.60 

256 

734 

1454 

654 

8 

28 


7.20 

526 

3 

1454 

654 

8 

28 


7.20 

356 

7)4 

1454 

m 

8 

44 


10.80 

536 

4)4 

1454 

m 

8 

44 


10.80 

166 

9 

m 

654 

8 

18 


4.32 

236 

4)4 

854 

654 

8 

,-48 

sip 

4.32 

326 

3 


6 Ya 

8 nir,i + i-7Q 

18 

4.32 

Delivery F. 0. B. Factory, Cleveland, 0. 

For warehouse deliveries, write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


PATTERSON BATTERY SETS 


Model B-4 
eleton Strip Type 


Model A-4 

Solid Hard Rubber Strip Type 


Series Strip Types—Models A and B 

Models A and B Strip Type Patterson Battery Sets are the simplest and lowest price outfits made. 

Strip Type Outfits are used in large quantity, but admittedly are not as desirable as steel box and 
iteel cabinet outfits, for up-to-date battery installations should be enclosed. 

Strip Type Outfits are regularly furnished with strap hinges, so that the same may be conveniently 
mounted on a sidewall; by removing hinges they may be mounted solid on ceiling or on under side of a shelf. 

Strip Type Outfits have automatic bridges in receptacles, which permit renewal of battery without 
opening of circuit or interrupting service during the operation. 

Circuit wires after once being connected to terminals of the holder never have to be disconnected or 
reconnected. 

Loose connections and broken wires are absolutely impossible. 

Contacts are positive and of ample carrying capacity. 

Installation or renewal of battery is foolproof; no technical knowledge is required, for batteries when 
screwed into the receptacles automatically make all connections. 

Model B Strip Type Outfits are sectional, so that at any time an additional unit or units may be inserted, 
if at any time a higher voltage outfit is desired. 

Model A Strip Type Outfits are similar to Model B, but are not sectional; they are made of solid hard 
rubber in place of skeleton type like the Model B. 

In both Model A and B Patterson Battery Sets screw cups are renewable, so in case of injury to a cup 
a new cup can be readily inserted at the expense of a few cents. 

If Strip Type Sets are ordered for multiple work it should be so specified at the time of ordering, so 
that automatic bridging device may be omitted, as automatic bridges are not desirable for multiple work. 

A and B Holders are regularly made in all sizes from 2 cell up to 12 cell. Larger sizes to order at 
proportionate advance. 

Strip Type Patterson Battery Sets are packed in individual corrugated cartons, neatly labeled, for 


shelf stock 

List MODEL B STRIP TYPE, SKELETON Size, Price Each, 

No. No. Cells Capacity Inches No Batteries 

B-2 2 in row. 8Hx3x2 $4.08 

B -3 3 in row. 11 \<i x 3 x 2 6.12 

B-4 4 in row. 14^ x 3x2 8.16 

BS-4 4 in 2 rows of 2 .\. 8 ^x 6 x 2 8.16 

B-5 5 in row. 173^ x 3x2 10.20 

B -6 6 in row. 203^x3x2 12.24 

BS -6 6 in 2 rows of 3. 113/£x0x2 12.24 

B -8 8 in row. 263^x3x2 16.32 

BS -8 8 in 2 rows of 4. 14^x6x2 16.32 

Sectional Units 

BM Middle section battery holder unit. $2.04 

BZ Zinc terminal end section. 2.04 

BC Carbon terminal end section. 2.04 


MODEL A STRIP TYPE, SOLID HARD RUBBER 


A-2 2 in row. 8 ! /2 x 3 x 2 

A-3 3 in row. 11A x3x2 

A-4 4 in row. 141^x3x2 

AS-4 4 in 2 rows of 2.. & 3^ x 6 x 2 

A-5 5 in row. 17Hx3x2 

A -6 6 in row. 20 H x 3 x 2 

AS -6 6 in 2 rows of 3. 113^x6x2 


No battery cells are included in the above prices; Patterson-Columbia Cells extra. 
Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 
: ries and Accessories 6 


$7.34 

11.02 

14.68 

14.68 

18.36 

22.04 

22.04 
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PATTERSON BATTERY SETS 

SERIES STEEL BOX TYPE—MODEL BB 
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Model BB outfits consist of the standard Model B series 



Model BB-4. Open 
Front Dropped, Top Raised to Screw 
in Cells. 


type strip, mounted in a pressed steel case, finished in black 
japan, with substantial padlock and two keys. These outfits 
are suitable for all installation where the current requirements 
are not so heavy as to make desirable the use of the multiple 
service outfits. 

Model BB outfits have self-locking cases in addition to the 
padlock, the front automatically locking under the top flange 
when pushed up into position. 

Stationary binding post terminals for circuit wires are mounted 
on backboard of box; on same base are mounted the knife switch 
jaws with which copper blades, carried by holders, make contact 
when cells are screwed into holder^ automatically dropping into 
place. Insulated bushings are set in back for introduction of 
circuit wires. Metal cleats hold box Yi inch from wall, giving 
ample space for running of circuit wires. 

BB battery sets are regularly made in all sizes from 2 cell up 
to 12 cell; special sizes to order. 


♦List Price 
Each 


List 

No. 

Battery 
Holder No. 

Operative 

Voltage 

Initial Amp. 
Capacity 

Height 

Outside Dimensi 
Width 

ons-- 

Depth 

Without 

Batteries 

Bfi-2. 

. B-2 

2 

25 

8 ins. 

10 VS ins. 

6 VS ins. 

$8.16 

BB-3. 

. B-3 

3 

25 

8 ins. 

13 Yi ins. 

6VS ins, 

10.60 

BB4. 

. B-4 

4 

25 

8 ins. 

16 VS ins. 

6VS ins. 

13.06 

BB-5. 

. B-5 

5 

25 

8 ins. 

19VS ins. 

6 VS ins. 

15.92 

BB-6. 

. B-6 

6 

25 

8 ins. 

22 VS ins. 

6 VS ins 

18.76 

BB-8. 

. B-8 

8 

25 

8 ins. 

28 Yi ins. 

6VS ins. 

24.20 

BB-10. 

. B-10 

10 

25 

8 ins. 

34 VS ins. 

6 VS ins. 

29.64 

BB-12. 

. B-12 

12 

25 

8 ins. 

40 VS ins. 

6VS ins. 

35.08 



Model BR-4. 


SERIES SIDE WALL TYPE—MODEL BR 

Model BR outfits are designed for side wall installations. They consist 
of a standard Model B series type strip with the addition of a metal faced 
backboard on which stationary binding post terminals for circuit wires are 
mounted. On the same base are mounted the knife switch jaws with which 
copper blades, carried by holders, make contact when cells are screwed 
in, and holder is dropped into place. 

Automatic bridge in each cell receptacle permits the removal of one or 
more cells from the set without opening the circuit, and also provides a 
quick test for a weak cell without ammeter. 

Model BR battery holders are regularly made in all sizes from 2 cell up 
to 12 cell; special sizes to order. 

If a “split-up” of either of the above battery sets is desired, provision 
can be made for this if specified in advance. For every “split” 3 inches 
extra width is required. For example, 3 cells may be required for “talk¬ 
ing” circuit of an interior telephone system, 6 cells for “ringing” circuit 
or for annunciators, bells, etc., or a total of 9 cells in the battery set. When 
so specified, this or any “split-circuit” arrangement can be furnished. 


List 

Battery 

Operative 

Initial Amp. 

-Outside Dimensions-* 

♦List Price 

No. 

Holder No. 

Voltage 

Capacity 

Height 

Width 

Depth 

Each 

BR-2. 

. B-2 

2 

25 

6 ins. 

8 VS ins. 

3% ins. 

$6.12 

BR-3. 

. B-3 

3 

25 

6 ins. 

11 Yi ins. 

3% ins. 

8.30 

BR-4. 

. B-4 

4 

25 

6 ins. 

14VS ins. 

3 Ji ins. 

10.48 

BR-5. 

. B-5 

5 

25 

6 ins. 

17 ins. 

3 % ins. 

12.78 

BR-6. 

. B-6 

6 

25 

6 ins. 

20 VS ins. 

3 % ins. 

14.96 

BR-8. 

. B-8 

8 

25 

6 ins. 

26 VS ins. 

3 % ins. 

19.32 

BR-10. 

. B-10 

10 

25 

6 ins. 

32VS ins. 

3% ins. 

23.66 

BRrl2. 

. B-12 

12 

25 

6 ins. 

38 VS ins. 

3% ins. 

28.02 


No battery cells are included in above prices. Patterson Columbia Cells, extra. 

Solid hard rubber Model A strips in place of skeleton will be furnished, when ordered, at an advance of 
$1.80 list per cell-unit. 

•Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 
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PATTERSON BATTERY SETS 


Mail Orders Filled 
at Prevailing Prices 


\ 




Model BSC-6 Model BSC-6 

Flush Steel Cabinet, Door Closed Flush Steel Cabinet, Door Open 

Flush and Surface Wall Cabinet Types—Oak and Steel 

MODEL BSC—SINGLE SERIES 

Model BSC outfits are the best series sets made. They differ from Model BB in having regular cabinet 
casings, either flush or surface, as desired, equipped with cylinder lock. 

Where the current requirements are not heavy enough to make necessary the multiple service outfits, 
the Model BSC series sets will be found most satisfactory. 

Model BSC flush sets are particularly recommended for new installations, for the advantage of a flush 
setting cabinet can hardly be overestimated. 

Model BSC battery sets are made in all sizes from 3 cell up to 12 cell. 

If a “split-up” of the Battery Set is desired, provision can be made for this if specified in advance. 
For every “split” three inches extra width is required. For example, 3 cells may be required for “talking” 
circuit of an interior telephone system, 5 cells for “ringing” circuit or for annunciators, bells, etc., or a total 
of 8 cells in the Battery Set. When so specified, this or any “split-circuit” arrangement can be furnished. 

Standard finish is black enamel for steel sets, dull rubbed varnish for oak sets. 

Dimensions given below are “over-all” dimensions of boxes; dimensions of trim in flush steel sets 
are always 3 inches greater than dimensions of box—1H inches on each side; dimensions of trim in flush 
oak sets are always 5 inches greater than dimensions of box—2 inches on each side. Depth of box in 
flush sets only 3% inches. 


List Prices and Data 


List 

No. of Bat. 

Operative 

Amp. 

Initial 

Approx. Size 

Over All, Inches 

Flush 

-♦List Price 
Surface 

Each— 
Flush 

Surface 

No. 

in Row 

Voltage 

Capacity 

Height 

Width 

Depth 

Steel 

Steel 

Oak 

Oak 

BSC- 3 

3 

3 

‘ 25 

13)* 

14?* 

3?* 

$20.24 

$16.86 

$36.72 

$30.60 

BSC- 4 

4 

4 

25 

13)* 

17?* 

3?* 

24.16 

20.12 

42.10 

35.08 

BSC- 5 

5 

5 

25 

13)* 

20?* 

3?* 

28.24 

23.52 

47.82 

39.84 

BSC- 6 

6 

6 

25 

13)* 

23?* 

3?* 

32.48 

27.06 

53.86 

44.88 

BSC- 8 

8 

8 

25 

13)* 

29?* 

3?* 

41.12 

34.28 

66.58 

55.48 

BSC-10 

10 

10 

25 

13)* 

35?* 

3 X 

49.94 

41.62 

73.92 

61.60 

BSC-12 

12 

12 

25 

13)* 

41?* 

3% 

59.74 

49.78 

86.66 

72.22 


In ordering always specify whether surface steel, surface oak, flush steel or flush oak is desired. 
Drop-front doors are regularly furnished on extra wide sets. 

If double doors are wanted on extra wide sets add 15% to above list prices. 

All cabinets are furnished with substantial cylinder locks and two keys. 

Standard finish of wood is quartered oak, hand rubbed; of steel, black enamel rubbed dull. 

No battery cells included in above prices. Patterson-Columbia Cartridge Cells extra. 

♦Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 
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For No. 1801 Switchboards 


SYSTEMS A, B, C AND D 


Patterson Battery Sets designed to meet the requirements of the 1801 Switchboard make the best possible battery installa¬ 
tion for this type of telephone switchboard. 

The 1801 Switchboard requires two (2) separate batteries for its operation and yet, with a Patterson Battery Set, a new bat¬ 
tery can never be installed wrong by the roost inexperienced person. 

The following advantages admittedly necessary for the important service a Battery Set is called upon to supply for an 
1801 Switchboard! are: 

1. Installation or renewal of battery foolproof; no technical knowledge required to handle the same, for batteries in the 
cabinet automatically make connections when screwed into the receptacles. 

2. Circuit wires never have to be disconnected or reconnected once outfit is installed. 

3. Loose connections and broken wires absolutely impossible. ' 

4. Individual cells in outfits may be tested with ammeter without removing cells. 

6. Positive contacts of ample carrying capacity., 

6. Separate protection fuses on both sets of batteries in cabinet. ✓ 

7. In Series Outfits, automatic bridges in receptacles permit renewal of battery without opening the circuit or interrupting 
service during the operation. 

8. Service life of Series Outfits 25 per cent, to 40 per cent, greater than possible with old style battery equipment; life 
from Multiple-Service Outfits 4 to 6 times greater than possible with old style battery equipment. 

Patterson Battery Sets for 1801 Switchboards cost a few dollars more than the old style battery installation with its tangled 
mass of wires, but completely do away with unnecessary maintenance expense and in a short time will save their entire cost. 

Patterson Battery Sets for 1801 Switchboards are made in two (2) types, vix.: 

Series Outfit BSC-6+20 Multiple Outfit BMC-26+220 

Series Outfit BSC-8+20 Multiple Outfit BMC-28-|-220 

Series Type Patterson Battery Sets for No. 1801 Switchboards are furnished with two separate batteries in one cabinet: 


One Battery 

Consisting of six dry cells connected in series for 
TALKING 
8ystem A 
System B 
♦System C 
tSystem D 


Consisting of twenty 
LINE LAMPS 
System A 
System B 
System C 
System D 


One Battery 

dry cells connected in series for 
and RINGING 
System A 
System B 
System C 

X 


tlf the outgoing trunks are to a magneto exchange, two 
dry cells should be added to the talking battery. 


$A hand generator or interrupter is used for ringing in 
System D. 


Particular attention is called to the advantage of Multiple Outfits in which two sets of 6 Screwtop Blue Bell Cells are pro¬ 
vided for talking and two sets of 20 Screwtop Blue Bell Cells are provided for line lamps and ringing; <these Multiple Outfits 
will give four to six times the service-life that the old style binding post battery installations gave. 


List 


No. 

Type 

BSC- 6+20 

Series 

B8C- 8+20 

Series 

BMC-26+220 

Multiple 

BMC-28+220 

Multiple 


Total Cell 
Capacity 


Non Flush 
Oak Case 


-List Price, No Batteries- 

Flush* Non Flush 

Oak Case Steel Case 


SERIES BATTERY SETS 

26 $119.82 $145.58 $112.20 

28 124.32 150.08 116.68 


MULTIPLE-SERVICE BATTERY SETS 

52 $211.84 $257.78 $220.64 

56 220.80 266.76 222.80 


Flush 
Steel Case 


$136.44 

140.92 


$268.36 

276.34 


Dimensions given above are over all dimensions of boxes; dimensions of trim in flush steel sets are always 3 inches greater 
than dimensions of box—1}£ inches on each side; dimensions of trim in flush oak 6ets are always 5 inches greater than dimen¬ 
sions of box—2M inches on each side. Depth of box in flush sets only 3inches. 

Double doors will be regularly furnished in all oak cabinets. If double doors are wanted on extra wide steel sets, add 15 
per cent, to above list prices; drop-front doors will be regularly furnished on extra wide steel sets. 

No battery cells are included in above prices. Screwtop Blue Bell Cells extra. 

All cabinets are furnished with substantial cylinder locks and two keys. 

Standard finish of wood Is quartered oak, hand rubbed; of steel, black enamel. 

Special Cabinets will be made to order at slight advance over regular prices shown above. 

8olid hard-rubber Model “A” strips in place of skeleton will be furnished in above battery sets when so ordered, at an 
advance $1.80 list per cell unit. 

•Delivery F. 0. B., New York City. For warehouse deliveries write nearest house. 
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Surface and Flush—Steel and Oak 

MULTIPLE-SERVICE WALL CABINET TYPES-MODEL BMC 
From 3 Volts, 50 Amperes to 12 Volts, 150 Amperes 
3 VOLT CABINETS 


Initial 



No. 

Opera¬ 

Amp. 

Approximate Size of 

% Polished Oak 


Pressed Steel 


List 

Cells 

tive 

Capa¬ 

Box Overall, Inches 

Paneled Doors 

Grade A 

Grade B 

No. 

Capacity 

Voltage 

city 

Height Width Depth 

Surface 

Flush 

Surface 

Flush 

Surface 

Flush 

BMC-23 

2 rows of 3 

3 

50 

21 

15 

4X 

*51.40 

$61.68 

$46.92 

$56.30 $31.82 

$38.18 

BMC-33 

3 rows of 3 

3 

75 

28^ 

15 

4*4 

60.38 

72.46 

59.98 

71.98 

41.86 

50 22 

BMC-43 

4 rows of 3 

3 

100 

36 

15 

4 H 

71.00 

85.20 

73.44 

88.12 

51.90 

62.28 





4 VOLT CABINETS 






BMC-24 

2 rows of 4 

4 

50 

21 

18 

4*4 

$57.94 

$69.52 

$53.04 

$63.64 $38.02 

$45 62 

BMC-34 

3 rows of 4 

4 

75 

28H 

18 

4}4 

69.36 

89.02 

69.36 

83.24 

50.92 

61.10 

BMC-44 

4 rows of 4 

4 

100 

36 

18 

4 X 

81.60 

97.92 

84.86 

101.84 

64.96 

77.94 

BMC-54 

5 rows of 4 

4 

125 

43H 

18 

4*4 

92.62 

111.14 

100.86 

121.02 

79.96 

95 96 

BMC-64 

6 rows of 4 

4 

150 

51 

18 

4 *4 

107.30 

128.76 

117.50 

141.00 

95.96 

115.16 





5 VOLT CABINETS 






BMC-25 

2 rows of 5 

5 

75 

21 

21 

4*4 

$63.64 

$76.38 

$60.38 

$72.46 $45.04 

$54 04 

BMC-35 

3 rows of 5 

5 

75 

28^ 

21 

4*4 

77.92 

93.52 

78.42 

94.10 

59.96 

71.98 

BMC-45 

4 rows of 5 

5 

100 

36 

21 

4 *4 

90 98 

97.92 

109.18 

115.06 

76.06 

91.24 

BMC-55 

5 rows of 5 

5 

125 

43^ 

21 

4 *4 

108 94 

111.14 

130.72 

136.60 

93.10 

111.72 

BMC-65 

6 rows of 5 

5 

150 

51 

21 

4*4 

125.66 

128.76 

150.80 

158.64 

112.12 

134.54 





6 VOLT CABINETS 






BMC-26 

2 rows of 6 

6 

50 

21 

24 ' 

4*4 

$69.36 

$83.24 

$67.72 

$81.28 $50.92 

$61.10 

BMC-36 

3 rows of 6 

6 

75 

28H 

24 

4 *4 

87.32 

105.26 

88.12 

105.76 

70.02 

84.02 

BMC-46 

4 rows of 6 

6 

100 

36 

24 

4*4 

105.68 

126.80 

108.52 

130.24 

90.58 

108.70 

BMC-56 

5 rows of 6 

6 

125 

43H 

24 

4*4 

124.04 

148.84 

128.92 

154.72 

113.10 

135.72 

BMC-66 

6 rows of 6 

6 

150 

51 

24 

4 *4 

141.98 

170.38 

151.64 

181.96 

134.64 

161.56 



* 


8 VOLT CABINETS 






BMC-28 

2 rows of 8 

8 

50 

21 

30 

4*4 

$74.26 

$89.10 

$84.86$101.84 $65.12 

$78.14 

BMC-38 

3 rows of 8 

8 

75 

28H 

30 

4}4 

98.32 

118.00 

110.98 

133.18 

90.08 

108.10 

BMC-48 

4 rows of 8 

8 

100 

36 

30 

4*4 

122.40 

146.88 

137.90 

165.48 

116.68 

140.02 

BMC-58 

5 rows of 8 

8 

125 

43H 

30 

4*4 

146.48 

175.76 

164.84 

197.80 

146.22 

175.48 

BMC-68 

6 rows of 8 

8 

150 

51 

30 

4*4 

156.12 

187.36 

191.76 

230.12 

178.70 

214.44 





10 VOLT 

CABINETS 






BMC-210 

2 rows of 10 

10 

50 

21 

36 

4*4 

$85.68$102.82$U0.16S132.20 $79.16 

$94 98 

BMC-310 

3 rows of 10 

10 

75 

28H 

36 

4*4 

117.10 

140.52 

140.36 

168.42 

110.16 

132.28 

BMC-410 

4 rows of 10 

10 

100 

36 

36 

454 

147.70 

177.24 

164.84 

197.80 

142.80 

171.36 

BMC-510 

5 rows of 10 

10 

125 

43 H 

36 

4 *4 

178.30 213.96 

193.80 232.56 

178.86 

214.64 

BMC-610 

6 rows of 10 

10 

150 

51 

36 

4 *4 

208.70 250.68 236.92 277.12 

216.90 

260.28 





12 VOLT 

CABINETS 






BMC-212 

2 rows of 12 

12 

50 

21 

42 

4*4 

$99.56S119.461122.40 $146.88 $94.00 

$112 80 

BMC-312 

3 rows of 12 

12 

75 

28H 

42 

4*4 

136.28 

163.52 

159.12 

190.94 

130.72 

156 86 

BMC-412 

4 rows of 12 

12 

'100 

36 

42 

4*4 

173.00 207.60 

195.84 

235.00 

169.40 

203.28 

BMC-512 

5 rows of 12 

12 

125 

43 y 2 

42 

4*4 

209.72 251.66 232.56 279.08 212.32 

254,78 

BMC-612 

6 rows of 12 

12 

150 

51 

42 

4*4 

246.44 295.72 270.92 325.08 258.50 

310.22 


Dimensions given above are over all dimensions of boxes; dimensions of trim in flush steel sets are always 
3 inches greater than dimensions of box—1^ inches on each side; dimensions of trim in flush oak sets are 
always 5 inches greater than dimensions of box— 2% inches on each side. Depth of box in flush sets only, 
inches. 

Double doors will be regularly furnished in all oak cabinets. If double doors are wanted on extra wide 
steel sets, add 15 per cent, to above list prices; drop-front doors will be regularly furnished on extra wide 
steel sets. 


No battery cells are included in above prices. Patterson Columbia Cartridge Cells extra. 

All cabinets are furnished with substantial cylinder locks and two keys. 

Standard finish of wood is quartered oak, hand rubbed; of steel, black enamel. 

Special cabinets will be made to order at slight advance over regular prices shown above. 

Solid hard rubber Model A strips in place of skeleton, will be furnished in above battery sets, when so 
ordered, at an advance of $1.80 cents per cell unit. 


Delivery F. O. B. New York City. 

Batteries and Accessories 


For warehouse deliveries write nearest house. 
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PATTERSON BATTERY SETS 

2 CIRCUIT RESERVE WALL CABINET TYPES MODEL “BDC” 



Model BDC-26 


Model BDC-26—Surface Steel—25 Amp.—6 Volts 

WITH THROW-OVER SWITCH 

BDC Outfits shown above, are designed to meet the demands for a low-priced reserve or throw-over 
type of battery set; BDC Outfits are not as desirable as the Multiple Service BMC models shown on other 
pages, where the entire bank of cells is in service whenever the circuit is closed, but many architects and 
engineers demand a reserve type outfit with a throw-over switch, and to meet this demand the BDC line 
has been developed. 

BDC Reserve Sets have two separate sets of cells with a first-class throw-over switch, so that in an 
emergency the reserve battery (one-half the total number of cells in the case), may be thrown into circuit— 
either upper half or lower half of the battery being available by throwing switch-to right or left. 

It should not be forgotten that these BDC Outfits do not permit the battery being used in multiple, 
as do BMC and BUC—the economical modern method of using battery—neither can all the cells in these 
2 circuit reserve BDC Outfits be thrown into series—a valuable BUC feature. 

All BDC Battery Sets have individual circuit fuses, automatically protecting battery set in case of acci¬ 
dental short circuit without disturbing operation of apparatus other than on the circuit m trouble; also sep¬ 
arate compartment for circuit-wire distribution and connections, as clearly shown in cut. / 

Special BDC Cabinets of larger size to order—prices upon application. 


SINGLE SERIES RESERVE 





25 Ampere Outfits 








Initial 




-“List Price Each, No Batteri 

es-6 



Opera¬ 

Amp. 

Approx. Overall Size of 

Polished Oak 

Pressed Steel 

List 

General 

tive 

Capa¬ 

Box, Inches 

Paneled Doors 

Grade B 

No. 

Description 

Voltage 

city 

Height 

Width 

Depth 

Surface 

Flush 

Surface 

Flush 

BDC- 24 

2 rows of 4 cells 

4 

25 

283* 

18 

434 

874.80 

$94.46 

$56.36 

$66.54 

BDC- 25 

2 rows of 5 cells 

5 

25 

28}^ 

21 

433 

81.32 

96.92 

63.38 

75.38 

BDC- 26 

2 rows of 6 cells 

6 

25 

28J4 

24 

434 

89.08 

106.62 

71.30 

85.78 

BDC- 28 

2 rows of 8 cells 

8 

25 

28 3* 

30 

434 

95.60 

115.28 

87.36 

105.38 

BDC-210 

2 rows of 10 cells 

10 

25 

283* 

36 

434 

110.30 

133.72 

103.36 

125.40 

BDC-212 

2 rows of 12 cells 

12 

25 

28 3 * 

42 

434 

125.40 

152.64 

119.84 

145.98 



SINGLE MULTIPLE RESERVE 







50 Ampere Outfits 







(4 Times Service Life of 25 Ampere) 




BDC- 44i/£ 

4 rows of 4 cells 

4 

50 

433* 

18 

434 

$98.06 

$116.58 

$85.40 $101.40 

BDC- 45 M 

4 rows of 5 cells 

5 

50 

43 3* 

21 

434 

112.34 

134.00 

96.50 

115.12 

BDC- 46 V 2 

4 rows of 6 cells 

6 

50 

433* 

24 

434 

125.40 

150.20 

114.46 

137.10 

BDC- 48 V 2 

4 rows of 8 cells 

8 

50 

43 \4 

30 

434 

143.76 

173.04 

143.50 

172.74 

BDC-410^6 

4 rows of 10 cells 

10 

50 

4333 

36 

434 

171.50 

207.16 

172.06 

207.84 

BDC-412^6 

4 rows of 12 cells 

12 

50 

43 J4 

42 

434 

198.84 

240.76 

201.44 

243.90 


In ordering, always specify whether surface steel, surface oak, flush steel or flush oak is desired. 
Drop-front doors will be regularly furnished on extra wide steel sets. 

Double doors will be furnisned on all oak cabinets. 

No battery cells are included in above prices. Patterson-Columbia Cartridge Cells extra. 

All cabinets are furnished with substantial cylinder locks and two keys. • 

Standard finish of wood is quartered oak, hand nibbed; of steel, black enamel. 

Special cabinets will be made to order at slight advance over regular prices shown above. 

Solid hard rubber Model A strips in place of skeleton will be furnished in above battery sets, when so 
ordered, at an advance of $1.80 list per cell unit. 

Always use Patterson-Columbia Ignitor Cells in Patterson Battery Sets. 

“Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 

13 Battalias and Accessories 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


EDISON PRIMARY BATTERIES AND RENEWALS 



Type No. 206 


200 HOUR-AMPERE TYPES—CONTINUED 
TYPE 206 

Size over all, 5% x 9 inches. Jar only, inside dimension 5 x 7% inches. 


List List Price 

No. Description Each 

340000 Complete Cell with Porcelain Jar and Hollow Rubber Gasket Ring. $4.80 

340001 Complete Renewal. 3.00 

Renewal Parts 

340002 Zinc-Oxide, assembled. $2.80 

340003 One Can Caustic Soda. .32 

340004 One Bottle Special Battery Oil. .12 


Adapted for motor boats. Use five cells for single cylinder; six cells for multiple 
cylinder, make-and-break engines. Use eight cells for jump-spark. 

Cover is fitted with a hollow rubber gasket to prevent splashing. 



Type No. 208 


TYPE 208 

Size over all, 6 x 9 inches. Jar only, inside dimension 5x7% inches. 


List List Price 

No. Description Each 

340007 Complete Cell with Porcelain Jar. $4.40 

340008 Complete Renewal. 3.00 


Renewal Parts 

340002 Zinc-Oxide, assembled. $2.80 

340003 One Can Caustic Soda. .32 

340004 One Bottle Special Battery Oil.12 

Adapted for stationary gas or gasoline engines, small motors, burglar alarms, bell 
systems, program and self-winding clocks, annunciators, electric Time stamps, mine signals, 
intercommunicating telephone systems, talking circuits for way station telephones in railway 
train dispatching systems, etc. 

Use five cells for stationary engines having make-and-break ignition. Use eight 
cells for stationary engines having jump-spark ignition. 


TYPE 212 

Size over all, 3% x 6 x 11% inches. Jar only, inside dimension 2% x 5% x 9% inches. 


List No. Description last Price Each 

340537 Complete cell with heat resisting glass jar and rubber gasket. $5.90 

340538 Complete renewal.'. 3.00 


Renewal Parts 

340002 Zinc-Oxide, assembled. $2.80 

340003 One Can Caustic Soda... .32 

340004 One Bottle Special Battery Oil. .12 

This cell is the same as type 202 excepting that it is splash-proof when in trays with clamping attach¬ 
ments. Adapted for the same purposes as Type 206. 

Note: Terminal nuts are not supplied with renewals. With numbered types zincs and oxides are not 
furnished separately; these plates are only supplied assembled in frame with suspension bolt attached. 



Type No. 302 


300 Ampere-Hour Types 

TYPE 302 

Size over all, 3% x 6 x 12% inches. Jar only, inside dimension 2% x 5% x 10 inches. 


List List Price 

No. Description Each 

340539 Complete cell, with heat resisting glass jar. $6.00 

340540 Complete renewal. 3.60 

Renewal Parte 

340012 Zinc-oxide, assembled. $3.40 

340013 One can Caustic Soda. .40 

340014 One bottle Special Battery Oil. .12 


For stationary gas or gasoline engines, burglar alarms, bell systems, program and 
self-winding clocks, intercommunicating telephone systems, fire alarms, etc. 


TYPE 305 

Size over all, 6% x 10% inches. Jar only, inside dimension 6x8 inches. 

340009 Complete cell, with porcelain jar. $6.00 

340010 Complete cell, with heat resisting glass jar. 6.40 

340011 Complete renewal. 3.60 

Renewal Parts 

340012 Zinc-oxide, assembled. $3.40 

340013 One can Caustic Soda. .40 

340014 One bottle Special Battery Oil.12 

Adapted for stationary gas or gasoline engines, burglar alarms, bell systems, program 
and self-winding clocks, intercommunicating telephone systems, auxiliary fire alarm 
Typ.No. 305 circuits, etc. 

Batterlaa and Accaaaoriaa 34 
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EDISON PRIMARY BATTERIES AND RENEWALS 


400 Ampere-hour Types 



Type No. 401 


TYPE 401 

Size over all 6% x 12% inches. Jar only, inside dimension 6 x 10% inches. 


List 

List Price 

No. Description Each 

340017 Complete cell, with porcelain jar. $7.40 

340018 Complete cell, with neat resisting glass jar. 7.60 

340019 Complete renewal. 4.20 


Renewal Parte 

340020 Zinc-oxide, assembled. $4.00 

340262 One can Caustic Soda. .48 

340263 One bottle Special Battery Oil. .12 

For railway signals, crossing bells, battery motors, telephone train dispatcher’s 
talking circuits, etc. 



TYPE 402 

Size over all 5% x 6% x 12££inches. Jar only, inside dimension 5 x 6 x 10% inches. 


List 

List Price 

No. Description Each 

340265 Complete cell, with heat resisting glass jar.'._ $7.60 

340019 Complete renewal. 4.20 

Renewal Parte 

340020 Zinc-oxide, assembled. $4.00 

340262 One can Caustic Soda. .48 

340263 One bottle Special Battery Oil. .12 


Type No. 402 


TYPE 403 

Size over all 7% x 10% inches. Jar only, inside dimension 6% x 8% inches. 



Type No. 403 


List 

List * Price 

No. Description Each 

340267 Complete cell, with porcelain jar. $7.20 

340019 Complete renewal. 4.20 

Renewal Parte 

340020 Zinc-oxide, assembled. $4.00 

340262 One can Caustic Soda.48 

340263 One bottle Special Battery Oil. .12 


For railway crossing signals, mine signals, fire alarms, burglar alarms, program and 
self-winding clocks, small common battery telephone exchanges, private branch ex¬ 
changes, intercommunicating telephones, pole changers, supervisory lamps, trunk line 
relays, telephone train dispatchers’ talking circuits, etc. 



Typ« No. 404 


TYPE 404 


Size over all 7 x 11% inches. 

List 

List Price 

No. Description Each 

340268 Complete cell, with barrel shape heat resisting glass jar. $7.40 

340019 Complete renewal.,... 4.20 

Renewal Parte 

340020 Zinc-oxide. $4.00 

340262 One can Caustic Soda. 48 

340263 One bottle Special Battery Oil. .12 


Suitable for all purposes for which Types 401 and 403 are recommended. It is 
more efficient than Type 403 because of better location of plates, and when not exposed 
to extreme cold is fufiy as good as Type 401. The jar has greater mechanical strength 
than glass jars with straight sides. 

37 R .tt.rio. and Acc 
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Mai! Orders Filled 
at Prevailing Prices 


EDISON PRIMARY BATTERIES AND RENEWALS 


500 Ampere-hour Types 



Type 501—Glass 


TYPE 501 

Size over all 6^ x 12H inches. Jar only, inside dimensions 6 x 10J4 inches. 


List 

List Price 

No. Description Each 

340542 Complete cell, with heat resisting glass jar. $8.20 

340543 Complete renewal. 4.80 

Renewal Parts 

340544 Zinc-Oxide, assembled. $4.60 

340545 One can caustic soda. .56 

340546 One bottle special battery oil.12 


For railway signals, crossing bells, battery motors, telephone train dispatchers’ 
talking circuits, etc. 



Type 502 


TYPE 502 

Size over all, 5 % x 6 Y% x 12 inches. Jar only, inside 5 x 6 x 10J^ inches. 


List 

List Price 

No. Description Each 

340547 Complete cell, with rectangular heat resisting glass jar. $8.20 

340548 Complete renewal. 4.80 

Renewal Parts 

340544 Zinc-Oxide, assembled. $4.60 

340545 One can caustic soda. .56 

*340546 One bottle special battery oil. .12 


Recommended for railway signals, crossing bells, battery motors, and especially 
for talking circuits in dispatchers' offices, for electro-mechanical interlocking plants 
and for automatic signals. 

The advantage of the rectangular jar is that a greater number of cells may be 
housed in a given space than is possible with round jars. 



TYPE 504 

Size over all 7 x llj^ inches. 

List 

last Price 

No. Description' Each 

340549 Complete cell, with barrel shape heat resisting glass jar. $8.00 

340550 Complete renewal. 4.80 


Renewal Parts 


340544 Zinc-Oxide. $4.60 

340545 One can caustic soda. .56 

340546 One bottle special battery oil.12 


Suitable for all purposes for which type 501 is recommended. It is more efficient 
because of better location ot plates, and when not exposed to extreme cold is fully as 
good as type 501. The jar has greater mechanical strength than glass jars with 
straight sides. 


Typs 504 


R. S. A. SIGNAL CELL 


Types 501 and 504 conform to Railway Signal Association Specifications for 
copper-oxide, zinc and soda primary battery, known as RSA Signal CelL 

Batterftes and Accessories 35 
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PRIMARY BATTERIES AND RENEWALS 


1 


a 

f. 

\ 


i 



Type W 


Edison Cells—Old Types 
type w 

Size over all 7% x 15 inches. Jar only, inside dimension 7 x 13 H inches. 


Capacity 600 Ampere-hours List 

List Price 

No. Each 

340310 Complete Cell with Porcelain or Heat Resisting Glass Jar. $13.00 

340311 Complete Renewal. 6.00 

Renewal Parts 

340312 Two Copper-Oxide Plates (each $1.46). $3.40 

340313 Two Zinc Plates (each $0.86). 2.00 

340314 One can Caustic Soda. .80 

340315 One bottle Special Battery Oil. .16 


Adapted for battery motors, dental engines, light electro-cautery work, X-Ray, 
wireless telegraph coils, telephone interrupters, small common battery and private 
branch exchange telephone switchboards, supervisory lights, trunk line relays, 
talking circuits, etc. 


Complete Summary of Edison Primary Batteries, Renewals and Plates 


T >r 

Cell 

Ampere 

Hour 

Capa¬ 

city 

Com¬ 

plete 

Cell 

Com¬ 

plete 

Renewal 

Zinc- 

Oxide 

Assembled 

One Charge 
Copper- 
Oxide 
Plate or 
Plates 

One 
Charge 
Zinc 
Plate or 
Plates 

One 

Can 

Caustic 

Soda 

One 

Bottle 

Special 

Oil 

Round 

Pore. 

Jar 

Round 
Heat 
Resisting 
Glass Jar 

Rect¬ 
angular 
Heat Re¬ 
sisting 
Glass Jar 


■CTiTiSi 

$5 40 

93 00 

$2 80 



$0.32 

$0.12 



$2.00 


200 

4.80 

3.00 

2 80 



.32 

. 12 

$1.20 


207 Steel 

200 

• 

3 00 

2 80 



32 

. 12 



208 Pore. 

200 

4.40 

3.00 

2.80 



.32 

. 12 

1.20 



212 Glass 

200 

5.90 

3 00 

2.80 



.32 

.12 



2.00 

302 Glass 

300 

6.00 

3.60 

3.40 



.40 

. 12 



2.20 


300 

6.40 

3 60 

3.40 



.40 

. 12 

2.00 




300 

6.80 

3.60 

3.40 



.40 

. 12 


$2.40 



300 

• 

3.60 

3.40 



.40 

.12 




401 Pore. 

400 

7.60 

4.00 

4.20 



.48 

. 12 

2.80 



401 Glass 

400 

7.80 

4 

4.20 



.48 

.12 


3.p0 


402 Glass 

400 

7.60 


4.20 



.48 

. 12 


2.56 

403 Pore. 

400 

7.20 


4.20 



.48 

. 12 

2.40 



404 Glass 

400 

7.60 

4.00 

4.20 



.48 

. 12 


2.80 


501 Glass 

500 

8.20 

4.40 

4.60 



.56 

. 12 


3.00 


502 Glass 

500 

8.20 

4.40 

4.60 



.56 

. 12 



3.20 

504 Glass 

500 

8.00 

4.40 

4.60 



.56 

.12 



t 

BB Pore. 

100 


1.80 


SO 80 

$0.80 

.28 

.10 




Q Pore. 

150 

4.40 

2.00 


< BUTk ' ■ 'I: 

.80 

.32 

. 12 

1.20 



V-P Pore. 

150 

4.80 

2.20 


1 00 

1.00 

.32 

. 12 

1.20 



V Steel 

150 


2.20 


1.00 

1.00 

.32 

.12 




RR Pore. 

300 

6.60 

3.40 


1 70 

1.40 

.48 

. 12 

2! 66 



S Pore. 

300 

• 

3.72 

' * 

2.00 

1.60 

.40 

.12 




W 

600 

13.00 

6.00 


3.40 

2.00 

.80 

.16 


6.00 



T T 

Cell 

Ampere 

Hour 

Capacity 

Barrel 
Shaped 
Heat 
Resisting 
Glass Jar 

Pore. 

Cover 

Rubber 

Gasket 

Copper 

Frames 

With 

Insulators 

Complete 

Long 
Brass 
Bolts and 
Nuts for 
Zincs 

Copper 

Frame 

Sides 

2 Per 
Cell 

Copper 

Frame 

Bolts 

and 

Nuts 

Brass 

Air 

Vents 

and 

Nuts 

202 Glass. 

200 


$0.60 








200 


.80 

$0.50 






207 Steel. 

200 


80 

.50 






208 Pore. 

200 


.70 







212 Glass. 

200 


.60 

.50 






302 Glass. 

300 


.60 







305 Pore., 

300 


.90 







305 Glass. 

300 


.90 







309 Pore. 

300 


.70 







401 Pore. 

400 


.90 







401 Glass. 

400 


.90 







402 Glass. 

400 


.70 







403 Pore. 

400 


1.00 







404 Glass. 

400 

$2.80 

.90 







501 Glass. 

500 

.90 







502 Glass. 

500 


.70 


. } 





504 Glass. 

500 

2.80 

.90 







BB Pore. 

100 


.40 


$0.90 


$0.40 

$0.20 


Q Pore. 

150 


70 


.90 

$0.30 

.40 

.20 


V-P Pore. 

150 


.70 

.50 

.90 

.40 

.20 

$6.20 

V Steel. 

150 


.70 

.50 

.90 


.40 

.20 

.20 

RR Pore. 

300 


1.00 


.90 

.30 

.40 

.20 


R Pore. 

300 


.70 


1.20 

.30 

.60 

.40 


W 

600 


.70 


1.40 

.30 

.80 

.40 



t 


I 


* Complete cells and jars for same not now supplied. 

Miscellaneous Separate Parts I 

Terminal Nuts and Washers, per cell. $0.40 

Large Win* Nuts, each. .20 

Hexagon Jamb Nuts, each. .10 

Nuts, other sizes. .10 

Brass Washers, each. .10 

Double Connectors, each. .20 

Hard Rubber Insulators (used with lettered types only), each. .10 

In ordering rubber gaskets, be careful to state exactly the type of cell for which $h*y are required. 

40 Batteries and Accessories 
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Western Electric 

STANDARD BATTERIES AND SUPPLIES 


Mai! Orders Filled 
at Prevailing Prices 



Standard Carbon Cell 
Round Jar 


Standard Carbon Cell 
Square Jar 


National No. 2 
Carbon 


CARBON CYLINDER BATTERY 


No. 1 With Round Jar 

List Price 


Description Each 

Cell, complete. $0.95 

Carbon cylinder, with bushings. .45 

Glass jar, round.20 

Pencil zinc. .20 

Sal-ammoniac charge. .10 


No. 7 With Square Jar 

List Price 


Description Each 

Cell, complete... . $0.95 

Carbon cylinder with bushings. .45 

Glass jar, square.20 

Pencil zinc. .20 

Sal-ammoniac charge.10 


NATIONAL NO. 2 AND 2H CARBON BATTERIES 

The No. 2 has round glass jar with lip or pour-out. The No. 2H has square glass jar with round top 
and no lip. 


Cell, complete. $1.90 

Carbon element, complete. .80 

Empty carbon cup. .30 

Cover and bushing. .20 

Zinc.-. .80 


Depolarizer, per charge. $0.20 

Sal-ammoniac, per charge. .10 

No. 1 round jar. .20 

No. 7 square jar. .20 

Cup rubbers, two. .10 



Gonda Cell with 
Cylindrical Zinc 
Complete 




Jar Cover and Zinc Gravity 

Negative Element Battery 

GRAVITY BATTERY 



Blue Vitriol 



Sal-Ammoniac 


Size 6x7 Inches 


List Price 

Description Each 

Cell, complete. $3.60 

Glass jar, 5x7 ins. .80 

Zinc.On application 

Copper.On application 


Blue vitriol not included in prices. 


Size 6x8 Inches 


List Price 

Description Each 

Cell, complete. $4.00 

Glass jar, 6 x 8 ins. .70 

Zinc, 2% lbs.On application 

Copper.On application 


Blue vitriol not included in prices. 


Blue Vitriol and Sal-ammoniac 

BLUE VITRIOL 

Approx. Lbs. 

Description per Bbl. Price 

Blue vitriol, Star Brand... 450 On application 


SAL-AMMONIAC 


Sal-ammoniac (extra quality), bbl. lots, per lb 
Sal-ammoniac (extra quality), per 5 oz. pkg. . 

Batteries and Accessories 


Digitized, by 



application 


41-42 
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BATTERY SUPPLIES 




Crowfoot Zinc—6 z 8 


Pencil Zinc 



Star 



Battery Copper 


Battery Zincs 


Description 

Crowfoot zinc—for 5 x 7 in. jar. 

Crowfoot zinc—for 6 x 8 in. jar. 

Crowfoot zinc—for 6 x 8 in. jar. ... 

Star zinc—for 6 x 8 in. jar. 

Star zinc, for 5 x 7 in. jar. 

R. S. A. Standard—for 6 x 8 in. jar. 

Gam well zinc—for 6 x 8 in. jar. 

Gamwell zinc—for*5 x 7 in jar. . 

BATTERY COPPERS 


Description 

Battery copper—for 5 x 7 in. jar... 

Battery copper—for 6 x 8 in. jar. 

PENCIL ZINCS 

Square pencil zinc with copper binding screw. 

Round pencil zinc. 


Std. 

Lbs. 



Pkg. 

per 100 

Prioe 

100 

175 



100 

300 



100 

325 | 



100 

100 

300 I 
200 1 


On application 

100 

400 1 



50 

200 



50 

150, 



Std. 

Wt per 


Pkg. 

Pkg. Lbs. 

Price 

500 

500 

5U 1 
62 j 

f 

On application 




Price 

500 

500 

851 
85 J 

f 

On application 



Bull Dog Connector 

No. 155 


Bull Dog Connectors 




List No. 

1026 Bull Dog connector, phosphor bronze terminals, nickel plated_ 

1025 Bull Dog connector, spring brass terminals, brass dipped. 

No. in 
Carton 
10 

.. 10 

List Prioe 
Each 
$0.20 
.20 

List Price 
per 100 
$9.00 
8.00 

No. 155 Connector 




List 

No. 

155 No. 155 connector. 


List Price 
Each 
$0.20 

List Price 
per 100 
$6.50 



Plain Connector Link Connector 


Plain Battery Connector 

Consists of 5 inches of lamp cord, composed of several strands of copper wire, with copper terminals 
on each end. 

List List Price List Price 

No. Each per 100 

16357 Plain battery connector. $0.20 $6.00 

Link Battery Connector 

340424 Quick-action battery connector. $0.14 $4.60 

Batteries and Accessories 
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Mall Orders Filled 
at Prevailing Prices 


BATTERY SUPPLIES 


Type V-2 Hydrometer Syringe 


Break-not Hydrometer Syringe 



HydrometerJar 




Type S-i Hydrometer Syringe 


HYDROMETER SYRINGE 
Specific Gravity Tester Type V-2 

This instrument is for testing the specific gravity of the electrolyte of lead cells in 
rubber jars. 

List list Price 

No. Each 

7200 Type V-2 improved hydrometer syringe, complete with case. $3.60 

Specific Gravity Tester Type S-l 

This instrument is for testing the specific gravity of the electrolyte of sparking battery. 
List List Price 

No. Each 

7281 Hydrometer syringe Type S-l, complete. $1.70 

EDELMAN BREAK-NOT HYDROMETER SYRINGE 

A battery meter so constructed that it will not break if dropped. 

List List Price 

No. Each 

260451 Edelman break-not hydrometer syringe. $1.20 


HYDROMETER JARS 


List Price 
Each 


104 6 x 1 in. hydrometer jars for hydrometers 101-102. $0.46 

131 12 x 2 in. hydrometer jars for hydrometers 106-107. 1.36 


No.141 No.102 


Bulb Syringe Acid Syringe Hard Rubber Battery Syringe 

THERMOMETERS 

List List Price 

No. . Each 

141 Pocket, nickel case, 5^ ins. long, 20° to 120° F. $3.00 

102 Hydrometer with guiding points, shot bulb, with red line at 25B, 5 ins. 

long, double scale, 10 to 40B, 1,050 to 1,400 Sp. G. 2.00 

BULB SYRINGE 

For filling and equalizing the acid in batteries. Heavy, quick-acting rubber bulb, 
capacity 8 ozs., furnished with a straight and bent nozzle. Complete, in wooden box. 
105 Bulb syringe, complete in wooden box. $2.26 

132 Extra bulb, with fitting. 1.50 

133 Extra nozzles. 54 

ACID SYRINGE, ONE PIECE 

190 Pure gum, 1 oz., 1% in. diameter, 3H in. long. $0.38 

191 Pure gum, 3 oz., 2^ in. diameter, 5 in. long. .90 

192 Pure gum, 6 oz., 3 in. diameter, 6 in. long. 1.50 


HARD RUBBER BATTERY SYRINGE 

136 Hard rubber, capacity 12 oz. $6.00 139 Extra nozzle, 9 ins. long. 

137 Extra nozzle, 6 ins. long.90 140 Extra nozzle, 24 ins. long. 

138 Hard rubber, capacity 32 oz. 18.00 

STYLE B BATTERY METER 

161 Storometer or battery meter. $4.50 163 Extra glass tubes. 

164 Extra hydrometer. 1.50 165 Nozzle and plug. 

162 Extra rubber bulbs. 1.14 

Batteries and Acceuoriee 
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LOCK GRAVITY DROP ANNUNCIATOR 


Standard House Type 



No. 91 

San-Fer-Ann 

Annunciator 



Open View 
San-Fer-Ann 
Annunciator 


The San-Fer-Ann 

Sanitary Steel Annunciator No. 91 

The San-Fer-Ann Annunciator has been produced to .meet the requirements of architects and engineers 
who specialize on office building and apartment house work as well as to satisfy the growing demand for small 
metal annunciators of simple design and neat appearance. 

The San-Fer-Ann Annunciator is the last word in a high-class moderate cost instrument, and in the san¬ 
itary standard finish, white enamel with nickel-plated trimming, is an unusually attractive instrument; any 
discoloration may be instantly removed with a damp cloth. This case is made of steel, drop openings fitted 
with glass, and is secured to back board with substantial hinges on one side, and locks on other side with 
screw which locks into a keyholed slot, a new and very secure form of fastening. 

The back board is the usual Edwards type of construction, set wholly inside of the case, the wood grain 
running in two directions to prevent warping or twisting, at the same time imparting great strength. 

The No. 800 drop is used, resulting in a most substantial and positive acting instrument in which acci¬ 
dental indication is impossible. 

Great attention has been given to the bell on the San-Fer-Ann because many of the annunciator trouble 
are due to the use of faulty bells. 

This bell has been specially designed for annunciator service. It has double magnets, armature sup¬ 
ported on heavy pivots, widely spaced, broad face pure silver contact points with locking adjustment. All 
metal parts are thoroughly rust-proofed and no rubber is used for insulation. 

The hammer ball protrudes through the front of the case between the two gongs and is covered by a metal 
bridge to protect it. A flexible cable connects bell to back board. This is a most desirable feature as the 
bell is in circuit with case open or shut which greatly facilitates either connecting or testing. 

Not furnished in other arrangement than listed. 

Sizes 2 to 12 drops are packed in corrugated paper boxes. 


No. of *-Arr. of Drops-* Outside Dimensions 


Drops 

Across 

Down 

Width, Ins. 

Height, Ins. 

Depth, Ins. 

List Price 

2 

2 

1 

6 Vs 

4*4 

2X 

$7.20 

3 

3 

1 

eVs 

4% 

2X S 

8.10 

4 

4 

1 

6Vs 

4*4 

2X 

9.00 

5 

3 

2 

ey 8 

7 X 

2X 

9.90 

6 

3 

2 

6 X 

7^ 

2X 

10.80 

8 

4 

2 

6V S 

7X 

2X 

12.60 

10 

5 

2 

sx 

7X 

2X 

14.40 

12 

4 

3 

7H 

9 

2X 

16.20 


Dimensions do not include bell or reset rod, for which add \ x 4 inches to height for reset rod and 1 inch 
to depth for bell. 

Finish: White enamel with nickel trimming. All other finishes special. 

13 to 24 drops, add to list per drop.. $1.62 

25 drops and over add to 12 drop list for each additional drop. 3.24 

Letters on glass up to 10 letters, list $1.17. Each additional letter, list 7 cents. 

Delivery F. O. B. factory, New York City. 

Electrical Houee Goode and Novelties 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


GRAVITY DROP ANNUNCIATORS 
Standard House Types 



Dixie No. 81 Dixie Annunciator Carton 


Western Electric 

DIXIE NO. 81 Schedule “R” 

The Dixie Annunciator meets the requirements of all classes of service where a moderate priced annun¬ 
ciator is desired. Each is packed neatly in an individual pasteboard carton with the style and type of 
contents marked plainly on the label. The glass is enameled, the openings for drops edged with gold. 
This annunciator is equipped with Dixie bell. These are not furnished in any special finishes or in 
other arrangement of drops than given, and are equipped with No. 800 Gravity Drop. 


No. of 

*-Arr. of Drops- 


Width 

—Outside Dimensions— 

Height 

Depth 

•Lit 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

2 

2 

1 

8 

8 H 

3 

$5.40 

3 

3 

1 

8 

SH 

3 

6.30 

4 

4 

1 

8 

m 

3 

7.20 

5 

3 

2 

8 

10 H 

3 

8.10 

6 

3 

2 

8 

10M 

3 

9.00 

7 

4 

2 

8 

10K 

3 

9.90 

8 

4 

2 

8 

10K 

3 

10.80 

10 

5 

2 

9H 

10M 

3 

12.60 

12 

6 

2 

llJi 

ioh 

3 

14.40 

13 to 55 drops, add per drop list.. 





1.12 

56 to 100, add per drop list. 





1.36 


Finish: Filled and varnished oak only. 

Electrical or automatic reset not furnished. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 

Electrical House Goode and Noveltieu 3 
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►ted on Request 


Western Electric 

GRAVITY DROP ANNUNCIATORS 
Standard House Types 


253 




Arrow No. 125 


THE ARROW NO. 125 WOOD CASE 


Arrow No. I25M 

Schedule 


A strictly high grade carefully cabineted annunciator; equipped with No. 800 gravity drops wound 
with enamel wire. 


No. of 

0 

-Arr. of Drops-> 

Width 

—Outside Dimensions— 
Height 

Depth 

•List 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

2 

2 

1 

6}4 

6X 

3 

$8.00 

3 

3 

1 

7Vs 

654 

3X 

9.60 

4 

4 

1 

7Vs 

6X 

3X 

12.80 

6 

3 

2 

7Vs 

7Vs 

3% 

3X 

17.28 

8 

4 

2 

7V S 

7Vs 

23.04 

10 

5 

2 

9Vs 

7Vs 

3X 

28.80 

12 

6 

2 

HJ4 

7X 

3X 

34.56 

15 

5 

3 

9 Vs 

\ox 

3X 

42.00 

18 

6 

3 

nx 

iox 

3% 

50.40 

20 

5 

4 

9% 

1314 

3X 

56.00 

24 6 4 11H 13^ 

Over 24 drops, add per drop list. $2.80 

Finish: Filled, varnished and oil-rubbed oak, ash or any ordinary wood. 

THE ARROW NO. 125-M METAL CASE 

3X 

67.20 

Schedule “E” 


No. of 
Drops 

*-Arr. of Drops-* 

Across Down 

Width 

Inches 

—Outside Dimensions— 
Height 

Inches 

Depth 

Inches 

•List 

Price 

2 

2 

1 

5H 

5Vs 

3 

$9.60 

3 

3 

1 

7Vs 

5 Vs 

3 

12.00 

4 

4 

1 

7 N 

5Vs 

3 

16.00 

6 

3 

2 

7Vs 

7 

3 

21.60 

8 

4 

2 

7% 

7 

3 

28.80 

10 

5 

2 

9Vs 

7 

3 

36.00 

12 

6 

2 

11 

7 

3 

43.20 

15' 

5 

3 

9Vs 

wx 

3X 

47.60 

18 

6 

3 

nx 

wx 

3X 

61.92 

20 

5 

4 

9 Vs 

13X 

3X 

72.00 

24 

6 

4 

ux 

13^ 

3X 

82.56 

Over 24 drops, add per drop list. 

Finish: Black Rubber Enamel, Brush 

$3.44 

brass or other ordinary metal finishes. 

Wood finishes to 


Special Finish, Lettering, Setback and Lamp Signal Attachment 

These dimensions do not include the bell on top, nor the reset knob on the bottom, for which add 3 
inches to the height. 

For white enamel finish, add to list: • 

2 to 12 drop... $6.40 1 25 to 55 drop.$12.00 

13 to 24 drop. 8.801 56 to 100 drop.. 15.20 

Lettering on glass up to 10 letters, list, 1.04; each additional letter, fist, 6 cents. 

Electrical setback, up to 20 drops, add to list, $12.00; over 20 drops, add to list $24.00. 

Automatic setback up to 20 drops, add to list, $12.80; over 20 drops, add to list, $25.60. 

With electrical or automatic setback, add to height of case 1}^ inches. 

For Lamp Signal Attachment, listed on previous page, add to list $6.00. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 

6 Electrical Houaa Good* and Novel tie* 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


GRAVITY DROP ANNUNCIATORS 
Standard House Types 



No. 213 


18TH CENTURY NO. 213 Schedule “E” 

The case of this annunciator is a consistent 18th century design. It is entirely hand made, each 
piece of wood being carefully selected for quality and grain, the finished case being a fine example of the 
high skilled cabinetmaker’s art. It is not made in the small sizes, but can be furnished as large as wanted. 

The backboard is our standard building type, and every effort has been made to make this the best 
that is possible to produce. The drop is the No. 800 shallow lock gravity type and the Re-al monitor 
bell is used. 


>utside Dimensions- 


No. of 

--Arr. of 

Drops-. 

Width 

Height 

Depth 

•List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

6 

3 

2 

16 K 

20 % 

/ 6 

$38.40 

8 

4 

2 

16*4 

20/ 

6 

48.00 

10 

5 

2 

18 

20 / 

6 

56.00 

12 

6 

2 

19M 

20 % 

6 

63.04 

15 

8 

2 

22% 

20 Vs 

6 

72.00 

20 

5 

4 

18 

25% 

5H 

96.00 

24 

6 

4 

19 % 

25% 

5y 8 

132.00 

36 

9 

4 

24 

25% 

6 

129.60 

40 

10 

4 

25H 

25% 

6 

144.00 

50 

10 

5 

25% 

28 % 

6 

172.00 

60 

12 

5 

281/2 

28% . 

6 • 

206.40 

80 

16 

5 

34/ 

28% 

6 

243.20 

100 

20 

5 

40 % 

28% 

6 

304.00 


Dimensions do not include bell on top, nor reset knob on bottom, for which add inches to height. 

Extra Drops up to 250, add per*drop. $3.04 

Intermediate Sizes: For intermediate sizes deduct $1.60 per drop from the list price of the next 
larger size listed. 

Finish: Filled, varnished and oil-rubbed oak, ash or any ordinary wood. 

Special Finish, Lettering, Setback and Lamp Signal Attachment 
For white enamel finish, add to list: 

Less than 12 drop.. $9.60 


12 to 24 drop... 11.20 

25 to 55 drop... 16.00 

56 to 100 drop. . 19.20 


Lettering on glass, up to 10 letters, list, $1.04; each additional letter, list, 7 cents. 

Electrical setback, up to 20 drops, add to list, $12.00. Over 20 drops, add to list, $24.00. 
Automatic setback, up to 20 drops, add to list, $12.80; over 20 drops, add to list, $25.60. 
With electrical or automatic setback, add to height of case 1 x /i inches. 

For Lamp Signal Attachment, listed elsewhere,- add to list $6.00. 

Other sizes and finishes, special—information on request. 

Note: Heavy faced type mdicates finish supplied when not otherwise specified. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties 6 
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Quoted on Request 


Western Electric 
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GRAVITY DROP ANNUNCIATORS 
Standard House Types 


No. 215 
Wood Cats 


No. 215M 

Metal Case 



N’O. 215 WOOD CASE FLUSH ANNUNCIATOR Schedule “E” 


No. of 

Arr. of Drops 

'—’Outside Dimensions—* 
Width Height Depth 

List 

No. of 

Ait. of Drops 

^-•Outside Dimensions—* 
Width Height Depth 

List 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

2 

2 

1 

&'A 

6H 

2'A 

$8.64 

12 

6 2 

n H 

7 Ya 

2 H 

$38.40 

3 

3 

1 

6 H 

6 X 

2 'A 

10.16 

15 

5 3 

10 M 

iox 

2 'A 

46.80 

4 

4 

1 

8 a 

<04 

2'A 

14.08 

18 

6 3 

11 ^ 

io y» 

2'A 

52.16 

6 

3 

2 

8 M 

m 

2 'A 

19.20 

20 

5 4 

10 Ya 

12 Va 

m 

62.40 

8 

4 

2 

m 

7Ya 

2 V* 

25.60 

24 

6 4 

11 H 

\2Va 

VA 

74.88 

10 

5 

2 

10 Ji 

7 Va 

m 

32.00 





’Dimensions given are without trim. For trim, add inches to height and width. 

Finish: Filled, varnished and oil-rubbed oak, ash or any ordinary wood. 

Bell or buzzer not supplied unless ordered, but is furnished without additional charge when specified. 
For over 24 drops, add per drop $3.12. 


NO. 215-M METAL CASE FLUSH ANNUNCIATOR Schedule “E" 


^-’Outside Dimensions-* 


No. of 

Arr. of Drops 

Width 

Height 

Depth 

List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

2 

2 

1 

6H 

6 H 

2'A 

$10.24 

3 

3 

1 

6'A 

6 Va 

2'A 

12.96 

4 

4 

1 

8 X 


2 A 

17.28 

6 

3 

2 

8 H 

7Va 

2 'A 

23.52 

8 

4 

2 

8 % 

7 Va 

2'A 

31.36 

10 

5 

2 

10 M 

7H 

2'A 

40.64 


^—’Outside Dimensions—* 


No. of 

Arr. of Drops 

Width 

Height. 

Depth 

List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

12 

6 

2 

l\Va 

7Va 

2'A 

$47.04 

15 

5 

3 

10J4 

10 MS 

2'A 

56.40 

18 

6 

3 

ny a 

10 H 

2A 

67.68 

20 

5 

4 

10 K 

\2Va 

2A 

75.20 

24 

6 

4 

11 S A 

12 Ya 

2 y 2 

90.24 


’Dimensions given are without trim. For trim, add 2H inches to height and width. 

Finish: Brush brass or other ordinary metal finishes. For wood finishes, add to list 25%. 

Bell or buzzer not supplied unless ordered, but is furnished without additional charge when specified. 


Intermediate Sizes Either Style 

For intermediate sizes, deduct for No. 215, $1.36; for No. 215M, $3.52 per drop from list price of the 
next larger size listed. 


Special Finish, Lettering, Setback and Lamp Signal Attachment 

For white enamel finish, add to list: 

2 to 12 drop. $6.40 | 25 to 55 drop.$12.00 

13 to 24 drop. 8.80 | 56 to 100 drop. 15.20 

Lettering on glass up to 10 letters, list, $1.04 cents; each additional letter, list, 7 cents. 

Electrical setback, up to 20 drops, add to list, $12.00; over 20 drops, add to list, $24.00. 

Automatic setback up to 20 drops, add to list, $12.80; over 20 drops, add to list, $25.60. 

With electrical or automatic setback, add to height of case, tyz inches. 

For Lamp Signal Attachment, listed elsewhere, add to list $6.00. 

For special finishes—information on request. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 

7 Electrical Houee Goods and Novelties 
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Western Electric 

GRAVITY DROP ANNUNCIATORS 
Return Call Type 


Mail Orders Filled 
at Prevailing Prices 


No. 10 



I32f 



A-*134 OtLL AN» PUSH 
S " ANNUNCIATOA SILL 
C - RITVRN CALL StfTTON ON ANNS* 
0 - ANNUMCiATOft MOPS 
C “ MTTKAIft 

Wiring Diagram 


NO. 10 RETURN CALL ANNUNCIATOR Schedule “E" 

This is the standard return call annunciator. The common battery wire is used for both the call from 
annunciator and to calling point. One wire, with the common return, is for the call from annunciator, the 
other wire with same common return is for call to annunciator. This type is generally used in hotels for 
the purpose of calling the room and to permit a signal to be sent from the room, indicating that the call 
has been heard or the reverse. 

Annunciator is equipped with a specially designed built in button with heavy phosphor bronze scrap¬ 
ping contacts, marked the same as the corresponding drop in the annunciator. The drop used is the No. 
800 shallow lock gravity type. The No. 136 combination bell and push is the one generally used, but 
any three-point push and ordinary bell may be substituted if desired. 


^—Outside Dimensions —n I '-Outside Dimensions—* 


No. of 

Arr. of Drops 

Width 

Height 

Depth 

•List 

No. of 

Arr. of Drops 

Width 

Height 

Depth 

•List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

6 

6 

1 

1334 

1254 

454 

$18.72 

24 

8 

3 

16 

2054 

454 

$72.96 

8 

5 

2 

12 

16H 

454 

24.96 

36 

12 

3 

23 

20H 

454 

106.56 

10 

12 

15 

5 

6 

8 

2 

2 

2 

12 

1354 
i6 y» 

1654 

16 54 
1654 

454 

454 

454 

30.40 

36.48 

45.60 

40 

50 

60 

10 

10 

12 

4 

5 

5 

20 

20 

23 

25 

2854 

2854 

454 

454 

454 

118.40 

177.60 

148.00 








80 

16 

5 

29 $4 

2854 

454 

236.80 

20 

7 

3 

1454 

2054 

454 

61.20 

100 

20 

5 

35*4 

2854 

454 

296.00 


Dimensions do not include bell on top, for which add 2 inches to the height. 

Finish: Filled, varnished and oil-rubbed oak, ash or any ordinary wood. 

Wiring diagram sent with each annunciator. 

Intermediate Sizes 

For intermediate sizes, deduct $3.92 per drop from the list price of the next larger size listed. 
For larger sizes, add per drop $2.96. 


Special Finish, Lettering, and Lamp Signal Attachment 
For white enamel finish, add to list: 

2 to 12 drops. 

13 to 24 drops... 

25 to 55 drops... 

56 to 100 drops..... 

Lettering on glass, up to 10 letters, list, SI .04 ; each additional letter, list, 7 cents. 

For Lamp Signal Attachment, listed elsewhere, add to list, $6.00. 

Other finishes, special—information on request. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
Electrical Houee Goode and Novelties 8 


$8.00 

9.60 

13.60 

17.60 
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Quantity Prices 
Quoted on Request 


Western Electric 


GRAVITY DROP ANNUNCIATORS 
Return Call Type 



No. 210 



A - *134 BELL AN 0 PUSH 
0 - ANNUNCIATOR BELL 
C - RETURN CALI. BUTTON ON ANNUM* 
0 - ANNUNCIATOR MOPS 
C - OATTSRICS 

Wiring Diagram 


"18TH CENTURY" RETURN CALL ANNUNCIATOR No. 210 Schedule “E” 

This annunciator has the same internal construction as the No. 10 Return Call type described on 
preceding page, and operates in the same manner. The case, however, is hand made of specially selected 
wood, 18th Century design. 


-Outside Dimensions- 


No. of 

Drops 

--Arr. of Drops-» 

Across Down 

Width 

Inches 

Height 

Inches 

Depth 

Inches 

•List 

Price 

6 

6 

1 

13J4. 

mi 

4H 

$41.20 

8 

5 

2 

12 

i6}4 

4?4 

54.88 

r) 

5 

2 

12 

16 M 

4 H 

66.88 

12 

6 

2 

1924 

23H 

5 Vi 

80.20 

15 

8 

2 

16 

m /2 

4 X 

99.52 

20 

7 

3 

21*4 

22V 8 

27 H 

5V S 

133.76 

24 

8 

3 

27-4 

5 y s 

145.92 

36 

12 

3 

29*4 

27H 

5)4 

213.12 

40 

10 

4 

26% 

30J4 

5)4 

236.80 

50 

10 

5 

26 H 

34 H 

5 H 

281.20 

60 

12 

5 

2954 

34 H 

5)4 

337.44 

80 

16 . 

5 

3554 

34 Vs 

5 X 

426.24 

100 

20 

5 

41 ?4 

34f s 

5H 

532.80 


Dimensions do not include the bell on top, for which add 2 inches to height. 

Finish: Filled, varnished and oil-rubbed oak, ash or ordinary wood. 

Wiring diagram sent with all shipments. 

Intermediate Sizes 

For intermediate sizes, deduct $4.80 per drop from the list price of the next larger size listed. 
For larger sizes add per drop, $5.33. 


Special Finish, Lettering, and Lamp Signal Attachment 

For white enamel, add to list: 

Less than 12 drop.. 

12 to 24 drop.. 

25 to 55 drop. 

56 drop and larger.... 


Lettering on glass, up to 10 letters, list, $1.04; each additional letter, list, $0.07. 

For Lamp Signal Attachment, listed elsewhere, add to list, $7.20. 

Other finishes special—information on request. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 


$9.60 

11.20 

16.00 

19.20 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


GRAVITY DROP ANNUNCIATORS 
Standard Elevator Type 



No. 130 
Metal Case 


' □□ 
■■ in 
‘ DC: 


l 

No. 130D 
Metal Case 


NO. 130, METAL CASE 


'Schedule “E" 


'—Outside Dimensions—> 


No. of 

Arr. of Drops 

Width 

Height 

Depth 

♦List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

3 

1 

3 

4% 

8 H 

3 

$10.56 

4 

1 

4 

4Vs 

M/s 

3 

12.80 

5 

1/ 

5 


13)4 

3 

16.00 

6 

1 

6 

4% 

l5V e 

3 

19.20 

7 

1 

7 

4Vs 

UV* 

3 

22.40 

8 

1 

8 

4Vs 


3 

24.32 


-—Outside Dimensions—^ 


No. of 

Arr. of Drops 

Width 

Height 

Depth 

•List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

10 

2 

5 

5H 

13 y 8 

3 

$30.40 

12 

2 

6 

5 H 

15*8 

3 

36.48 

14 

2 

7 

5U 

175/g 

3 

42.56 

16 

2 

8 

5% 

197* 

3 

48.64 

18 

2 

9 

514 

22 V s 

3 

54.72 

20 

2 

10 

5Vs 

24 H 

3 

60.80 


Dimensions do not include bell on top, nor reset on the bottom, for which add 31* inches to height. 
Finish: Black Rubber Enamel, brush brass or any ordinary metal finish. For wood finishes add 
to list 25%. 

Not furnished in other arrangement than listed. 

For intermediate sizes deduct $2.40 per drop from list price of next larger size listed. 

For larger sizes add $3.04 per drop to list. 

Made of sheet steel, perfectly insulated and dust proof. 

For semaphore types see Nos. 410 and 411. 


NO. 130D, METAL CASE Schedule “E” 


No. of 

Arr. of Drops 

-—Outside Dimensions-^ 
Width Height Depth 

List 

No. of 

Arr. of Drops 

^—Outside Dimensions-^ 
Width Height Depth 

List 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

6 

2 

3 

5 Vs 

SVs 

3 

$20.24 

14 

2 7 

514 

17H 

3 

$43.60 

8 

2 

4 

5 Vs 

lOVs 

3 

2/L36 

16 

2 8 

514 

19J4 

3 

49.68 

10 

2 

5 

5% 

13'A 

3 

31.44 

20 

2 10 

514 

24?g 

3 

61.84 

12 

2 

6 

5% 

15 A 

3 

37.52 







Dimensions do not include bell on top, nor reset on the bottom, for which add 3V£ inches to height. 
Finish: Black Rubber Enamel, brush brass or any ordinary metal finish. For wood finishes, add 
to list 25%. 

Not furnished in other arrangement than listed. 

For larger sizes add $3.04 per drop to list. 

Made of sheet steel, perfectly insulated and dust proof. 

Separate reset for each vertical row add to list $12.80. 

For semaphore types see Nos. 410 and 411. 


Special Finishes, Setback, Lettering and Lamp Signal Attachment 
For white enamel, add to list: 

2 to 12 drop. $6.40 I 25 to 55 drop.$12.00 

13 to 24 drop. 8.80 I 56 to 100 drop. 15.20 

Lettering on glass, up to 10 letters, list, $1.04; each additional letter, list, 7 cents. 

Electrical setback, up to 20 drops, add to list, $12.00; over 20 drops, add to list, $24.00. 

With electrical setback, add to height of case, 1 l A inches. 

For Lamp Signal Attachment, listed elsewhere, add to list $7.20. 

Other finishes, special—information on request. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

For “up and down” push buttons for use with elevator annunciators see listing elsewhere. 

•Delivery F. O. B. New York City. For warehouse deliveries write nSai^t liouse!^ 
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GRAVITY DROP ANNUNCIATORS 
Standard Elevator Types 




NO. 12, WOOD CASE 


Schedule “E” 


No. of 

«-Arr. of Drops- 


Width 

—Outside Dimensions— 
Height 

Depth 

•List 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

3 

1 

3 

5 

9^ 

3 

$8.16 

4 

1 

4 

5 

12 

3 

9.60 

5 

1 

5 

5 

14^ 

3 

12.00 

6 

1 

6 

5 

16H 

3 

14.40 

7 

1 

7 

5 

18 *A 

3 

16.80 

8 

2 

4 

6 M 

12 

3 

17.92 

10 

2 

5 

6^ 

14 Yx 

3 

22.40 

12 

2 

6 


16 H 

3 

26.88 

14 

2 

7 

e y A 

18 H 

3 

31.36 

16 

2 

8 


21 

3 

35.84 

18 

2 

9 

6 % 

23)4 

3 

40.32 

20 

2 

10 

6K 

25H 

3 

44.80 

Dimensions do not include bell on top nor 

reset knob on the bottom, for which add 3inches to height. 


Finish: Filled, varnished and oil-rubbed oak, ash or any ordinary wood. 

For intermediate sizes deduct $1.60per drop from list price of next larger size listed. 
For larger sizes add per drop to list $2.24. 

For semaphore types see Nos. 410 and 411. 


NO. 12D f WOOD CASE Schedule “E” 


No. of 

--Arr. of Drops- 


Width 

—Outside Dimensions— 
Height 

Depth 

*List 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

6 

2 

3 

6 M 


* 3 

$15.44 

8 

2 

4 

6X 

12 

3 

18.96 

10 

2 

5 

6 K 

14X 

3 

23.44 

12 

2 

6 

6 K 

16^ 

3 

27.92 

14 

2 

7 

6 A 

18*4 

3 

32.40 

16 

2 

8 

6)4 

21 

3 

36.88 

18 

2 

9 

6'A 

23)4 

3 

41.36 

20 

2 

10 

6H 

25M 

3 

45.84 


Dimensions do not include bell on top nor reset knob on the bottom, for which add 3 inches to height. 
Finish: Filled, varnished and oil-rubbed oak, ash or any ordinary wood. 

Not furnished in other sizes, or other arrangement than listed. 

For semaphore types see 410 and 411. 

Special Finish, Lettering, Setback and Lamp Signal Attachment 
For white enamel finish, add to list: 

2 to 12 drop. $6.40 | 13 to 24 drop. $8.80 

Lettering on glass, up to 10 letters, list, $1.04; each additional letter, list, 7 cents. 

Electrical setback, up to 20 drops, add to list, $12.00; over 20 drops, add to list, $24.00. 

With electrical setback, add to height of case, 1J4 inches. 

Other finishes, special—information on request. 

For Lamp Signal Attachment, listed elsewhere, add to list, $7.20. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

For “up and down” push buttons for use with elevator annunciators see listing elsewhere. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries ^vrite nearest didvise. 
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Western Electric 

GRAVITY DROP ANNUNCIATORS 
Shallow Drop Types 


Mail Orders Filled 
at Prevailing Prices 



in 


l 

B 


CZ 

m 1 


No. 816 No. 813 No. 807I1V. Metal Case 

NO. 816 CAST METAL CASE ELEVATOR ANNUNCIATOR Schedule “E’ 
The 800 Type Drop wound with enameled wire is used in this annunciator. 

* —— Outside Dimensions-—> 


No. of *-Arr. of Drops-* 

Width 

Height 

Depth 

list 

Drops Across 

Down 

Inches 

Inches 

Inches 

Price 

3 

1 

3 

6 

10H 

3 y s 

$22.08 

4 

1 

4 

6 

15^ 

ZA 

22.40 

5 

1 

5 

6 

15 y. 

ZA 

27.60 

6 

1 

6 

6 

19 

3 A 

28.80 

7 

1 

7 

6 

19 

3 A 

33.60 

8 

2 

4 

7 

15H 

3 A 

38.40 

10 

2 

5 

7 

15 y» 

ZA 

48.00 

12 

2 

6 

7 

19 

ZA 

57.60 

14 

2 

7 

7 

19 

ZA 

67.20 

16 

2 

8 

7 

2ZA 

ZVx 

76.80 

18 

2 

9 

7 

23 A 

ZA 

86.40 


Finish: Oxidized copper or plain black. 

Other 

finishes supplied at 

an extra 

charge. For 

specially designed push button for use with elevators, see other pages following. 




For “up and down” 

push buttons for use with this annunciator see listing elsewhere. 




NO. 813 STANDARD RAILWAY ANNUNCIATOR 

Schedule “E” 


Metal case finished 

to match wood or metal trim. 

Designed particularly for sleeping, dining and 

parlor car service. 







Bell or buzzer not a 

part of equipment. 






The 800 Type Shallow Drop, wound with 

enameled wire, is used in this annunciator. 


10 

5 

2 

9 

5 A 

2 A 

$37.40 

12 

6 

2 

10H 

5Yt 

m 

44.88 

14 

7 

2 

12 

5A 

2 A 

52.37 

16 

8 

2 

13 A 

5A 

2A 

63.84 

18 

9 

2 

15 

5 a 

2A 

67.37 

20 

10 

2 

16H 

5A 

2A 

73.60 

22 

11 

2 

18 

5A 

2 V 2 

78.80 

24 

12 

2 

19A 

5A 

m 

82 29 


NO. 807HV 110 VOLT ANNUNCIATOR Schedule “E” 

Annunciator for 110 volt D.C. service. 

A metal case with slate back board designed especially for service on the high voltages. Great care is 
given to the insulation of all current-carrying parts as well as to the elimination of such material as would 
be affected by heat or moisture. This annunciator is a new departure and will be found dependable. 


2 

2 


5H 

6} s 

2 H 

$30.80 

3 

3 

1 

m 

6 A 

24 

43.57 

4 

4 

1 

7 % 

6A 

24 

53.68 

6 

3 

2 

7% 

7'A 

24 

65.57 

8 

4 

2 

7% 

7V 2 

24 

70.02 

10 

5 

2 

9% 

7V 2 

24 

88.88 

12 

6 

2 

11 

7V 2 

24 

117.86 

15 

5 

3 

9A 

9A 

• 2A 

118.13 

18 

6 

3 

10M 

9'A 

2'A 

128.45 

20 

5 

4 

9A 

ll A 

2A 

135.33 

24 

6 

4 

10M 

uy 2 

2A 

140.09 


These dimensions do not include reset rod, for which add 1 ]/i inches for reset rod. No bell supplied on 0HB6. 
Finish: Black Rubber Enamel, brush brass or other ordinary metal finishes. Special finish and 
lettering on glass same as prices on Nos. 12 and 12D Elevator Annunciators. 

24 drop and over, add to list per drop.. $3.44 

For.intermediate sizes not listed deduct from next larger size, per drop $3.20. 

Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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No.400 

GENERAL DESCRIPTION 


SEMAPHORE 
LOCK DROP 
ANNUNCIATORS 



No. 400 Unassembled 


This class of drop has been used for many years in places where the indication is to be electrically 
restored. The “Edwards” development should more properly be called an invention, for it only retains the 
principle of a target electrically operated from one position to another. All of the uncertain and super¬ 
sensitive balance or magnetic features have been omitted, and there is presented in this drop for the first 
time a positive, self-locking indication. The action of the drop cannot be affected by vibration, and is 
capable of taking care of several times the current necessary for operation without injuiy. The Edwards 
Lock Semaphore drop (patented) is really the combining of two lock drops in one unit, and does away 
entirely with the use of permanent magnets. The “position” locking feature of this drop is unique and 
original. There is nothing flimsy in construction or uncertain in its operation and only the drops that are 
indicating are in the reset circuit; a big saving in battery life. All iron parts are protected by electro¬ 
plating, and magnets are wound with enameled wire, making the most substantial and at the same time 
simple and positive electric control drop that has ever been produced. The usual manual reset found in 
gravity or needle type annunciators is omitted, control being entirely electrical. 

OPERATION 

Upon energizing the right hand magnet, the shutter is thrown to the left, after which it may be returned 
to the first position by energizing the left magnet. The front of the annunciator is clear, as all necessary 
marking appears on white bristol board card carried by the drop. The result is a decided improvement 
in appearance over types exposing all markings upon the face; in addition it affords a convenient means 
of changing indications at practically no expense or effort. 


METHODS OF WIRING RESET BUTTONS 

None of these annunciators have the old-fashioned reset plungers in the bottom of the cases. The 
drops are all electrically reset by an ordinary push button. This makes it possible to locate the reset 
button away from the annunciator, but if specified on order it can be mounted on the annunciator case. 

First: An ordinary push button may be located in any convenient place, and by pushing this button 
all of the drcps that are down in the annunciator will be electrically reset. 

Second: One reset button may be provided for each drop in the annunciator so that any drop may be 
restored without affecting any other. A system of this kind is splendidly adapted for use in hospitals 
and other places where general supervision of any kind is desired. • 

Third: The drops of an annunciator may be divided into two or more groups, each group having its 
own reset button or buttons. GENERAL * 

Unless otherwise specified, no push buttons will be supplied with semaphore drop annunciators. For 
office installations we recommend the use of the Edwards Directory Push No. 190, and, if the wiring is 
to be in accordance with plan No. 1 shown below, one of the buttons in this push may be used as the 
reset button. Complete wiring diagram in the back of every semaphore drop annunciator. Schedule “E” 
List No. 400 Lock Semaphore Drop.. *List Price $2.40 



No. i No. 2 

•Delivery F. O. B. Factory, New York City. For warehouse delrvSIfiiW^Hfter nearest house. 
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Western Electric 

SEMAPHORE DROP ANNUNCIATORS 


Mail Orders Filled 
at Prevailing Prices 





r^i q f3 

f ■ a m 

□ □ □ B 
[3. Q B E3 

l2 0 Q □ 


ee ♦ # 


Wiring Diagram 


No. 407 
Metal 


Surface Type 

This is a carefully cabineted case, equipped with the No. 400 Semaphore Lock Drop. When more than 
25 drops are to be reset at once, special winding is advisable. 


NO. 401 WOOD CASE 


Schedule “E” 





^—Outside Dimensions—> 




^—Outside Dimensions-^ 


No. of 

Ait. of Drops 

Width 

Height 

Depth 

•List 

No. of 

Arr. of Drops 

Width 

Height 

Depth 

•List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

2 

2 

1 

7 3 s 

7 3 /4 

m 

$8.80 

12 

4 3 


UK 

2K 

$39.36 

3 

3 

1 

9K 

7 K 

2 y 2 

10.80 

15 

5 3 

14 K 

UK 

2 y 2 

48.00 

4 

6 

8 

2 

3 

4 

2 

2 

2 

7K 

9K 

uy» 

9H 

9K 

9K 

2 Vt 

2K 

2 K 

14.40 

19.68 

26.24 

18 

20 

24 

6 3 

5 4 

6 4 

16*5 

14H 

im 

UK 

13K 

13K 

2K 

2H 

2 Yi 

57.60 

64.00 

76.80 

10 

4 

3 

ny s 

UK 

2'A 

32.80 







For larger sizes, add to list, per drop, $3.20. 

For intermediate sizes, deduct $2.80 per drop from the list price of the next larger size. 
Finish: Filled, varnished and oil-rubbed oak or ash, or any ordinary wood. 


NO. 407 METAL CASE 


Schedule "E” 





'—Outside Dimensions —n 





^—Outside Dimensions—* 


No. of 

Arr. of Drops 

Width 

Height 

Depth 

•List 

No. of 

Arr. of Drops 

Width 

Height 

Depth 

•List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

2 

2 

1 

7 3 s 

2'A 

$10.40 

12 

4 

3 

UK 

11 K 

2H 

$48 00 

3 

3 

l 

9% 

~K 

2H 

13.20 

15 

5 

3 

13K 

UK 

2K 

57.60 

4 

6 

8 

2 

3 

4 

2 

2 

2 

9% 

9 K 

UK 

9K 

9K 

9K 

2K 

2K 

2K 

17.60 

24.00 

32.00 

18 

20 

24 

6 

5 

6 

3 

4 

4 

1BK 
135-j 
15 K 

UK 
13 K 
15 K 

2 K 
2K 

2 K 

69.12 

76.80 

92.16 

10 

4 

3 

UK 

UK 

2 K 

40.00 









Finish: Black Rubber Enamel, brush brass or ordinary metal finish. 

General 

Automatic Reset: Each indication resets the previous one. Up to 20 drops, add to list $12.80; 
over 20 drops, add $26.50. 

For white enamel add to list: 

2 to 12 drop.$6.40 25 to 55 drop.$12.00 

13 to 24 drop. 8.80 56 to 100 drop. 15.20 

Lettering on glass up to 10 letters, list $1.04, each additional letter, list $0.07. 

For larger sizes, add to list, per drop, $3.84. 

For intermediate sizes, deduct $3.60 per drop from the list price of the next larger size listed. 

For battery lamp signal attachment, add to list $7.20. 

For arrangement of drops other than listed add to list 10%. 

For each reset button on case add to list $2.00. 

For buzzer in place of bell add to list $2.00. 

For constant ringing attachment add to list $6.00. 

For individual reset arrangement, less button, add to list, per drop, $0.32. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties 16 
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Quantity Prices 
Quoted on Request 


Western Electric 


SEMAPHORE DROP ANNUNCIATORS 


□ 0 □ 

m □ □ n 
n □ □ e 
g *□ d-d 


U •• ■ 



No. 406 No. 405 

Wood Caie Metal Case 

Flush Types 

NO. 406 WOOD CASE Schedule “E” 


No. of 

Ait. of Drops 

--Outside Dimensions—> 
Width Height Depth 

•List 

No. of 

Arr. of Drops 

--Outside Dimensions—* 
Width Height Depth 

•List 

Drop9 

Across Down 

Inches 

Inches 

Inches 

Price 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

2 

2 

1 

8 

5 3 s 

24 

$9.44 

12 

4 3 

12 4 

94 

24 

$43.20 

3 

3 

1 

mi 

5 3 « 

2 4 

11.76 

15 

3 5 

io 4 

1314 

24 

52.80 

4 

2 

2 

8 

74 

24 

15.68 

18 

3 6 

104 

154 

24 

63.36 

6 

3 

2 

io 4 

74 

24 

21.60 

20 

4 5 

124 

134 

24 

70.40 

8 

4 

2 

12 4 

74 

24 

28.80 

24 

4 6 

124 

154 

24 

84.48 

10 

4 

3 

124 

94 

2 4 

36.00 






These dimensions do not include trim; overlap of trim 1 Y% inches all around. 

Finish: Filled, varnished and oil-rubbed oak or an y ordinary wood. 

Small bell or buzzer will be furnished inside of ease if ordered. 

For larger sizes, add to list per dozen S3 .88. 

For intermediate sizes deduct $3.12 per drop from the list price of the next larger size listed. 
For each reset button on case, add to list $2.00. 

For constant ringing attachment, add to list $6.40. 

For individual reset arrangement less buttons, add to list, per drop, $0.32. 


NO. 405 METAL CASE 


Schedule “E” 


-—Outside Dimensions—» 


No. of 

Arr. of Drops 

Width 

Height 

Depth 

•List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

2 

2 

1 

8 

54 

24 

$11.04 

3 

3 

1 

10 K 

54 

24 

14.16 

4 

2 

2 

7 4 

7 4 

24 

18.88 

6 

3 

2 

104 

74 

24 

25.92 

8 

4 

2 

124 

74 

24 

34.56 

10 

4 

3 

124 

94 

24 

43.20 


These dimensions do not include trim; overlap of 
Finish: Black Rubber Enamel, brush brass or 


-—Outside Dimensions—* 


No. of 

Arr. of Drops 

Width 

Height 

Depth 

*List 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

12 

4 

3 

m H 

94 

245 

$1.84 

15 

3 

5 

io> 8 

134 

24 

62.40 

18 

3 

6 

lOVs 

154 

24 

74.88 

20 

4 

5 

12K 

134 

24 

83.20 

24 

4 

6 

12V S 

154 

24 

99.84 


trim IK inches all around. 

other ordinary metal finish. For imitation wood 


finishes, add to list 25%. 

Small bell or buzzer will be furnished inside of case if ordered. 


General 

Automatic Reset: Each indication resets the previous one. Up to 20 drops, add to list $12.80; 
over 20 drops, add $25.60. 

For white enamel, add to list: 

2 to 12 drop. $6.40 25 to 55 drop.$12.00 

13 to 24 drop. 8.80 56 to 100 drop. 15.20 

Lettering on glass up to 10 letters, list $1.04, each additional letter, list $0.07. 

For larger sizes, add to list, per drop, $4.16. 

For intermediate sizes, deduct $3.92 per drop from the list price of the next larger size listed. 

For battery lamp signal attachment, add to list, $7.20. 

For arrangement of drops other than listed add to list 10%. 

Note: Heavy faced type indicates finish supplied when not specified. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries 3 pite nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


SEMAPHORE DROP ANNUNCIATORS 




No. 412 
Dealt Type 



No. 410 
Wood Case 


Elevator Types 

NO. 410 WOOD CASE 


No. 411 
Metal Case 


Schedule 


No. of 

Arrangement 
of Drops 

Outside Dimensions—* 
Width Height Depth 

List 

No. of 

Arrangement 
of Drops 

'—Outside Dimensions—> 
Width Height Depth 

List 

Drops • 

Across 

Down 

Inches 

Inches 

Inches 

Price 

Drops 

Across 

Down 

Inches 

Inches 

Inches 

Price 

3 

1 

3 

5'A 

n*A 

2'A 

$9.36 

10 

2 

5 

7 H 


2'A 

$26.40 

4 

1 

4 

5Ks 

mA 

2 'A 

11.20 

12 

2 

6 

m 

17K 

2'A 

31.68 

5 

1 

5 

5'A 

\5Vx 

2'A 

14.00 

14 

2 

7 

7% 

mi 

2'A 

36.96 

6 

1 

6 

5'A 

17H 

2'A 

16.80 

16 

2 

8 

7 Vi 

Wi 

2'A 

42.24 

7 

1 

7 

5'A 

mi 

2'A 

19.60 

18 

2 

9 

7H 

2ZVx 

2A 

47.52 

8 

2 

4 

m 

\3Vx 

2'A 

21.12 

20 

2 

10 

7 Vs 

25Vx 

2A 

52.80 


For larger sizes, add to list $2.64 per drop. Intermediate sizes not supplied. 

Finish: Filled, varnished and oil-rubbed oak, ash, or any ordinary wood. 

For “up and down” push buttons to use with elevator annunciator see listing elsewhere. 


NO. 411 METAL CASE 


Schedule “E" 


^—Outside Dimensions- 


Arrangement ^-Outside Dimensions- 


No. of 

of Drops 


Width 

Height 

Depth 

List 

No. of 

of Drops 

Width 

Height 

Depth 

List 

Drops 

Across Down 

Inches 

Inches 

Inches 

Price 

Drops 

Across 

Down 

Inches ■ 

Inches 

Inches 

Price 

3 

1 

3 

4Vi 

U'A 

2'A 

$11.76 

10 

2 

5 

5 7 A 

15 'A 

2'A 

$34.40 

4 

1 

4 

4Va 

13 'A 

2'A 

14.40 

12 

2 

6 

6 H 

17 'A 

2'A 

41.28 

5 

1 

5 

4Vi 

15 'A 

2X 

18.00 

14 

2 

7 

6 H 

19 }i 

2'A 

48.16 

6 

1 

6 

4Vi 

17 'A 

2'A 

21.60 

16 

2 

8 

6'A 

2Wx 

2% 

55.04 

7 

1 

7 

4H 

m/x 

2Vx 

25.20 

18 

2 

9 

6'A 

23 'A 

2Vs 

61.92 

8 

2 

4 

6'A 

13 Yx 

2Vx 

27.52 

20 

2 

10 

6Vs 

25 'A 

2H 

68.80 


For larger sizes, add to list $3.44 per drop. Intermediate sizes not supplied. 

Finish: Black Rubber Enamel, brush brass or any ordinary metal finish. For imitation wood 
finishes, add to list 25%. 

For “up and down” push buttons to use with elevator annunciator see listing elsewhere. ' 

NO. 412 WOOD CASE DESK TYPES, PORTABLE Schedule “E” 

'-Outside Dimensions-* 


No. of 

Arr. of Drops 


Width 

Height 

Depth 

List 

Drops 

Across 

Down 

Inches 

Inches 1 

Inches 

Price 

2 

2 

1 

7Vx 

3Vs 

2Vx 

$;6.oo 

3 

3 

1 

10 

3 Vi 

2Vx 

17.92 

4 

4 

1 

12 'A 

3Vi 

2Vx 

21.06 

5 

5 

1 

14 'A 

3Vi 

2 Vx 

24.19 

6 

6 

1 

16 Vx 

3Vi 

2Vx 

27.33 

8 

8 

1 

21 'A 

3Vs 

2Vx 

33.60 


Larger sizes, prices special. 

Finish: Filled, varnished and rubbed oak, ash or any ordinary wood. 

For battery lamp signal attachment, add to list, $7.20. 

For white enamel finish, add to list: 

2 to 12 drops. $6.40 13 to 24 drops...$8.80 

Lettering on glass up to 10 letters, list $1.04, each additional letter, list $0.07. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest fiouge. 
Electrical House Goods and Novelties 18 
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Quantity Prices 
Quoted on Request 


Western Electric 


SEMAPHORE DROP ANNUNCIATOR 



No. 413 


18th Century No. 413 Schedule “E” 

A hand cabineted case representing the highest art of the skilled mechanic. The greatest attention is 
given to every detail in order to produce a perfect reproduction of the best available design of the period. 
A massive, splendidly proportioned case, harmonizing perfectly. Control is entirely electrical and any 
number of reset buttons may be used. It can be used as a master instrument in multiple with smaller 
outlying annunciators. The Edwards Lock Semaphore Drop is used, and every possible effort has been 
made to produce the highest class annunciator that it is possible to produce. A beautiful hand polished 
finish is given in any desired wood. Oak will be supplied unless otherwise specified. 


Drops Across Down 

Width 

Height 

Depth List Price 

Drops Across Down 

Width 

Height 

Depth List Price 

6 

3 

2 

161^ 

20^ 

6 

$40.80 

36 

6 

6 

25 H 

26!^ 

4*4 

$144.00 

8 

4 

2 

20 

203/4 

is a 

4 *A 

51.20 

40 

10 

4 

25*2 

255/g 

C 

160.00 

10 

4 

3 

20^2 

4 *4 

00.00 

50 

10 

5 

25 \i 

285/g 

6 

212.00 

12 

4 

3 

203* 

20^ 

4*4 

67.20 








15 

5 

3 

23 

20^ 

4*4 

78.00 

60 

10 

6 

Wi 

341/4 

2614 

4V A 

230.40 

20 

5 

4 

23 

22^ 

4H 

104.00 

80 

10 

8 

30 ^ 

4*4 

275.20 

24 

6 

4 


22 

4 H 

115.20 

100 

10 

10 

34 14 

34 Vi 

4*4 

344.00 


For intermediate sizes, deduct $2.00 per drop from the list price of the next larger size listed. 
For larger sizes, add per drop $3.44. 

Lettering on glass, up to 10 letters, list $1.04; each additional letter, list $0.07, 

For Lamp Signal Attachment, listed elsewhere, add to list $7.20. 

Note: Heavy faced type indicates finish supplied when not otherwise specified. 

Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
For each reset button mounted on case, add to list $2.00. 

For individual reset arrangement, less button, add to list, per drop, $0.32, 


F< 


mstant ringing attachment, add to list $5.00. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


VEHICLE CALL ANNUNCIATOR 

AND 

Whitlock Illuminated Porch and Exit Fixtures 



Vehicle Call Switchboard 



Edwards Vehicle Call System 

An orderly, dignified and efficient means of signaling chauffeurs and 
coachmen who are waiting for their passengers at hotels, clubs, depart¬ 
ment stores, theaters, piers, etc. 

The annunciator consists of two or more five sided lanterns with 
opalescent glass sides etched and filled in with black so that numbers are 
white and plainly discernible from a great distance in the daytime; at 
night an incandescent light inside each lantern makes the number just 
as plain. The lanternjs are revolved by means of the switchboard shown 
above, which has one lever for each lantern. It is only necessary to 
move the switch over to the desired number to have it appear on the 
annunciator. This is accomplished by means of a H.P. motor, which 
through worm gear revolves the lantern to the proper position. 

The case is sheet steel, so designed that ornamental covering case to 
match design of building may be put over it. 

The switchboard is a slate box with heavy brass front and arranged 
for flush or surface mounting. 

The annunciator with two lanterns gives 25 different numbers ; three 
lanterns give 125 numbers; four lanterns give 625. They are supplied to 
show the same number from two sides or one, and with figures from 12 to 
18 inches high. 

Special “vehicle call” bulletin gives complete description of the 
system and its operation. We will be glad to furnish prices on request 



Whitlock Illuminated Porch Numbers 

List List Price 

No. Description Each 

1201 Porch number complete for globe with 3]4 in. ring, with 
up to or including five figures and necessary blank 
spacers. .. $4.00 

1002 Porch number complete for globe wit h 4 in. ring, with up 

to or including five figures and necessary blank spacers 4.00 

1203 Opalescent white glass, 2 h /* x 9 ins.27 

1204 Figures 0 to 9, 1 ins. wide x 2^2 ins. high.13 

1205 Full blank spacer, 1 Vs ins. wide x2^ ins. high.13 

1206 Half blank spacer, in. wide x 2 Vo ins. high.11 

1207 Third blank spacer, in. wide x 2 V£ ins. high.07 


Whitlock Illuminated Exit Fixtures 

List List Price 

No. Description Each 

1208 Exit fixture complete for globe with 3Y\ in- ring, with 

slide reading EX IT... $5.60 

1209 Exit fixture complete for globe with 4 in. ring, with slide 

reading EXIT. 5.60 

Prices do not include glass globe or lamp. 

Delivery F. O. B. New York IM^ e( For warehouse deliveries write 
nearest house. 
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BRYANT SILENT CALL SIGNAL SYSTEM 

The Bryant Silent Call Signal System is a simplified lamp signal system designed particularly for use 
in hospitals and having use also in offices, department stores, public buildings, etc. 

It requires no relays, no batteries, no motor generators, no transformers, and operates direct on 100 to 
125 volts direct or alternating current. 

The slightest pressure on the button of a bed push indicates a desire for attendance, which is registered 
by means of incandescent lamps lighting simultaneously at various points—outside the room or ward door, 
at the nursed desk, in the diet kitchen and elsewhere if desired. 

The registration of a call may also be indicated to the patient by the means of an illuminated bulls-eye 
included as a part of the calling station at the bedside. All the signal lamps incident to a given call remain 
lighted and cannot be changed until reset by the attendant at the calling station by the bedside where the 
call originated. 

A calling station may be confined to the receptacle and cord extension with bed push and control 
switch, or may include the bulls-eye and one or more outlets for examination light, reading lamp, fan, 
heating pad, etc. 

The system is permanent positive with minimum maintenance. 

For convenience each section of the various stations has been given a letter designation, as 
shown above the illustration. * 


No. 1(T Calling Station 


No. 11 Calling Station 


Private Room Calling Stations 1 

10 palling Stations “Q,” “ *P' includes: 1 control switch, 1 receptacle for cord extension to bed 
push, 1 bed push button with 8 feet of special signal cord ana plug. 


List Price 
Each 


push, 1 bed push button with 8 feet of special signal cord and plug. $18.56 

It requires a standard two gang outlet box not less than 2% inches deep. 

Calling Station “Q,” “J, “P” includes: 1 control switch, 1 receptacle for cord extension to 
bed push, 1 bed push button with 8 feet of special signal cord and plug, 1 double pole push 

buttdn emergency switch. $20.16 

It requires a standard three-gang outlet box not less than 2% inches deep. 

..Q„ ..J,. ..jy. “Q" ..J., ..p.. .. D .. 


No. 12 Calling Station 


No. 13^Calling Station 


’jjjf Private Room Calling Stations Liat 

12 Calling Station “Q,” “J,” “D” includes: 1 control switch, 1 receptacle for cord extension to 

bed push, 1 bed push button with 8 feet of special signal cord and plug, 1 receptacle for plug 

extension to examination light, fan, heating pad, etc.. $20.80 

It requires a standard three-gang outlet box not less than 2% inches deep. 

13 Calling Station “Q,” “J,” “P, “D” includes: 1 control switch, 1 receptacle for cord exten¬ 

sion to bed push, 1 bed push with 8 feet of special signal cord and plug, 1 double pole push 
button emergency switch, 1 receptacle for plug extension to examination light, fan, heating 

pad, etc...$22.40 

It requires a standard four-gang outlet box not less than 2% inches deep. 

•The outlet box is not included with the stations. 

Delivery F. O. B. Factory, Bridgeport, Conn. For warehouse deliveries write nearest house. 




















0£Q 4AA . . • Mail Orders Filled 

“vO WteSP&tti Electric at Prevailing Prices 

BRYANT SILENT CALL SIGNAL SYSTEM 

Ward Calling Stations. The ward calling stations are designed for use in rooms where several 
beds are placed. Thev are similar to private room calling stations, except that a bulls-eye signal lamp 
has been added to enable the responding attendant to locate the exact origin of the call. They may also 
be used in private rooms when it is desired that registration of the call be indicated to the patient. The 
equipment includes a two candle lamp behind each bulls-eye. 


‘O’* “A** “J" ‘Q" "A** *J" "P 1 



No. 14 Ward Calling Station No. 15 Ward Calling Station 


Ward Calling Station 

♦List List Price 

No. Each 

14 Outfit "Q,” “A," “J” includes: 1 control switch, 1 receptacle for cord extension to bed push, 

1 bed push button with 8 feet of special signal cord and plug. 1 bulls-eye signal. $22.06 

It requires a standard four gang outlet not less than 2% inches deep. * 

15 Outfit “Q,” “A,” “J.” “P” includes: 1 control switch, 1 receptacle for cord extension to bed 

push, 1 bed push button with 8 feet of special signal cord and plug, 1 bulls-eye signal, 1 

double pole emergency push button switch. $23.66 

It requires a standard four gang outlet box not less than 2 % inches deep. 


O” “A” “J” ‘D’ 



No. 16 Ward Calling Station 


'O’* “A** “J" "P” **D' 


No. 17, Ward Calling Station 



Ward Calling Station 

•List List Price 

No. Each 

16 Outfit “Q,” “A,” “J,” “D” includes: 1 control switch, 1 receptacle for cord extension to 

bed push, 1 bed push button with 8 feet of special signal cord and plug, 1 bulls-eye signal, 

1 receptacle for plug extension to examination light, fan, heating pad, etc. $24.70 

It requires a special four gang outlet box not less than 2% inches deep. 

17 Outfit “Q,” “A,” “J,” “P,” “D” includes: 1 control switch, 1 receptacle for cord extension 

to bed push. 1 bed push button with 8 feet of special signal cord and plug, 1 bulls-eye 
signal, 1 double pole push button emergency switch, 1 receptacle for plug extension to ex¬ 
amination light, fan, heating pad, etc... $25.90 

It requires a special five gang outlet box not less than 2 % inches deep. 

*Note: The outlet box is not included with the stations. 

Delivery F. O. B. Factory, Bridgeport, Conn. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties - (l ~- 
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Western Electric 

MISCELLANEOUS APPARATUS 




Single Door Light Receptacle and Plate 


Automatic Recorder Lamp Annunciator 

Elapsed Time Recorder 

This is an automatic device that makes a graphic record of the time each call is registered and the time 
elapsing before it is answered. Each recorder registers calls from 20 calling stations located in any part 
of the building. Each recorder is equipped to accommodate 20 stations. They may also be equipped for 
as many stations from 1 to 20 as desired. 

361888 Automatic recorder capacity 20 stations. $560.00 


Candelabra Base Lamp Annunciator 


List 

Annun¬ 

Size of Box 

Sise of Trim 

List 

List 

Annun¬ 

Size of Box 

Size of Trim 

List 

No. 

ciator 

Inches 

Inches 

Price 

No. 

ciator 

Inches 

Inches 

Price 

361889 

2 

6 % x 4 *4 x4% 

8 % x 6% 

*17.50 

361897 

24 

9% x 12*4 x4% 
9% x 13% x4% 

11*4 x 14*4 

$119.00 

361890 

4 

6%x 6%x4% 

8 % x 8% 

31.50 

361898 

28 

11*4 x 15 % 

140.00 

361891 

6 

6% x 7*4 X 4% 

8*4 x 9 H 

42 00 

361899 

32 

9*4 x 15*4 x 4% 

11*4 x 17*4 

161.00 

361892 

8 

6 % x 9 % x4% 

8% x 11% 

52.50 

361900 

36 

9*4 x 16^ x 4% 

11% x 18 % 

175.00 

361893 

10 

614 X mi X4H 

8*4 x 12% 

70.00 

361901 

40 

9*4 x 18*4x4% 

11*4x20*4 

196.00 

361894 

12 

6*4 x 12*4 x4% 

8*4x14*4 

73 50 

361902 

44 

9*4 x 19% x 4% 

11 % X 21*4 

213.50 

361895 

16 

9% x 9*4 x4% 

UH x 11*4 

87.50 

361903 

48 

9% x2\*4 x4% 

11% X 23% 

234.50 

361896 

20 

9*4 x 10% x 4% 

11*4x12% 

101.50 

361904 

52 

9% x 22%x4% 

11% X 24 % 

254 .80 


Note: When ordering, state finish of fronts. List prices cover white enamel and brush brass. An 
extra charge will be made for other finishes. Also state markings or numbering desired. 

Prices and dimensions of lamp annunciators include candelabra base receptacles and % inch bulls-eye, 
but do not include lamp. Prices on application. 

Delivery F. O. B. Factory, Bridgeport, Conn. For warehouse deliveries write nearest House. 

• on_3 


tr 


No. 10 Station for Two Beds Double Door Light Receptacle and Plate 


Signal for Night Calls 


One Station for Two Beds 

One station for two beds can be effected by having a plug section at each end of the station plate. 
For this feature add $1.05 to any of the described stations listed. 

list No. \Ifr. No. PUSH BUTTON AND CORD List Price 

361905 478 Extra button..each $4.20 

361906 ... Extra cord.per foot 14 

Pilot Lamp and Door Lamp 

RECEPTACLES AND PLATES 

The door signal lamp consists of any Edison base receptacle and lamp situated above the door on the 
corridor side of the room from which the call originates, and enables the nurse to readily locate the room 
from which the call is sent. 

List No. List Price Each 

361883 Single door light receptacle and plate. (Requires 1 gang switch box). $1.12 

361884 Double door light receptacle and plate. (Requires 2 gang switch box). 2.24 

361885 Three pilot light receptacle and plate. (Requires 3 gang switch box). 3.36 

361886 Four pilot light receptacle and plate. (Requires 4 gang switch box). 4.48 

Audible Signal for Night Calls 

A single stroke bell for night service with a cut-off switch. It requires for its installation a standard 
3 gang switch box. 

361887 Audible signal for night call. $14.00 


L'la/.^-1/.nl U. 


CaaiIi an/I MavaIHas 
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Western Electric 

BURGLAR ALARM APPARATUS 


Mail Orders Filled 
at Prevailing Prices 


GENERAL DESCRIPTION 

Thjs apparatus is manufactured for entire protection against intrusion of any sort, and it includes 
complete equipment necessary for installation with the exception of wire and battery. It comprises 
burglar alarm annunciators, alarm bells, window, door, shade, transom, shutter and scuttle springs, 
switches and automatic house-lighting devices. The interchangeability of these devices permits 
unlimited flexibility for the system; it will be found invaluable For private houses and apartments, 
suburban homes, institutions, poultry farms, large estates, stores, etc. 


OPERATION 

At a given time the system is placed in effect, either wholly or in part, by the arrangement of 
switches at the annunciator, where A “silent test” switch assures the user that all desired openings 
are under protection. There is also a switch to test bell and line; and one to test battery and line. If 
now, an entrance is attempted, a bell at any desired point gives the alarm and the point of entrance 
is indicated. Additional bells or any form of signals or indication may be added to the equipment, 
to be placed at any point on the premises or at a remote point, or the instrument may be so 
arranged as to cause the entire house or individual lights, to become illuminated when an 
alarm is given, or all of these features may be included. 

Certain sections, such as coal chute, wine cellar or scuttle, may be left permanently connected 
by placing switches for these sections on the upper, or day, bar. Selected portions, such as the servants* 
quarters and other parts of the house to be used before the family arises, may be automatically discon¬ 
nected upon the ringing of a servants’ call by placing the switches for those sections on the lower, or 
night, bar. 

Correspondence regarding special usage of burglar alarm application is invited. 


CONSTRUCTION 

These instruments are of standard construction and design, as described elsewhere. In such 
styles as call for them, high grade clock movements are installed. Switch bars for night and day 
connection and testing circuits are included. Alarm bells recommended are the Recti and the Lungen. 
See also constant ringing attachments, small bells, and entrance door springs, lock switches, etc. 


EXTRA ATTACHMENTS Schedule “E” 

For No. 3, No. 4, or No. 5 Burglar Alarms. *List 

Price 

Automatic gas lighter, one or two burners. v .. . . $18.40 

Automatic gas lighter, more than two burners, per burner. 4.00 

Automatic incandescent lamp lighter, in case, capacity 5 amps. 56.00 

Automatic incandescent lamp lighter, in case, capacity 10 amps. 64.00 


AUTOMATIC CLOCK BURGLAR ALARM NO 3 Schedule “E” 



No. 3 


Equipment —Fine 8-day clock, servants* call, voltmeter, bell, 
battery and silent tests, constant ringing switch, and automatically ill¬ 
uminated dial if ordered. Extra attachments, as listed above. 

Finish—Oak or any ordinary wood, filled, varnished and rubbed; 
beveled plate glass door with lock. Surface or flush types furnished. 
Prices and dimensions given are for surface types; other styles on 
request. 


Arrange- <-Outside Dimensions- 


No. of 

ment 

Width 

Height 

Depth 

♦List 

Sections 

Rows 

Inches 

Inches 

Inches 

Price 

6 

1 

14 

23 

7H 

$344.00 

8 

1 

17 

23 

7% 

360.00 

10 

1 

19 

23 

7 H 

376.00 

10 

2 

12H 

27 

7'A 

376.00 

12 

2 

14 

27 

7M 

392.00 


Additional sections in width, add to width, 1H inches. 

Additional rows in height, add to height, 4 inches. 

Additional sections, add to list per section, $9.20. 

For white enamel finish, add to list, $12.00. 

Note: Heavy face type indicates finish supplied when not otherwise 
ordered. 


•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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No. 4 



No. 5 



Annunciator Burglar Alarms 

AUTOMATIC CLOCK BURGLAR ALARM NO. 4 Schedule “E” 


Equipment: Fine 8-day clock. Servants’ call, battery, bell and silent test, constant ringing switch. 
Extra attachments, as listed on preceding page. 

Finish: Same as No. 3. Other finishes and flush types furnished. Prices and dimensions given are 
for surface types. 


-Outside Dimensions- 


No. of 

Arrangement 

Width 

Height 

Depth 

♦List 

Sections 

Rows 

Inches 

Inches 

Inches 

Pries 

6 

1 

13K 

23 

m 

$160.00 

8 

1 

16 

23 

7 H 

176.00 

10 

1 

i SH 

23 

7'A 

192.00 

10 

2 

12 

26^ 

7X 

192.00 

12 

2 

13^ 

26^ 

7H 

210.00 


Additional sections in width, add to width, \)4 inches. 
Additional rows in height, add to height, 3% inches. 
Additional price per section, fist, $7.20. 

For white enamel finish, add to list, $12.00. 


AUTOMATIC CLOCK BURGLAR ALARM NO. 5 Schedule “E” 

Equipment: Standard 8-day long pendulum clock. Battery, bell and silent test, constant ringing 
switch. Extra attachments, as listed on preceding page. 

Finish: Same as No. 3 but without glass door. Other finishes and flush types furnished. Prices and 
dimensions shown are for surface types. 


Outside Dimensions- 


No. of 

Arrangement 

Width 

Height 

Depth 

♦List 

Sections 

Rows 

Inches 

Inches 

Inches 

Price 

6 

1 

13K 

24 

6X 

$96.00 

8 

1 

16 

24 

6X 

104.00 

10 

1 

18 

24 

6X 

112.00 

10 

2 

12 

2714 

6H 

112.00 

12 

2 

13K 

27H 

6X 

120.00 


Additional sections in width, add to width, 114 inches. 

Additional rows in height, add to height, 3)4 inches. 

Additional price per section, list, $4.80. 

Servants’ call can be furnished at an additional list price of $12.00. 

For white enamel finish, add to list, $9.60. 

♦Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 

24 Electrical House Goo » Novelties 








No. 7 Wiring Diagram No. 11 

AUTOMATIC BURGLAR ALARM NO. 7 

Furnished with battery, bell an i silent tests. 

,-Outside Dimensions-* 


Trailer No. 96 


No. Of 
Sections 
6 
8 
10 
10 
12 


Arrangement 

Rows 

1 

1 

1 

2 

2 


Schedule “E” 

height Depth *List 

Inches Inches Price 

14 ]/ 2 6H $61.60 

WA 6H 65.98 

14A 6H - 70.37 

18 M 6}4 70.37 

18^ 6 M 74.72 

Additional sections in width, add to width, 1}4 


Additional rows in height, add to height, inches. Additional sections in width, add to width, 1J4 
inches. Add to price per section, $4.58. 

Finish: Filled, varnished and rubbed oak. Other standard finishes to order. 

Special Finish, Lettering and Setback 
Note: Heavy face type indicates finish supplied when not otherwise specified. 

For mahogany, add to list, 25%. For white enamel finish, add to list: 

2 to 12 Section $4.90 13 to 24 Section $6.40 25 to 55 Section $9.60 56 to 100 Section $11.20 

Lettering on glass, up to 10 letters, list, 95 cents; each additional letter, list, 7 cents. 

CLOSED CIRCUIT DROP NO. 11 Schedule “E” 

For annunciators or burglar alarms on closed circuit, each drop acting as its own relay. 

Add to list price of burglar alarm: --*List Price- 

With Clock Without Clock 

For 6-section cases. $116.00 $56.00 

For 8-section cases. 140.00 80.00 

For 10-section cases. 164.00 104.00 

For larger sizes, prices furnished on application. 

For annunciators all styles except fire alarm, return call or the No. 81, special prices on application. 






I 


TRAILER NO. 96 Schedule “E’ 

A spring operated clock movement causes arm to rotate, closing 
No. 95 contact by means of brush at end of arm wiping over the points in 

succession. It is used when a number of bells are to be operated, so 
that battery economy may be effected or where needed current for proper operation of all bells at once 
would be so high as to be unadvisable. It can be supplied for any number of circuits. 

List No. *List Price Each 

96 2 to 6 points .... $36.00 

Extra points, add to list, for each point, $1.40. 

LOCK BURGLAR ALARM SWITCHES Schedule “E” 

The No. 95 switch is placed on the outside of door frame, so that when burglar alarm is set, persons 
having a key may enter without giving the alarm. 

95 Polished brass or nickel. $9.60 

The No. 95A operates the same as No. 95, but has two locks. Keys fit both inside and outside locks so 
that after switch has been turned off outside, key can be withdrawn and person entering can close the door, 
insert key on inside and reset switch. 

95A Polished brass or nickel plate. $19 20 

The No. 95B is the same as No. 95, but with rod to go through door frame, fastened by nuts on inside, 
so that it cannot be removed from the outside. 

95B Polished brass or nickel.rqittzed*by vuOOQlC $6.72 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties 25 
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BURGLAR ALARM ACCESSORIES 
Open and Closed Circuit Springs 

Open Circuit Window Springs: Nosing in normal position, contact is broken. 

Closed Circuit Window Springs: Nosing in normal position, contact is established. 

Door Springs are just the reverse. 

Note: In installing window springs, one should be placed in the frame several inches above the lower 
end of the upper sash, and one a similar distance below the upper end of the lower sash. Each sash should 
be mortised so the nosing will set in the recess when the window is closed, and this mortise should be 
continued above the upper, and below the lower spring a few inches to permit the opening of the window 
for ventilation. When the sash is moved beyond that point, it depresses the nosing, making or break¬ 
ing (as the system is open or closed circuit) the circuit. 

Where the sash is loose, the use of the No. 121 counter spring mounted on the side of the frame opposite 
to the window spring will insure satisfactory results. 

All spiral and contact springs are phosphor bronze metal. The contacts are rubbing or scraping. 



No. 28 



No. 29 



No. 30 


No. 31 



No. 32 



OPEN CIRCUIT SPRINGS Schedule “E” 


List 

No. 

For Uso On 

Description 

Size of Plate 
Inches 

Std. 

Pkg. 

•List 

Price 

28 

Window 


. 2 V s x V 2 

90 

SO.44 

29 

Window 

Double. 

. iMx 

12 

.69 

30 

Window 

Heavy contact. 

. % 

60 

.69 

31 

Shade 

Perpendicular for under sill. 

. 1^x1% 

12 


32 

Transom 

For French or pivot windows. 

. 2^x1 

12 

1.21 




No. 34 

No. 35 No. 36 No. 37 



OPEN CIRCUIT SPRINGS 

List 



No. 

For Use On 

Description 

34 

Door 


35 

Door or Transom 

For hinged transoms or thin doors. 

36 

Door 

Extra heavy.: 

37 

Shutter 

Extra long break. 

38 

Door 

Make and break. 


Size of Plate 
Inches 

2 x H 

1%* V* 

3 x y 8 

3 x y s 

2 x H 


No. 38 


Schedule “E” 


Std. 

•List 

Pkg. 

Price 

90 

$0.32 

50 

.31 

12 

.63 

12 

.81 

90 

.42 



The make and break spring No. 38 differs from other types in that it establishes the contact as the 
door opens and closes, but not when the door is open or closed. It is used for store doors and other places 
where a signal that a door is being opened or closed is desired and yet permit the door to remain in either 
position without ringing the bell. 

Note: Assortment of all springs listed above to make standard package is permitted if the total num¬ 
ber ordered equals the largest standard package quantity of the styles ordered. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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BURGLAR ALARM SPRINGS 
Open and Closed Circuit Springs 



List No. 
113 
120 
138 
143 


113 

For Use On 

Door 

Window 

Shade 

Window 


No. 120 


No. 138 


OPEN CIRCUIT SPRINGS 

Description 

Insulated for metal doors. 

Roller for swinging frames. 

For top of sill. 

Insulated for metal windows. 


All spiral and contact springs are phosphor bronze metal. 


No. 143 •. 


Schedule “E” 


Size of Piate 

2 x 5-jj ins. 

3 % x 1 }'i ins. 
2 x 5 s ins. 
2 M x 1} i ins. 


Std. Pkg. *List Price 
6 $5.40 

6 3.15 

12 .96 

6 3.15 



No. 39 


List No. For Use On 


28 

W indow 

30 

Window 

31 

Shade 

36 

Door 

37 

Shutter 

39 

Door 

121 

Window 

40 

Door or Safe 

40 

Door or Safe 

41 

Door or Safe 

42 

Door or Safe 



CLOSED CIRCUIT SPRINGS 


Description Size of Plate 

. 

Heavy spring. SHxyin. 

Perpendicular for under sill. 1 V* x % in. 

Extra heavy. 3 x % in. 

Extra long break. 3 x in. 

Opening door breaks contact. 2 x % in. 

Flat contact or for loose sash. 4}^ x J i in. 

Fits inch hole (price with plate). 1 % A x % in- 

Plate only. 1 % x % in. 

Price with plate. 1 % x y% in. 

Price with plate... 1 % x % in. 


4 = 

No. 42 

Schedule “E M 

Std. Pkg. *List Price 
90 $0.61 

60 .79 

12 1.44 

12 .72 

12 1.08 

90 .42 

6 .36 

6 .54 

6 .18 

6 .63 

6 .54 



No. 43 No. 44 No. 44a No. 236 



No. 45 


CLOSED CIRCUIT SPRINGS 

List No. For Use On Description 

43 Door or Safe Long break, with plate. 

44 Door or Safe With extra plate No. 44a. 

44A Door or Safe Extra plate only. . 

For package assortment on above see foot-note on preceding page. 


Schedule “E” 
Size of Plate Std. Pkg. *List Price 
1^x5^ in. 6 $0.63 

l%x% in. 6 .63 

lMx^in. 6 .18 


DOOR TRIP NO. 236 Schedule “E” 

To automatically ring bell when door is opening. Screws to door frame. 

236 Door Trip..j.. 6 $0.90 

BURGLAR ALARM ATTACHMENT NO. 45 Schedule “E" 

For protecting windows, skylights, blinds, etc. 

A wire attached to the ring is drawn so as to break the contact. The further drawing of the wire, 
or the breaking of it, will establish a contact and give the alarm. 

45 Attachment.™,... 6 $1.35 


•Delivery F. O. B. Factory, New York City. For warehouse deliverjeswrite nearest house. 
Electricf.l House Govdf and Novelties 27 
























Quoted enR»que.t WtStmt ElCCtHC 

RECORDING SYSTEM 
Watchman’s Time Detectors 

Utility: The Edwards’ Time Detectors are used extensively in industrial 
plants, department stores, warehouses, hotels, institutions, yards, docks, 
steamships, etc., to record accurately and indelibly the exact time of each 
visit of the watchman at each essential point of his rounds, at which point 
a station is placed. 

Operation: At the station, the watchman is required to insert a special 
form of key and a perforation is then made by electrical contact, either with 
the use of a magneto or by means of a battery circuit upon a central dial, 
the movement of which is operated in connection with an 8-day clock. The 
dial passes through guides preventing wrinkling, which might cause inaccu¬ 
racies or interfere with the clock mechanism. 

Construction: Metal parts are brass or bronze except where steel is 
necessary; this is copper plated or japanned. Wire connections are soldered. 
All connectors are marked to facilitate installation and test. Each instru¬ 
ment is equipped with lock and key and the opening ot the door is recorded 
on the dial. Automatic cutout device is added to battery type to prevent 
the dial from mutilation through prolonged contact. This is not necessary 
with the magneto types. 

Underwriters 9 Approval: Edwards’ Time Detectors of the magneto type are inspected and approved 
by the National Board of Fire Underwriters, while battery type systems irrespective of make are without 
this approval; both types show every deviation from the exact performance of the watchman’s duty. 

Insurance Rates: The increased measure of security from fire risk obtained through their use has re¬ 
sulted in a substantial reduction in fire insurance rates. 

The prices given include a year’s supply of dials, but do not include magneto or battery stations. 



No. 75 
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MAGNETO TYPE NO. 75 S«h«du1e “E" 

With Timepiece 


Dimensions- 


No. 

High 

Wide 

Deep 

♦List 

Stations 

Inches 

Inches 

Inches 

Price 

4 

31% 

17% 

5% 

$153.30 

5 

31% 

17% . 

5% 

160.60 

6 

31% 

17% 

5% 

160.60 

7 

31% 

17% 

5% 

167.90 

8 

31% 

17% 

5% 

167.90 

9 

31% 

17% 

5% 

175.20 

10 

31% 

17% 

5% 

175.20 

12 

31% 

17% 

5% 

182.50 

15 

31% 

17% 

5% 

193.45 

20 

35% 

21% 

5% 

211.70 

25 

35% 

21% 

5% 

230.52 

Extra stations, per station up to 50, list $5.94. 

Standard finish, oak. 

For white enamel, add to list $10.95. 



Where more than 25 stations are required, 2 recording dials will be used. 

BATTERY TYPE NO. 97 

FFour Stations, With Timepiece in Same Case 

Schedule “E” 

No. 

High 

Wide 

a Deep 

♦Lilt 

Stations 

Inches 

Inches 

Inches 

Prioe 

4 

31 *A 

17^ 

5% 

$185.40 


Prices do not include stations. 


Other sizes same price and dimensions as No. 75. 

PAPER DIALS ONLY Schedule “E” 

For all types of watchman’s time detectors listed above. 

— 1A —X __-1 AAA AS 4 /1A 


1 to 10 stations, per 1000. $14.60 

11 to 15 stations, per 1000. 18.25 

16 to 20 stations, per 1000. 21.90 

21 to 25 stations, per 1000 . 24.34 


•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Western Electric 

TIME DETECTOR AND STATIONS 


Mail Orders Filled 
at Prevailing Prices 



No. 76 


Watchman's Time Detector 

MAGNETO TYPE NO. 76 Schedule “E” 

Without Timepiece 



-Dimensi 

ons- 




-Dimei 

isions- 



No. of 

High 

Wide 

Deep 

♦List 

No. of 

High 

Wide 

Deep 

♦List 

Stations 

Inches 

Inches 

Inches 

Price 

Stations 

Inches 

Inches 

Inches 

Price 

4 

18 

17 H 

5V 2 

$87.60 

10 

18 

17 !4 

5A 

$124.10 

5 

18 

17A 

5 A 

91.25 

12 . 

18 

17^ 

5'A 

131.40 

6 ' 

18 

17^ 

5'A 

94.90 

15 

18 

\7V 2 

5 A 

142.35 

7 

18 

17 

5A 

113.15 

20 

18 

17*4 

5A 

160.60 

8 

18 

17>4 

hV 2 

116.80 

25 

18 

17A 

SA 

178.85 


Extra stations, per station, list $5.84. 

Standard finish, oak. 

For white enamel, add to list $7.30. 

Where more than 25 stations are required, 2 recording dials will be used. 
Approved by the National Board of Fire Underwriters. 

BATTERY TYPE NO. 98 




Four Stations, Without Timepiece 


Schedule “E” 






No. 

High 

Wide 

Deep 

♦List 

Stations 

Inches 

Inches 

Inches 

Price 

4 

18 

17^ 

5>A . 

. $87.60 


Other sizes same price and dimensions as No* 76. 
Prices on paper dials, see preceding page. 



No. 161 No. 162 No. 163 


No. 161 No. 162 No. 163 

Magneto Stations 

For Use With Nos. 75 and 76 Time Detectors 

Approved by the National Board of Fire Underwriters 

NO. 161 WOOD CASE Schedule “E” 

List No. ♦List Price 

161 Hand generator with removable handle. $10.80 

161P Portable type, with carrying strap, No. 72 plug and three foot cord. 16.06 

NO. 162 METAL CASE Schedule “E” 

Weatherproof case, for outdoor use and in more or less exposed places. 

List No. *List Price 

162 Hand generator with removable handle... $13.14 

NO. 163 FLUSH METAL CASE Schedule “E’’ 

Intended for interior use flush with the wall. 

List No. ♦List Price 

163 Hand generator with removable handle. $16,06 


•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house, 
Electrical House Goods and Novelties 63 
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Quantity Prices 
Quoted on Request 


Western Electric 


BATTERY KEY STATIONS AND SIGNAL SYSTEMS 









Battery Key Stations 


For Use with Numbers 98 and 99 Time Detectors 

NO. 99 FLUSH STATION Schedule “E” 

Finish: Nickel plate, brush brass, old brass or polished brass 
List No. * List Price 

99 Keystation. Plate, 2 inches diameter. $1.44 

For any group “A” finish, add. .56 

For any group “B” finish, add. .88 

NO. 211 KEY STATION Schedule “E” 

Finish: Nickel plate; brush brass, old brass or polished brass. 

211 Flush station (mounted on 158 plate screw hole centers 3& inches to fit standard 

push button switch box). $7.84 

211A Surface station. Plate, 2 % inches diameter.. 4.80- 

211 With any group “A” finish, add.... .56 

211 With any group “B” finish, add. .88 

211A With any group “A" finish, add.r.. .56 

211A With any group “B” finish, add. .88 

Key only. .46 

NO. 72 RECEPTACLE AND PLUG Schedule “E” 

Used in connection with No. 161 portable magneto for connecting magneto to circuit. The back 
plate is permanently installed and the circuit wires attached; the cap or plug is connected by means of a 
flexible cord to the magneto and carried with it. 

72 Receptacle and plug complete. $1.35 

Plug only. .64 

Standard and Special Finishes 

Note: Heavy face type indicates finish supplied when not otherwise specified. 


♦List Price 
. $1.44 

. .56 

. .88 

Schedule “E” 


Finish Group “A" 

Old English bronze Polished copper 

Antique or Flemish brass Polished steel 
Oxidized brass Bauer-barff 

English bronze Acid or statuary bronze 

Mottled copper Lemon brass 

Oxidized copper Gun metal 

Antique copper or Black 

Japanese bronze 


Gilt 

Satin gold 
Etruscan gilt 
Gold bronze 
Oxidized silver 
Butler’s silver 
Ormolu or French gilt 


Finish Group “B” 

Burnished gilt 
Polished silver 
Pompeiian bronze 
Roman or dull gold 
Sand blast, antique brass 
Sand blast, old brass 
ch gilt Verde antique 


Special Signaling Systems 

PROGRAM CLOCKS 

The use of the electric program clock is general in colleges, schools, factories 
and institutions of various sorts to automatically ring groups of bells at prearranged 
intervals for the changing of classes, shifting of labor gangs, dynamo and furnace 
changes, cessation and resuming of work, etc. 

The operating principle is found in the rotation of a circuit-closing contact 
arm synchronized with a clock movement. The contact intervals are furnished 
either changeable at will or fixed and provided for contacts of variable lengths, 
during which any number of bells of any desired type and style are caused to ring. 

A switch is provided for hand ringing mid for cutting out the program ringing. The 
clock movement regularly furnished is an 8-day key-winding type of superior con¬ 
struction. Twelve contact keys are furnished. The case is excellently finished oak. 

List ♦List 

No. Price 

101 Five minute changeable interval. $272.00 

101A Not changeable. 120.50 No. ioi 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Western Electric 

FARADAY FIRE ALARM SYSTEMS 


Mail Orders Filled 
at Prevailing Prices 


Model P-2022 

Enclosed Pull-lever Code Ringing 
Fire Alarm Box 



Model 2120 
Single-stroke Half-guarded Gong 




FIRE 

ALARM 

© 

OPEN DOOR K 
PULL HOOK 
TO STOP 
AND 
LET GO 



Model 2620 
Electro-mechanical Gong 



Model 2500 

Vibrating, Half-guarded 
Fire Alarm Gong 



Model 2040 

Break-glass Non-code 
Ringing Fire Alarm Box 
with Outlet Box Back 
for Conduit 


Faraday Interior Fire Alarm Systems are particularly designed and 
suitable for factories, schools, colleges, public institutions, hotels, theaters, 
office buildings, department stores, warehouses, apartment houses, etc.; 
in fact, for every class of building where life and property should be pro¬ 
tected from the fire hazard, but with full consideration that an interior 
fire alarm'system must be simple and economical, both as to initial cost and 
maintenance. 

Faraday Fire Alarm Systems are designed to operate from three 
sources of electrical energy, viz.: 

(1) D.C. electric light and power circuits. 

(2) A.C. electric light and power circuits. 

(3) Battery (both primary and storage) circuits. 

Faraday Interior* Fire Alarm Systems represent the latest develop¬ 
ments in the fire alarm field. Particular attention is called to the entirely 
original cabinet-unit mounting feature of all control apparatus and instru¬ 
ments. Cabinets are absolutely fireproof. They are of heavy pressed steel, 
finished in glossy vermilion. All instruments and control mechanisms are 
back connected, mounted on slate panels. Cabinets are furnished with 
glass windows through which all instrument dials are easily read without 
opening doors. Terminals on slate panels are latest type Underwriters* 
pattern, with each terminal so plainly marked that the connecting of cir¬ 
cuit wires to mains, boxes, gongs and trouble bells can be readily made by 
any good mechanic. 

Faraday Fire Alarm Systems may perhaps be classified in two general 
types, viz.:' 

(a) Electrically supervised closed circuit code ringing. 

(b) Non-supervisea open circuit non-code ringing. 

Electrically supervised closed circuit code ringing systems are operated 
by a continuous flow of electric current, by either pull lever or break-glass 
boxes, indicating by powerful single-stroke signals on gongs, location of 
box from which signal originates. Main circuits, box circuits and gong 
circuits are constantly under electrical test. Trouble of any nature on 
any part of this system or failure of operative current automatically indicat¬ 
ing itself by ringing of trouble bell. 

Non-supervised open circuit non-code ringing systems are operated 
by the current when the simple break-glass type box is put in service. 
The great disadvantage of this open-circuit non-supenrised system is that 
some accident may, of course, at any time open the circuit and when this 
happens an attempt to send in a fire signal completely fails. Furthermore, 
with the open circuit system, location of box from which signal originates 
cannot be indicated, as the bells simply ring continuously till the glass 
in the box is replaced. 

Electrically supervised closed circuit systems may be sub-divided into 
two classes, viz.: 

(a) Non clockwork single-stroke gong systems. 

(b) Electro-mechanical (clockwork) gong systems. 

Send for special 32 page bulletin on Faraday Fire Alarm Systems. 
34-1 
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WIRING OIACRAM 

SUPERVISED 

FIRE ALARM SYSTEM 

WITH 5INCLt-STROKE 

fARADAY bongs 


r**jv rauQ-rrcw con 


Model DSS, Faraday Fire Alarm 
Control Cabinet 


MODEL DSS, ELECTRICALLY SUPERVISED 

Model DSS (direct single-stroke) Faraday Fire Alarm Systems are designed for use where an absolutely 
dependable supply of direct current is available at all hours of the day and night. 

Model DSS systems are similar to Model DEM systems, but employ single-stroke gongs, which require 
no winding up, in place of Electro-mechanical Gongs, which do require winding. 

Main circuits, box circuits and gong circuits are constantly under electrical test. Trouble of any nature, 
on any part of the system or failure of operative current is automatically indicated bv ringing of Trouble 
Bell. 

CONTROL CABINETS 


List 

No. 

DSS-14 

DSS-28 

DSS-42 

DSS-56 


Description 

Faraday Control Cabinet for installations not exceeding 14 gongs, complete. . 

Same as DSS-14, except for 15 to 28 gongs.'.. 

Same as DSS-14, except for 29 to 42 gongs. 

Same as DSS-14, except for 43 to 56 gongs. 


SINGLE-STROKE HALF-GUARDED GONGS 

6 inch half-guarded single-stroke Faraday Enclosed Type Gong. . 
8 inch half-guarded single-stroke Faraday Enclosed Type Gong. . 
10 inch half guarded single-stroke Faraday Enclosed Type gong... 
12 inch half-guarded single-stroke Faraday Enclosed Type Gong. . 
14 inch half-guarded single-stroke Faraday Enclosed Type Gong. . 


Above gongs are furnished with knock-outs to slip both x /i or $4 inch conduit. 


F-2022 

A-2020 


BOXES 

Enclosed-lever code-ringing selective type Faraday Box. 
Break-glass code-ringing selective type Faraday Box.... 


List Price 
Each 
$168.80 
202.50 
236.30 
270.00 


$18.00 

22.50 
27.00 
33.80 

40.50 


$21.50 

30.00 


TROUBLE BELLS 

2502 Faraday Enclosed Type Trouble Bell, with outlet-box back. $7.50 

Where any circuit of less than 14 gongs is to be installed, same must be specified, so that resistance-unit 
may be mounted in control-cabinet. 

Note: Conduit box backs are shipped separately for roughing; they are packed in individual cartons, 
labeled B-2120 for half-guarded gongs; B-2100 for under-dome gongs; BF-2022 for enclosed-lever boxes, ana 
B-2502 for trouble bells. W’hen so shipped, conduit box backs will be charged out at $2.30 list, and cor¬ 
responding reduction made in billing gongs, boxes, bells and resistance balancers. 

Delivery F. O. B. New York City. For warehouse deliveries write nearest hkileJ 
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Western Electric 


Matt Orders Filled 
at Prevailing Prices 


FARADAY FIRE ALARM SYSTEMS 

' Selective Code Ringing Closed Circuit Type 


To Motor - 
Generator 
of * D C . Lu*c 


Wiring Diagram Faraday ^SS System 

I 

v rape* 

ffl|Sjgg> Sceecr/ve Boxes Oonos 

loons 2020-2022 Models 2/00 - 2/20 


CONTROL-CABINET 
MODEL 555" 



y vst stance 
Balancer 
Mooel 2/2*2 


*A0AY PIRE ALARM SYSTEM 



. SSS 






F^j 

C**'* 



-rl- . 4 


' 


Ml 

'T' 

&<■ 

* 



SllrV 



1 

t 

h ^ i 


KV- 



! J •+ c 


P'H* 





\ a v / 5 





WIRING DIAGRAM 


»S5S 


-_J11 _ CSS£> 

fv. J - 1 Trouble Bell 

t-Aj i|i|_ \Model 2502 

NQTCr OeSIS TANCC Balancer 
fRUST BE INSERTSO IN EACH 
CIRCUIT HAVING LESS 

7X4/v seven it ones 


SUPERVISED 

FIRE ALARM SYSTEM 

WITH 5INGLC -5T70KC 

.FARADAY GONGS. 



Model SSS, Faraday Fire Alarm 
Control Cabinet 


Model SSS, Electrically Supervised 

Model SSS (storage single-stroke) Faraday Fire Alarm Systems are designed for use where neither 
A.C. nor D.C. electric light or power current is available from a constantly dependable source, but where 
either A.C. or D.C. at certain periods is available. 

Model SSS # systems are similar to Model SEM systems, but employ single-stroke gongs which require 
no winding up in place of electro-mechanical gongs which do require winding up. 

Main circuits, box circuits and gong circuits are constantly under electrical test. Trouble on any part 
of system, or failure of operative current is automatically indicated by ringing of trouble bell. 

CONTROL CABINETS 

List List Price 

No. Description Each 

SSS-7 Faraday Control Cabinet for installations not exceeding 7 gongs, complete. $185.60 

SSS-14 Same as SSS-7, except for installations 7 to 14 gongs. 222.80 

SSCD Charging cabinet for charging storage battery from D.C. circuits. 123.80 

SSCM Charging cabinet for charging storage battery from motor generator. 137.50 

BATTERIES 

SB-24 Storage battery for above systems, complete per cell. $6.00 

MOTOR GENERATORS 

MG-108 Motor generator, direct connected, with base, to generate for storage battery charging On appl. 

HALF-GUARDED SINGLE-STROKE GONGS 

2120 6 inch Single-stroke Enclosed Type Gong. $18.00 

2120 8 inch Single-stroke Enclosed Type Gong. 22.50 

2120 10 inch Single-stroke Enclosed Type Gong. 27.00 

2120 12 inch Single-stroke Enclosed Type Gong. 33.80 

2120 14 inch Single-stroke Enclosed Type Gong. 40.50 

i BOXES 

F-2022 Enclosed lever code ringing selective type Faraday Box. $21.50 

A-2020 Break-glass code ringing selective type Faraday Box. 30.00 

TROUBLE BELLS 

2502 Enclosed Type Trouble Bell, with outlet box back. $7.50 

Where any circuit of less than 14 gongs is to be installed, same must be specified, so that resistance-unit 
may be mounted in control cabinet. 

Send for special bulletin on Faraday Fire Alarm Systems. 

Note: Conduit box backs are shipped separately for roughing; they are packed in individual cartons, 
labeled B-2120 for half-guarded gorifcs; B-2100 for under-dome gongs; BF-2022 for enclosed lever boxes; 
and B-2502 for trouble bells. When so shipped, conduit box backs will be charged out at $2.30 list, and cor¬ 
responding reduction made in billing gongs, boxes, bells and resistance balancers. 

Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 
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$18.00 
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27.00 
33.80 
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Wiring Diagram Faraday “DEM" Sy»t*m 
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®0EM 


8UPERVISE0 

FIRE ALARM SYSTEM 

WITH ELECTRO - MECHANICAL 
FARAOAY GONG8 



Model DEM, Faraday Fire Alarm 
Control Cabinet 


Model DEM, Electrically Supervised , 

Selective Code Ringing Closed Circuit Types, for 100-250 Volt D.C. Circuits 
Using Electro-mechanical Faraday Gongs 

Model DEM (Direct Electro-Mechanical) Faraday Fire Alarm Systems are designed for use where an 
absolutely dependable supply of direct current is available at all hours of the day and night. 

Model DEM systems are similar to Model DSS systems, but employ electro-mechanical gongs which 
require winding up in place of single-stroke gongs which require no winding up 

Main circuits, box circuits and gong circuits are constantly, under electrical test. Trouble of any 
nature, on any part of the system or failure of operative current, is automatically indicated by ringing of 
Trouble Bell. 

CONTROL CABINETS 

List List Price 

No. Description * Each 

DEM-14 Control Cabinet for installations not exceeding 14 gongs, with slate panel, instru¬ 
ments, etc., complete. S135.00 

DEM-28 Same as DEM-14, except for 15 to 28 gongs. 168.80 

D.C. ELECTRO-MECHANICAL GONGS 

2620 6 inch Electro-mechanical Faraday Gong. $48.40 

2620 8 inch Electro-mechanical Faraday Gong. 49.70 

2620 10 inch Electro-mechanical Faraday Gong. 52.30 

2620 12 inch Electro-mechanical Faraday Gong. 57.20 

Above gongs are furnished with outlet box backs to slip inch or % inch conduit, as specified. 

BOXES 

F-2022 Enclosed lever code ringing selective type Faraday Box. $21.50 

A-2020 Break-glass code ringing selective type Faraday Box. 30.00 

TROUBLE BELLS 

2502 Faraday Enclosed Type Trouble Bell, with outlet box back (one trouble bell required 

for each system). $7.50 

TESTING DEVICE 

TT-2022 Testing device consisting of telephone receiver, cord and plug. $5.60 

Note: Conduit box backs are shipped separately for roughing. They are packed in individual cartons 
labeled B-2620 for electro-mechanical gongs, BF-2022 for enclosed lever boxes, B-2502 for trouble bells. 
When so shipped conduit box backs will be charged out at $5.60 list for Electro-Mechanical gongs, $2.30 
list for enclosed lever boxes; $2.00 list for trouble bells and corresponding reduction made in billing gongs, 
boxes and bells. 

Prices for larger or special Model DEM systems on application. 

Send for special 32 page bulletin on Faraday Fire Alarm Systems. 

Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


FARADAY FIRE ALARM SYSTEMS 

Selective Code Ringing, Closed Circuit Type, Using Electro-mechanical Faraday Gongs 


Wiring Diagram Faraway “SET System 

Cuec rmo -Me 

S 838 S> 5£Lecrtvc Ookcs Gongs 

Moo cl 2022 Model 2E20 


control-cabinet 

mooll5"5EM”3£MA 


WIRING DIAGRAM 

SUPERVISED 

FIRE ALARM SYSTEM 

WITH ELECTRO -MECHANICAL 
FARADAY GONGS 


fAfcAOAY *,'or AUn system 



Model SEM, Faraday Fire Alarm 
Control Cabinet 


Model SEM, Electrically Supervised 

Model SEM (Storage Electro-Mechanical) Faraday Fire Alarm Systems are designed for use where 
neither A.C. nor D.C. electric light or power current is at all times available from a constant absolutely 
dependable source, but where either A.C. or D.C. at certain periods is available. 

Model SEM systems are similar to Model SSS systems, but employ electro-mechanical gongs which 
require winding up in place of single-stroke gongs which do not require winding up. 

Main circuits, box circuits and gong circuits are constantly under electrical test. Trouble of any nature 
on any part of the system, or failure of operative current is automatically indicated by ringing of Trouble 
Bell. 

CONTROL CABINETS 


List List Price 

No. 9 Description Each 

SEM-14 Faraday Control Cabinet for installations not exceeding 14 gongs, complete. $258.80 

SEM-28 Control Cabinet for installations 15 to 28 gongs, inclusive, complete. 292.50 

SEMA-14 Similar to SEM-14, except has in addition controller for motor generator. 272.50 

SEM A-28 Similar to SEM-28, except has in addition controller for motor generator. 306.20 

STORAGE BATTERY 

SB-24 Storage battery for above systems complete (not charged), per cell. $6.00 

MOTOR-GENERATOR 

MG-108 Motor generator, direct connected unit, to generate direct current for storage battery 
charging, complete, with base (may be used in connection with either SEMA-14 or 

SEM A-28 control cabinets).On Appl. 

D.C. ELECTRO-MECHANICAL GONGS 

2620 6 inch Electro-mechanical Faraday Gong. $48.40 

2620 8 inch Electro-mechanical Faraday Gong. 49.70 

2620 10 inch Electro-mechanical Faraday Gong. 52.30 

2620 12 inch Electro-mechanical Faraday Gong. 57.20 

Above gongs are furnished with outlet box backs to slip either or % inch conduit. 

BOXES 

F-2022 Enclosed lever code ringing selective type Faraday Box. $21.50 

A-2020 Break-glass code ringing selective type Faraday Box. 30.00 

TROUBLE BELLS 


2502 Enclosed Type Trouble Bell, with outlet box back. $7.50 

Send for special 32 page bulletin on Faraday Fire Alarm Systems. 

Note: Conduit box backs are shipped separately for roughing; they are packed in individual cartons 
labeled B-2620 for Electro-mechanical Faraday Gongs; BF-2022 for enclosed lever boxes, and B-2502 for 


trouble bells. When so shipped, conduit box backs will be charged out at $5.60 list for electro-mechanical 
gongs, $2.30 list for enclosed lever boxes; $2.00 list for trouble bells and corresponding reduction made in 


gongs, $2.30 list for enclosed lever boxes; $2.00 list for trouble Dells and corresponding reduction made in 
billing gongs, boxes and belfe. 

Delivery F. O. B. New York City. For warehouse deliveries wrjlje nearest hoip^^jp 
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FARADAY FIRE ALARM SYSTEMS 
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Non-selective Non-code Ringing, Open Circuit Type, for Battery Circuits Using Vibrating Gongs 


VIBRATING 
CONG 5 


fARADAY) 


v/iBRAT/A/^ 

FI RE ALARM GONG 
MODFL 2500 



Model 2500 

Enclosed Vibrating Gongs, 


No. 1, Non-supervised, Open Circuit 


Faraday No. 1 Fire Alarm System is a simple open 
circuit, non-selective, non-code-ringing, non-supervised 
system, i. e., does not indicate the location of the box from 
which the signal originated and does not automatically indicate 
failure of operative current or derangement of circuits or 
apparatus. 

Breaking the glass of any box automatically rings all 
gongs. Gongs are vibrating type and after glass is once 
broken, will continue ringing until glass is replaced in box. 


GONGS 




^/iTTtnaoH 3 /stt*. pr Slt 


List Price 
Each 


Description Each 

8 inch Enclosed Type Vibrating Gong, 
wound to special resistance, as follows: 

Up to and including 4 gongs, resistance 
per gong, 10 ohms. Up to and including 

9 gongs, resistance per gong, 20 ohms. 

10 gongs and over, resistance per gong, 

40 ohms. $20.80 

10 inch gong, same as above. 27.00 

12 inch gong, same as above. 33.80 

BOXES 

Break-glass Fire Alarm Box for surface 

work, for inch conduit. $9.00 

Break-glass Fire Alarm Box for concealed 
work, for H inch conduit. 9.00 


£ Vo IT A 50AMPA 


BATTERY SETS 

FA-62 Battery Set, surface steel, for not over 4 

gongs, no cells. $48.70 

FA-102 Battery Set, surface steel, for 5 to 9 gongs, 

inclusive, no cells. 81.00 

FA-122 Battery Set, surface steel, for 10 gongs and 
over. Subject to certain limitations, no 
cells. 97.30 


Note: Conduit Sox backs are shipped separately for roughing. They are packed in individual cartons 
labeled B-2500 for enclosed type vibrating gongs, B-2040 for break-glass boxes, surface type, and B-2042 
for break-glass boxes, flush type. When so shipped; conduit box backs will be charged out at $2.30 list for 
bells and boxes and corresponding reduction made in billing bells and boxes. 

Send for special 32 page bulletin on Faraday Fire Alarm Systems. 

Delivery: F. O. B. New York City. For warehouse deliveries write i^est house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


FARADAY FIRE ALARM BOXES 



Enclosed, Pull-lever Selective Code Ringing 

Enclosed Pull-lever Code Ringing Selective Type Fire Alarm Boxes are designed to give any signal 
required for standard fire alarm work, and automatically transmit the signal four times with absolutely 
perfect timing of each signal. 

The boxes are absolutely non-interference type; i.e., after the lever has once been pulled down and 
released, the signal cannot be either intentionally or unintentionally disarranged. 

The mechanism of the Faraday Box has the following important points of superiority: 

1. Positive, self-cleaning make and break contactors, each of which is provided with duplex silver 
contacts. 

2. Contact springs are of genuine phosphor-bronze, insulated from break wheel by Bakelite rollers, and 
mounted on separate individual Bakelite blocks. This completely overcomes the old-time trouble so fre¬ 
quently experienced in boxes where the two contact springs were mounted on the same block. There can be 
no trouble from grounds and shorts—a common source of annoyance in competitive boxes, wherever there 
is careless use of flux in soldering. 

3. Solid brass code or break wheel is rigidly mounted on shaft. The break wheel requires no insulation 
from shaft, which is provided writh a square shoulder, making it impossible for the break wheel to turn on the 
shaft or work loose, a trouble frequently found in other boxes. 

4. Strong powerful train of heavy cut gears. 

5. Three separate and distinct test devices, vi>.: 

(a) Silent test with Model TT-2022 telephone receiver and plug. This test enables the box to 
be operated in a manner exactly similar to an actual sounding of the alarm, but does not ring the 
gongs, although the signal can be heard in the telephone receiver. 

(b) Silent test by left hand turn of test key. This test, by pulling down the lever, tests the box 
train only. 

(c) Standard key test bv right-hand turn of test key. This test, without pulling down lever, 
permits any predetermined signal to be given and also test of gong circuits and gongs. 

6. Contact points can be very positively cleaned by right-hand turn of test key. 

7. Transparent glass enclosing case over mechanism, securely seated on to a heavy felt gasket, keeps 
all dust out of mechanism, yet affords full view of every part of the mechanism. 

Seal feature prevents unauthorized access to the mechanism. Mechanism may be readily resealed by 
any authorized person. 

9. Circuit wire terminals, approved Underwriters’ pattern, on substantial Bakelite blocks, are mounted 
at the front, and top of outlet box, convenient to conduit entrances where circuit wires are brought in. 

10. Separable outlet box backs for conduit entrances render unnecessary the installation of mechanism 
and doors until after roughing is done. 


List Price 

No. Description Each 

F-2022 Enclosed Pull-lever Code Ringing Selective Type Faraday Fire Alarm Box, with 

outlet box back for conduit, complete. -... $21.50 

BF-2022 Outlet box back only. 2.30 

MF-2022 Mechanism only and doors (no outlet box back). 19.20 

Delivery F. O. B. New York City. For warehouse deliveries write n^arg^t house. 
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FARADAY FIRE ALARM BOXES 


Model WF-2022, Door Closed 




Model WF-2022. Door Open 


Weatherproof, Enclosed, Pull-lever, Selective Code Ringing 

These boxes are a combination of the standard pull-lever box Model F-2022 in a heavy cast iron weather¬ 
proof enclosing case, finished in glossy English vermilion. 

In many exposed locations these boxes are extremely desirable. While specifically designed for outside 
installation, their use is not limited to this class of work, for in many cases interior fire alarm boxes are 
installed where they are subject to mechanical injury and dampness. These boxes are ideal for places where 
these conditions exist and are often desirable for installations, where it is advantageous to prevent access 
to the box for the sending of an alarm by other than authorized parties with proper keys. 

These boxes are regularly furnished with substantial flush setting brass butts as shown in illustration. 
Outer doors are furnished as specified, either with Sargent brass flatkey spring latch or turn-handle- 
brass spring latch without key. 

Faraday Weatherproof Boxes are regularly furnished drilled and tapped universal to take l A inch and 
% inch conduit, as the work requires. 

When so specified, weatherproof boxes will be furnished to receive any size conduit at any location or 
locations in box special requirements may demand. 


List List Price 

No. Description Each 

WF-2022 Weatherproof fire alarm box, consisting of standard pull-lever box enclosed in 
weatherproof case complete, with either Sargent Brass Spring Latch with flat key 

or turn-handle brass spring latch without key, as specified. $36.00 

W-2022 Cast iron weatherproof enclosing case only, with either Sargent Brass Spring Latch 
with flat key, or turn-handle brass spring latch without key, as specified (without 

F-2022 pull-lever box). 15.20 

OF-2022 Pull-lever selective code-ringing type fire alarm box only (no lever enclosing 

door), without weatherproof enclosing case. . 20.90 


Send for special 32 page bulletin on Faraday Fire Alarm Systems. 

Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 

34-!? Electrical House Goods : Novelties 


^Google 













286 


Western Electric 
EDWARDS SPECIALTIES 


Mail Orders Filled 

at Prevailing Prices 



No. 127 



Showing manner of connection 
to tolling hummer 


Showing position of 
stroke on bell 


Tower Bell Strikers 

‘ No. 127 Schedule “E” 

This apparatus is used to automatically sound fire or general alarms on large bells. It is also avail¬ 
able for sounding time or service periods on church bells and can be so installed that it does not in any way 
interfere With the regular hand tolling hammer. 

Jt is regularly wound to a resistance of 25 ohms for battery operation, but will be furnished for service 
on direct current up to 600 volts or alternating current 100 to 250 volts, 25 or 60 cycles single phase without 
additional charge. Where used in connection with fire alarm systems, high voltage may be used for operation 
of striker only by the introduction of a relay, this being necessary as alarm boxes are not designed to take 
care of high voltages. Always specify, however, if for open or closed circuit service. 

Capacity of striker, about 100 blows at one winding. Weights drop about six inches for each stroke of 
hammer. From 50 to 75 pounds, depending on size of bell, are required for operation. 

This apparatus is well adapted for town or village fire alarm systems, and the Nos. 1180-1181 and 118 
boxes are recommended for use with it. 


List *List 

No. Price 

127 For bells up to 2000 lbs. Hand winding. . $560.00 

127A For bells up to 3000 lbs. Hand winding... 640.00 


In ordering always state frequency as well as voltage of operating current. 

Price includes cable for weights but not the weights. 

•Delivery F. O. R Factory, New York City. For warehouse deliveries write nearest house. 
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ELECTRIC DOOR OPENERS 
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No. 155. Solid Nose No. 1541. Mortise Type No. 52 


Door Openers and Latches 


List 

No. 

Width 

-Din 

Depth 

oensions- 

Thickness 

Opening 

Dimensions 

Face Plate 

Finish 

155 

2 ins. 

214 ins. 

134 ins. 

134 ins. 

134 x 3% ins. 

Brass 

1541 

2 ins. 

3 34 ins. 

1)4 ins. 

IK ins. 

134 x 6? s ™. 

Brass 

*52 

3 ins. 

ins. 

7 4 ins. 

34 x A ins. 

1 x 4% ins. 

Bronze 

239 

‘ Latch for use with No. 

52 Opener. . 


Bronze 


Schedule “E” 

Std. List Price 
Pkg. Each 
25 S3.20 

6 8.25 

1 23.44 

1 2.68 



No. 154. 


Roller Nose 


No. 153. 

Plate Type Roller Nose 


No. 152. 

Rim Type Solid Nose 




Trr~ 


Door Openers and Latches 


-Dimensions— 

Thickness Opening 

134 ins. 1J4 ins. 

1 ins. 134 ins. 

134 ins. 134 ins. 


Schedule “E” 

Std. List Price 


Width Depth Thickness Opening Face Plate Side Plate Finish Pkg. Each 
54 2 ins. 234 ins. logins. IK ins. lg*3«in». ............. Brass 25 $4.50 

53 2 ins. 3 14 ins. 134™. l^ins. 134 xd^ms. 3%x3%ins. Brass 6 5.25 

52 2 ins. 2 A ins. logins. IK ins. Bronze 6 5.25 

52 Arranged to take J4 inch conduit. 

Charge for special resistance all door openers same as R. E. A. L. Bell. 

Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 

*For use with sliding doors. 

**For heavy doors. Mechanism enclosed. Requires straight mortise. 

JFor door frames too thin to take mortise. 

||For surface or rim locks, thin doors, iron gates, etc. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


MISCELLANEOUS SWITCHES 


Door Switches 



No. 175 


Fit Standard Switch Boxes 
GENERAL DESCRIPTION 

Eco and Lungen Door Switches are designed to automatically 
light and extinguish electric lamps by the opening or closing of a 
door. They are used in telephone booths, bank vaults, closets, 
dressing-rooms, etc. Attention is called to the compactness of the 
switches; the springs and contacts are phosphor bronze; all types are 
guaranteed mechanically and electrically perfect. Finish, brass, 
unless otherwise specified. 


ECO NO. 174 Schedule “E” 

Made to operate every other time; operates as follows: when 
door is shut, light is off; open door, lamp lights; after entering, shut 
door, lamp remains lighted; open door for exit, lamp goes out; shut 


door, lamp remains out. 

List No. Style Std. Pkg. *List Price 

174 Eco Capacity 110 V. 5 amp. 6 $6.30 

LUNGEN NO. 175 Schedule “E” 

*175A Lungen 110 V. 5 amp. 6 $4.50 

fl75B Lungen 110 V. 5 amp. 6 4.50 

•Lights lamp when door is opened; turns it off when door is shut, 
tLights lamp when door is shut; turns it off when door is open 

SWITCH BOXES Schedule “E” 


Switch boxes are specially designed for placing in mortise of 
door frame. If sufficient space is available any standard flush switch 
case may be used, as the screw centers on Eco and Lungen switches 
are the same as on standard push switches. 

List No. Width Length Depth Std. Pkg. *List Price 

2000 Box \y x in. 3% in. 2% in. 6 $1.35 



No. 172 


No. 171 




No. 178 


No. 168 


No. 165 




Battery Switches 


HARD RUBBER BASE Schedule “E” 

--*List Prices-* 

List Std. Adv. 

No. Style Pkg. 1-pt 2-pt. perpt. 

172 Keystone Nickel trimmings, hollow back. Regular up to 3 pt. 6 $0.52 $0.60 $0.16 

171 Round Nickel trimmings, hollow back. Regular up to 6 pt. 6 .52 .60 .16 

178 Square Nickel trimmings, hollow back. Regular up to 3 pt. 6 .67 .81 .16 

168 Square Nickel plate binding posts and trimmings. 6 1.12 1.36 .46 

165 Pole-changing Nickel trimmings, back connections. 3 2.10 Special 

165A Pole-changing Nickel trimmings, front connections. 3 2.80 Special 


Engraving on knobs, per letter, list, 25 cents additional. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties 68 
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Quantity Prices 
Quoted on Request 


Western Electric 


MISCELLANEOUS BATTERY SWITCHES 



SINGLE AND MULTIPLE CONTACTS Schedule “E” 


List 

* 

Std. 

•List Price 

Advance 

No. 

Style Control Description 

PkR. 

lpt. 

2 pt. 

per pt. 

109 

Metal base Insulated. 

. 12 

$0.60 

$0.50 

Special 

107 

Metal base Insulated 4 pt. 

. 6 



$0.17 

164 

Crown Metal base, quick double break. Single pole. 

. 12 

.50 

Special 


104 

Cfrown Same as above, but wood base. 

. 12 

.50 

Special 



Brush brass finish, any metal switch, SO . 20. An assortment of twelve also constitutes a standard package. 



No. 103 Wood 


GANG SWITCHES Schedule «‘E” 

List No. Style Control Description *List Price 

103 Section Mounted on any regular wood—2 points. $2.50 

Mounted on any regular wood—3 points. 3.00 

Mounted on any regular wood—each additional point. .60 

104 Crown Mounted on any regular wood—2 switches. . 2.50 

Mounted on any regular wood—3 switches. 3.00 

Mounted on any regular wood—each additional switch. .60 


Wood base switches furnished oak finish, metal switches nickel plate, unless otherwise ordered. For 
white enamel finish on wood base, add to list $1.00. 


Rear View No. 102 


No. 108 




Front.View No. 102 



NO. 102, WOOD BASE Schedule “E” 

Has polished oak base with nickel plated metal parts. Made regularly up to 6 points. Can be fur¬ 
nished up to 25 points. 

List No. Description Std. Pkg. *List Price 

102 1 point, Spring Clip Contacts. 1 $0.^50 

102 2 point, Spring Clip Contacts. 1 .60 

Each additional point. . .. .20 


NO. 108, WOOD BASE 


Schedule “E” 


A substantial spring lever switch arm which snaps over contact point, making it jar proof, 
wherever a high class positive lever switch is desired. 


108 1 point. 12 

108 2 point. 12 

108 3 point. 12 


For use 

$1.00 

1.50 

1.90 


Oak or ahy Regular Wood Finish 

If ordered assorted with Number 102 switch, thirty-five may constitute a standard package. 

•Delivery F. O. B. Factory, New York City. For warehouse deliv/^ies xvrite nearest house. 
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Western Electric 

PUSH BUTTONS 


Mail Orders Filled 
at Prevailing Prices 



No. 1375 No. 1386 No. 1382 


Watertight Push Button 

This push button is for use in boats, ice houses, cold storage plants, mines, or any place where the 
atmosphere is continuously damp. A watertight pigskin cap is held in place over the push center by a 
threaded ring. The base is solid bronze with two cast lugs projecting, through which connecting wires 


pass. 

List No. Mfr. No. Diameter tList Price Each 

360794 *1375 23^ in. With platinum contacts. $3.20 

360795 *1376 in. Without platinum contacts. 2.16 


Prices include any finish from Nos. 1 to 11 inclusive. 

Improved Watertight Push Button 

Navy Standard 

This push button has heavy German silver springs with platinum contacts. Screw cap, rubber gaskets 
under the base and between the base and screw cap. Hard rubber back. Push center covered by pig¬ 


skin, which is held in place by rim and four screws. 

360796 1386 2% in. Improved Watertight Push Button. $3.00 

Non-watertight Push Button 

Navy Standard 

This push button has heavy platinum contacts; screw cap. 

360797 1382 25sin. Non-watertight Push Button. $1.60 



No. 1258 No. 1396 No. 1364 


Paper Weight Wood Desk Push 

This is a polished wood push, with lead in bottom which can be used as a paper weight. It is very 
convenient and neat. 


List No. Mfr. No. tList Price Each 

360798 1258 Wood Push, oak only. $1.12 

Wood Push Buttons 

List No. Mfr. No. . Style Size Finish fLisfc Price Each 

360799 1396 Walnut 2^ in. Polished. $0.16 

360800 1398 Ash 2 l /% in. Polished. .16 

360801 1399 Stained Cherry 2H in. Polished. .16 

360802 1401 Antique Oak 23^ in. Polished. .16 

260803 1397 Oak 23^ in. Polished. .16 

360804 1402 Mahogany 2>gin. Polished. .16 


Extension Push Buttons 

This can be used as a regular push button, and by attaching a double conductor flexible cord with pear 
push or table clamp on the end, the circuit can be extended to a bed for the convenient use of a sick person 
or to desk, table, etc. 


List No. Mfr. No. tList Price Each 

360805 1364 Walnut or Oak. $0.80 


•The price quoted with each push is for the finish designated by the following numbers: 

Finish No. 1, bronze, polished (natural color of metal). 2, nickel plated. 3, polished bronze, inlaid 
with black. 4, silver plated. 5, silver oxidized (mottled). 6, antique copper (dark color). 7, copper 
oxidized (mottled). 8, Bauer barff (dead black). 9, brass (plated). 10, appearance of a dull, wrought 
copper finish. 11, lemon brass (brushed brass). 

tDelivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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No. 190 No. 191 No. 71 


rf 


t 


Edwards Directory Push 

No. 190 or 191 

The Edwards Directory Push is equipped with unusually substantial connectors with formed ears to 
prevent the wire from spreading or slipping out. The button head screws have lower ends upset so that 
they cannot be backed out or lost. These screws make connections easy and most secure. Phosphor 
bronze, scraping, self-cleaning contacts, allow pleasant uniform push. The contact bridge and all current 
carrying parts are fully insulated from the front plate, making push available for use on metal if desired, 
without fear of grounding. The spaces for name cards are liberal in size; any single card may be inserted 
or removed without dismounting block or disturbing the others. The buttons ordinarily are supplied in 
black, but pearl buttons can be furnished if desired. A large metal eyelet is provided in end of block to 
facilitate the introduction and protection of cable. Type No. 191 is for flush iqpunting directly on desk 
or wall. The wood block of the No. 190 is weighted so it may be used as a paper weight. 


No. 

•List 

No. 

•List 

No. 

•List 

Buttons 

Price 

Buttons 

Price 

Buttons 

Price 

1 

$3.20 

4 

$6.72 

7 

$10.16 

2 

4.40 

5 

7.84 

8 

11.20 

3 

5.44 

6 

8.96 

10 

13.60 


The list numbers apply to 190; for 191 add **F” after the number letter. 

For larger sizes, add to list for each button, $1.60. 

For pearl buttons, add to list per button, $t). 32. 

For silk covered cable connected, add to list per foot, per button, $0.24. 

Standard finish^ nickel; dark oak, mahogany and brush brass can be supplied without extra charge. 
Standard package, 3 or more plates, totalling 40 buttons. 


Paper Weight Push 

Finish: Nickel plate, brush brass, old brass or bronze. 

Made of pressed steel, weighted back, felt-covered, 8 to 12 button, cast case. Price includes No. 63 
pushes matched finished rims. Special finishes group A or group B add to list 26 cents or 98 cents per push. 


List 

No. of 

Size 

•List 

List 

No. of 

Size 

•List 

No. 

Pushes 

Inches 

Price 

No. 

Pushes 

Inches 

Price 

71 

2 

2^x1 Vs 

$4.24 

71 

6 

2^xlJ* 

* $7.92 

71 

3 

2**xl % 

5.20 

71 

8 

4 xl% 

10.56 

71 

4 

2 A x VA 

6.08 

71 

10 

4 xVA 

11.60 

71 

5 

2^xlJi 

6.98 

71 

12 

5AxVA 

12.64 


Other sizes up to 20 buttons. 

For attaching green silk cord, per foot for each button, $0.24. 

Special finishes group “A” add to list $0.32. 

Special finishes group “B” add to list $1.24. 

Note; Heavy face type indicates finish supplied when not otherwise specified. 


Standard 

Note: Heavy face type indicates finish 
Finish Group “A” 

Polished copper 
Polished steel 
Bauer-barff 
Acid or statuary 
Lemon brass 
Gun metal 
Black 


Old English bronze 
Antique or Flemish brass 
Oxidized brass 
English bronze 
Mottled copper 
Oxidized copper 
Antique copper or 
Japanese bronze 
•Delivery F. O. B. Factory, New York 


and Special Finishes 

supplied when not otherwise specified. 

Finish Group 

Gilt Burnished gilt 

Satin gold Polished silver 

Etruscan gilt Pompeiian bronze 

bronze Gold bronze Roman or dull gold 

Oxidized silver Sand blast, antique bras 

Butler's silver Sand blast, old brass 

Ormolu or French gilt Verde antique 

City. For warehouse deliveries wme nearest house. 
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Western Electric 
FLUSH PUSH BUTTONS 


Mali Orders Filled 
at Prevailing Prices 



Midget and Mite Types Schedule “R" 

NO. 620 DIXIE, JR. 

Finish: Nickel plate, brush brass, old brass or bronze. 

Non-turnable centers. Fully insulated. Scraping contact. Economy binding post takes all sizes 
of wire. Screws cannot come out. A high-grade reliable push. No. 60 escutcheon may be used with this 
push. 


List 

Fits Hole 


Std. 

•List 

No. 

Inches 

Center 

Pkg. 

Price 

620 

% 

Light or dark pearl 

50 

60.36 

621 

% 

Pearl, protruding A in. 

25 

.80 



No. 1062 


No. 1162 



NO. 1062 NEW MIDGET, JR. Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Same as No. 62, but with scraping contact and shallow contact springs. No. 60 escutcheon may be 
used with this button. 

List Fits Hole Std. *List 

No. Inches Center Pkg. Price 

1062 * h A Light or dark pearl 200 10.32 


NO. 1162 NO CONTACT 

Finish: Nickel plate, brush brass, old brass or bronze. 

Same as No. 62 Midget, Jr., but without back springs or binding posts. 
List Fits Hole 

No. Inches Center 

1162 Vs Light or dark pearl 


Schedule “E” 


Spring clip fasteners. 


Std. 

♦List 

Pkg. 

Price 

50 

60.25 


NO. 63 NEW MITE Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Formed shell, over all, A x % inches; non-tumable centers, spring clip fasteners. Binding posts take 
up to No. 12 B. & S. wire 

List Fits Hole Std. •List 

No. Inches Center Pkg. Price 

63 Yi Light or dark pearl ^50 60.60 

Note: Heavy face type indicates center and finish supplied when not specified. For ivory centers 
or special finishes see following page. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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No. 1159 No. 1160 No. 260 

NO. 1159 MIDGET Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Two scraping contacts to close two circuits; non-turnable centers, recommended for telephone or an¬ 
nunciator work; No. 61 escutcheon may be used with this button. 

List 

No. Fits Hole Center Std. Pkg. •List Price 

1159 5^ in. Light or dark pearl 50 $1.20 

NO. 1160 MIDGET Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Same as No. 1159, but for return-call use. No. 61 escutcheon may be used with this button. 

1160 % in. Light or dark pearl 50 $1.20 

NO. 260 VAN TASSELL Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Formed shell; durable insulation; scraping contacts; non-grounding phosphor-bronze contact springs 
recessed in insulator, locking in place. For closing 2, 3 or 4 circuits; 4 contacts furnished unless otherwise 


ordered. 

260 in. Light or dark pearl $1.20 

Special Centers and Finishes 

For any ivory center, add. $1.00 

For hard rubber, insulating bushing, add... .40 

For any group “A” finish, listed previously, add. .20 

For any group “B” finish, listed previously, add. .60 

For engraving, per letter. .25 


Note: Heavy face type indicates center and finish supplied when not specified/" 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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No. 59 


No. 1059 


Midget Types 


NO. 59 MIDGET Schedule *‘E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Non-tumable centers, secure spring clip fasteners, phosphor-bronze contacts. Binding posts take any 
size wire. No. 61 escutcheon may be used with this button. 

List 

No. Fits Hole Center Std. Pkg. *List Price 

59 % in. Light or dark pearl 50 $0.70 


NO. 1059 MIDGET 


Schedule “E” 


Finish: Nickel plate, brush brass, old brass or bronze. 

Non-turnable centers, secure spring clip fasteners, phosphor-bronze spring, scraping contacts, 
nectors take any size wire. No. 61 escutcheon may be used with this button. 


1059 


in. 


Light or dark pearl 


Con- 

$0.64 
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Western Electric 
FLUSH PUSH BUTTONS 


Mail Orders Filled 
at Prevailing Prices 



No. 85 No. 116 


Special Types 

NO. 85 QUICK BREAK 

High Voltage Schedule “E” 


Finish: Nickel plate, brush brass, old brass or bronze. 

No. 85 for 110 volts. No. 85A for 220 volts. Long, quick break, heavy phosphor-bronze contact 
springs, shell solid brass with condensite insulation, and rubber push, perfectly insulated. 


List 


Fits Hole 


Std. 

List 

No. 

Style 

Inches 

Center 

Pkg. 

Price 

85 

High Voltage 

*A 

Hard rubber 

6 

$2.70 

85A 

High Voltage 


Hard rubber 

6 

6.00 


Extra hard rubber bushings, for 110 volts, $1.05. 
Extra hard rubber bushings, for 220 volts, $1.40. 
Either of above for closed circuit, add to list, $3.50. 


NO. 116 SLOW BREAK Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Used in electric automobile controller handles, etc. It is supplied with wiping contacts and phosphor- 
bronze springs. 

List Fits Hole Std. List 

No. Style Inches Center Pkg. Price 

116 Slow Break 14 Hard rubber 6 $1.35 

MISCELLANEOUS PUSH BUTTONS 



Compound Pushes 

•NO. 147 TYPE Schedule “E” 


Two piece separable block in oak, ash, cherry or mahogany; other woods special. Front hollowed for 
connections. Back solid, felt protected. Cord outlet not cut unless ordered. Price does not include 
buttons, but in ordering specify whether size “A,” % inch, or size “B,” % inch, is required. 


List 

1 No. of 

Size “A" 

Size “B” 

Std. 

List 

List 

No. of 

Size “A” 

Size “B" 

Std. 

List 

No. 

Pushes 

Inches 

Inches 

Qnty, 

Price 

No. 

Pushes 

Inches 

Inches 

Qnty. 

Price 

147 

1 


2«x2H 

24 

$1.00 

147 

6 

8*x2A 

9*x2H 

18 

$3.40 

147 

2 

3ftx2A 

4*x2H 

24 

1.40 

147 

8 

5tfx3A 

6Ax4A 

16 

4.00 

147 

3 

4ttx2* 

5Ax2H 

24 

1.70 

147 

10 

6Hx3A 

7**x4A 

16 

5.00 

147 

4 

5«x2* 

6Ax2 H 

18 

2.00 

147 

12 

8Ax3* 

9Ax4A 

16 

6.00 

147 

5 

6tix2* 

7Hx2« 

18 

2.80 







For larger sizes, add to 12 button $0.40 per button. 

If weighted for paper weight, add per button, list, $0.32. 


♦NO. 148 TYPE Schedule “E” 

Same as No. 147, except block is in one piece with hollow back. In ordering, specify whether size “A,” 
% inch, or size “B,” % inch, is required. 


148 

1 

2X&X 

2X*2X 

24 

$0.70 

148 

6 

7X*2X 

8*Ax2X 

18 

$1.80 

148 

2 

3Xx2H 

3Xx2X 

24 

1.00 

148 

8 

5XxZX 

6Xx3>X 

16 

2.00 

148 

3 

4y a *2X 

5 n2X 

24 

1.20 

148 

10 

6^x3^ 

7Xx3X 

16 

2.20 

148 

4 

5^x2 X 

6'A*2y 2 

18 

1.40 

148 

12 

7Mx3M 

8Xx3*X 

16 

2.40 

148 

5 

6Xx2M 

7Xx2H 

18 

1.60 








♦Sizes may be assorted in quantities of 24 to make standard packages. If size is not specified, size A 
will be furnished. 

147 and 148 furnished in paper cartons, six in each. 

Delivery F. O. B. factory, New York City. For warehouse deliveries write nearest house. 

Electrical House Goods and Novelties 53 & 56 
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Quoted on Request 


Western Electric 

PUSHES AND PUSH PLATES 
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No. 9627 



No. 9628 



No. 180 



No. 157D 


Square and Diamond Pushes Schedule “E” 


List 



Size 

Std. 

List 

No. 

Type 

Description 

Inches 

Pkg. 

Price 

9627 

Flush 

Diamond Shape 

2Vgx3 

25 

$1.02 

9628 

Flush 

Square Shape 

IHxlH 

25 

.80 


Finish: Nickel plate, brush brass, old brass or bronze; for any group A finish add $0.32 for any 
group B finish, add $0.90. 


Metal Plates for Pushes 


METAL PLATE NO. 180 

Plate Only for No. 147 and No. 148 Wood Blocks Schedule “E” 


Prices do not include buttons, but 
required. 

in ordering, specify whether size A, Y% inch, or size B, 

Size “A” Size “B” 

Y\ inch, is 

List 

No. of 

Y% Inch Button 

Ji loch Button 

List 

No. 

Pushes 

Inches 

Inches 

Price 

180 

1 

iftxift 

194x194 

$0.80 

180 

2 

294 x 1ft 

3 xl94 

.88 

180 

1 3 

3^xlft 

4 94 x 194 

.96 

180 

4 

4^x1* 

596 x 194 

1.04 

180 

5 

5 Vi x 1ft 

694 *1*4 

1.12 

180 

6 

e^xift 

8 xl94 

1.36 

180 

8 

4^x2 % 

596 x 3 

1.60 

180 

10 


694 x 3 

2.08 

180 

12 

6y 2 x2y 8 

PLATE NO. 157 

8 x 3 

2.80 


For % Inch or Inch Pushes Only Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Diamond or square shaped, bevel edge, drilled for 1 button, No. 157S square, size 1 7 /£ inch; No. 157D 
diamond, size between points 2}/% x 3 fa inches. Assortment permitted to make standard package. 

List No. Std. Pkg. List Price 

L57S Square Plate. 12 $0.40 

157D Diamond. 12 .40 

For any group A finish, add $0.32. For any group B finish, add $0.90. 

For engraving per letter, $0.25. 

In ordering, state for which button plates are intended. Size Y% inch, nickel plate finish, furnished 
if not otherwise ordered. 

Note: Heavy face type indicates kind furnished unless otherwise specified. 


Standard and Special Finishes 


Finish Group “A* 1 


Old English bronze 
Antique or Flemish brass 
Oxidized brass 
English bronze 
Mottled copper 
Oxidized copper 
Antique copper or 
Japanese bronze 
Delivery F. O. B. factory, New York City. 


Polished copper 
Polished steel 
Bauer-barff 

Acid or statuary bronze 
Lemon brass 
Gun netal 
Black 


Gnt 

Satin gold 
Etruscan gilt 
Gold bronze 
Oxidized silver 
Butler's silver 
Ormolu or French gilt 


Finish Group “B” 

Burnished gilt 
Polished silver 
Pompeiian bronze 
Roman or dull gold 
Sand blast, antiaue brass 
Sand blast, old brass 
Verde antique 


For warehouse deliveries y^|e nearest 

54 Electrical House Goods and Novelties 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


PUSHES AND ACCESSORIES 




No. 158 No. 159 No. 136 

Flush or Switch Box Plate 

PLATE NO. 158 Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

For standard switch box, drilled for 1, 2 or 3 buttons, Y% inch, or 1 or 2 buttons % inch. Screw hole 
centers are 3A inches. Machine screws furnished. In ordering, state for which button plates are in¬ 


tended, Ys inch, or Yx inch. 

List Std. *List 

No. Pkg. Price 

158 Switch box plate, size, 4^x2H inches. 6 $0.92 

Add for special group A finish as listed on previous page, $0.90. Add for special group B finish, 

$1.35. 

Elevator Push Buttons Schedule *‘E” 

For use on floor landings and for the operation of elevator annunciators described elsewhere. 

List •List 

No. Price 

159 Up and down. $3.21 

159U Up. 2.92 

159D Down. 2.92 

Finish: Bauer Barff, other finishes special. 

Combination Bell and Push Schedule “E” 

Consisting of bell and push for call and return call in connection with annunciators. 

List *List 

No. Price 

136 Combination bell, oxidized copper finish.,... $2. 99 



No. 60 or 61 
Complete 


No. 60 or 61 
Escutcheon and Plate 


No. 60 or 61 

Sectional View on Plaster Wall 


No. 60 Flush Push Escutcheon Schedule “E” 

This is an exceptionally neat fitting for a midget push on plaster or where larger push than the 
midget is required. The iron plate is secured to the wall first; there being a number of screw holes it is 
always possible to have the screw engage a lath; the brass top is placed over the iron plate and a midget 
or midget junior button is then slipped into the hole and pressed tight. The spring clips on the side of 
button grips the iron plate and holds the button and brass plate securely in place. 


List 


Fits Hole 

Std. 

•List 

No. 

Style 

Inches 

Pkg. 

Price 

60 Escutcheon 

Metal 

Y% inch 

12 

$0.24 

61 Escutcheon 

Metal 

Yx i°cb 

12 

.24 


Finish: Nickel plate, brush brass, old brass or bronze. 

For any finish in group A as listed on previous page add $0.16. For any finish in group B add $0.40. 
•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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No. 25578 


No. 25575 


No. 25651 


Wrought Metal Pushes Schedule “R” 

J*ist .. Size Number in *List Price 

No. Description Inches Carton per Dozen 

255/5 Wrought bronze, loose back. 1 y 2 12 $6.24 

25578 Wrought bronze, loose back. 2% 12 6.24 

25651 Cast bronze, screw cap. 2% 12 12.00 

Black centers only. 


Any of these pushes furnished in bronze, nickel plate, antique cooper, oxidized copper, bauer barff, 
or brush brass, without extra charge. Polished bronze furnished when not otherwise ordered. 



No. 290 No. 206 


Anti-Wood Push Buttons 

STAMPED STEEL Schedule “R” 

To take the place of wood pushes. Better than screw cap buttons. 


List Size *List *List Price 

No. Style Finish Inches Price Each per 100 

03 Wrought steel.. Red bronze 2 Y± $0.17 $14.00 

04 Wrought steel. Planished bronze 214 -20 18.00 

08 Wrought steel... Oxidized copper 2\4 .20 18.00 

010 Wrought steel... Nickel plated 2\4 .20 18.00 

Oil Wrought steel. Satin brass 2.20 18.00 


DIXIE FLOOR TREAD NO. 290 Schedule “E” 


Double heavy brass contact plates, felt-covered bottom. Can be used under rug to avoid cutting. 
Constructed sufficiently rigid to bear weight of rug. Strain removed from connections by passing wire 
over 3 rounded corners. Vise grip, solderless connections. 

List Std. 4 *List Price 

No. Pkg. Each 

290 Dixie tread. 6 $1.90 


TABLE CLAMP NO. 206 Schedule "E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

May be used in connection with floor push or wall plug. 

A self-contained unit, buttons and contacts built into spring clamp-base. Contacts open to inspection 
and are self-cleaning, wire connections easy of access and very substantial. 

Std. *List Price 

List No. • Pkg. Each 

206 Table clamp..;.. 6i $1.20 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 

57 & 61 Electrical House Good-. nml Novelties 
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No. 25750 


Western Electric 
PUSH BUTTONS 
Wrought Metal Pushes 



No. 25755 


Mail Orders Filled a 

at Prevailing Prices m 



s 


No. 25793 


PLAIN STYLES 


Schedule“R” 


List i 

No. Description 

25750 Wrought bronze, loose back. 

25755 Wrought bronze, loose back. 

25793 Wrought bronze, loose back. 


Size Number in *List Price 
Inches Carton per Dozen 

4)4 x 1 ?8 6 S3.96 

4 x 2 6 7.92 

4^x2 6 7.92 



No. 25794 



No. 25795 



r. 


No. 25792 


No. 25770 





List 

FANCY STYLES 

Size 

Schedule “R” 

Number in *List Price 

No. 

Description 

Inches 

Carton per Dozen 

25794 

Wrought bronze, loose back. 

.... 4 3 4 x2 

6 

$7.92 

25795 

Wrought bronze, loose back. 

.... 4}gx 1»8 

•6 

7.92 

25792 

Wrought bronze, loose back. 

.... 4 x 2 

6 

7.92 

25770 Wrought bronze, loose back. 

For variety of finishes, see preceding page. 

.... 4 x 2 

6 

7.92 


•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties 58 
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MISCELLANEOUS PUSH BUTTONS 



SK. 




Pendant Pushes 



NOS. 67 AND 268 PUSHES 


Schedule 

“E" 

List 


Equipped 

Std. 

•List 

No. 

Case 

with Push 

Qnty. 

Price 

67 

Ash, oak, cherry or stained mahogany. 

No. 620 Dixie, Jr. 

25 $0.60 

67 

Black walnut, maple, cypress or mahogany. 

No. 620 Dixie, Jr. 

12 

1.00 

67 

White enamel. 

No. 620 Dixie, Jr. 

6 

1.50 

67 

Genuine rosewood. 

No. 620 Dixie, Jr. 

6 

6.00 

268 

White or black celluloid. 

Assortment of 25 constitutes a standard package. 

No. 620 Dixie, Jr. 

6 

1.42 


NO. 68 METAL PUSH 

Finish: Nickel plate, brush brass, old brass or bronze. 


Schedule 

“E” 

List 

Equipped 

Std. 

•List 

No. 

Case 

with Push 

Qnty. 

Price 


Single, corrugated metal. 

Group A finish, add $0.40. Group B finish, add $0.80. 
Assortment of finishes permitted to make standard package. 

NO. 69 METAL PUSH 

Finish: Nickel plate, brush brass, old brass or bronze. 


Duplex, corrugated metal. 

Group A finish, add 56 cents. Group B finish, add $1.39. 
Assortment of finishes permitted to make standard package. 


No. 620 Dixie, Jr. 


Equipped 
with Push 

No. 63 New Mite 


Schedule 1 


NO. 173 MULTIPLE PUSH 

Finish: Wood part, any ordinary wood. Oak shipped unless otherwise ordered. M 
plate, brush brass, old brass or bronze. 

List Equipped 

No. Case with Push 

173 Two button. No. 63 New Mite 

173 Three button. No. 63 New Mite 

173 Four button. No. 63 New Mite 

173 Five Button. No. 63 New Mite 

173 Six Button. No. 63 New Mite 

173 Seven Button. No. 63 New Mite 

173 Eight Button.'.. No. 63 New Mite 

Additions: For attaching flexible green silk cord, 1 or 2 conductor, per foot, $0.26. 
amel, add to list $1.60. 

Note: Heavy face type indicates finish supplied when not otherwise specified. 

Standard and Special Finishes 

Note: Heavy face type indicates finish supplied when not otherwise specified. 


Schedule “E M 
Metal part, nickel 


Std. *List 

Qnty. Price 

12 $3.42 

6 4.50 

3 5.58 

6.40 
8.00 
9.60 
11.20 
For white en- 


Finish Group 1 


Old English bronze Polished copper 

Antique or Flemish brass Polished steel 
Oxidized brass Bauer-barff 

English bronze Acid or statuary bronze 

Mottled copper Lemon brass 

Oxidized copper Gun metal 

Antique copper or Black 

Japanese bronze 

•Delivery F. O. B. Factory, New York City 


Satin gold 
Etruscan gilt 
Gilt 

Gold bronze 
Oxidized silver 
Butler's silver 
Ormolu or French gilt 


Finish Group “B” 

Burnished gilt 
Polished silver 
Pompeiian bronze 
Roman or dull gold 
Sand blast, antique brass 
Sand blast, old brass 
ch gilt Verde antique 

Digitized by CjOOQIC 


For warehouse deliveries write nearest house. 
59 Honan Hoods a: J 
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Western Electric 

MISCELLANEOUS PUSHES 


Mall Order* Filled 
at Prevailing Prices 



Floor and Extension Types 

• NO. 237 REGULAR FLOOR PUSH Schedule “E” 

Heavy contacts and indestructible insulation. A reliable push. No attachment for cord. 

Li8tNo. Std. Pkg. *List Price 

237 Floor push, nickel plate. 6 $0.80 

NO. 235 WITH REMOVABLE PLUG Schedule “E” 


Has extension attachment for connecting flexible cord with table clamp or pear push. Eyelets can be 
placed in carpet or rug for entrance of plug without injury. 

Heavy contacts and indestructible insulation. A reliable push. 


List No. Std. Pkg. *List Price 

235 Combination complete. 6 $0.92 

Plug only.. .32 


Finish: Nickel piate, brush brass, oid brass or bronze. 


ATTACHMENT PLUG AND PLATE NO. 72 Schedule “E” 

For flexible cord connection. Size of plate, 2 inches diameter. 

List No. Std. Pkg. *List Price 

72 Plug and plate. 6 $1.50 

Plug only.‘. .80 

Finish: Nickel plate, old brass, brush brass or bronze. 



No. 205 



No. 100 


Combination Wall Plates 

COMBINATION WALL PLATE NO. 205 Schedule “E” 

Finish: Nickel plate, brush brass, old brass or bronze. 

Metal plate 2x3 inches, with No. 620 Midget, Jr., push and No. 72 detachable extension plug, with 
flexible cord and pear push furnished if desired. 

List No. *List Price 

205 Less cord and pear push.. $2.00 

For any group A finish, add $0.64. For any group B finish, add $1.35. For 6 feet of silk 
cord and pear push, add $1.60. 


COMBINATION WALL PLATE AND PLUG NO. 160 Schedule "E” 

Especially adapted for bedsides where a call is needed. A flexible cord can be attached to connect 
the calls to a pendant or desk push button. Can be used for any number of calls using pendant push No. 
173. We can also furnish plug and plate without buttons. Plug is made of hard rubber and is so arranged 
that it cannot be inserted the wrong way. The No. 620 Dixie Junior push is used in plate. 


List No. No. Points No. Buttons List Price 

160. 3 2 $6.40 

160. 3 None 4.80 

160 . 4 3 7.60 


List No. No. Points No. Buttons *Liat Price 

160. 4 None $5.60 

160 . 5 4 8.80 

160. 5 None 6.40 


Add for No. 69 Double Pear push $1.60. Finish: Nickel plate, brush brass, old brass, or bronze. 
Group A finish, extra $0 72; group B, extra $1.60. Engraving on centers, per letter, $0.25. 

For green silk covered flexible cable connected, per foot, per conductor, $0.24. 

Note: Heavy face type indicates finish supplied when not otherwise ordered. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties 60 
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IRON BOX BELLS AND BUZZERS 

DIRECT CURRENT 



No. 1845 No. 1850 No. 1900 


Western Electric 

Iron Box Bells and Buzzers 


Class "B” Adjustable 


This Bell is guaranteed to give satisfaction. 

Every part is designed for long and hard service with the possibility of a “ground" or “short circuit" 
in the bell practically eliminated. Specially formed hard fiber in addition to rubber covering is used to 
prevent circuit wires coming in contact with the bell frame. The base or back of the bell is made from 
dead soft steel formed under heavy pressure and arranged with a continuous rim which rests flush on the 
surface to which the bell is attached, preventing anything getting into the bell mechanism. The armature 
and magnets are mounted on a separate base which is securely attached to the back. The armature striker 
rod and ball are made from one piece of metal, therefore, no chance of any parts becoming loose. The arm¬ 
ature is pivoted and fitted with an adjustable tension spring which can be adjusted for one to eight cells 
of battery. The contact post is non-tumable and fitted with a lock nut on the contact screw. The binding 
posts are non-turnable. Magnet cores are tipped with copper caps to preyent armature from sticking. 
The cap and frame are protected with a covering of black japan and all other parts are nickel and copper 
plated to prevent rusting. 

Quantity Prices 


1855 Class “B" Adjustable Iron 

1856 Class “B" Adjustable Iron 

1857 Class “B" Adjustable Iron 

1858 Class “B" Adjustable Iron 


1-10 

Box Bell, 2}^ inch gong.. $1.46 

Box Bell, 3 inch gong.. 1.54 

Box Bell, 4 inch gong.. 2.10 

Box Buzzer. 1.40 


101-00 

100-500 

500 and Over 

$1.00 

$0.80 

$0.74 

1.14 

.84 

.78 

1.52 

1.14 

1.04 

1.02 

.76 

.70 


Class “C” Non-acljustable 

The cover is made of tinned sheet steel, black japanned, and is held rigidly in place by metal projections 
on top of base, under which the cap is snapped. 

The base is of heavy annealed steel, black japanned. Contact post is attached to the magnet head 
which insures permanent adjustment and no danger of a “ground" on the base as it does not touch it. v 

The armature, striking rod and ball are all made from one piece of metal—a sure prevention of loose 
striker rods or balls. 

Magnets are standard size and end of upper magnet is fitted with a copper cap to prevent armature 
sticking. 

Binding posts are non-turnable, which prevent holding screws from turning and making loose contact. 

Every detail of the bell and buzzer i3 constructed for durability and satisfactonr service. 

One cell of battery will operate either, and as many as five cells can be used if desired. 


1845 

1846 

1847 

1848 


Class “C" Non-ad justable Iron Box Bell, 2J^ inch gong 

Class “C" Non-adjustable Iron Box Bell, 3 inch gong 

Class “C" Non-adjustable Iron Box Bell, 4 inch gong 

Class “C" Non-adjustable Iron Box Buzzer. 

Improved Monitor 


1-10 

10-100 

100-500 

500 and 0 

$1.32 

$0.96 

$0.72 

$0.64 

1.44 

1.02 

.76 

.70 

1.88 

1*44 

1.08 

.98 

1.30 

.90 

.70 

.62 

Bell 





A neat, compact, reliable, round bell with double magnets, non-turning contact spring and binding 
posts. The gong is nickel plated, and secured in its place so it cannot turn, giving always a clear ring in¬ 
stead of a rattle caused by a loose gong. 

• Less than 16 * 10 to 99 99 and Over 

1900 Improved Monitor Bell. n\ $1.68 $1.26 $1.12 

Electrical Hove# Goode and Novelties 
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Western Electric 

EDWARDS ECONOMY BELL 


Mail Orders Filled 
at Prevailing Prices 


FOR BATTERY CURRENT 



Intensified Stroke 
Armature 


No. 17 

Economy Bell 


Contact Adjusting Screw 
Lock and Non-turning Post 


i Edwards No. 17 Economy Bell 

The Edwards Economy Vibrating Bell No. 17 is a high grade adjustable fully insulated bell for all 
signal purposes. 

Intensified Stroke Armature. The armature, contact spring and their support form a single unit. 
The spring serves the double purpose of holding the contact points and supplying the spring tension for the 
armature action. The portion of the spring beyond the contact point is bent at right angles and passes 
through an opening in the armature, and has a return bend so the end of the spring passes between the mag¬ 
net head and the armature. When the magnets are energized they attract the armature, but the contact 
points do not separate until the armature has practically completed its stroke. The pull of the magnet is 
effective during the entire stroke, which is long and powerful. As the armature nears the magnet it engages 
the return bend of the contact spring, drawing the spring away from the contact screw and opening the cir¬ 
cuit. This method of opening the circuit provides a longer and more powerful stroke than can be obtained 
in any other way. It insures the highest efficiency because it brings the armature into the densest magnet 
field before the circuit is broken. The separation of the contact points is not left to ehance, but the circuit 
is mechanically opened. The action is positive, the design is simple and effective. 

Improved Armature Suspension. The heavy bronze contact spring extends beyond the armature 
and is riveted to the armature support. This forms a rigid and secure suspension. The armature operates 
on the vibrating reed principle used so successfully in musical instruments. 

New Code Connectors. New Code binding post as approved by the National Board of fire underwriters 
are supplied on this high grade bell. Wires may be quickly connected. After the screws are set down it is 
impossible for wires to spread or loosen. A positive locking screw holds the contact screw in position. The 
contact post is securely fastened to the frame so it positively cannot turn. The contacts are heavy, broad- 
faced and made of pure silver. Standard 6 volts. 





--List 

; Price Ei 

ich-> 




Less than 5 

5 to 9 

10 or More 

17 

3 in. 

Economy vibrating bell. 

. $3.30 

$3.00 

$2.30 

17 

4 in. 

Economy vibrating bell. 

. 3.50 

3.20 

2.50 

17 

5 in. 

Economy vibrating bell. 

. 5.60 

4.72 

4.20 

17 

6 in. 

Economy vibrating bell... 

.*. 6.00 

4.90 

4.40 

17 

7 in. 

Economy vibrating bell. 

. 8.80 

6.80 

6.00 

17 

8 in. 

Economy vibrating bell... 

. 10.50 

8.70 

7.70 

17 

10 in. 

Economy vibrating bell. 

. 16.80 

13.70 

12.20 

17 

12 in. 

Economy vibrating bell. 

. 20.50 

18.00 

16.00 


Delivery F. O. B. New York City. 

Electrical House Goods and Novelties 


For warehouse deliveries write nearest house. 
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BELLS AND BUZZERS 

DIRECT CURRENT 





No. 13 

1 Inch to 4 Inch 


No. 14 

5 Inch to 12 Inch 


Size 0 12 3 4 

No. 15 


The. Lun’gen Bell 

This is a very high grade iron box bell and buzzer. It has been made continuously in the various sizes 
for a period extending over 30 years. As the hammer rod is so shaped that the opening through which 
it passes in the side of the case is only slightly larger than the size of the rod, it may justly be described 
as a dust and insectproof bell. It is worthy of notice that this is the only type bell in which the standard 
size of 1 inch gong can be obtained. 

LUNGEN NO. 13—3 OHMS Schedule “E” 

Specifications 

Compact, positive acting, durable, insectproof. 

(a)—Cover and base formed steel. (b>—Unit hammer rod and armature, (c)—Pivoted armature. 
. (d)—Small hammer rod channel, (e)—Heavy spring nut adjustment, (f)—Brass gong heavily nickeled, 
(g)—Ribbed edges, spring cover. 

Finish, one inch size, all nickel; other sizes, enameled base, nickel gong and cover. 

List No...... 361364 361365 361366 361367 361368 361369 

Sizes. 1 in. l%ins. 2 ins. 2^ins. 3 ins. 4 ins. 

♦List Price. $1.80 $1.62 $1.66 $1.26 $1.35 $1.80 

Standard Package. 6 6 6 12 12 12 

Fancy Gongs. .... .... $1.62 _ _ 

Sizes may be assorted in quantity of 12 to make standard package. Special finishes—prices on 
application. Special resistance prices furnished on application. 


LUNGEN NO. 14—4 OHMS Schedule “E” 

Characteristics and specifications, the same as No. 13, except as follows: 

(a)—Base, cast, (e)—Screw and locknut adjustment, (f)—Cast bell-metal gong. 

In 5 and 6 inch ease, japanned; gong and binding post, nickel; the other sizes, gongs and binding posts, 
polished bronze. 


List No. 361370 361371 361372 361373 361374 361375 361376 

Sizes. 5 ins. 6 ins. . 7 ins. 8 ins. 9 ins. 10 ins. 12 ins. 

♦List Price.$4.50 $7.20 $15.30 $17.10 $22.50 $27.00 $31.50 


Standard Package... 3 3 3 3 3 2 2 

Sizes may be assorted in quantity of 3 to make standard package. Special finishes—prices on 
application. Special resistance prices furnished on application. 

The Lungen Buzzer 

LUNGEN NO. IS—3 OHMS Schedule “E” 

Specifications. 

Cover and base formed sheet steel. Pivoted armature. Spring nut adjustment. Ribbed edge spring cover. 
Positively dust and insectproof. 


List 


-—Outside Dimensions, Not Including Binding Posts-'* 

Std. 

♦List 

No. 

Size 

Length Inches 

Depth Inches 

Width Inches 

Pkg. 

Price 

360116 

0 

M 

IX 

X 

12 

$1.62 

360117 

1 

2 y» 

i* 

% 

25 

1.17 

360118 

2 

2A 

m 

X 

12 

1.44 

360119 

3 

3 

2 

Vi 

12 

1.53 

360120 

4 

314 

2'A 

1* 

12 

1.62 

Assortment of 25 permitted to make standard package. 




Standard finish No. 0 full nickel, larger 

sizes japanned base, nickel cover. 




Special finishes—prices on application. 

Special resistance prices furnished on application. 

♦Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



No. 27 


BELLS AND DROPS 

DIRECT CURRENT 




No. 26 


No. 112 


Circuit Closing Devices 

CONSTANT RINGING BELL NO* 27—4 OHMS Schedule “E” 


Specifications 

Cover, lever and binding posts, nickel. Japanned base. 


Operation 


When the circuit is closed the lever drops, throwing the bell into direct circuit with the battery, which 
causes the bell to ring until the circuit is broken by raising the* lever. 


List 

No. 

27 Bell 

27 Bell 

Sizes 

Inches 

2 H . 

3 . 

- 

♦List 

Price 

$2.72 

2.88 

27 Bell 

4 . 


3.20 

27 Bell 

5 ... 


6.40 

27 Bell 

6 .. 


9.40 


CONSTANT RINGING DROP NO. 20^4 OHMS Schedule “E” 


Operation 

y 

Is used on main line. Closing the circuit drops the lever, thus closing the local circuit and causing a 
bell to ring continuously until the lever is raised. Furnished also for magneto, wound to 80 ohms, and as 


an indicating buzzer. 

List Std. *List 

No. • Pkg. Price 

26B For battery, nickel finish. 6 $2.25 

26M For magneto, nickel finish, 80 ohms. 6 3.15 

26X Indicating buzzer, nickel finish. 6 3.15 


Assortment of B, M and X permitted to make standard packages. 
Special resistance prices furnished on application. 


RELAY NO. 112—10 OHMS Schedule “E” 

This relay is designed to meet the demand for a reliable relay for the handling of small currents. At 
an extra cost magnets can be wound to any resistance up to 600 ohms. The contacts and clearances are 
designed to take care of current equal in value to one ampere at 20 volts or 20 watts. 

Specifications 

Nickel finish. Japanned base. Prxe silver contact points; phosphor bronze springs. Used for closing 
external or secondary circuits. 

List Std. ♦List 

No. Pkg. Price 

112 Relay. 6 $2.70 

Special resistance prices furnished on application. 

♦Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties 45 












Quantity Prices 
Quoted on Request 
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SIGNAL GONGS 

ALTERNATING OR DIRECT CURRENT 



No. 133 No. 133 No. 1331 

Weatherproof Gong Pull Grid 


Electro-mechanical Bells 

These bells are dust, insect, moisture and weatherproof, or non-weatherproof if for interior use. The 
method of operation is: The hammer upon being released makes a full revolution, passing under the gong 
to an inclined plane, where it is raised and permitted to strike the gong with great force gathered in the 
revolution. The recoil causes it to drop and become locked in its normal position under the gong. As the 
full force of the blow is spent on the gong, there is no strain on the mechanism. The operation, through an 
eccentric, produces positive action and requires but a small amount of current. Either open or closed 
circuit, ana can be arranged to operate as a single stroke or constant ringing gong, or to ring continuously 
until run down upon make or break of circuit. It can also be arranged to operate on 110 volt A.C. or 
D.C. circuit. 

WEATHERPROOF NO. 133—5 OHMS 


Red enamel for fire alarm purposes, but can be furnished in black. Resistance up to 10 ohms furnished 
without extra charge. Capacity, 350 blows to each winding. Either open or closed circuit, and can be 
arranged to operate as a single stroke or constant ringing gong or to ring continuously until run down. 


List 




Sizes 

•List 

No. 




Inches 

Price 

133 

Weatherproof type. 



. 6 

$48.38 

133 

Weatherproof type. 



. 8 

49.62 

133 

.Weatherproof type. 



. 10 

52.24 

133 

Weatherproof type. 



. 12 

57.12 

183 

Weatherproof type. 



. 14 

66.74 

133 

Weatherproof type. 



. 15 

71.86 

133 

Weatherproof type. 



. 16 

123.84 

133 

Weatherproof type. 



. 18 

133.20 


For prices of gridded bells add to list of No. 133 the following: 



Size 

Full Grid 

Size 


Full Grid 

6 inches. 

. $10.80 

10 inches. 


$24.00 

8 inches.-. 

. 16.20 

12 inches. 


31.80 


In ordering, add letter “G” to No. of bell. 


CONDUIT BELLS—NO. 1330-1331—5 OHMS 
No. 1330 Bell for Use With Concealed Conduit 

No. 1331 Bell for Use With Surface Conduit Schedule “R” 

This is a recent design which permits of operation on exceedingly small current flow. The mechanism 
is entirely insulated from the case. Connectors for line wires are at side in conduit box where they are most 
accessible, as the entire upper half of conduit box may be removed by taking out two screws. It is ordinarily 
furnished with one opening for Y inch conduit, but can be supplied with opening for Y inch or % inch 
conduit on back or with two in sides of conduit box. Capacity, 350 blows to each winding. 


Sizes *List 

Inches Price 

6. $48.74 

8. 50.00 

10. 52.50 

12. 57.50 


Sizes *List 

Inches Price 

14 . $67.50 

15 . 72.50 

16 . 135.40 

18. 145.20 


Standard finish, red enamel. Black enamel can be furnished if specified. For concealed conduit 
special box is required which is furnished without extra charge. Resistance up to 40 ohms furnished with¬ 
out extra charge. In ordering always specify voltage of operating current. 

•Notes In ordering concealed type add Letter “C” to list number. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


SIGNAL BELLS AND GONGS 

DIRECT CURRENT 



n °. 2 ° The Vigilant Single Stroke 

No. 20—6 Ohms 


No. 21 

Schedule “E” 


Magnets and armature are so arranged that the armature is strongly attracted from a considerable 
distance, giving the hammer a long sweep and a powerful blow. 

Striker: The hammer is attached to the hammer rod by a strong flat spring, causing a quick recoil, 
resulting in clear and distinct signals; tension and strength of blow are adjustable. 

Single Stroke: Single stroke bells can be wound to operate on direct current up to 500 volts. 
Vibrating: Vibrating bells are furnished up to 110 volts direct current. 

Finish: 2^ inch to 6 inch bells, japanned base; all other parts nickeled. Larger than 6 inch, japanned 


base; other parts polished brass. 

List Sizes List Price List Price 

*List Price 
Combination 

List 

Sizes 

List Price 

List Price 

List Price 
Combination 

No. 

Ins. 

Single Stroke 

Vibrating 

S. S. <fc Vib. 

No. 

Ins. 

Single Stroke 

Vibrating 

S. S. & Vib. 

360175} 

2^ 

$7.87 

$9.24 

$10.55 

360182} 

9 

$26.62 

$28.62 

$30.00 

360176} 

3 

8.12 

9.47 

10.78 

360183} 

10 

32.50 

35.12 

36.50 

360177} 

4 

8.62 

10.00 

11.22 

360184} 

12 

44.50 

47.12 

48.50 

360178} 

5 

13.87 

15.24 

16.50 

360185} 

14 

54.38 

57.64 

59.00 

360179} 

6 

15.74 

17.12 

18.37 

360186} 

16 

114.00 

117.24 

118.62 

360180} 

7 

17.62 

19.00 

20.24 

360187} 

18 

129.62 

133.00 

134.24 

360181} 

8 

19.62 

21.62 

23.00 






In ordering always state voltage of operating current. 

For special resistance, see table of additions on special page that follows. 

t In ordering single stroke type use letter “s” after list number, use **v M for vibrating type and '‘ssv” 
for single stroke and vibrating type. 

The Covered Vigilant 

No. 21—6 Ohms Schedule “E” 


Characteristics and specifications same as No. 20 (above), except that it is encased to protect it from 
weather, dust, bugB, and other interference. 

3601881 
3601891 
3601901 

360191} 

360192} 

360193} 

360194} 

In ordering always state voltage of operating current. 

For special resistance, see table of additions on special page that follows. 

} In ordering single stroke type use letter “s” after list number, use “v” for vibrating type and “ssv” 
for single stroke and vibrating type. 

No. 21 F. P. Electric Single Stroke Alarm Bell Schedule “R” 


2 Yi $11.12 

$12.37 

$13.12 

360195} 

9 

$27.24 

$29.24 

$29.86 

3 

11.36 

12.74 

13.37 

360196} 

10 

35.86 

37.89 

38.62 

4 

11.87 

13.25 

13.87 

360197} 

12 

47.50 

50.12 

50.86 

5 

17.12 

18.50 

19.12 

360198} 

14 

57.50 

59.50 

61.20 

6 

19.00 

20.36 

20.60 

360199} 

16 

117.50 

120.12 

120.86 

7 

20.86 

22.12 

22.74 

360200} 

18 

132.50 

135.12 

135.74 

8 

22.88 

24.86 

25.52 







No. 21 F. P. 


A special form of the well-known Edwards Vigilant Electric 
Single Stroke Bell. Designed especially to meet requirements 
of Fire Prevention laws. 

Direct Actingj no loss of power through compound levers 
or heavy retracting springs and is therefore highly efficient. 
No winding ever required. 

Heavy Hammer; long stroke. 

Fully protected; it is weather, dust and bugproof. 

Separable conduit fitting, drilled and tapped top and bottom 
for l /i inch conduit (% inch if desired) so that conduit work may 
be completed and wire pulled in; bells may be attached at any 
time by machine screws supplied with them. Best results 
obtained by mounting bell with gong to the left. Finish, red 
enamel. 

For use with surface conduit. 


List No. 21FP 6 Inch.. $18.00 

List No. 21FP 8 Inch.-. 22.50 

List No. 21FP 10 Inch. 27.00 

List No. 21FP 12 Inch.^. 33.75 


Delivery F. O. B. Factory, New York, N. Y. For warehouse deliveries write nearest house. 
Electrical House Goods and Novelties 39 






Quantity Prices 
Quoted on Request 


Western Electric 


SIGNAL BELLS AND GONGS 
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GENERAL DESCRIPTION 

The Recti Bell meets with well-deserved success the demand for a rugged and powerful vibrating bell 
of lasting durability and of the most rigid construction, for weatherproof use. Of the various styles the No. 
100 can be supplied to operate on either battery or higher voltages up to 225 volts direct current. And 
in sizes 4 to 10 inches, it can be arranged for operation on alternating current voltages 18 to 220, 25, 40 or 
60 cycles, single phase. The No. 100A is particularly adapted to electric vehicle service. The No. 217 
Recti is for operation on Direct Current Voltages, 250 to 600 directly on the line without external resistance, 
and operation under any of the foregoing conditions is guaranteed. When used on high voltages they are 
intended for intermittent service. 

Special attention is invited to the action of the hammer, which, unlike any othei bell, operates in a 
straight line, giving a direct blow; and as one end of the solid brass hammer rod is supported by a swinging 
joint, and the other end passes through the case, it is always secure, and can not get out of order. 

Another positive improvement is that carbon is used for contact points. Thus the points can not cor¬ 
rode or oxidize, will not melt and will outwear platinum or other metal. May be replaced without taking 
the bell apart. 


SPECIFICATIONS 

Heavy cast japanned box with oil-soaked felt gasket enclosing mechanism; direct-acting straight line 
hammer rod; magnets impregnated with moisture-resisting compound; contacts extra heavy, and in No. 100 
sizes 5-inch and upward carbon contacts are made from standard size carbon rod; phosphor bronze springs, 
best grade cast bell metal gongs. Types shown are adapted for fire alarms, automobiles, factories, signal 
systems, mine or marine use. The mechanism is entirely insulated from the case, which is not, at any time, 
a part of circuit. 



No. 100 


RECTI NO. 100—3 OHMS DIRECT CURRENT 


Volts 

D. C. 

LIST PRICES 


4 In. 

5 In. 

6 In. 

7 In. 

8 In. 

9 In. 

10 In. 

12 In. 

14 In. 

15 In. 

16 In. 

18 In: 

H 

1 

1 

1 

II 

1 

1 

| 

H 

$41.08 
4a. 14 
45.58 
47.40 
47.10 
54.30 


1 

(I 

$119.82 

123.48 

128.36 

133.84 

129.58 

141.52 


Special resistance, see table of additions on page that follows. 
Each bell up to 12 inch size packed in corrugated paper carton. 
Platinum contacts any size bell, special. 


RECTI BUZZER No. 220A AND 220B 
Lift 
No. 


•Lift 

Price 


220A With silver contacts, x V/% x .. $7.94 

220A With carbon contacts. 8.78 

220A For alternating current. 15.00 

220B With carbon contacts, 6x4Hx2jj£ . 11.94 

220B For A.C. operation. 19.40 


For remainder of Bell line see the following pages of this section. 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


RECTI BELLS 

DIRECT CURRENT 



No. 100U 



No. 217 



No, 1001 
Conduit Type 



No. 100 A 
Automobile Type 


Recti Underwriter Type No. 100U, 3 ohm Bell Schedule “E M 

Specially designed for and approved by National Board of Fire Underwriters, for use on sprinkler 
systems and on all voltages up to 250 volts. 


List 


♦List Price 

List 


•List Price 

List 


•List Price 

No. 

Size 

Each 

No. 

Size 

Each 

No. 

Size 

Each 

100U 

3 inch. . 

. .. $9.16 

100U 

7 inch. . 

.. $20.06 

100U 

12 inch. . 

.. $41.08 

100U 

4 inch. . 

9.66 

100U 

8 inch. . , 

. .. 22.08 

100U 

14 inch. . , 

. . . 50.20 

100U 

5 inch. . 

. .. 15.80 

100U 

9 inch. . , 

. .. 30.30 

100U 

16 inch. . 

. .. 105.40 

100U 

6 inch. . 

. .. 17.88 

100U 

10 inch. . 

. .. 37.04 

100U 

18 inch. . 

. .. 119.82 


Special resistances same as No. 100. 


Recti High Voltage Type No. 217 Schedule “E” 

Long, quick break contacts, slate base mounting, operates gong up only. Suitable for use on direct 
current up to 600 volts. For intermittent service. Not made weatherproof. 


Volts 

Sizes: 6 Inches 

8 Inches 

10 Inches 

12 Inches 

14 Inches 

16 Inches 

18 Inches 

220 to 299 

$37.82 

$42.10 

$55.52 

$68.32 

$85.40 

$136.70 

$158.38 

300 to 499 

46.36 

51.24 

62.84 

75.64 

93.34 

139.92 

175.32 

500 to 600 

50.64 

54.30 

67.72 

79.30 

97.00 

143.36 

168.66 



Recti Conduit Types No. 

1001 



A special receptacle for conduit is secured to the Recti case. In the Type 1001 openings are at the top 

and bottom. 








Volts 

6 in. 


8 in. 

10 in. 


12 in. 

14 in. 

Up to 6 

$23.88 


$28.08 

$34.40 


$44.96 

$54.16 

7- 25 

25.76 


29.96 

36.52 


45.40 

56.60 

26- 50 

27.38 


31.60 

38.44 


49.84 

59.04 

51-100 

30.00 


34.20 

39.90 


51.66 

60.88 

110-120 

29.62 


33.82 

39.66 


51.36 

59.78 

150-220 

37.12 


33.56 

46.36 


46.36 

67.40 


Conduit Types No. 1001AC 

The Recti Bell fitted with conduit attachment for operation on alternating current. 


Size 

Inches 

Volts 

Cycles 

♦List Price 
Each 

Size 

Inches 

Vojts 

Cycles 

♦List Price 
Each 

4 

18-110 

25-40-60 

$21.88 

8 

110 

25-40-60 

$35.32 

4 

220 

25-40-60 

29.00 

8 

220 

25-40-60 

42.16 

5 

30-110 

25-40-60 

35.00 

9 

110 

25-40-60 

50.06 

5 

220 

25-40-60 

35.38 

9 

220 

25-40-60 

57.46 

6 

30-110 

25-40-60 

31.00 

10 

110 

25-40-60 

53.88 

6 

220 

25-40-60 

37.72 

10 

220 

25-40-60 

60.94 

7 

110 

25-40-60 

33.80 

12 

110 

25-40-60 

71.40 

7 

220 

25-40-60 

40.52 

12 

220- 

25-40-60 

78.32 



Recti Automobile Type No. 100A 


Schedule "E” 


The sizes generally used are 5, 6, 7, 8 or 10 inches, and to operate on a direct current from either 
primary or storage batteries. 

In ordering, be particular to state the voltage of battery they are to work on. 

General voltages for automobile bells are 22, 44 or 88 volts. 


List 

Size 

♦List 

List 

Size 

♦List 

List 

Size 

♦List 

No. 

Inches 

Price 

No. 

Inches 

Price 

No. 

Inches 

Price 

360142 

5 

,.. $15.80 

360144 

7 ... 

.. $20.02 

360146 

10 .. 

... $37.04 

360143 

6 

... 17.88 

360145 

8 ... 

.. 22.08 

360147 

12 .. 

>.. 41.09 


•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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RECTI BELLS AND GRIDS 



No. 100AC No. 219 


Recti-Alternating Current Type No. 100AC 

SINGLE PHASE, 25, 40 OR 60 CYCLES; CARBON CONTACTS 
A loud ringing, vibrating bell for operation direct on alternating current up to 220 volts, 25 to 60 cycles. 


List No. 

Sizes in Inches 

For Operation on 

List Price Each 

For Operation on 

List Price Each 

100AC. 

4 


18 to 110 Volts 

$17.48 

220 Volte 

$24.62 

100AC. 

5 


30 to 110 Volts 

29.06 

220 Volte 

30.30 

100AC. 

6 


30 to 110 Volts 

31.88 

220 Volte 

32.66 

100AC. 

7 


110 Volts 

34.62 

220 Volte 

34.90 

100AC. 

8 


110 Volte 

37.42 

220 Volts 

37.10 

100AC. 

9 


110 Volts 

41.70 

220 Volte 

48.92 

100AC. 

10 


110 Volte 

48.94 

220 Volte 

56.02 

100AC 

12 


110 Volts 

65.48 

220 Volte 

73.44 



Recti-Underdome No. 219—3 

Ohms 

Schedule “E” 




DIRECT CURRENT 



The Recti movement covered by gong. 




List No. 

Sizes Inches 

List Price Each 

List No. 

Sizes Inches 

List Price Each 

219 


6 

117.88 

219 

12 

$41.08 

219 


7 

20.06 

219 

14 

50.20 

219 


8 

22.08 

219 

16 

105.42 

219 


9 

30.30 

219 

18 

119.82 

219 


10 

37.04 





For special resistance, see table of additions on special page that follows. For higher voltages, 
prices same as Recti No. 100. 

For general description of the “Recti” Bell, see preceding pages. 

In ordering, state frequency as well as voltage of operating current. 




Part Grid Full Grid 

Grids for Recti Bells Schedule “E” 

It is sometimes considered necessary to have additional protection for bells to prevent the maliciously 
inclined from tampering with the hammer rod or from breaking the gong, or so deadening the sound that it 
would not be heard. For this purpose the “Part Grid” or “Full Grid” is furnished. 

Any Recti type bell, except the No. 219, can be furnished with “grids.” 

In ordering, add to List No. the initials “P. G.” for part grid, or “F. G.” for full grid. 


Sizes 

4 in. Recti. 

5-6 in. “ . 

•Add to List Price of Bell 

Part Grid 

. $1.50 

. 2.26 

Full Grid 

$13.60 

20.26 

7-8 in. “ . 

' 

. 3.76 

9-10 in. “ . 


. 4.50 

30.00 

32.34 

12 in. “ . 


. 6.00 

14 in. “ . 


. 6.00 

15 in. “ . 


. 12.50 


16 in. “ . 


. 16.24 


18 in. “ . 


. 26.94 



Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Western Electric 

EDWARDS TRANSFORMER BELLS 


Mall Orders Filled 
at Prevailing Prices 



No. 510 No. 510. (Cover Removed) 


Edwards No. 510 Transformer Bell 

The Edwards No. 510 Transformer Bell is a loud ringing bell ranging in size from 5 to 12 inches. It 
is designed for operation on low voltage transformers of limited capacity, and is not intended for operation 
on battery circuits. It is highly recommended for use where a loud reliable signal is required. 

The field and cores are of laminated construction. 

These bells are of the enclosed (or protected) type, and can be furnished with a rubber gasket making 
them weatherproof. Two wire entrances are provided, one at the top for surface wiring, and one at the back 
for concealed work. These entrances are sealed with wax which may be removed from either entrance 
desired. The armature is a vibrating reed type, which combined with the special field and core construction 
gives a powerful blow, producing the greatest volume of sound with remarkably small current consumption. 

Current carrying parts are insulated from the frame, and the bell may be mounted on metal without any 
danger of ground or short circuit. 

Any number of bells may be operated from one transformer. 

Standard winding 8 to 18 volts, 60 cycles A.C. 

Other voltages and frequencies can be furnished. 


List List Price 

No. Size Description Each 

510 5 in. Transformer bell. $14.40 

510 6 in. Transformer bell. 15.90 

510 7 in. Transformer bell. 18.30 

510 8 in. Transformer bell. 19.80 

510 10 in. Transformer bell. 35.40 

510 12 in. Transformer bell. 44.26 


Delivery F. O. B. New York. For warehouse deliveries write nearest house. 

Sizes may be as-nrted to make quantity value. Will be furnished ingWeE. labeled cartons. 
Electrical House Co... * -nd Novem«» 46-2 








Quantity Prices 
Quoted on Request 


Western Electric 
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THE EDWARDS RIOT BELL 
“Motor Driven” Bells 

An absolutely new principle—a very powerful quick responding, loud ringing, weatherproof, revolving 
stroke bell—bells that obtain all the sound that the gong can produce. A smooth running, high efficiency 
motor, especially designed for the purpose used. They are designed to operate on battery voltages of 6 and 
higher, also lighting circuits of 110 volts alternating and direct. The full power of the revolution and 
its momentum produce a strength of blow never before obtained. No adjustment is needed. No parts to 
wear out. No gears to stick. No heavy parts to move. Striker is mounted directly on motor shaft. 


No. 300 
The Riot Bell 


No. 320 

The Liberty Riot Bell 


No. 310 

The Double Gong Riot Bell 


NO. 300 GENERAL SIGNAL RIOT BELL 

Available wherever a loud ringing alarm or signal bell is desired. For operation on alternating or 
direct current lighting circuits or battery. The bells are weatherproof and may be used out of doors. 
Made in sizes 10 to 18 inches for all voltages and frequencies. Furnished for 6 volt battery circuit when 
not otherwise specified. 


List No. 

Size Inches 

Voltage 

List Price 

List No. 

Size Inches 

Voltage 

List Price 

300 

10 

6 D.C. 

$119.80 

300 

15 

6 D.C. 

$144.00 

300 

10 

110 A.C. or D.C. 

147.60 

300 

15 

110 A.C. or D.C. 

172.80 

300 

12 

6 D.C. 

122.40 

300 

16 

6 D.C. 

151.20 

300 

12 

110 A.C. or D.C. 

151.20 

300 

16 

110 A.C. or D.C. 

180.00 

300 

14 

6 D.C. 

129.60 

300 

18 

6 D.C. 

175.60 

300 

14 

110 A.C. or D.C. 

158.40 

300 

18 

110 A.C. or D.C. 

214.40 





NO. 320 LIBERTY RIOT BELL 

Designed for use on fire fighting apparatus vehicles only. An adaptation of the Riot movement to 
the engine or locomotive type gong. Replaces the hand operated type of same bell now widely m use. 
Gives a greater volume of sound than the hand operated bell, and is controlled by the driver from a push 
button on the steeling wheel. It is the different signal so essential to the rapidly moving fire department 
vehicle. Additional buttons may be placed on other parts of the vehicle if desired, enabling others than the 
driver to operate the bell. Economical in current consumption it can be operated on the ignition bat¬ 
teries. Where vehicles are equipped with electric starting and lighting system, the Riot Liberty Bell can 
be furnished without extra charge to operate on it. This saves the cost of and space for separate battery. 
Where this type of gong, hand operated, is now used, the Riot attachment can be furnished to fit the 
gong. By sending gong to the factory, attachment can be applied to best effect. 


List No. Size Inches Voltage List Price 

320 Liberty Riot Bell 10 6 D.C. $129.60 

320 Riot attachment only... 100.80 


NO. 310 DOUBLE GONG RIOT BELL 

For fire engines, ambulances and patrol wagons. The only signal sufficiently different and with clamor* 
ousness enough to meet the urgent necessity of fire fighting and emergency vehicles. 

They operate on a 6 volt oattery by steering wheel push, and produce a far-reaching, effective and 
entirely different warning of the approach: a rigorous, emphatic demand for the right of way in a tone loud 
enough and strong enough to be heard at a distance, enabling pedestrians or traffic to keep the way open. 

An adaptation of the Riot Bell using two gongs and a double striker. The gongs are struck alternately, 
and a a the gongs are different tones the volume of sound is greatly intensified. 


List No. Size Inches 

Voltage 

List Price 

1 List No. Size Inches 

Voltage 

List Price 

310 

12 

6 D.C. 

$129.60 

310 

16 

6 D.C. 

$158.40 

310 

310 

14 

15 

6 D.C. 

6 D.C. 

144.00 

151.20 

310 

18 

6 D.C. 

180.00 


Delivery F. O. B. Factory, New York City. For warehouse deliveries write nda r 6st house. 

44 Electrical II< - . '.’ode and Novelties 




312 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


FARADAY BELLS 

GENERAL OUTLINE OF STANDARD TYPES OF FARADAY SIGNAL GONGS WITH DATA 

AS TO OPERATIVE CURRENT, ETC. 

Faraday Signal Gongs are made in five (5) general types, viz.: 

Vibrating (enclosed and skeleton types). 

Single Stroke (enclosed and skeleton types). 

Two-signal Combination Single Stroke and Vibrating (enclosed types only). 

Electro-mechanical (enclosed types only). 

Magneto-extension (enclosed types only). 

Vibrating Gongs 

Vibrating Gongs will be furnished as ordered to operate from the following sources of energy as may 
be specified: 

(a) Battery Circuits—all voltages (gongs to be wired in multiple). 

(b) D.C. Light and Power Circuits—all voltages up to 600 (gongs to be wired in multiple). 

(c) A.C. 25-60 Cycle Circuits (12 to 24, 100 to 110, 200 to 220 volts) as follows: 

(1) A.C. 25-60 cycle bell-ringing transformer circuits, 12 to 24 volts, single gong patterns 
up to 12 inches inclusive-double gong patterns up to 18 inches inclusive. 

(Gongs to be wired in multiple.) 

(2) A.C. 25-60 cycle light and power circuits—100 to 110, 200 to 220 volts. 

(Gongs best wired in series, but may be wired in multiple.) 

(3) In series (any number as may be specified not exceeding 10 gongs) on 100-110 volts A.C. 
light and power circuits—25-60 cycles. 

(4) In series (any number as may be specified not exceeding 20 gongs) on 220 volts A.C. 
light and power circuits—25-60 cycles. 

Single Stroke Gongs 

Single Stroke Faraday Gongs of standard type (except electro-mechanical patterns) cannot be 
operated on A.C. circuits; single stroke gongs must have, as a source obcurrent supply, either battery current 
or D.C. light and power current; single stroke gongs are particularly adapted to code signalling and, of course, 
are preferable to vibrating gongs for fcode signalling; single stroke gongs cannot, from the nature of their con¬ 
struction, be counted on to give anywhere near the volume of sound that a continuous ringing vibrating bell 
can give. 

Single Stroke Gongs are best wired in series, but may be wired in multiple. 

Two (2) Signal Combination Single Stroke and Vibrating Gongs 

Two (2) Signal Combination Single Stroke and Vibrating Faraday Gongs, like the single stroke 
type in preceding paragraph cannot be operated on A.C. current; battery current or D.C. light and power 
current must be used; special attention is called to the fact that two (2) signal combination single stroke 
and vibrating gongs draw a much greater amount of current for full normal operation than vibratmg gongs 
of same size, and when operated from battery, ample ampere capacity of the battery set is essential. 

Two (2) Signal Combination Single Stroke and Vibrating Faraday Gongs should always be 
connected in multiple on a 3 wire circuit. 

Electro-mechanical Gongs 

Electro-mechanical Faraday Gongs will be furnished to operate on battery current, A.C. (25-60 
cycle) circuits (6 to 220 volts) and D.C. light and power circuits (100 to 600 volts). 

Electro-mechanical Faraday Gongs are furnished to operate as specified, for open or closed circuit 
lines, as follows: 

Style 1—Single stroke, for open circuit work. 

Style 2—Single stroke, for closed circuit work. 

Style 3—Continuous ringing, for open circuit work. 

Style 4—Continuous ringing, for closed circuit work. 

Style 5—To ring continuously until run down, for open circuit work. 

Style 6—To ring continuously until run down, for closed circuit work. 

In an Electro-mechanical Faraday Gong, the blow on the gong is struck by a heavy ball on the end 
of a lever released by the electric current, but operated by a powerful clock-spring. 

Electro-mechanical Gongs are designed for use where requirements demand a heavier and more 
powerful blow than is possible to obtain from an electric signal gong of regular design, or where current 
tor operation of gong must be kept down to a minimum (Faraday Electro-mechanical Gongs can be furnished 
to operate on a minimum of 60 milli-amperes per gong). 

Electro-mechanical Gongs require winding of clockwork spring after 600 or 700 blows have been 
struck. 

Electro-mechanical Faraday Gongs should always be wired in series for most economical operation. 

Magneto Extension Bells 

Magneto Extension Faraday Bells are made for use on telephone A.C. generator circuits of 16% 
cycles. 

Magneto Extension Faraday Bells should always be connected in series. 
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SPECIAL RESISTANCE WINDINGS 

FOR FARADAY AND COMPETITION SKELETON AND FARADAY ENCLOSED-TYPE BELLS 

AND BUZZERS 

List additions shown below apply to Faraday Skeleton, Competition Skeleton, Faraday Enclosed-Type 
Gongs, Faraday Under-Dome Gongs, Faraday Double-gong Bells, Faraday Electro-Mechanical Gongs and 
Faraday Buzzers for use on Battery and D.C. circuits—do not apply to A.C. 

To obtain the list price of special resistance bells, add the list prices shown below for the desired resist¬ 
ance to the list price of the "regular resistance” bell; from the combined figure thus obtained, standard 
discount on bells apply. 

“Regular resistance” vibrating bells will operate satisfactorily on battery and D.C. circuits at the volt¬ 
age shown in table listing various types of bells on other pages, but where gongs are to be operated on higher- 
voltage circuits, or where a number of gongs are to be operated simultaneously in “multiple” on a circuit, 
gongs wound to proper higher resistance must be used to obtain satisfactory results. 

For D.C. light and power circuits, as well as lower D.C. voltages, data given in table at bottom of 
page should be used—this table showing approximate ohms 7 resistance for vibrating bells for various D.C. 
voltages. 

For vibrating bells resistance given in table below for D.C. circuits may be slightly varied from, in 
actual practice, without bad results, but the maximum resistances shown for specific D.C. voltages insure 
minimum sparking at contacts and best results; minimum maintenance expense will be obtained by using 
the highest resistances shown below for specific voltages. 

Unless wired in series resistance of single-stroke gongs to be connected to D.C. light and power circuits, 
should be approximately one-quarter that of vibrating gongs when designed for operation on similar voltages. 

To operate on low voltage battery, single-stroke gongs are best wired in multiple. Figure resistance by 
following formula: R=E* •«-20. 

Faraday Enclosed Type Vibrating Gongs will be furnished, when ordered, wound to 150 ohms to operate 
direct in multiple on 600 volts D.C. street railway circuits; 600 volt gongs should be used either with Faraday 
Resistance Panels or with 5-60 watt lamps, connected as per blueprint attached to each 600 volt gong. 

For A.C. bell ringing transformers and A.C. light and power circuits, Transformer Type Faraaay Gongs 
should be used. Listings of transformer gongs cover gongs suitable for connection direct to 18 volt bell 
ringing transformers and 100 to 240 volt A.C. light and power circuits. It is never desirable to use Faraday 
Transformer Gongs on less than 18 volts. 

Resistances of transformer gongs for A.C. circuits are entirely arbitrary and cannot be figured on the 
same basis as shown below for D.C. circuits. 

For A.C. circuits, Transformer Single-gong Bells, Transformer Under-Dome Gongs, or Transformer 
Double-gong Bells should invariably be used; all Faraday Single-gong and Under-Dome Transformer 
Gongs, except double-gong types, are of the “no-contact’ 7 non-sparking type; they may be connected in 
series (when wound to proper resistance for this work) and when so connected, the total number of gongs 
on the circuit requires no more current than one gong would require in multiple. Particular attention is 
called to this advantage over other transformer gongs^ for the reduced current demand for the operation 
of the number of gongs, makes possible the use of any nrst-class contact-key of standard design. 

Triplex contacts will be furnished when specially ordered, at slight additional cost on all Faraday 
Vibrating Gongs and Buzzers, except the smallest size on No. 00 frames. Triplex contacts are a guarantee 
against the failure of a signal gong, for with three (3) independent sets of contacts, one set may break down 
or even two sets, without causing the failure of the gong. 

Pure platinum is, without question, the most dependable for gong contacts, but where price of platinum 
seems prohibitive, platinoid will be found satisfactory. 

Single stroke and electro-mechanical gongs have no contacts. 

List additions for special resistance windings of skeleton bells may be combined with list prices of skele¬ 
ton bells and likewise list additions for special resistance windings of enclosed type bells (including Under¬ 
dome gongs, double-gong bells, electro-mechanical gongs and buzzers) may be combined with list prices 
of these bells to obtain list values determining discounts; however, list additions for enclosed type bells 
(including under-dome gongs, double-gong bells, electro-mechanical gongs and buzzers) cannot be combined 
with skeleton bells to make up list values. 

Resistance of single-stroke gongs is approximately one-quarter that of vibrating gongs when designed 
for operation on similar voltages. 

OHMS RESISTANCE FOR OPERATION OF FARADAY 'VIBRATING GONGS ON DIRECT CURRENT 
VOLTAGES WITHOUT EXCESSIVE SPARKING AT CONTACTS 


Ohms 

Resistance 

Adapted to 
Operate on 
Following 

Ohms 

Resistance 

Adapted to 
Operate on 
Following 

Ohms 

Adapted to 
Operate on 
Following 

Ohms 

Adapted to 
Operate on 
Following 

per Bell 

Voltages 

per Bell 

Voltages 

Resistance 

Direct Current 

Resistance 

Direct Current 

5 

6—10 

160 

30—35 

per Bell 

350 

Voltages 

per Bell 

Voltages 

10 

10—15 

200 

36—45 

65— 80 

550 

110—120 

20 

15—20 

250 

46—55 

400 

80— 95 

1000 

120—130 

50 

20—25 

300 

65—65 

450 

96—105 

2000 

220—240 

100 

25—30 



500 

106—110 

150 

500—600 


II (With Resistance Panel or bank of 5-60 watt lamps) 
SPECIAL RESISTANCEJWINDING-LIST ADDITIONS—PER GONG 


Size Skeleton 

Gong 

Size Enclosed 
Type Gong 

Frame 

No. 










0-10 

11-20 21-50 

61- 

100 

101- 

150 

151- 

200 

201- 

300 

301- 

500 

501- 

1000 

1001- 

2000 

Not made 

1 % and 2 ins. 


$1.50 

$2.25 

njwcjji 

$4.20 

$4.50 

$4.95 

$5.10 

$5 25 

$6.75 

$7.80 

Not made 

2 \\ and 3 ins. 

0 

1.50 

2.25 

KjEE 

4.20 

4.50 

4.95 

5.10 

5.25 

6.75 

7.80 

2H. 3, 3H and 4 ins. 

4 ins. 

i 

1.80 

2.70 

3.45 

4.80 

5.25 

5.55 

5.70 

5.85 

7.35 

8.40 

5 and 6 ins. 

5 and 6 ins. 

2 

3.75 

5.25 

5.50 

5.70 


6.30 

6.60 

7.65 

8.70 

10.20 

7 and 8 ins. 

7 and 8 ins. 

3 

5.25 

7.05 

8.40 

9.15 

9.45 

9.75 

10.65 

10.80 

10.95 

12.15 

9 and 10 ins. 

9 and 10 ins. 

4 

7.15 

7.90 

8.65 

11.10 

11.40 

11.70 


12.30 

12.60 

13.20 

12, 14, 15 ins. 

12 and 14 ins. 

X-5 

7.15 

7.90 

8.65 

11.10 

11.40 

11.70 


12.30 

12.60 

13.20 

15, 16 and 18 ins. 

15, 16 and 18 ins. 

6 

18.15 

27.45 

37.80 


40.20 

41.40 



44.85 

46.35 
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FARADAY SKELETON BELLS 

VIBRATING TYPE, FOR BATTERY CIRCUITS 

(Cannot be used on A.C. circuits.) 

“High-power” Armature.—Patented “High-Power” armature allows 
the keeping of armature in magnetic field up to the moment of striking the gong. 

Breakage of Springs Cannot Disable Bell. 

Insulated Mechanism.—Frame of bell carries no current at any time, 
as entire electrical mechanism is insulated from frame casting. Bells may be 
mounted on metal without fear of grounding. 

Solid Back. —Solid back prevents dampness from getting into insula¬ 
tion washers on back of bell, or affecting magnet windings. All insulation 
washers sealed in with waterproof wax. 

Locking Side-contact Post. —New' patented split-section side-con- 
tact post compresses both sections against thread of contact screw and pos¬ 
itively locks with cone cap piece having taper thread; no injuring of screw 
thread and adjusting to a thousandth of inch assured at all times. 

Solid Trunnion Frame. —Solid trunnion frame cannot work loose or 
move in any direction. Improved split section, replacing old locknut on trun¬ 
nion frame, compresses against upper trunnion screw, and no amount of jar¬ 
ring can loosen the upper bearing. 

Cylindrical Trunnion Bearings, Extra Heavy Cylindrical Type.— 

There is no possibility of armature breaking away from either upper or lower bearing; construction utilizes 
full strength of both upper and lower trunnion frame casting. 

Non-turning Contact and Binding Posts. —Non-turning and non-loosening binding posts equipped 
with split steel lock-washers prevent connections from ever jarring loose. 

Contact Points. —Contact points are made of platinoid or pure platinum, as specified, and are always 
plainly marked on both screw and spring. Platinoid contacts furnished, unless otherwise specified. 

Skeleton Faraday Bells, listed below, are designed to operate on battery circuits only; for boll-ringing 
transformer circuits, Transformer Skeleton Faraday Bells, Transformer Enclosed Type Single Gong Bolls, 
Transformer Enclosed Type Double Gong Bells, or Transformer Underdome Gongs are recommended; 
Transformer Skeleton Bells should never be Used on electric light and power circuits. 

Faraday Skeleton Type Gongs will be furnished single-stroke, when specially ordered, at $1.00 list 
additional, but for important single-stroke work the Faraday Single-Stroke Gong is recommended, and 
the slight advance in price will be found more than justified. 



PRICE LIST 


List 

Size, Gong 

Frame 

Resistance List Price 1 

List 

Size, Gong 

Frame 

Resistance 

List Price 

No. 

Inches 

No. 

in Ohms 

Each 

No. 

Inches 

No. 

in Ohms 

Each 

O- 2 

2V 2 

1 

1.5 

$4.50 

0-10 

10 

4 

5.2 

$24.90 

O- 3 

3 

1 

1.5 

4.90 

0-12 

12 

X-5 

5.2 

31.10 

O- 4 

4 

1 

1.5 

5.47 

0-14 

14 

X-5 

5.2 

62.10 

O- 5 

5 

2 

2.1 

9.94 

0-15 

15 

X-5 

5.2 

80.SO 

O- 6 

6 

2 

2.1 

11.18 

0L-15 

15 

6 

8 

117.48 

O- 7 

7 

3 

3 

15.93 

0-16 

16 

6 

8 

124.06 

O- 8 

8 

3 

3 

17.48 

0-18 

18 

6 

8 

143.56 

Add to above prices for pure platinum 

contacts 

, $1.20 list for bells up 

to and including 6 inches in 


diameter; $2.00 list for bells 7 inches and larger. Add for Triplex Platinoid Contacts, $4.00 list to above 


prices. 

Add for Triplex Pure Platinum Contacts as follows: 

Up to and including 6 inches. $6.00 list 

8 and 10 inch... 8.00 list 

12 and 14 inch.. 10.00 list 

15 inch and larger.. 15.00 list 

Note: Faraday Skeleton BelJs will be wound, when specially ordered, to any resistance up to 2000 
ohms; however, we do not recommend Skeleton Bells for 110, 220 or 500 volts service. For this service, 
Faraday Enclosed Type Bells (with no exposed terminals), shown on other pages, should be invariably 
used. For prices, see special listing elsewhere. 

Assortment of all sizes Faraday and Competition Skeleton Bells permitted to make up list value, but 
Enclosed Type Gongs or Buzzers cannot be included with Skeleton Bells; list price additions for special 
resistance windings may be included with bells and buzzers to make up list value. 

Note: The Underwriters’ Laboratories approve only the Enclosed Type Bell for signal systems coming 
under their supervision. 
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BELLS AND BUZZERS 

COMPETITION SKELETON BELLS, MODEL Z 

Competition Model Z Bells differ from the Faraday Model O principally in 
the following details: 

Old style armature in place of “High-power” armature. 

Mechanism not insulated from frame casting as in Faraday Model O. 

Silver contacts in place of platinoid. 

Less accurate trunnion construction and not “solid-back.” 

Binding posts simply non-turning, in place of Faraday Patented Duplex 
Posts, non-turning and non-loosening. 

Skeleton Competition Bells, Model Z, listed below, are designed to operate on 
battery circuits only; for bell ringing transformer circuits, Transformer Skeleton 
Faraday Bells, Transformer Enclosed Type Single Gong Bells, Transformer 
Enclosed Type Double Gong Bells or Transformer Underdome Gongs, are recom¬ 
mended; Transformer Skeleton Bells should never be used on electric light and 
power circuits. 

Skeleton .Competition Bells will be furnished Single-Stroke when specially 
Competition skeleton Bell ordered at 50 cents net additional, but for important single-stroke work the 
special Faraday Single-Stroke Gong shown on another page is recommended, and the slight advance in 
cost found more than justified. 

List Size Gong Resistance List Price 

No. Inches Frame No. in Ohms Each 

Z- 2'A 2H 1 1.5 $4.12 

Z- 3 3 1 1.5 4.18 

Z- 4 4 1 1.5 4.44 

Z- 5 5 2 2.1 8.08 

Z- 6 6 2 2.1 8.55 

Z-7 7 3 3 13.99 

Z- 8 8 3 3 15.29 

Z-10 10 4 5.2 21.36 

Z-12 12 X-5 5.2 23.80 

Skeleton Competition Bells will be wound to any special resistance desired at standard list additions. 
Assortment of all sizes Competition and Faraday Skeleton Bells permitted to make up list values, but 
Enclosed Type Gongs or Buzzers cannot be included with Skeleton Bells; list price additions for special 
resistance windings may be included with bells and buzzers to make up list value. 




Not. 93, 99 and 101 
Bniztrs, Cover in Position 


Mechanism of Nos. 89, 
91, 93, 99 and 101 Buzzers 


No. 94, Cover 
Removed . 


FARADAY ENCLOSED TYPE BUZZERS 

The Standard Nos. 89, 91, 93, 99 and 101 have the Faraday “High-power” armature; No. 94 Extra 
Loud, in addition to the “High-power” armature, has a heavy steel ball at the end of the armature rod— 
this steel ball striking on extension of the base frame casting with such force and rapidity as to make the 
signal three times as powerful as the No. 99 or No. 101. 

Models 89 and 91 are the same as the 101 mechanism shown above with no cover; they are intended 
for interior mounting in annunciators, switchboards, telephone apparatus, etc.; Model 93 is the same mechan¬ 
ism, with standard cover as shown in left-hand cut above, complete with rubber gasket, etc.; the size of 
the Models 89, 91 and 93 is so small that they fill a very long-felt want. 

Frame of buzzer carries no current at any time, as entire electrical mechanism is insulated from frame 
casting. These buzzers may be mounted on metal without fear of grounding. Breakage of tension spring 
will not disable mechanism. 

Side-contact adjustment is of patented micrometer-lock type; all working parts are heavily copper- 
plated against dampness. Magnet coils are waterproof; soft-rubber gasket between frame and cover guards 
against outside moisture. Triplex contacts will be furnished when specially ordered, and insure the best 


contact construction ever made. 


Resistance in 

Size 

List Price 

List No. 

Style 

Frame No. 

Ohms 

Inches 

Each 

89 

No Cover 

00 

1.4 

lttxltfxl Vi 

$4.95 

93 

Enclosed 

00 

1.4 

2y 8 x2HxlA 

5.40 

91 

No Cover 

00 

1.4 

2A x2A x 1)4 

4.95 

99 

Enclosed 

0 

1.4 

2% x 3y s xlV s 

6.30 

101 

Enclosed 

1 

1.5 

4)^x4 x2A 

7.20 

94 

Enclosed 

1 

1.5 

4)4x4. x2*. 

7.65 


Faraday Buzzers will be wound to any special resistance desired at standard list additions. 

Platinum Contacts: Add to above prices of buzzers for pure platinum contacts, $1.20 list. 

Triplex Contacts: Add to above prices of buzzers for Triplex Platinoid contacts, $4.00 list; for Triplex 


Pure Platinum contacts, $6.00 list. 

Triplex contacts not furnished on 89, 91 and 93 buzzers. 
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FARADAY BELLS WITH FANCY GONGS 


SKELETON AND ENCLOSED TYPES 
VIBRATING—FOR BATTERY CIRCUITS AND D.C. CIRCUITS 
(Cannot Be Used on A.C. Circuits) 



With Cow Good Model A Tea or House Gong 

With Cow Gong 

Both Skeleton Faraday and Enclosed Type Faraday Bells are furnished with what is generally termed 
“fancy gongs’ 7 in place of standard round gongs. 

Fancy gong equipment is desirable where a different sounding gong is wanted or where a particularly 
penetrating sound is needed, such as in noisy factory buildings, etc.; the rectangular or cow gong gives the 
most penetrating sound of any type of gong made. 

These gongs have high power armatures, making it possible to keep the armature in magnetic field 
up to the moment hammer-iod ball strikes gong in place oi opening at contact points at beginning of stroke 
as all other mechanisms do; breakage of springs cannot disable gong; frame casting carries no current at 
any time and as the entire mechanism is insulated from the frame, these gongs may be mounted on metal, 
metal lathing and damp walls without fear of grounding. 

Skeleton Faraday Bells listed on this page are designed to operate on battery circuits. 

Enclosed Type Faraday Bells are designed to operate on battery and when ordered wound to proper 
resistance, on D.C. electric light and power circuits from 100 to 600 volts; for A.C. circuits, both bell ringing 
transformer and 100 to 240 volt A.C. circuits, transformer enclosed type single gong, transformer enclosed 
type double gong bells are recommended, these being furnished when specially ordered with fancy gong 
equipment as shown on this page. <. 

These gongs will be furnished single stroke when specially ordered at $1.00 list additional. 


SKELETON FARADAY BELLS WITH FANCY GONGS 
With Rectangular or Cow Gongs 




Regular 

List 

Sise Gong 

Frame 

Resistance 

Price 

Inches 

No. 

Ohms 

Each 

1^ x2H 

1 

1.5 

$9.94 

2 x 3 

1 

1.5 

11.18 

x 5 

2 

2.1 

17.48 

*K x 6 

3 

3 

33.68 


With Sleigh Gongs 



1 

1.5 

$9.94 


With Garland Gongs 


2 x2 M 

1 

1.5 

$9.72 


With Open, Breakfast, Tea or House Gongs 

2^xlM 1 1.5 $9.72 


ENCLOSED TYPE FARADAY BELLS WITH FANCY 
GONGS 


With Rectangular or Cow Gongs 




Regular 

List 

Size Gong 

Frame 

Resistance 

Price 

Inches 

No. 

Ohms 

Each 

1^x2 k 

0 

1.4 

$12.74 

2x3 

0 

1.4 

13.01 

IK x2H 

1 

1.5 

15.00 

2 x 3 

1 

1.5 

15.22 

3H x 5 

2 

2.1 

23.20 

4^x6 

3 

3 

40.64 


With Sleigh Gongs 


IK x IK 

0 

1.4 

$12.74 

IK x IK 

1 

1.5 

15.00 


With Garland Gongs 


2 x 2 K 

0 

1.4 

$12.38 

2 x2 K 

1 

1.5 

17.06 

.With Open, 

, Breakfast, 

Tea or House Gongs 

2 x2K 

0 

1.4 

$12.38 

2 x2tf 

1 

1.5 

17.06 


These gongs will be furnished wound to any special resistance desired at standard list additions shown 
elsewhere. 

Skeleton Fancy Gong Bells, listed above, may be combined with regular pattern Skeleton Bells to 
make up list value; Enclosed Type Fancy Gong Bells likewise may be combmed with regular pattern 
Enclosed Type Bells and Buzzers to make up list value, but Skeleton and Enclosed cannot be combmed to 
make up list value. List price additions for special resistance windings may be included with respective 
class of bells to make up list value. 

Platinum Contacts: Add to above prices for Pure Platinum contacts, $1.20 list for bells up to and includ¬ 
ing No. 2 Frame; $2.00 list for No. 3 Frame. 

Triplex Contacts: Add to above prices for Triplex Platinoid contacts, $4.00 list. For Triplex Pure 
Platinum contacts, add to above prices the following: 

Up to and including No. 2 Frame.$6.00 list 

No. 3 Frame. .... 8.00 list 
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ENCLOSED-TYPE FARADAY SIGNAL GONGS 
Standard Models A, B and C 

National Code Standard 

VIBRATING—WEATHERPROOF—FOR BATTERY AND D.C. CIRCUITS 
(Cannot Be Used on A.C. Circuits) 

Faraday Enclosed-Type Bells are recommended whenever the gong is exposed to dust, dampness or 
mechanical injury. They are used for important signal work by leading railroads, fire alarm companies, 
etc. The mechanism is protected by a heavy bauer-barff iron case. 

Faraday Gongs A, B and C, listed below, are designed to operate on Battery, and when ordered wound 
to proper resistance, on D.C. electric light and power circuits from 100 to 600 volts; for A.C. circuits, both 
Bell Ringing Transformer and 100 to 240 volt A.C. circuits, Transformer Enclosed Type Single Gong, 
Transformer Enclosed Type Double Gong or Transformer Underdome Gongs are recommended. 

These gongs will be furnished Single-Stroke when specially ordered at 50 cents net additional. 



Model No. 
Don’t Fail 
to Specify 
Model No. 
and 

Voltage at 
(.Which to 
Operate 


Size Gongs 
Inches 
All Gongs 
Full- 

Polished Frame 
Nickel No. 
Unless (Size of 
Otherwise Meehan- 


MODEL * 

Wi I 00 | 


To Operate on Battery 
(Gongs to be Wired in Multiple) 

Number of 
Dry Cells 
Required at 
Gong 
Terminals 
for Normal 
Operation 

Operative 

Voltage 

at 

Gong 

Terminals 

A Ct°t x ' 

Consump¬ 

tion 

per Gong 

Regular 
Resistance 
Ohms for 
Battery 
Circuits 

List 

Price 

Each 


ro Operate on 
110-125 Volt 
D.C. Circuits 
In Multiple, 
No External 
Resistance 
Required 
Wound to 
500 Ohms 
List Price 
Each 


A” NON-GUARDED GONGS—1 % INCHES TO 18 INCHES 



HALF-GRID-GUARDED GONGS—3U INCHES TO 14 INCHES 




ro Operate on 
220-250 Volt 
D.C. Circuits 
In Multiple, 
No External 
Resistance 
Required 
Wound to 
2000 Ohms 
List Price 
Each 


Not Made 
Not Made 
Not Made 
Not Made 
$19.48 
20.26 
29.26 


2.1 

17.88 

23.62 

31.12 

3. 

20.06 

25.88 

33.38 

3. 

22.08 

27.82 

35.26 

5.2 

30.30 

36.68 

44.93 

5.2 

37.04 

43.50 

51.75 

5 2 

50 04 

57.90 

66 75 

5.2 

61 .73 

69 00 

78.00 

8. 

123.74 

132 74 

140.63 

8. 

129.62 

138.62 

153.00 

8. 

148.82 

159.32 

174.00 



C- 5 
C- 6 
C- 7 

8- 9 I 9 I 4 I 6 6 

C-10 10 4 6 6 

C-12 12 X-5 I 6 6 


Assortment of all sizes Enclosed-Type Gongs and Buzzers permitted to make up list-value, but Faraday and Competition 
Skeleton Bells cannot be included with Enclosed-Type Gongs or Buzzers; list price additions for Special Resistance Windings 
may be included with bells to make up list-value. 

8pecial resistance bells made to order. For prices, see special listing elsewhere. 

Platinum Contacts: Add to above prices for Pure Platinum Contacts, $1.20 list for bells up to and including 6 inch; 

$2.00 list for 7 inch and larger. 

Triplex Contacts: Add to above prices for Triplex Platinoid Contacts, $4.00 net. For Triplex Pure Platinum Contacts, 
add to above prices the following: 

Up to and including 6 inch.$6.00 list 12 and 14 inch../TY.I... .$10.00 list 

8 and 10 inch . 8.001ist 15 inch and larger. -Digitized-by *VijOOQL 0 ■ 15 00list 
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INSPECTORS* PATTERN ENCLOSED-TYPE FARADAY 

SIGNAL GONGS 

Nat. Code Standard 

VIBRATING—WEATHERPROOF—FOR BATTERY AND D.C. CIRCUITS 
(Cannot Be Used on A.C. Circuits) 





Model AI Model B1 Model Cl 

In Inspectors 1 Type Models AI, BI, Cl, the cover, instead of being held down by four machine screws 
as in Models A, B and C, fits down onto four brass corner dowel pins, and, while held firmly in place by 
large nickel plated knurled thumb nut in center of cover, is removable in a second without tools. Models 
AI, BI and Cl were specially designed to permit frequent inspection of signal equipment. 

Faraday Gongs AI, BI and Cl, listed below, are designed to operate on battery and when ordered 
wound to proper resistance, on D.C. electric light and power circuits from 100 to 600 volts; for A.C. circuits, 
both bell ringing transformer and 100 to 240 volt A.C. circuits, Transformer Enclosed Type Single Gong, 
Transformer Enclosed Type Double Gong or Transformer Underdome Gongs are recommended. 

These gongs will be furnished single-stroke when specially ordered at 50 cents net additional. 

These gongs will be furnished wound to any special resistance desired at standard list additions. 


Model 

No. 

Don't 

Fail 

to Specify 
Model 
No. 
and 

Voltage at 
Which to 
Operate 


Size 

Gongs 

Inches 


All 

Gongs 

Full- 

Polished 


Nickel 

Frame 

Unless 

No. 

Other¬ 

(Size of 

wise 

Mechan¬ 

Spe«i6ed 

ism) 

MODEL 


To Operate on Battcrv 
(Gongs to be Wired in Multiple) 


X umber «if 
Dry Cells 
Required 
at 

Gong 

Terminals 

for 

Normal 

Operation 


Oper- 

Approx. 

Regular 

ative 

Watt 

Resist- 

Voltage 

Con¬ 

ance 

at 

sump¬ 

Ohms 

Gong 

tion 

for 

Term¬ 

per 

Battery 

inals 

Gong 

Circuits 


To Operate 
on 110-125 
Volt D.C. 
Circuits 
In Multiple 
No External 
Resistance 
Required 
Wound to 
500 Ohms 
List Price 
Each 


To Operate 
on 220-250 
Volt D.C. 
v Circuits 
in Multiple 
No External 
Resistance 
Required 
Wound to 
2000 Ohms 
List Price 
Each 


MODEL “AI** NON-GUARDED GONGS—3^ INCHES TO 18 INCHES 


Conduit 
Patterns 
Add to 
Model 
No. "P” 
and Add 
to Lists 
in Previous 
Columns 


For Model 
"AIP” Add 
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CONDUIT-PATTERN ENCLOSED-TYPE FARADAY SIGNAL 

GONGS 


National Code Standard 

VIBRATING—WEATHERPROOF—FOR BATTERY AND D.C. CIRCUITS 
fCannot Be Used on A.C. Circuits) 



Model AP Model BP Model CP 

For Conduit Work For Conduit Work For Conduit Work 


Faraday Conduit Type Signal Gongs make possible the installation of a signal gong system on the out¬ 
side of a building or on the inside with positive assurance that no breakdown can occur. 

Heavy marine gaskets between conduit box back and bell frame prevent entrance of dampness or 
water; and mechanism of gong, connections, etc., is absolutely protected at all times. 

Faraday Gongs AP, BP and CP, listed below, are designed to operate on battery and when ordered 
wound to proper resistance, on D.C. electric light and power circuits from 100 to 600 volts; for A.C. circuits 
both Bell Ringing Transformer and 100 to 240 volt A.C. circuits, Transformer Enclosed Type Single Gong, 
Transformer Enclosed Type Double Gong or Transformer Underdome Gongs are recommended. 

These gongs will be furnished single-stroke when specially ordered at 60 cents net additional. 

These gongs will be furnished wound to any special resistance desired at standard list additions. 



Sise Gongs 


Model No. 

Inches 


Don’t Fail 

All Gongs 


to Specify 
Model No. 

Full- 

Polished 

Frame 

and 

Nickel 

No. 

Voltage at 

U nless 

(Size of 

Which to 

Otherwise 

Mechan¬ 

Operate 

Specified 

ism) 


To Operate on Battery 
(Gongs to be Wired in Multiple) 




Terminals 
for Normal 
Operation 


MODEL “AP” NON-GUARDED GONGS—3^ INCHES TO 18 INCHES 



$20. 

.02 

20. 

.56 

28. 

,92 

30. 

64 

33. 

44 

35. 

38 

44. 

,78 

51. 

60 

60. 

,00 

77. 

,10 

143. 

54 

149. 

42 

170. 

12 



3X 

4 

4 

5 

5 

6 

6 

7 

7 

8 

8 

9 . 

9 

10 

10 

2 

12 

14 

14 


MODEL “BP” HALF-GRID GUARDED GONGS—3 H INCHES TO 14 INCHES 



1.5 

$17.68 

1.5 

17.92 

2.1 

25.06 

2.1 

27.16 

3. 

31.36 

3. 

33.40 

5.2 

42.90 

5.2 

50.85 

5.2 

64.62 

5.2 

75.83 


MODEL “CP” FULL-GRID GUARDED GONGS—5 INCHES TO 12 INCHES 





1 $42.42 | 

44. 

15 

53, 

69 

55 

64 

74. 

78 

81. 

,60 

105. 

,00 



See footnote on page of Model A, B and C gongs. 
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FUEL-SCREEN-ENCLOSED FARADAY ENCLOSED-TYPE GONGS 

Nat. Code Standard 
VIBRATING—WEATHERPROOF 
FOR BATTERY AND D.C. CIRCUITS 
(Cannot Be Used on A.C. Circuits) 



Model CW 
Regular Pattern 


Model CWP 
Conduit Pattern 



Screen-guarded Faraday Enclosed Type Gongs CW and CWP are, in some places where mechanism, 
gong, hammer-rod and ball must be protected against external injury, boys throwing stones and nesting 
of birds, preferable to the cast-grid type housing of C and CP models. 

These gongs have high power annatures, making it possible to keep the armature in magnetic field up 
to the moment hammer-rod ball strikes gong in place of opening at contact points at beginning of stroke 
as all other mechanisms do; breakage of springs cannot disable gong; frame casting carries no current at 
any time and as the entire mechanism is insulated from the frame, these gongs may be mounted on metal, 
metal lathing and damp walls without fear of grounding. 

Faraday Gongs CW and CWP, listed below, are designed to operate on battery and when ordered 
wound to proper resistance, on D.C. electric light and power circuits from 100 to 600 volts; for A.C. circuits, 
both Bell Ringing Transformer and 100 to 240 volt A.C.-circuits, Transformer Enclosed Type Single Gong, 
Transformer Enclosed Type Double Gong or Transformer Underdome Gongs are recommended. 

These gongs will be furnished single-stroke when specially ordered at $0.50 list additional, for important 
single-stroke work the special Single-Stroke Faraday Gongs shown on other pages are recommended and the 
slight advance in cost found more than justified. 

These gongs will be furnished wound to any special resistance desired at standard list—additions shown 
elsewhere. 

Note: The Underwriters’ Laboratories approve Enclosed Tvpe Faraday Gongs CW and CWP for 
signal systems coming under their supervision. 


Model CW Model CWP 

Sin Regular Pattern For Conduit Work 


Gong 

Frame 

Resistance 

Model 

List Prioe 

Model 

List Prce 

Inches 

No. 

Ohms 

No. 

Each 

No. 

Each 

5 

2 

2.1 

CW- 5 

$29.30 

CWP- 5 

$36.32 

6 

2 

2.1 

CW- 6 

31.38 

CWP- 6 

39.68 

7 

3 

3 

CW- 7 

40.31 

CWP- 7 

49.42 

8 

3 

3 

CW- 8 

42.33 

CWP- 8 

49.89 

9 

4 

5.2 

CW- 9 

60.30 

CWP- 9 

68.40 

10 

4 

5.2 

CW-10 

66.74 

CWP-10 

75.14 

12 

X-5 

5.2 

CW-12 

89.52 

CWP-12 

97.62 


Assortment of all sizes Enclosed Type Gongs and Buzzers permitted to make up list value, but Faraday 
and Competition Skeleton Bells cannot be included with Enclosed Type Gongs or Buzzers; list price addi¬ 
tions for special resistance windings may be included with bells to make up list value. 

Platinum Contacts: Add to above prices for Pure Platinum contacts, $1.20 list for bells up to and 
including 6 inch; $2.00 list for 7 inch and larger. 

Triplex Contacts: Add to above prices for Triplex Platinoid contacts, $4.00 list. For Triplex Pure 
Platinum contacts, add to above prices the following: 

Up to and including 6 inch 

8 and 10 inch. 

12 inch... 
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.$6.00 list 

.8.00 list 
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SINGLE-STROKE FARADAY SIGNAL GONGS 

ENCLOSED AND SKELETON TYPES FOR BATTERY AND D.C. CIRCUITS 
(Cannot be used on A.C. Circuits) 



Model “AS** 
Single-Stroke En¬ 
closed Type, with 
Multiple Gear 


Model “BS** 
Single-Stroke En¬ 
closed Type, with 
Multiple Gear 


Model "CS” 
Single-Stroke En¬ 
closed Type, with 
Multiple Gear 


Model "OS" 
Single-Stroke Skel¬ 
eton Type, with 
Multiple Gear 


••SINGLE-STROKE** GONGS—ENCLOSED TYPES—"AS,** "BS** AND "CS** 

“AS,*’ “BS” and "CS” Gongs are the most powerful and longest movement single-stroke gongs made—see mechanism 
cut on page showing “Ail" Models. 

These enclosed types are far superior to skeleton types, and the use of the open-skeleton type should be limited to work 
where expense is the controlling factor, not. long service and reliability. 

The wonderfully long stroke of this gong is very similar to a powerful electro-mechanical gong, but, having no clockwork 
mechanism, of course requires no winding up, as does the electro-mechanical type. 

Semi-flexible recoil-type hammer-roa guarantees a clear, unrouffled blow on gong, with never a double stroke possible—, 
a most valuable advantage over the usual hammer-rod construction of other makes. 

Single-stroke gongs are best connected in series (unlike vibrating gongs), but may be connected in multiple, if for some 
special reason multiple connection is necessary. 


MODEL "AS” 
(No Guard Over Gong) 

ne Resistance 
Ohms 
1.5 
2.1 
2.1 
3 
3 

5.2 

5.2 

5.2 

5.2 

8 

8 

8 


MODEL "BS” 
(Half-guarded Gong) 


MODEL“CS” 
(Full-guarded Gong) 
Size Lis 

Gong Prici 


COMBINATION SINGLE-STROKE AND VIBRATING GONGS 
ENCLOSED TYPES "AVS,** "BVS, M "CVS** 

Models “AVS,” “BVS” and “CVS” have hammer-blow type mechanism and three terminal binding-posts; they 
should be wired up to a three-wire circuit and should always, of course, be connected in multiple; w'hen this is done, gongs may 
be operated, both single-stroke and vibrating at will; the operation of these gongs is perfect for both vibrating and single-stroke; 
they are like cute, except that they have two (2) additional terminals on the outside of base-castings. 




MODEL “AV8” 


I MODEL 

” BV8” 

1 MODEL 

“CVS” 


(No Guard Over Gong) 


(Half-guarded Gong) 

(Full-guarded Gong) 

Sise 



List 

Size 

List 

Size 

List 

Gong 

Frame 

Resistance 

Price 

Gong 

Price 

Gong 

Price 

Ins. 

No. 

Ohms 

Each 

Ins. 

Each 

Ins. 

Each 

4 

1 

1.5 

$14.16 

4 

$15.66 



6 

2 

2.1 

21.80 

5 

24.04 

5 

$35.30 

6 

2 

2.1 

23.88 

6 

' 26.14 

8 

37.38 

7 

S 

3 

26.80 

7 

30.56 

7 

47.06 

8 

8 

3 

29.58 

8 

33.32 

8 

49.83 

9 

4 

5.2 

40.05 

9 

44.55 

9 

70.05 

10 

4 

5.2 

46.89 

10 

51 29 

10 

76.79 

12 

X-5 

5.2 

59.79 

12 

66.27 

12 

99.27 

14 

X-5 

5.2 

71.48 

14 

77.48 



15 

0 

8 

153.74 





18 

0 

8 

159.52 





18 

8 

8 

177.42 






SINGLE-STROKE GONGS—SKELETON TYPE—"OS** 

Skeleton type single-stroke gongs are not recommended except where limitation of expense is controlling factor; the 
mechanism of these skeleton type gongs is, however, well made and same are still used, though enclosed types listed at top of 
page are preferable. 



8ise 


Regular 

List 

. Size 


Regular 

List 

Model 

Gong 

Frame 

Resistance 

Price Model 

Gong 

Frame 

Resistance 

Price 

No. 

Inches 

No. 

Ohms 

Each No. 

Inches 

No. 

Ohms 

Each 

OS-4 

4 

1 

1.5 

$9.07 OS-10 

10 

4 

5.2 

$30.90 

OS-5 

5 

2 

2.1 

14.44 OS-12 

12 

X-5 

5.2 

37.10 

OS-8 

6 

2 

2.1 

15.68 OS-14 

14 

X-5 

5.2 

62.16 

OS-8 

8 

3 

3 

19.06 






Skeleton Single-Stroke Bells listed above, may be combined with regular pattern Skeleton Bells to make up list value; 
Enclosed Type Single-Stroke Bells likewise may be combined with regular pattern Enclosed Type Bells and Buzzers to make 
up list value. List price additions for special resistance windings may be included with respective class of bells to make up 
list value. 

Gongs shown on this page cannot be used on A.C. circuits; for code signalling on A.C. circuits. Electro-mechanical, Fara¬ 
day Gongs or High Speed Vibrating Transformer Faraday Gongs are the only types available; either of the latter patterns 
will give good results for code signaling on A.C. circuits. 

Special resistance gongs made to order. For prices see special listing elsewhere. 
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UNDER-DOME FARADAY ENCLOSED-TYPE GONGS 

National Code Standard 


VIBRATING—WEATHERPROOF; FOR BATTERY AND DC CIRCUITS 
(Cannot Be Used on AC Circuits) 



Model UP 

For Exposed Conduit Work 
Model "UFP” 

For Flush Conduit Work 


Mechanism ot Under-Dome Bell 


Model U 
Regular Pattern 


These gongs are far superior to projecting-neck type of signal-gong heretofore almost universally used. 
The entire mechanism of an Under-Dome Gong, including hammer rod and ball, are within the gong, 
completely housed and protected; nothing can possibly injure or derange the mechanism and, in addition, 
the design of the Under-Dome Faraday Gong lends itself to the requirements of building work, i.e., that 
the gong shall not in any way mar the general building lines. 

The clean, graceful lines of the design harmonize with surrounding interiors to a degree that was never 
possible in the old-style proiecting-neck type of gong. 

Under-Dome Faraday Gongs are regularly furnished in bauer-barff all over, i.e., gong and base; when 
specially ordered, will be furnished at slight additional cost, in any color to match walls or decorations. 

Under-Dome Faraday Gongs have the following advantages in mechanism, viz.: 

(a) Patented “High-Power” armature allows the keeping of armature in magnetic field up to the 
moment of striking the gong—twice the power of any other mechanism made, because contact points do 
not open or cut off current till the end of stroke. 

(d) Bronzenateel power-multiplying gears between armature and hammer rod. 

(c) No springs can break to stop operation of gong. 

(d) Frame-casting of bell carries no current at any time, as entire electrical mechanism is insulated. 
Faraday Bells may be mounted on metal without fear of grounding. 

Under-Dome Faraday gongs models U, UP and UFP, are designed to operate on battery preferably not 
less than 50 ampere capacity, and when ordered wound to proper resistance, on D.C. electric light and power 
circuits from 100 to 600 volts; for A.C. circuits, both bell ringing transformer and 100 to 240 volt A.C. cir- 
circuits, Transformer Under-Dome gongs are recommended. 

Under-Dome Faraday Gongs will be furnished single stroke when specially ordered at $1.00 list 
additional. 

These gongs will be furnished wound to any resistance desired at standard list additions shown elsewhere. 

Note: The Underwriters’ laboratories approve Under-Dome Faraday Gongs models U, UP and UFP 
for signal systems coming under their supervision. 


PRICE LIST 


MODEL U—FOR REGULAR WORK 


List 

Size, Gong 

No. of 

Resistance 

List Price 

No. 

laches 

Frame 

Ohms 

Each 

U- 8 

8 

3 

3 

$26.58 

U-10 

10 4 5.2 

MODEL UP—WITH OUTLET CAST BOX FOR EXPOSED CONDUIT WORK 

43.04 

UP- 8 

8 

3 

3 

$41.58 

UP-10 

10 

4 

5.2 

60.90 


MODEL UFP—WITH PRESSED-STEEL OUTLET BOX FOR CONCEALED CONDUIT WORK 

UFP- 8 8 3 % $34.14 

UFP-10 10 4 5.2 51.14 

Assortment of all sizes of enclosed type gongs and buzzers permitted to make up list value, but Faraday 
and Competition Skeleton bells cannot be included with Under-Dome gongs or buzzers: list price additions 
for special resistance windings mav be included with bells to make up list value. 

Platinum contacts: Add to above prices for pure platinum contacts, $2 list. 

Triplex contacts: Add to above prices for Triplex platinoid contacts, $4 list. For Triplex pure 
platinum contacts, add to above prices, $8 list. 
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TRANSFORMER DOUBLE-GONG FARADAY ENCLOSED-TYPE 

BELLS 


National Code Standard 
VIBRATING-WEATHERPROOF 

For Operation on 18 Volt AC Bell Ringing Transformer Circuits, and 100 to 220 Volt AC Light 

and Power Circuits, 25-60 Cycles 



Model “DT** Regular Pattern Mechanism Models “DT“ and “DTP** 

Model “DTP**|For Conduit Work 


These bells are designed for five different A. C. service conditions. All five types on this page are de¬ 
signed to be connected direct on line without external resistance of any sort; but there are two distinctly 
different types of bells, viz.: Multiple-Type and Series-Type. 

Multiple-Type Gongs for 100 to 220 volt A. C. circuits should always be connected in multiple, like an 
incandescent lamp is connected to circuit. Multiple-Type Gongs must never be connected in series. 

Series-Type Gongs, while requiring no external resistance, may be connected either in multiple or in 
series—the latter being particularly advantageous, however, under some conditions when lines are long and 
size copper small; the Series-Type Gong, in operation, never opens the circuit, minimizing sparking at 
contacts, etc.; the operation of any one or more gongs in the series may be stopped without interfering with 
the working of other gongs in circuit. 

Faraday Double-Gong Bells listed on this page are entirely different from any A. C. gongs on the market, 
because of the new patented quick-break pole-reversing commutator device, which automatically reverses 
the pull on the armature at extreme position, and keeps pull on the armature till it is up against the core; 
all other double-gong bells reverse the current when armature is in the middle position, causing the magnets 
to pull the armature in the opposite direction before the end of the stroke. 


PRICE LIST 



MULTIPLE 

| SERIES 

List 

No. 

Sim 

Each 

Gong 

Inches 

i* 

MULTIPLE-TYPE 
A.C. 100-110 Volts 
25 to 60 Cycles 
Direct in Multiple 
on Line 

No External 
Resistance 

MULTIPLE-TYPE 
A. C. 220 Volts 

25 to 60 Cycles 
Direct in Multiple 
on Line 

No External 
Resistance 

SERIES-TYPE 

A. C. 100-110 Volts 
25 to 60 Cycles 
Direct in Series 
on Line 

No External 
Resistanoe 

SERIES-TYPE 

A. C. 220 Volts 

25 to 60 Cvcles 
Direct in Series 
on Line 

No External 
Reaistanee 

SERIES-TYPE 

A. C. Transformers 
18 Volts 

25 to 60 Cycles 
Direct 

on Terminals 

No External 
Resistance 

CONDUIT 
PATTERNS 
Add “P" to 
Model No. 
and add to 
Lists 

in Previous 
Columns 

Ohms 
Re¬ 
sistance 
per Pair 
Coils 

List Price 

Ohms 
Re¬ 
sistance 
per Pair 
Coils 

List Price 
Each 

Ohms 
Re¬ 
sistanoe 
per Pair 
Coils 

List Price 
Each 

Ohms 
Re¬ 
sistance 
per Pair 
Coils 

List Price 
Each 

Ohms 
Re¬ 
sistance 
per Pair 
Coils 

List Price 
Each 

For Model 
••DTP” 

Add 

DT- 3 

3 

i 

400 

$17.86 


$19.36 

1000 

$19.36 

2000 

$20.40 

30 

$17.64 

$8.10, 

DT- 4 

4 

i 

400 

18.76 

800 

20.26 

1000 

20.26 

2000 

21.30 

30. 

15.60 

8.10 

DT- 5 

5 

i 

400 

22.72 


24.22 

1000 

24 22 

2000 

25.28 

30 

19.58 

8.10 

DT- 6 

6 

3 

30 

27.52 


29.92 

1000 

30.08 

2000 

31.28 

30 

26.18 

9.07 

DT- 7 

7 

3 

30 

29.78 


32.18 

1000 

32.32 

2000 

33.52 

30 

28.42 

9.07 

DT- 8 

8 

3 

30 



34.42 

1000 

34.58 

2000 

35.78 

30 

30.68 

9.07 

DT-10 

10 

4 

24 

45.76 

500 

49.42 

1000 

49.72 

2000 

50.32 

30 

45.00 

9.72 

DT-12 

12 

4 

24 

59.26 


62.92 

1000 

63 22 

2000 

63.82 

30 

58.50 

9.72 

DT-I4 

14 

4 

24 



81.68 

1000 

81.98 

2000 

82.58 

30 

77.26 

9.72 

DT-16 

16 

4 

24 


500 

102.68 

1000 

102.98 

2000 

103.72 

30 

98.26 

9.72 

DT-18 

18 

4 

24 


500 

125.18 

1000 

125.48 

2000 

126.08 

30 

120.76 

9.72 


Note: Resistance in ohms shown in “Ohms Resistance" columns is the resistance of both coils com¬ 
bined; the actual resistance in circuit is only ^ that shown above, but it will, of course, be understood that 
each coil is wound to take the entire line-voltage, not the pair as in single-gong bells. 

Don’t fail to specify which of five types is required, voltage and cycles, in addition to “List No?,” 
otherwise order cannot be filled. 

When “Series” type gongs are required, order must state: (a) How many gongs are to be connected in 
each series, (b) Voltage and cycles of circuit, (c) Length of line (both legs) ana size of wire. 

Assortment of all sizes of Enclosed-Type Gongs and Buzzers permitted to make up list value, but Far¬ 
aday and Competition Skeleton Bells cannot be included with Enclosed-Type Gongs or Buzzers. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


DOUBLE-GONG FARADAY ENCLOSED-TYPE BELLS 


National Code Standard 

VIBRATING-WEATHERPROOF, FOR BATTERY AND D.C. CIRCUITS 
(Cannot be used on A.C. Circuits) 



Model *‘D” Regular Pattern Mechanism Model “D” and “DP** 

Model “DP** For Conduit Work 


These bells are designed for five different D.C. service conditions, as shown in headings above price 
columns below. All five types on this page are designed to be connected direct on line without external 
resistance of any sort, but there are two distinctly different types of bells, viz.: Multiple Type and Series Type- 
Multiple-Type Gongs for 100-125 and 220-250 volts and battery circuits of all voltages should always 
be connected in multiple, like an incandescent lamp is connected to circuit. Multiple-Type Gongs must 
never be connected in series. ^ 

Series-Type Gongs, while requiring no external resistance, may be connected either in multiple or in 
series—the latter being particularly advantageous, however, under some conditions when lines are long and 
size copper small; Series-Type Gong, in operation, never opens the circuit, minimizing sparking at contacts, 
etc.; the operation of anyone or more gongs in the series may be stopped without interfering with the work¬ 
ing of other gongs in circuit. 

Faraday Double-Gong Bells listed on this page are entirely different from any double-gong bells on 
the market, because of the new patented quick-break pole-reversing commutator device, which auto¬ 
matically reverses the pull on the armature at extreme position, and keeps pull on the armature till it is 
up against the core; all other double-gong bells reverse the current when armature is in the middle position, 
causing the magnets to pull the armature in the opposite direction before the end of the stroke. 


PRICE LIST 


_ MULTIPLE 

’ MULTIPLE-TYPE MULTIPLE-TYPE 
D. C. 100-125 Volta D. C. 220-250 Volta 
Direct m Multiple Direct in Multiple 


on Line 
No' External 
Resistance 


List Price 
Each 



on Line 
No External 
Resistance 


List Price 


$19.36 

20.26 

24.22 
30.08 
32 32 

34.58 

49.72 

63.22 

81.98 


H 


8ER1ES-TYPE 
MULTIPLE-TYPE D. C. 100-125 Volt 
D. C. Battery Direct in Series 

Direct in Multiple on Line 

on Line No External 

Resistance 


| Ohms | 

List Price 
Each 

per Pair 
Coils 


$20.40 

21.30 

25.28 

31.28 
33.52 
35.78 
50.32 
63.82 

82.58 

103.72 

126.08 


$14.40 

15.48 

16.88 

19.12 

21.38 

23.62 
37.12 

50.62 

61.88 

90.38 

112.88 


List Price 
Each 


$19.36 

20.26 

24.22 
30 08 
32 32 

34.58 

49.72 

63.22 

81.98 

102.98 
*25 48 


SERIES-TYPE 
3. C. 220-250 Volte 
Direct in Series 
on Line 
No External 
Resistance 

Ohms 

■3®’ List Price 
sistance 

per Pail Emch 
Coils 


$20.40 

21.30 

25.28 

31.28 
33.52 
35.78 
50.32 
63.82 
82.58 

103.72 

126.08 


CONDUIT 
PATTERNS 
add •P” to 
Model No. 
and add to 
Lists 

in Previous 
Columns 


For Model 
•DP" 
Add 



Note: Double-Gong Bells, above described, will be wound to any desired special resistance for use on 
D. C. circuits. For list prices for such winding, see special listing elsewhere, being careful to note that 
double-gong bells always have to be wound to maximum resistance per coil, not per pair as single-gong 
bells; therefore, list prices of double the resistance of single-gong bells must be figured. For example, a 
single-gong bell to operate without excessive sparking on a given D. C. voltage might, be wound to 500 
ohms, but a double-gong for same use 500 ohms per coil or 1000 ohms per pair. 

Don't fail to specify which of five types is required and voltage in addition to “List No.,” otherwise 
order cannot be filled. 

When Series type gongB are required order must state: (a) How many gongs are to be connected 
in each series, (b) Voltage of circuit, (c) Length of line (both legs) and size of wire. 

Assortment of all sizes of Enclosed Type Gongs and Buzzers permitted to make up list value, but Fara¬ 
day and Competition Skeleton Bells cannot be included with Enclosed Type Gongs or Buzzers. 
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Quoted on Request 


Western Electric 


325 

LOUD-RINGING MAGNETO EXTENSION FARADAY DOUBLE¬ 
GONG BELLS 

National Code Standard 


VIBRATING ENCLOSED-TYPE, WEATHERPROOF; FOR OPERATION ON A.C. MAGNETO 
GENERATOR CIRCUITS OF 16 2/3 CYCLES 



Regular Pattern Model “M” 
Loud-ringing Magneto Extension Bells 
Model “MP” for Conduit Work 



Mechanism Models “M" and “MP” 
Loud-ringing Magneto Extension Bells 


Mechanisms of Model M Loud-ringing Magneto Extension Bells are of polarized type with permanent 
magnets—entirely different in principle from the standard double-gong bell. These bells are made in three 
sizes, viz., 6 inch, 8 inch and 10 inch. They cannot be furnished in larger sizes. 

Under certain line conditions, the operation of Model M bells is improved by use of condensers, which 
are listed in two (2) capacities at foot of page. Price of bells do not include condensers and in all cases 
where condensers are wanted specific order for same must be given, as M bells are regularly furnished with¬ 
out condensers. 




Resistance - 

-Regular Pattern- 


--For Condu: 

it Work-* 

Size 


Ohms 

Model M 


Model MP 

Gong 

Frame 

per Pair 

Model 

List Price 

Model 

List Price 

Inches 

No. 

Magnets 

No. 

Each 

No. 

Each 

6 

3 

80 

M-680 

$28.28 

M P-680 

$35.84 

6 

3 

160 

M-6160 

28.88 

M P-6160 

36.44 

6 

3 

300 

M-6300 

29.78 

M P-6300 

37.34 

6 

3 

500 

M-6500 

29.92 

M P-6500 

37.48 

6 

3 

1000 

M-61000 

30.08 

M P-61000 

37.64 

6 

3 

1200 

M-61200 

30.00 

M P-61200 

38.84 

6 

3 

1600 

M-61600 

31.28 

MP-61600 

38.84 

8 

3 

80 

M-880 

32.78 

M P-880 

40.34 

8 

3 

160 

M-8160 

33.38 

M P-8160 

40.94 

8 

3 

300 

M-8300 

34.28 

M P-8300 

41.84 

8 

3 

500 

M-8500 

34.42 

M P-8500 

41.98 

8 

3 

1000 

M-81000 

34.58 

M P-81000 

42.14 

8 

3 

1200 

M-81200 

35.78 

M P-81200 

43.34 

8 

3 

1600 

M-81600 

35.78 

MP-81600 

43.34 

10 

3 

80 

M-1080 

46.28 

M P-1080 

53.84 

10 

3 

160 

M-10160 

46.88 

M P-10160 

54.44 

10 

3 

300 

M-10300 

47.78 

M P-10300 

55.34 

10 

3 

500 

M-10500 

47.92 

M P-10500 

55.48 

10 

3 

1000 

M-101000 

48.08 

M P-101000 

55.64 

10 

3 

1200 

M-101200 

50.32 

M P-101200 

57.88 

10 

3 

1600 

M-101600 

50.32 

MP-101600 

57.88 

Above prices do not include condensers. 







CONDENSERS 




Lift No. 



Capacity 



list Price Each 

CMF-2 



2MF 



$3.60 

CMF-4 



4MF 



6.84 


Assortment of all sizes enclosed-type gongs and buzzers permitted to make up list value, but Faraday and 
Competition Skeleton Bells cannot be included with emlosed-type gongs or buzzers. 
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Western Electric 


Mail Orders Filled 
at Prevailing Price? 


ELECTRO-MECHANICAL FARADAY GONGS 

Nat. Code Standard 
VIBRATING AND SINGLE-STROKE 

Open and Closed Circuit Types for Battery t D.C. and A.C. Light and Power Circuits 



Electro-mechanical gongs should be much more extensively used than they are, for their field of use¬ 
fulness and desirability in signal gong work is extremely broad. 

Electro-mechanical gongs are designed to give a very loud, powerful signal, with a minimum of current— 
the minimum in the Faraday make bemg as low as 60 milli-amperes. 

In an electro-mechanical type gong, the blow itself on the gong is struck by a heavy ball on the end of 
a lever, released by the electric current, but operated by a powerful clock spring. 

The powerful steel clock spring operating the mam shaft is securely housed on the underside of the 
mounting plate—entirely separate from the gear and lever compartment. Heavy felt gaskets prevent dust 
and dampness getting into the mechanism. 

Faraday Electro-mechanical Gongs give approximately 700 blows with one winding and at $10.00 list 
additional per gong will be furnished, when specially ordered, with reliable “Re-wind Signal” contactor, 
to which may be connected a “Tell-Tale” Bell to give-notification whenever a gong needs rewinding; it will 
also give warning if, from any cause, the mainspring of the mechanism should break. 

For even open work wiring without conduit, Models EP and EFP are strongly recommended, because 
their design affords the simplest and most convenient method of installation; in these models, the terminals 
for connections to circuit wires are mounted in the outlet box backs, so that when the mechanism of the 
gong is put up the operation is easy and convenient. 

Regularly furnished with “knockouts” for H inch conduit in four (4) sides of the box; when specially 
ordered will be furnished without extra charge with additional “knockout” in back; also without extra 
charge for Y\ inch conduit when specially ordered. 

Standard finish: dull black enamel with gunmetal gongs; cases, when specially ordered, will be furnished 
without additional charge in English vermilion finish. 

The following types of mechanism are made and orders cannot be filled unless type is specified: 

(1) Single-stroke, for open-circuit work. 

(2) Single-stroke, for closed-circuit work. 

(3) Continuous-ringing, for open-circuit work. 

(4) Continuous-ringing, for closed-circuit work. 

(5) To ring continuously until run down, for open-circuit work. ($10.00 list additional.) 

(6) To ring continuously until run down, for closed-circuit work. ($10.00 list additional) 

These gongs will be furnished wound to any special resistance desired at standard list additions for 
No. 3 frame. Model No. EFP 

Model EP With Conduit Box Back 

Model E With Conduit Box Backs and Wall Escutcheon 

For Regular Installations For Exposed (Surface) For Flush (Concealed 

Without Conduit Conduit Conduit) 


Siie 

Regular 


List 


List 


List 

Gong 

Resistance 

Mode! 

Price 

Model 

Price 

Model 

Price 

Inches 

Ohms 

No. 

Each 

No. 

Each 

No. 

Each 

6 

20 

E- 6 

$59.70 

EP- 6 

$74.70 

EFP- 6 

$82.20 

8 

20 

E- 8 

78.00 

EP- 8 

93.00 

EFP- 8 

100.50 

iO 

20 

E-10 

87.60 

EP-10 

102.60 

EFP-10 

110.10 

12 

20 

E-12 

94.00 

EP-12 

109.00 

EFP-12 

116.50 

14 

20 

E-14 

110.00 

EP-14 

125.00 

EFP-14 

132.50 

15 

20 

E-15 

146.40 

EP-15 

161.40 

EFP-15 

168.90 

16 

20 

E-16 

154 SO 

EP-16 

169.80 

EFP-16 

177.30 

18 

20 

E-18 

166.50 

EP-18 

181.50 

EFP-18 

189.00 


Assortment of all sizes electro-mechanical, enclosed type gongs and buzzers permitted to make up 
list values, but Faraday and Competition Skeleton Bells cannot be included with electro-mechanical, enclosed 
type gongs or buzzers; list price additions for special resistance windings may be included with bells to 
make up list value. byVjOO5l0 


nake up list value. 
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Faraday Enclosed Type Bells 

(National Code Standard) 
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VIBRATING—WEATHERPROOF—FOR OPERATION ON 18 VOLT A.C. BELL-RINGING TRANSFORMER- 
CIRCUITS AND 100 TO 220 VOLT A.C. LIGHT AND POWER CIRCUITS, 25-60 CYCLES 


Model “AT” Regular Pattern Model “BT” Regular Patton Model “CT” Regular Pattern 

Model “ATP” for Conduit Work Model “BTP” for Conduit Work Model “CTP” for Conduit Work 

The mechanism of these Transformer Faraday Gongs is entirely different in design and operation from the ordinary type of 
signal gong; Transformer Faraday Gongs having no contacts can be operated in series or in nfultiple, with absolutely no spark¬ 
ing, and may be safely installed in places where presence of gas, inflammable vapors and dust have hitherto made the use of 
electric signalling apparatus dangerous, if not actually impossible. 

The extreme rapidity of vibration gives a sound just as satisfactory for code signalling as a single stroke gong. 

Transformer Faraday Gongs are regularly furnished, as listed below, to operate direct in multiple without external resis¬ 
tance on 18 volt, 110 volt and 220 volt circuits; when specially ordered they will be furnished to operate as follows, viz.: 

(a) In series (any number as may be specified not exceeding 10 gongs) on 100-110 volts A.C. light and power circuits 25-60 
cycles. 

(b) In series (any number as may be specified not exceeding 20 gongs) on 220 volts A.C. light and power circuits 25-60 
cycles. 

Prices for senes gongs same as given below for 18 volt transformer circuits. 

Even when as many as 20 Transformer Faraday Gongs are connected in series on a 220 volt circuit or 10 on 110 volt cir¬ 
cuit, the current consumption of all gongs is no greater than that required by one gong—an important desideratum in satis¬ 
factory operation and life of circuit closing devices. 

Magnet cores are of latest type laminated construction, windings are of enameled wire and every detail of- the mechanism 
is of the same standard as light and power circuit apparatus. 

When used on bell ringing transformers, it is very important that the transformer be of sufficient capacity, or satisfactory 
gong operation is impossible; ample size copper in line between transformers and gongs is also an absolute essential. 


Model No. 

Size Gongs 
Inches 


To Operate 

To Operate on 
100-110 Volt 

To Operate on 
220-250 Volt 

Conduit 
Patterns 
Add “P” to 

Don't 

All Gongs 


on A.C. 

A.C. Circuits 

A.C. Circuits 

Model No. 

Fail 

Full- 


18 Volt 

in Multiple 

in Multiple 

and Add 

to Specify 
Moael No. 

Polished 

x 

Transformer 

No External 

No External 

to Lists 

Nickel 

Frame 

Circuits 

Resistance 

Resistance 

in Previous 

and Voltage 

Unless 

No. 

in Multiple 

Required 

Required 

Columns 

at Which to 

Otherwise 

Size of 

List Price 

List Price 

List Price 

For Model 
••ATP” Add 

Operate 

Specified 

Mechanism 

Each 

Each 

Each 

AT- 3H 

"AT” MODEL—NON-GUARDED GONGS—3M INCHES TO 12 

3K 1 $14.92 $16.28 

INCHES 

$22.48 

$8.10 

AT 4 

4 

1 

15 19 

16.80 

23.26 

8.10 

AT - 5 

5 

2 

19.54 

25 66 

33.00 

8.42 

AT’ 6 

6 

2 

21.64 

27.38 

34.88 

8.42 

AT 7 

7 

3 

24.56 

30.38 

37.84 

9.32 

AT- 8 

8 

3 

26.58 

62.26 

39.76 

9.32 

AT- 9 

9 

4 

35.56 

41.92 

50.18 

9.72 

AT-10 

10 

4 

42.28 

48.76 

57.00 

9.72 

AT-12 

12 

X-5 

55.29 

63.16 

72.00 

9.72 


"BT” MODEL- -HALF GRID- 

-GUARDED GONGS—3H INCHES TO 

12 INCHES 

For Model 
“BTP” Add 

BT- 3H 

3J4 

1 

$16.72 

$17.78 

$23.98 

$8.10 

BT- 4 

4 

1 

, 16.99 

18.30 

24.76 

8.10 

BT- 5 

5 

2 

/ 21.80 

27.90 

35.26 

8.42 

BT- 6 

6 

2 

23.88 

29.62 

37.12 

8.42 

BT- 7 

7 

3 

28.30 

34.32 

41.62 

9.32 

BT- 8 

8 

3 

30.34 

36.08 

43 . r 0 

9.32 

BT- 9 

9 

4 

40.06 

46.42 

54.68 

9.72 

BT-10 

10 

4 

46.78 

53.26 

61.50 

9.72 

BT-12 

12 

X-5 

61.78 

69.16 

78.00 

9.72 


"CT” MODEL—FULL GRID-GUARDED GONGS—5 INCHES TO 

12 INCHES 

For Model 
“CTP” Add 

CT- 5 

5 

2 

$33.04 

$39.16 

$46.50 

$8.42 

CT- 6 

6 

2 

35.14 

40.88 

48.38 

8.42 

CT- 7 

7 

3 

44.80 

50.62 

58.12 

9.32 

CT- 8 

8 

3 

46.84 

52.58 

60.00 

9.32 

CT- 9 

9 

4 

65.56 

71.92 

80.18 

9.72 

CT-10 

10 

4 

72.28 

78.76 

87.00 

9.72 

CT-12 

12 

X-5 

94.78 

102.16 

111.00 

9.72 


Don't fail to specify voltage gongs are to operate on in addition to Model No.; otherwise orders cannot be filled. 

Assortment of all sizes enclosed type gongs and buzzers permitted to make up list value, but Faraday and Competition 
Skeleton bells cannot be included with enclosed type gongs or bussers; list price additions for special resistance windings may 
be included with bells to make up list value. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


TRANSFORMER UNDERDOME 
Faraday Enclosed Type Gongs 

National Code Standard 
VIBRATING-WEATHERPROOF 

For Operation on 18 Volt A.C. Bell-ringing Transformer Circuits and 100 to 220 Volt A.C. Light 

and Power Circuits—25-60 Cycles 



Model “UT” 

For Regular Work 


Mechanism of Non-Sparking 
Underdome Gongs 
Models “UT,” “UTP” and “UTFP” 


Model “UTP” 

For Exposed Conduit Work 
Model “UTFP” 

For Flush (Concealed) Con¬ 
duit Work 


The mechanism of these Transformer Faraday Gongs is entirely different in design and operation from 
the ordinary type of signal gong; Transformer Faraday Gongs having no contacts, can be operated in series 
or multiple, with absolutely no sparking, and may be safely installed m places where presence of gas, inflam¬ 
mable vapors and dust have hitherto made the use of electric signalling apparatus dangerous, if not actually 
impossible. 

The extreme rapidity of vibration gives a sound just as satisfactory for code-signalling as a single stroke 
gong. 

Transformer Faraday Gongs are regularly furnished, as listed below, to operate direct in multiple with¬ 
out external resistance on 18 volt, 110 volt and 220 volt circuits; when specially ordered, they will be fur¬ 
nished to operate as follows, viz: 

(a) In series (any number as may be specified not exceeding 10 gongs) on 100-110 volt A.C. light and 
power circuits 25-60 cycles. 

(b) In series (any number as may be specified not exceeding 20 gongs) on 220 volts A.C. light and power 
circuits 25-60 cycles. 

Even when as many as 20 Transformer Faraday Gongs are connected in series on a 220 volt circuit or 
10 on 110 volt circuit, the current consumption of all gongs is no greater than that required by one gong, an 
important desideratum in satisfactory operation and life of circuit-closing devices. 

Magnet cores are of latest type laminated construction, windings are of enameled wire and every detail 

of the mechanism is of the same standard as light and power circuit apparatus. *—-For Flush (Concealed)-• 

*-For Regular Work-» *-For Exposed Conduit-' Conduit Work 

r Model “UT” Work Model “UTP” Model “UTFP” 

Size Gong Frame List List Price List List Price List List Price 

Inches No. No. Each No. Each No. Each 

FOR USE DIRECT IN MULTIPLE ON 18 VOLT 25-60 CYCLE A.C. BELL-RINGING TRANS¬ 
FORMER CIRCUITS 

8 3 UT-8 $36.08 UTP-8 $49.58 UTFP-8 $43.64 

10 4 UT-10 51.22 U TP-10 66.22 UTFP-10 58.72 

FOR USE DIRECT IN MULTIPLE ON 100-110 VOLT 25-60 CYCLE A.C. LIGHT AND POWER 

CIRCUITS 

8 3 UT-8 $34.58 UTP-8 $48.08 UTFP-8 $42.14 

10 4 UT-10 49.72 UTP-10 64.72 UTFP-10 57.22 

FOR USE DIRECT IN MULTIPLE ON 200-220 VOLT 25-60 CYCLE A.C. LIGHT AND POWER 

CIRCUITS 

8 3 UT-8 $35.78 UTP-8 $49.28 UTFP-8 $43.34 

10 4 UT-10 49.72 UTP-10 65.92 UTFP-10 57.82 

FOR USE IN SERIES (ANY NUMBER AS MAY BE SPECIFIED NOT EXCEEDING 10 GONGS) 
ON 100-110 VOLT 25-60 CYCLE A.C. LIGHT AND POWER CIRCUITS 
*8 3 UT-8 $36 08 UTP-8 $49.58 UTFP-8 $43.64 

*10 4 UT-10 51.22 UTP-10 66.22 UTFP-10 58.72 

FOR USE IN SERIES (ANY NUMBER AS MAY BE SPECIFIED NOT EXCEEDING 20 GONGS) 
ON 200-220 VOLT 25-60 CYCLE A.C. LIGHT AND POWER CIRCUITS 
*8 3 UT-8 $36.08 UTP-8 $49.58 UTFP-8 $43.64 

*10 4 UT-10 51.22 UTP-10 66.22 UTFP-10 58.72 

Transformers must always be of sufficient capacity or satisfactory gong operation is impossible. Ample 
size copper conductors between transformers and gongs is also very necessary. 

* When series gongs are ordered, the number to be connected in series together with voltage and cycles of 
circuit must be given or order cannot be filled. 

Assortment of all Bizes enclosed type gongs and buzzers permitted to make up list value, but Faraday 
and Competition Skeleton Bells cannot be included with enclosed type gongs or buzzers. 

Electrical Houm Goods and Novelties 120-2 


Quail ti ty Prices 
Quoted on Request 


Western Electric 


329 



BELL RINGING TRANSFORMERS * 


No. 1 Transformer 


Carton for 12 No. 1 Transformers 
Standard Package 

Western Electric 


• No. 1 Bell Ringing Transformer 

The function of the bell ringing transformer is the operation of bells, door openers, buzzers, annunciators, 
or, in fact, any means of signalling that is used in the average residence as well as for factory and general 
signalling purposes. > 

The Western Electric No. 1 Transformer is a small inexpensive device, having three different voltages 
on the secondary side of 6, 8 and 14 volts, this range is provided to meet the varying conditions of operation. 
The external dimensions are: width, 2% inches; height, 1 % inches; length, 3% inches. It is encased in a 
sheet metal container. This transformer is of the shell type construction, and it is so designed as to give 
absolute maximum bell ringing power allowed by the fire underwriters, as such bell ringing power is expressed 
in watts capacity. Particular attention has been paid to the insulation factors and to that end insulaton 
material is so disposed as to protect the primary and secondary from each other as well as from the primary 
and secondary and iron. Electrical bell transformers are always floating on the service or lighting line. It 
is therefore essential that their no-load losses—core losses—be as low as possible, at least small enough not 
to operate the ordinary house watt meter. 

List List Price 

No. Width Height Length Weight Each 

1 Western Electric Transformer.. 2% ins. ins. 3? ins. 2 lbs. $3.00 



Medium 60 Watte Capacity Large 125 Watte Capacity 


Bell Ringing Transformers 

Wayne bell ringing transformers are built in capacities suitable to answer every bell ringing require¬ 
ment ranging from 5 to 125 watts capacity inclusive. 


List 

No. 

-Voltage— 

Primary Secondary 

i 

Watts 

Frequency 

25 to 49 Cycles 

Length Width Depth 
Inches Inches Inches 

Capacity in Std. Makes 
of Trans. Bells 
Simultaneously 

Shp. 

Wgt. 

Lbs. 

List 

Price 

Each 

192340 

110 

12 

5 

25 to 49 

634 

3'A 

234 

3-3" • 

53/2 

$4.50 

179543 

110 

5, 10, 15 

60 

25 to 49 

5 H 

6 

334 

15-4", 5- 5", 4-7", 3-10" 

10 

16.50 

179544 

110 

8, 16, 24 

125 

25 to 49 

634 

7 

434 

30-4", 16-5", 8-7", 6-10" 

15 

21.00 

179541 

110 

12 

5 

50 to 140 

50 to 140 Cycle* 

2V g 2»A 234 

3-3" 

2 

$4.00 

191395 

110 

8, 16, 24 
10, 20, 30 

60 

50 to 140 

634 

3'A 

334 

15-2", 5-5", 4-7" 

8 

13.50 

99192 

110 

125 

50 to 140 

534 

6 

3% 

30^3", 10-5", 8-7", 6-10" 

10 

18.50 

179542 

220 

12 

5 

50 to 140 

2J4 

2 34 

234 

3-3" 

2 y 2 

4.50 

191771 

220 

8, 16, 24 

60 

50 to 140 

634 

334 

334 

* 15-2", 5-5", 4-7" 

8 

14.50 

191772 

220 

10, 20, 30 

125 

50 to 140 

534 

6 

334 

k£3", 10-5", 8-7'Y6-10 

10 

19.50 
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Western Electric 


Mall Orders Killed 
at Prevailing Prices 


BELL RINGING, TOY AND SIGN LIGHTING TRANSFORMERS 



Type SS Ringing Transformer 


Dandltoy Transformer 


No. 2D Toy Transformer 


Bell Ringing Transformers 

For Alternating Current Only—Standard 110 Volts, 60 Cycles 


Types C, D, SS and 3S are for extra heavy duty such as the operation of large size bells or a large instal¬ 
lation of bells to be rung at once. 


List 

Voltage 

Cap. 


-Dimensions, Inches- 


. wt. 

List Price 

No. 

Secondary 

Watts 

Length 

Width 

Height 

Lbs. 

Fach 

Type C 

6 

60 

6 

4'A 

4H 

m 

$8.00 

Type D 

6-14-20 

60 

6 


4% 

714 

9.30 

Type SS 

6-12-18-24 

100 

6 

4h 

4 3 /s 

9 

12.00 

Type 3S 

10-25-35 

100 

6 

4 M 

4H 

9 

13.34 


New Type Thordarson Toy Transformer 

The Danditoy is of the same construction and material as the higher priced transformers, the only 
difference being size. It is equipped with a voltage regulator giving eleven different voltages in steps of 2^ 
volts, starting at 2^ and going up to 27 Vi volts. This device will run all electrical toys excepting the heavier 
higher priced train outfits, for which we recommend the larger sizes. 

Danditoy 2^-27^ 40 Wa 3 3 3 $4.40 


Standard Type Toy Transformer 

Thordarson toy transformers eliminate the use of batteries. They are designed to operate all classes of 
electrical toys, such as miniature trains, small signs, motors, light small lamps, operate Ruhmkorff and other 
tvpes of induction coils. The ID has secondary voltages ranging from 1 to 20 volts in steps of one volt each, 
'fhe 2D has a range from 1 to 25 volts in steps of one volt each; and the No. 5B and 5D a range of from 1 to 
15 volts in steps of one volt each. Several different voltages can be used simultaneously. 

The 5B is equipped with both circuit breaker and voltage regulator. The D’s are equipped with voltage 
regulator only. 

It is unnecessary to use a rheostat With any of the above transformers. 


List 



-- 

—Dimensions, 

Inches-» 

Wt, 

List Price 

No. 

Voltage 

Watts 

Length 

Width 

Height 

Lbs. 

Each 

ID 

1-20 

80 

5 

4 

3H 

8 

$8.26 

2D 

1-25 

140 

5H 

5 

4 

11 

11.26 
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Western Electric No. 1—Two-cell Lsntern Western Electric No. 7—Single Cell Lantern 


Western Electric 

Dry Battery Lanterns 

The Western Electric Dry Battery Lantern is furnished in three styles. A two-cell lantern and two 
types of single cell lanterns. 

Western Electric No. 1 Two-cell Lantern. Case is of heavy rolled steel, with ribbed sides to give 
added strength. The bail is large enough so that the lantern can be carried on the arm over the overcoat 
with ease. A grip handle is furnished which can be folded flush with the case. 

Base. The base is flanged in the same manner as an oil lantern to insure stability. 

Reflector. The reflector is of sheet steel drawn to proper shape. It is triple silver plated and polished 
to a very high luster. The design is such as to produce two distinct cones of light, illuminating a broad circle 
near the lamp at the same time throwing a strong beam of light several hundred feet. The reflector itself 
does not form a part of the lantern, but fits into a recess which is drawn from the steel body of the lantern 
itself. 

Switch. The switch is located in a convenient place on the back of the' lantern. It consists of a side 
wiping contact, properly encased to protect it from the weather. 

Connector. The connectors are of heavy flexible cords, the ends of which are provided with terminals 
soldered to the stranded connector. The short connector is for connecting the two batteries in series. The 
two long terminals connect to the switch and lamp. 

Finish. They are finished with a high grade semi-gloss enamel thoroughly baked and some of the metal 
parts are trimmed m polished nickel plate. 

Western Electric No. 7 Single Cell Lantern. The case is of heavy sheet steel. It is provided with 
a bail and also with a handle made to fit the hand which is firmly riveted to the body of the case. 

Reflector. The reflector is made of steel the same as the No. 1 reflector. It is similar in design to 
that of the No. 1. That is, two cones of light are reflected. One is a large cone near the lantern, but the 
stronger is in the form of a beam which enables one to detect objects at distances varying from 200 to 300 
feet. 

Switch. The switch is of the knife blade type mounted on sheet fiber which is rigidly riveted to the top 
to prevent warping. The whole switch mechanism is exposed and entirely fool-proof. 

Finish. The No. 7 lantern is finished with the same enamel as used on the No. 1 lantern. 

Western Electric No. 6 Single Cell Lantern. In general appearance and design the No. 6 is similar 
to the No. 7; the only difference is in the method of holding the glass in the reflector. 


GENERAL 

These lanterns are particularly recommended for use in the home, both city and country, as well as to 
campers, autoists, boatmen, fishermen and other sportsmen, also farmers, nightwatchmen, meter readers 
and others where a light of this nature is required. 

Packing. Each lantern will be packed in a separate carton and twelve cartons of the same item will 
comprise a standard package. 


List Retail Price List Price 

No. Description Carton Std.Pkg. Each Each 

1 Two-cell Western Electric dry battery lantern. 1 12 $2.25 $3.70 

400 Bulb for use in two-cell battery lantern. .13 .20 

7 Single cell Western Electric dry battery lantern.. . .'. 1 12 1.25 2.20 

6 Single cell Western Electric dry battery lantern. 1 12 1.25 2.00 

41 Bulb for use in the No. 6 and No. 7 lanterns. .13 .20 

Delivery F. O. B. Marion, Ind. For warehouse deliveries write nearest house. 
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Western Electric 

BICYCLE AND VEHICLE LAMPS 

DRY BATTERY LAMPS 


Mail Orders Filled 
at Prevailing Price* 



Western Electric 

Bicycle and Vehicle Lamps 

Bicycle Lamps. The line consists of three styles, No. 24A two-cell, 28A two-cell and No. 27 one-cell 
lighting outfit. 

Western Electric No. 24A Lamp. Is a two-cell outfit with the case of the headlight nickel plated. 

Case. This outfit consists of a round battery case long enough to take two standard 2H x 6 dry 
batteries. It is made of heavy gauge steel with strap ends felt lined and bent so they can be clamped around 
the crossbar. In one is a switch arranged so that it can be easily peached by the rider. 

Headlight. The headlight is bullet shaped and is highly polished nickel plated. 

Reflector. The reflector Is of drawn steel, triple silver plated and highly polished. 

Western Electric No. 28 Lamp. Is exactly the same as the No. 24A except that the headlight is of 
black japan instead of nickel plated. 

Western Electric No. 27 Lamp. Is exactly the same as the No. 28A except the battery case is de¬ 
signed for one battery instead of two. 


List 




Retail Price 

List Price 

No. 

Description 

Carton 

Std. Pkg. 

Each 

Each 

24A 

Two-cell Western Electric bicycle lamp. 

. 1 

12 

$2.50 

$4.30 

28A 

Two-cell Western Electric bicycle lamp. 

. 1 

12 

2.00 

3.50 

460 

Bulb for use with Nos. 24A and 28A lamps. 



.13 

.20 

27 

One-cell Western Electric bicycle lamp. 

. 1 

12 

1.75 

3.00 

444 

Bulb for use with No. 27 lamp. 



.13 ' 

.20 


Western Electric 

VEHICLE LAMP NO. 32 

This lamp is especially designed for buggy and truck wagon lighting, and is also adapted for lighting 
motorcycle side cars. The headlight consists of a bullet-shaped casing of drawn steel, finished in black 
enamel. The reflector is the same style as the bicycle lighting outfit and in the back is a red molded glass 
jewel. 


List 

No. Description 

32 Western Electric vehicle lamp.. 

648 Bulb for use with No. 32 lamp. 

Delivery F. O. B. Factory Marion, Ind. 
Electrical House Goode and Novelties 


Retail Price 

Carton Std. Pkg. Each 

. 1 12 $2.70 

.. ^ .13 

For warehouse deliveries write nearest house. 
128-2 


List Price 
Each 
$4.50 
.20 









Quantity Prices 
Quoted on Request 
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EVEREADY TUBULAR FLASHLIGHTS 

Tubular Flashlights are used extensively by inspectors and others whose work takes them into dark 
places where a strong steady illumination is needed. The switch for turning the light on and off is operated 
by the same hand that carries the flashlight. 

These flashlights are equipped with two types of switches, the slide switch and the spring switch. 

The slide switch is controlled by a pressure of the thumb in either direction. To turn on the light 
the slide is gently pressed forward; to extinguish the light the slide is pressed backward to its original posi¬ 
tion. The spring switch is located at the lower end of the flashlight. The light can be flashed on or off 
quickly by pressing the metal tongue against the cap. 

These lights are extremely compact, the entire case being but a little larger than the battery it contains. 



Vulcanized Fibre Case No. 2613 


Tubular Tungsten Flashlights 

Vulcanized Fiber Cases, with Permanent Contact 


Ltot 


Mfrs. List W. E. List 1 

List 


Mfrs. List W. E. List 

No. 

Size 

Each 

Each 

No. 

Size 

Each 

Each 

2602 

1H x 5 in., complete_ 

. .. $1.00 

$2.00 

1193 

Renewal lamp. 

... $0.13 

$0.26 

791 

Renewal battery. 

.30 

.60 

2614 

1H x 11 in., complete.. 

... 1.75 

3.50 

1197 

Renewal lamp.. 

.13 

.26 

711 

Renewal battery. 

.45 

.90 

2604 

1H x OH in., complete.. 

... 1.20 

2.40 

1199 

Renewal lamp. 

... .13 

■26 

790 

Renewal battery. 

.30 

.60 

2615 

1H x 13 in., complete.. 

... 2.20 

4.40 

1198 

Renewal lamp. 

.13 

.26 

715 

Renewal battery. 

... .70 

1.40 

2612 

1H x 8^ in., complete.. 

... 1.40 

2.80 

1195 

Renewal lamp. 

.13 

.26 

705 

Renewal battery. 

.14 

.80 






Leatherette Cases, with Permanent Contact 



2606 

1H x 8 in., complete_ 

... $1.20 

$2.40 

2608 

1H x 11 in., complete.. 

.... $1.50 

$3.00 

705 

Renewal battery. 

... .40 

.80 

711 

Renewal battery. 

.45 

.90 

1193 

Renewal lamp. 

... .13 

.26 

1199 

Renewal lamp. 

.13 

.26 



Miner’s Flashlight (Fibre Case) No. 2619 


Miner’s Tungsten Flashlights 

Vulcanized Fibre Cases, with Permanent Contact 


List 


Mfrs. List W. E. List 1 

List 


Mfrs. List W.JL List 

No. 

Size 

Each 

Each 

No. 

Size 

Each 

Each 

2616 

1H x 6 in., complete_ 

... $1.50 

$3.00 

2621 

1H x 11 in., complete.. 

.... $2.25 

$4.50 

790 

Renewal battery. 

... .30 

.60 

711 

Renewal battery. 

.45 

.90 

1198 

Renewal lamp. 

.13 

.26 

1199 

Renewal lamp. 

.13 

.26 

2619 

1H x 8H in., complete.. 

... 1.70 

3.40 

2623 

1H x 13 in., complete.. 

... 2.70 

5.40 

705 

Renewal battery. 

.40 

.80 

715 

Renewal battery. 

.70 

1.40 

1193 

Renewal lamp. 

... .13 

.26 

1195 

Renewal lamp. 

.13 

.26 


All of these flashlights have new improved permanent contact catch. 


List 

No. 

2625 
2624 

790 

1198 

2626 

2627 
705 
1193 

2628 
790 

1198 



Cloth .Covered No. 2624 


Tubular Tungsten Flashlights 

Flash and Permanent Contact 

Size 

lH*OH in* alligator cloth covered case, complete. 

l^x 6H in. black cloth covered case, complete. 

Renewal Tungsten battery for either of the above. 

Renewal Mazda lamp for either of the above. 

1Hx 8H in. black cloth covered case, complete. 

1H x 8H in. black enameled metal case, complete. 

Renewal Tungsten battery for the 8H in. lights. 

Renewal Mazda lamp for the 8H in. lights. 

Size 1H x 6H enameled metal. 

Renewal Tungsten battery. 

Renewal Muda bulb.. Oigkize-.. 


Mfra. List W.E.List 
Each Each 

. $0.95 $1.90 

.95 1.90 

.30 .60 

.13 .26 

. 1.00 2.00 

.90 1.80 

.40 .80 

.13 .26 

.75 1.50 

.30 .60 

1..0C M .26 
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Western Electric 


Mai! Orders Filled 
at Prevailing Prices 


EVEREADY POCKET FLASHLIGHTS 

VEST POCKET TYPE 


No. 4971 

No. 6970 Nickel Plated Tungsten Flashlights No ‘ 6,72 

The hinged bottom cover has been eliminated and the battery on this type flashlight is inserted from the 
top of the flashlight case. The contact is.made automatically by a mere pressure of the slide. The flanged 
top cap which contains the socket and lamp fits snugly into the case and permits renewal of the bulb without 
the slightest trouble. Mfrs. List W. E. List 

List No. Size Each Etch 

6970 Vest pocket type, complete. 2 x 1 x H in. $0.85 $1.70 

700 Renewal Tungsten battery:. .30 .60 

1179 Renewal Mazda bulb. .13 .26 

6971 Vest pocket type, complete. 2ft x 1 % x % in. .85 1.70 

750 Renewal Tungsten battery. .30 .60 

1180 Renewal Mazda bulb. .13 .20 

6972 Vest pocket type, complete.. 2^f x 2 x Jf in. 1.10 2.20 

751 Renewal Tungsten battery. ~3[5U> .70 

1181 Renewal Mazda bulb. .13 .26 

Electrical House Cc;^ and Novelties 131 \ 


No. 6900 (Midget) 


No. 6963 


Nickel Plated Tungsten Flashlights 

Flash and Permanent Contact 

The tungsten battery has made it possible to produce practical flashlights that are actually vest pocket 
size. The smallest, known as the “ Midget, ” is so tiny that it can be carried in a lady's purse. Equipped 
with Eveready Tungsten Batteries and Eveready Mazda Lamps they give a surprisingly powerful white 
light, and the battery, with average use, will usually last from two to four months. 

Cases sturdily made and beautifully finished in polished nickel. Sliding contact and button for flash 
or continuous light. Mfrs. List W. E. List 

List No. Size Each Each 

6900 x \ y 2 x H in. (Midget), complete, N.P. finish. $0.75 $1.50 

700 Renewal Tungsten battery for case No. 6900P.30 .60 

1179 Renewal Mazda lamp for case No. 6900P..13 .26 

6961 2% x \ */s x % in., complete, N.P. finish.75 1.50 

750 Renewal Tungsten battery for case No. 6961P.30 .60 

1180 Renewal Mazda lamp for case No. 6961P.13 .26 

6962 2% x 2 x V x in., complete, N.P. finish... 1 00 2.00 

751 Renewal Tungsten battery No. 6962P. .35 .70 

1181 Renewal Mazda lamu for case No. 6962P. .13 .26 
























335 





Ouantlty Prices 
Quoted on Request 


Western Electric 

EVEREADY POCKET FLASHLIGHTS 


No. 6905 No. 699 No. 

Vest and Coat Pocket Tungsten Flashlights 

These flashlights throw a powerful light for a considerable distance. The light is instantly available 
and absolutely sale. They can be used around the automobile and gasoline tank where a match would be 
dangerous and might cause an explosion. 

The vest and coat pocket flashlights are equipped with a slide switch similar to that used on the tubular 
flashlights—one hand holds the flashlight and operates the slide. When required, the flashlight may be 
laid down, leaving both hands free. 

COAT POCKET TUNGSTEN FLASHLIGHT Mfrs. List W.E.List 

List No. Size Each Each 

6901 1 x 2% x 3H in. alligator cloth covered case, complete. $1.00 $2.00 

6909 1 x 2 % x S l /i in. vulcanized fiber case, complete. 1.50 3.00 

6903 1 x 2 % x in. black cloth covered case, complete. 1.00 2.00 

703 Renewal Tungsten battery. .35 .70 

1190 Renewal Mazda bulb for above.13 .26 

1991 \y$ x 2\i x 5 in. black cloth covered case, complete. 1.25 2.50 

1992 1 ^ x 2 *4 x 5 in. snake cloth covered, complete. 1.25 2.50 

1993 V/% x 2}4 x 5 in. alligator cloth covered, complete. 1.25 2.50 

793 Renewal Tungsten battery for above.35 .70 

197 Renewal Mazda bulb, 3.8 volts, for above.13 .26 

VEST POCKET TUNGSTEN FLASHLIGHT 

6902 1 x V/% x 3}^ in. black cloth covered case, complete. $1.00 $2.00 

6950 1 x 1 x 3H in. white celluloid covered case, complete. 1.25 2.50 

6952 1 xV/ix 3 l A in. snake cloth covered case, complete.’. 1.00 2.00 

6954 1 x V/% x ZVi in. nickel plated case, complete. 1.00 2.00 

792 Renewal Tungsten battery for above.30 .60 

1197 Renewal Mazda bulb, 2.7 volts for above (excepting 695-A).13 .26 

1182 Renewal Mazda bulb. 2.7 volts, for case No. 6954 only.. .13 .26 


No. 2876 

Tungsten Cap and Lapel Lights 

The cap light is composed of a reflector, battery case (containing the battery) and connecting cord. 
The battery may be carried in the pocket or laid in any convenient place. The reflector can be fastened 
to the cap or elsewhere by means of the attachment pins. For underground inspection, general surveying 
and camp life the Eveready cap light becomes indispensable. 

The lapel light is designed on the same principle as the cap light and is specially adapted for use by 
orchestras, bands, etc. It can be adjusted to the coat lapel, the cap or any other convenient place. 

List Mfrs. W.E.List 

No. List Each Each 

2876 Cap lantern (5 cell, complete) $5.50 $11.00 

731 Renewal tungsten battery... .75 1.50 

1195 Renewal Mazda bulb, 6.2 

volts. 13 .26 

2877 Cap lantern (3 cell, complete) 5.00 10.00 

734 Renewal tungsten battery... .90 


List 

No. 

1199 

3703 

752 

1199 


34 


Renewal Mazda bulb, 4 volts. $0.13 

Lapel light (complete). 2.00 

inewal 


Renewal tungsten battery.. 
Renewal Mazda bulb, 4 volts. 


Google 


Mfrs. W.E.List 
List Each Each 
$0 26 
4.00 
.90 
.26 


Digitized by y 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


EVEREADY POCKET FLASHLIGHTS 



No. 6991 


No. 6993 


No. 6990 


Nickel Plated Tungsten Flashlights 

This type flashlight opens exactly like a cigarette case. The beauty of design as well as convenience 
and ease of replacing the battery and lamp are plainly shown in the cut above. 

Notice the thin and neat appearance and the rounded corners without projections to wear the pocket. 


List No. Mfrs. List Each W.E. list Each 

6990 Size ^xlj^x2^ inches (complete). $1.00 $2.00 

700 Renewal Tungsten battery. .30 .60 

1179 Renewal Mazda bulb, 2.5 volts. .13 .26 

6991 Size % x \ % x S}4 inches (complete). 1.00 2.00 

750 Renewal Tungsten battery. .30 .60 

1180 Renewal Mazda bulb, 2.5 volts. .13 .26 

6992 Size x x 3*4 inches (complete). 1.25 2.50 

751 Renewal Tungsten battery. .35 .70 

1181 Renewal Mazda bulb, 3.8 volts. .13 .26 



Nickel Plated Tubular Tungsten Flashlights 

The cases are made entirely of brass, heavily nickel plated, which especially adapts them for use around 
motor cars, motor boats, or wherever the hands of the user are likely to be oily or wet. 



Mfrs. List W. E. List 


Each Etch 

Size 1 x 5 (complete). $1.25 $2.50 

Renewal Tungsten battery. .30 .60 

Renewal Mazda bulb, 2.7 volts. .13 .26 

Size 1 Yt x 6^ (complete). 1.50 3.00 

Renewal Tungsten battery. .30 .60 

Renewal Mazda bulb, 2.9 volts. .13 .26 

Size 1 l A x 8 (complete). 1.75 3.50 

Large lens and reflector (complete). 2.40 4.80 

Renewal Tungsten battery. .40 .80 

Renewal Mazda bulb, 3.8 volts. .13 .26 

Nickel Plated Tubular Flashlight Yi x 6 1 o. 2.00 4.00 

Renewal Tungsten Battery. .30 .60 

Renewal Mazda bulb. .13 .26 


Battery and Bulb Tester 


Every dealer in flashlights should have one of these useful articles for testing batteries and lamps. 
List No. Mfrs. List Each v W.E. List Each 

6291 Battery and bulb tester. Digitized $1.50 
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Silver Plated Tungsten Flashlights 


Mfrs. List W. E. 
Each List Each 

Size H x 1 M x 2H inches 

complete. $1.25 $2 50 

Renewal Tungsten battery... .30 .60 

Renewal Mazda bulb, 2.5 volts .13 26 

Size % x 1% x 2J4> complete.. 1.25 2.50 


Mfrs. List 
Each 


750 Renewal Tungsten battery... $0.30 $0.60 


1180 Renewal Mazda bulb, 2.5 volts . 13 

6982 Size x 2 x 2jJ f complete... 1.50 

751 Renewal Tungsten battery.. . .35 

1181 Renewal M azda bulb, 3.8 volts .13 


Portable Searchlights 


Size Mfrs. List Each 

Portable type, complete. x 8^ ins. $3.00 

Renewal Tungsten battery. .40 

Renewal Mazda bulb, 3.8 volts. .13 

Portable type, complete. Ij^xl3 ins. 4.00 

Renewal Tungsten battery. .70 

Renewal Mazda bulb, 6.2 volts. .13 


W.E. 
List Each 
$6 00 
.80 
26 

8 00 
1 40 
26 


Nos. 2637 and 2638 appeal especially to firemen, policemen and watchmen who need a searchlight 


of great power. 
List No. 


Portable type, brass heavily nickel plated. l^x 8J/2 ins. 

Renewal Tungsten battery. 

Renewal Mazda bulb, 3.8 volts. 

Portable type, brass heavily nickel plated. 1x 6% ins. 

Renewal Tungsten battery. 

Renewal Mazda bulb, 2.9 volts. 

Pistol Light 


Mfrs. List Each 


WE. 
List Each 
$6 50 
.80 
26 
5 50 
60 
.26 


This is a perfect copy of an automatic magazine pistol of the latest type. When the trigger is pressed, - 
0K% instead of a destructive bullet, a bright beam of light leaps from the muzzle and 
continues as long as the pressure lasts. Fits the pocket like a “gun.” Strongly 
made of brass and furnished in gunmetal finish. Makes an instant appeal to 
V H those w ^° w i®h to combine novelty with utility. W. E. 

Ar H List No. Mfrs. List Each List Each 

l 2675 Pistol Light, complete. $1.50 $3.00 

750 Renewal Tungsten battery. .32 .60 


Renewal Mazda bulb, 2.5 volts. 


No. 2823 

Rang* 

Lighter 


■ List No. 
2823 
790 
2824 

No. 3824o 790 

Gas Lighter 2831 


Tungsten Gas and Range Lighters 

The Gas Lighter has a socket which is used to turn on the gas if the fixture is 
high. The same hand that turns on the gas presses the switch that operates 
the lighter. When this switch is pressed a current is projected through the 

E latinum coil, contained in the perforated tip of the lighter. This coil instantly 
ecomes white hot and stays in that condition as long as the switch is held down. 
No draught can blow it out. The shape and length of these lighters make them 
invaluable where the Welsbach type of burner is used. 

The Range Lighter operates m the same way, but there is a difference 
in design. The hand is far from the flame when it ignites, preventing 
burned fingers. 

Battery case of vulcanized fibre. All metal parts nickel plated. W. E. 


Range Lighter. 

Renewal Tungsten battery. 

Gas Lighter. 

Renewal Tungsten batteiy. 

Renewal Tip (for either lighter). 

136 


W. E. 

Mfrs. List Each List Each 

. II 50 $3.00 

. .30 60 

. 200 400 

"ao^Gocgle 
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EVEREADY SPECIALTIES 


Mall Orders Filled 
at Prevailing Prices 



No. 4708 Nos. 4706, 4707 No. 4709 Electric Lantern Lantern No. 4702 

Tungsten Lanterns 

The lens and reflector of this new lantern have been specially designed to project an intense, white, 
concentrated beam for a great distance. 

Mfrs. List W. E. List || Mfrs. List W. E. List 

List No. Each Each List No. Each Each 

4702 Tungsten Search Lantern, 1195 Renewal Mazda bulb, 

complete.$5.50 $11.00 6.2volts.$0.13 $0.26 

710 Renewal tungsten battery .75 1.50 || 

Eveready Lantern No. 4708 

4708 Lantern complete.$3.50 $7.00 ([ 1199 Renewal Mazda lamp, 4 volts $0.13 $0.26 

775 Renewal tungsten battery .45 .90 )j 

Tungsten House Lamps 

These house lamps cannot blow out or up. If knocked over there is no smelly oil to run or ignite. 
Nos. 4703 and 4704 have battery cases of wood, well finished and nickel trimmed. 


4703 

House lamp complete. 

$ 3.00 

$ 6.00 

4706 

House lamp complete. 

$ 2.00 

$4.00 

734 

Renewal tungsten battery 
Renewal Mazda bulb, 4 volts 

.45 

.90 

703 

Renewal tungsten battery 

.35 

.70 

1199 

.13 

.26 

1190 

Renewal Mazda bulb, 



4704 

House lamp complete. 

5.00 

10.00 


3 .8 volts. 

.13 

.26 

719 

Renewal tungsten battery 
Renewal Mazda bulb, 

.75 

1.50 

4707 

House lamp, complete. 

3.50 

7.00 

1195 



734 

Renewal tungsten battery 

.45 

.90 


6.2 volts. 

.13 

.26 

1199 

Renewal Mazda bulb, 4 volts 

.13 

.26 


Eveready Electric Lantern 

Lantern 4709 is similar in size and shape to the popular railroad lantern, 
with No. 734 battery and 1199 Mazda lamp. 

4709 Lantern complete.$2.00 $4.00 4712 Lantern (same 

734 Renewal tungsten bat- 4709 except 1 

tery.45 .90 719 Renewal tungst 

1199 Renewal Mazda bulb, 4 1195 Renewal Maz 

* r olts.. 


It takes a regulation globe 


Mazda 


$ 2.00 

$4.00 

4712 

Lantern (same as No. 






4709 except larger). 

$2.50 

$5.00 

.45 

90 

719 

Renewal tungsten battery 

.75 

1.50 



1195 

Renewal Mazda bulb, 



.13 

26 


6.2 volts. 

13 

.26 


A Eveready Fountain Pen Flashlight 

Just like a fountain pen—made in either nickel or black enamel with clip 
contact as shown in illustration. Mfrs. List W.E. lit 

List No. Each Each 

2683 Black enamel clip contact. $ 1.00 $ 2.00 

2684 Nickel-plated clip contact. 1.00 2.00 

Electric Tungsten Candles 

The Eveready Electric Candles are self-contained, carrying their own 
battery and producing their own current and require, of course, no matches. 
1650 Highly finished enameled candle and nickel base 

complete. $3.50 $ 7.00 

753 Renewal tungsten battery. .40 .80 

1113 Renewal Mazda bulb, 4 volts. . 45 .90 

1657 Electric Candle complete nickel.. 1.00 2.00 

791 Renewal tungsten battery. .30 .60 

No. 1657 1192 Renewal Mazda bulb, 2.7 volts_ v . ..... . .13 *26 

E1.cr.cl Hou.. Good. ,nd Noetic 130 Digitized^ VjOOgV 
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The Eveready Tungsten battery is the result of years of scientific research and experiment. It was 
through the introduction of Tungsten batteries that the flashlight was brought out of the class of novelties 
and made thoroughly practical for everyday household and commercial use. 

Every battery is packed in a patented sealed carton. 

Mfrs. W. E. 






List 

No. 

No. of 

Cells Hgt Width Depth 

List 

Each 

List 

Each 

705 

3 

7 

1 Vs 


$0.40 

$0 80 

711 

3 

9N 

m 


.45 

90 

715 

5 

11 N 

1 3 4 


.70 

1.40 

790 

2 

4N 

IH 


.30 

60 

791 

2 

3N 

l 


.30 

.60. 

701 

3 


l 


.45 

.90 \ 

720 

2 

4H 

l 


.35 

70 l 

753 

3 

7 

l 


.40 

80 

700 

2 

IK 

i y* 

A 

.30 

60 

703 

3 

2N 

2a 

K 

.35 

70 

750 

2 

2% 

l A 

« 

.30 

60 

751 

3 

2K 

2 

H 

35 

70 

792 

2 

2H 

134 

H 

.30 

60 

793 

2 

3A 

2 34 

l 

35 

70 

• 

734 

3 

3 

4 

IK 

.45 

.90 

722 

3 

3 

4 

IN 

.45 

90 

719 

5 

3 

4 

2N 

.75 

i 

1.50 





' Mfrs. W. E. 

List 

No. of 

List List 

No. 

Cells 

Hgt Width Depth Each Each 

724 

5 

3 4 2*4 $0.75 $1.50 



731 5 


752 








6 % 134 .75 1.50 


3A 4 V/s 45 .90 


712 3 2 y 2 334 1 34 


723 3 3 234 ... 


40 .80 


40 .80 


710 5 3 
707 5 3 


ZVs 

3H 


.75 1 
75 1 


50 

50 


716 5 6 y 2 3*4 l'A .75 1.50 



No. 893 


Eveready ‘‘Three Crescent” Battery 

Eveready “Three Crescent” battery is manufactured from the highest grade 
most carefully selected materials obtainable. 


List 

No. 


Height 

Size over all inches 
Width Depth 

Mfrs. 

List 

Each 

W. E- 
List 
Each 

803 

Three Crescent battery. 

... 2% ins. 

2A ins. 

Vt in. 

$0.27 $0.54 

805 

Three Crescent battery. 

... 7 ins. 

1J4 ins. 


.30 

.60 

850 

Three Crescent battery. 

... 2 34 ins. 

1A ins. 

H in. 

.22 

.44 

851 

Three Crescent battery. 

... 234 ins. 

2 ins. 

H in. 

.27 

.54 

890 

Three Crescent battery. 

... 4 34 ins. 

1 V% ins. 

7 ins. 

.22 

.44 

891 

Three Crescent battery. 

... 3J4 ins. 

1 in. 

3 }4 ins. 

.22 

.44 

892 

Three Crescent battery. 

... 234 ins. 

1* 8 ins. 

fiin. 

.22 

.44 
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J-M Fire Extinguisher with Bracket 


FIRE EXTINGUISHERS 
Pyrene Fire Extinguisher 

This extinguisher is the most efficient and practical device known 
for the protection of electrical risks. It is used extensively by steam 
railroads, traction companies and power plants throughout the 
United States and Canada. 

Pyrene is also recognized as the most effective extinguisher of 
incipient fires in highly inflammable materials, such as gasoline, ben¬ 
zine, kerosene, oils, etc. 


Retail Price List Price 

Brass fire extinguishers.each $10.00 $16.00 

N ickel-plated fire extinguishers.each 10.50 16.80 

Pyrene liquid for refilling (in quart, 2 quart and 

gallon cans).per gallon 6.00 8.00 

Brackets for holding extinguishers (steel). .50 .80 

Brackets for holding extinguishers (brass). .75 1.20 

Brackets for holding extinguishers (nickel plated). 1.00 1.60 


Metal Wooden Metal Wooden 
Boxes for(l)extinguisher with glass front $1.00 $1.60 $1.60 $2.40 
Boxes for(2)extinguishers with glass front 1.50 2.00 2.40 3.20 

Boxes for (3) extinguishers with glass front 2.00 2.50 3.20 4.00 

Note: Wooden boxes furnished painted or varnished. Metal 
boxes furnished in red enamel. 


J-M Fire Extinguisher 

The J-M Fire Extinguisher can be used in the ordinary pump- 
as-you-use fasKion, or by pumping up air pressure with the nozzle' 
closed, then releasing a steady, powerful stream which shoots straight 
to the base of the flames. This method of operation is invaluable 
when fire springs up in a tight corner where you cannot pump and 
aim at the same tune because with the J-M you do not have to 
pump while the stream is in play. 

Deadly to fire of any origin, including oil, grease, gasoline, 
kerosene and electric arc on which other chemicals and water are 
often ineffective and dangerous. 

Sealed for safety. This exclusive feature discourages tampering 
and makes inspection easy. 

J-M Extinguishing Fluid for recharging is a non-conductor, and 
will extinguish electrical fires without injury to the operator or 
apparatus. 

The J-M Fire Extinguisher is inspected, tested and labeled by 
the Underwriters’ Laboratories, Inc., under direction of the National 
Board of Fire Underwriters. 


EXTINGUISHERS 

East of the Rockies 
Retail Price List Price 


West of the Rockies 
Retail Price List Price 


Nickel plated with black enameled wall or truck bracket. $10.00 $15.00 $10.50 $15.76 

Brass with black enameled wall or truck bracket. 10.00 15.00 10.50 15.76 


WALL OR TRUCK BRACKETS 


Black enameled bracket, wall type.each 

Nickel plated bracket, wall type.each 

Black enameled bracket , truck type.each 

Nickel plated bracket, truck type.each 

FLUID 

Quart cans.per quart 

Gallon cans.per gallon 

50 or 110 gallon iron drum.per gallon 


SEALS AND RE-SEALING PRESSES 


Plain, for closing lead seals without showing any imprint. 

Private, showing customer’s initials, monogram or simple symbols 

Lead seals (furnished in multiples of 250). 

Steel wall box (painted red, no glass). 

Electrical House Goode and Novelttee 


.each 

.each 

.per M 

.each 

Digitized by Vj' 


Retail Price List Price 

$0.50 

$0.75 

1.00 

1.50 

1.00 

1.50 

1.00 

1.50 

$1.50 

$2.26 

5.75 

8.60 

5.50 

8.26 

$6.00 

$7.50 

7.00 

10.50 

6.00 

9.00 

od^e 

3.00 





















Quantity Prices 
Quoted on Request 


Western Electric 


341 


Western Electric 
NEW LIFE VIBRATORS 


New Life Vibrators are made in five different styles, viz.: Types A, B, C, D and F. All of these types 
give both the rubbing and percussion strokes so essential in high-grade vibrators. They represent the 
highest point of mechanical and electrical perfection yet reached by any vibrator on the market and are 
sure to give the service and satisfaction the user has a right to expect. 
Thousands of them are in use throughout the country and every single one is 
a tangible testimonial of their wonderful superiority. 
iHHH Every New Life Vibrator is guaranteed for a period of one year to be free 



from all mechanical and electrical defects. 

With every vibrator a 300 page bound book on “Health and How to Get It,” 
together with complete instructions for proper use of the vibrator, is given free. 
This book tells the user how to get the best results and just how to use New Life 
Vibrators intelligently. 


100 Page Bound Book 



TYPE A 


TYPE C 


Vibrator 


Western Electric 

New Life Vibrator 

TYPE A 

The Type A vibrator has an aluminum casing making it light and compact. It has a fine finish, evenly 
balanced and is the ideal machine for home use. Each Type A outfit consists of one vibrator (with cord and 
attachment plug for attaching it to the electric light fixture) and six applicators, all packed in a handsome 
carrying case of black leatherette lined with red satin. A speed-regulating switch enables the motor to be 
run fast or slow. Specify whether vibrators are for A.C. or D.C. circuits. Standard voltage 110-120 volts, 
A.C., 25 to 60 cycles, and D.C. 100-120 volts. Price includes 300 page bound book on “Health and How to 
Get It,” and complete instructions for proper use of vibrator. 


List Retail Price List Price 

No. Each Each 

A Vibrator, complete with six (6) applicators, cord and plug. $17.50 $22.00 


TYPE C 

Designed especially for professional use. It is of heavier construction and has a more powerful motor 
than the vibrator designed for home use. The deep, penetrating vibrations produced by the Type C 
instrument make it particularly suitable for cases requiring energetic treatment. Widely used in hospitals, 
sanitariums and Turkish baths. Jhe vibrator and six applicators come packed in a handsome black leather^ 
ette carrying case, green velvet imed. A speed-regulating switch enables the motor to run fast or slow. 
Specify whether vibrators are for A.C. or D.C. circuits. Standard voltage 110-120 volts A.C., 25 to 60 cycles, 
and D.C. 100-120 volts. Price includes 300 page bound book on “Health and How to Get It,” and complete 


instructions for proper use of vibrator. 

list Retail Price List Price 

No. Each Each 

C Vibrator complete with six (6) applicators, cord and plug. $25.00 $32.00 

Delivery F. O. B. Racine, Wis. For warehouse deliveries write nearest house. 
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VIBRATORS AND MEDICAL BATTERIES 

Western Electric 

New Life Vibrator 

TYPE D 

Especially designed to meet the demand for a light, efficient 
and low-priced vibrator for family use and for the professional 
hairdresser or masseur who calls on patrons at their homes. 
This type has no speed regulator, but it may be stopped or 
started instantly by means of a push button in the handle. 
Six applicators are furnished with the Type D vibrator. This 
vibrator is provided with universal motor, which will work on 
either A.C. or D.C. circuits. Standard voltage 110-120 volts 
A.C., 25 to 60 cycles and D.C. 100-120 volts. Price includes 
300 page bound book on '‘Health and How to Get It,” and 
complete instructions for proper use of vibrator. 

List Retail Price *List Price 

No. . Each Each 

D Vibrator with universal motor and 

six applicators. $12.50 $18.00 

Extras 

Sponge applicators. $0.75 1.00 

Brush applicators. 1.00 1.50 

Rectal applicators. 1.50 2.00 

All other type applicators. .50 .50 



■^home 

ME01 cal m;*"* 


No. 2233 
Medical Battery 


No. 2204 Unpacked 
Home Medical Apparatus 


The Apollo Medical Battery 

This is a two cell medical battery and is recommended where more current is desired than can be ob¬ 
tained from the single cell type. 

It is furnished in highly polished oak or mahogany case. All metal parts finished in polished nickel. 
Dimensions 9x7^ x8 inches high. Furnished with two metal hand electrodes, two sponge electrodes, 
one foot plate electrode, one massage roller electrode, one hair brush electrode, two wooden electrode handles 
and one pair of green and red silk conducting cords. 

It has battery and pole changing switches, three binding posts for inserting the cord tips, induction 
coil arranged with graduated scale. 

All metal parts heavily nickel plated and highly polished. 

The above left-hand illustration shows the cover raised, exposing the coil, etc. 

The right-hand illustration shows the electrodes arranged in the compartment in which they should 
be kept when not being used. 

An Electropathic Guide with each apparatus, giving full directions for using the electrodes, care of 
battery, etc. 

List Retail Price fList Price 

No. Each Each 

2233 Apollo medical battery. $14.00 $16.80 

Home Medical -Apparatus 

The Home Medical Battery is contained in a highly polished oak or mahogany case with nickel plated 
handle. Owing to its simplicity and entire absence of acids or liquids, it is particularly suited for the use 
of those who are entirely unfamiliar with the care and precautions necessary for handling the ordinary acid 
batteries. Dimensions of the case are 9 x 5J^ inches; weight, b l /2 lbs. 

2204 Home No. 4 apparatus, batteries and electrodes complete.. $4.00 $7.50 

•Delivery F. O. B. Racine, Wis. 

fDelivery F. O. B. Factory, New York. For warehouse deliveries wme l^arestnouseo 
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VACUUM CLEANER 
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No. 11 Vacuum Cleaner with Tools 

No. 11 Portable Type 

With a Western Electric Vacuum Cleaner you can clean in one-fourth the time that it takes with the 
broom and dust rag. In ordinary sweeping and dusting, the surface dirt is simply dislodged to scatter its 
unhealthful germs in the air we breathe. 

With a Western Electric Vacuum Cleaner—the modem, sanitary method of cleaning—the dirt and dust 
are actually drawn out of the carpets, rugs and draperies by a vacuum into a bag which may be easily de¬ 
tached and emptied. 

The extension tool—furnished as a part of the regular equipment—will enable one to reach the out- 
of-the-way places—under heavy furniture that cannot be moved. 

The comfortable horizontal handle—not found in any other machine—provides the most natural way 
for pushing a cleaner. A special device in the cleaning tool picks up all the dirt, threads and ravelings. 
This is the cleaner not set like a broom. 

By means of the hose attachment and different nozzles, the Western Electric Vacuum Cleaner can be 
used for many difficult cleaning operations. Dirt that cannot be gotten at in any other way is easily removed. 

A thin nozzle is very effective in cleaning the radiators. It gets in between the pipes and removes the 
dust and dirt. It reaches the comers which are always difficult to clean. 

The handle of the cleaner remains in an upright position when not in use. 

For cleaning upholstered furniture, mattresses, etc., the hose attachment is most valuable. The dust 
and particles of dirt which cannot be beaten out or reached with the whiskbroom are easily drawn out by the 
strong suction of the vacuum cleaner. By disconnecting the bag and attaching the hose to the bag con¬ 
nection, the cleaner may be used as a blower for blowing the dust out of the crevices, renovating pillows 
and drying the hair. 

The old method of beating the draperies not only destroys their crispness and luster, but soon wears 
them out. With the extension handle and hose attachment, one can take all the dust and dirt out of the 
draperies without injury to the most delicate of fabrics. It enables the user to reach the tops of the doors 


and moldings, the plate rails and pictures high above the head. 

List No. Description List Price Each 

11 Vacuum cleaner with tools 122, 135 and 137. $80.00 

(Complete equipment for floors and floor coverings.) 

11 Vacuum cleaner with tools 127, 128 ? 129, 130 and 131. 95.00 

(For all ordinary household cleaning requirements.) 

A complete and efficient tool equipment—light, substantial and beautifully finished, has been designed 
for use with this cleaner. 

166 General cleaning tool. $4.00 

127 Eight foot length of hose. 5.50 

128 Upholstery tool. 1.80 

129 Brush for walls, moldings, draperies, etc. 3.00 

130 Short handle for use with tools 128 and 129 at end of hose. 1.20 

131 42 in. extenwdn handle for use at end of hose. 4.00 

132 Elbow attachment for changing angle of tools. 1.50 . 

133 Library tool for radiators, bookcases, etc. 1.20 

135 Extension tool for cleaning under furniture, etc. 2.50 

136 Dust bag... 2.00 

137 Special device used in general cleaning tool for picking up threads.• • > • • 1 .00 

Delivery F. O. B. destination. “ ed byVJOO^LL 
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Western Electric 

VACUUM CLEANERS 




Extra Tool Equipment 


No. 1 Cleaner 

The No. 1 Cleaner is suitable for a small house, apartment or bungalow. Practically the entire 
cleaner with the exception of the drum and the motor is made of aluminum. It weighs complete only 
13 lbs. 

No Dirt Through Fan. A vital difference between the No. 1 and most other small portable fan 
type cleaners is that, instead of the dirt and dust being drawn through the fan, and expelled into the bag, 
the fan is placed beyond the closed end of the bag, and the dirt is drawn into the bag; no dirt passing through 
the fan. Dirt going through the fan except where liberal clearances are provided is liable to cause trouble. 

Horizontal Bag. The bag being mounted horizontally, the dust and dirt fall to the lower side. The 
variation in the volume of air due to lifting the tool from the work constantly inflates and deflates the bag 
with the consequent effect of shaking down the dirt. This arrangement is an important and distinctive 
feature of Western Electric Cleaners. 

Tool Attachment and Extension. The tool is separately attached to the cleaner, fitting into a 
taper socket. This arrangement permits the use of an extension for the tool, for cleaning under couches 
or other low places, or for a hose connection without dismantling ^e cleaner or using cumbersome or leaky 
attachments necessary in other cleaners. 

Emptying Arrangement. The bag is attached to the front cover and the two are removed from 
the cleaner as a unit. The bag therefore need not be opened until it reaches the point of final disposal 
of the dirt. There is no danger of spilling dirt inside the house. 

Handle and Locking Device. Another distinguishing feature of the No. 1 Cleaner is the adjustable 
handle hinged to the body of the cleaner in such a way that, in storing the machine in an out-of-the-way 
place, the handle is locked in a vertical position, and a minimum space for storage is required. The same 
device locks the handle at the proper angle for operating the cleaner. It operates with the foot, thus avoid¬ 
ing the necessity of stooping. 

The handle and cord are easily removable from the cleaners. The handle forms a casing for the electric 
cord and fits into a connecting socket near the motor. The handle and the incased cord are removed by 
pulling the handle from the cleaner. 

Mounting. The Cleaner is mounted on two wheels iust under the motor. These wheels have large 
round rubber tires which give resiliency and exceptionally long wear. They cannot scratch or injure hard¬ 
wood floors. The machine is perfectly balanced to get just the right pressure on the tool, with the minimum 
of effort in operation. 

General. It will be seen that every possible refinement of detail in design and construction has been 
incorporated in this cleaner. It is a real cleaner—not a toy, and should not be compared with the multi¬ 
plicity of so-called cleaners on the market, offered at a lower price than a good cleaner could possibly be 
built for. 

List Price and Data 

List List Price 

No. Each 

1 Cleaner complete with extension cord and cleaning tool. $90.00 

Extra Tool Equipment 

Tool No. 

3 Upholstery tool for stairs, upholstery, draperies and rugs. $2.20 

6 Five inch clothes brush, also for dusting walls, cabinets. 4.50 

7 Library tool for cleaning books on shelves, pigeon holes in desks, radiators, etc. 4.00 

16 1 V\ in. curved floor tool handle. 7.50 

53 Nine feet 1 ^ inch hose with taper connection. 10.20 

54 Hardwood floor attachment with felt covered surface for cleaning polished floors. 4.50 

This equipment is not furnished with the cleaner unless ordered specially. Tools listed are especially 

adapted to No. 1 Cleaner. 

Delivery F. O. B. destination. 
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No. 2 Cleaner No. 3 Cleaner 


Nos. 2 and 3 Vacuum Cleaners 

These are larger than the No. 1 Cleaner, and are adapted to use in rather large residences with somewhat 
heavier rugs and furnishings. 

They nave the same superior features in respect to the arrangement of the bag, large clearance, high 
efficiency of the fan, low center of gravity and other essential respects. They are built almost entirely 
of aluminum with the exception of the drum and the motor, giving an exceedingly light but strong con¬ 
struction. The motor and fan are mounted on the same shaft ana run in self-aligning ball bearings in a 
dust-proof casing. 

Twelve feet of high-grade, non-collapsible rubber hose and twenty feet of electric cord are furnished 
with each cleaner, giving the machines a radius of operation of thirty-two feet from the lamp socket. Several 
rooms can be cleaned without taking down the cord. A slight pull on the hose will draw the cleaner over 
the floor. They roll easily over door sills and rugs, and because of the horizontal mounting will not topple 
over like many vertically mounted cleaners. Being perfectly balanced on large cushion tired wheels, they 
can be rolled from step to step in moving up or down stairs Uke a perambulator. The ease with which they 
can be handled is in striking contrast to other cleaners which have to be lifted bodily. 

List No. List Price Each 

2 Cleaner complete, with tools as listed below. $195.00 

3 Cleaner complete, with tools as listed below. . 250.00 



Tools for No. 2 Cleaner Tools for No. 3 Cleaner 


Tool Equipments 

Tools ordered extra; prices are as follows 

Tool No. For No. 2 Cleaner List Price Each 


1 8 in. floor tool.. 

3 Upholstery tool... 

112 12 ft. hose with taper connections. 

16 lJi in. curved floor tool handle. 

140 20 feet of electric cord with plug...*.. 

61 Hardwood floor tool attachment (not shown).... 

For No. 3 Cleaner 

1 8 in. floor tool, swivel joint, wide slot.. 

3 Upholstery tool.. 

5 10 in. wall brush, swivel joint. 

141 20 ft. electric cord, jjlug and switch.... 

112 12 feet of hose (suction) with taper connections. ..... 

16 \\i in curved floor tool handle. 

61 Hardwood floor tool attachment (not shown). 

Delivery F. O. B. destination. 


$8.50 

2.20 

17.00 

7.50 

4.50 
4.00 

$8.50 

2.20 

11.00 

6.00 

17.00 

7.50 
4.00 
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No. 4 Cleaner 


No. 5 Cleaner 


No. 4 and No. 5 Cleaners 


These are exceptionally high powered portable cleaners. They are designed for the exacting require¬ 
ments of large office buildings, schools, clubhouses, and other public buildings, where considerable /quan¬ 
tities of dirt and litter must be disposed of rapidly and effectually. 

Features of Construction 

They are equipped with multiple fans. The No. 4 has two fan units and the No. 5 has four fan units. 
In these so-called multi-stage fans the air is drawn into the first fan and propelled into the fan ahead, re¬ 
ceiving an impulse from each fan until it is finally discharged into the exhaust pipe. This gives a much 
higher velocity and suction than could be attained with a single fan. They have the same superior features 
of design and construction as the smaller cleaners. 

Attention is especially called to the fact that the motors for Western Electric-Sturtevant Vacuum 
Cleaners have been designed throughout especially for vacuum cleaner work; one object having been to 
avoid excessive starting currents on alternating current circuits. All sizes of portable cleaners up to and in¬ 
cluding the No. 5 can be operated from the ordinary lighting circuits without change of fuses. For most 
other cleaners the fuse capacity must be raised, particularly for the higher powered portable cleaners, beyond 


the limits permitted by the underwriters. 

List No. List Price 

4 Cleaner complete, with tools as listed below, 110 volts universal.... $390.00 

4 Cleaner complete, with tools as listed below, 220 volts universal. 400.00 

5 Cleaner complete, with tools as listed below, 110 volts universal. 600.00 




JL 


r-AL 


Tools for No. 4 Cleaner 


Tool Equipments 

Tools ordered extra; prices are as follows 
FOR NO. 4 CLEANER 

List Price I Tool 


Toole for No. 5 Cleaner 


Each 

8 in. floor tool. $8.50 

Upholstery tool. 2.20 

10 in. wall brush, swivel joint. 11.00 

V/i in. curved floor handle. 7.50 

Blowing nozzle. 3.50 

FOR NO. ! 

8 in. floor tool. $8.50 

U pholstering tool. 2.20 

12 in. hardwood floor tool. 12.00 

10 in. wall brush. 11.00 


Last Price 
Each 

Hardwood floor tool attachment... $4.00 

Electric cord plug and switches. 7.00 

Reducing coupling. 4.00 

12 ft. 1H in-nose. 15.50 


5 CLEANER 


6 5 in. clothes brush. 

7 Library tool. 

14 12 in. floor tool. 

Delivery F. O. B. destination. 
Household Motor Applications 


Curved floor tool handle. $7.50 

Wall handle, 4 feet long. 6.50 

Blowing nozzle. 3.50 

25 ft. electric cord switch and 

plug. 7.00 

Taper coupling. 4.30 

25 ft. hose (Light), .,OOC. 28.00 


5 


























Quantity Prices 
Quoted on Request 
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No. 6 Cleaner 


No, 6 Cleaner 

No. 6 is an exceedingly powerful cleaner. It has a multi-stage fan of five fan units driven by a 
2 H.P. motor. It has a dust bag capacity of 4600 cu. in. when mounted in the cleaner drum. It is the most 
powerful and efficient portable cleaner on the market. Designed for street railway, factory and heavy in¬ 
dustrial work and will successfully take care of any scrap litter or dirt which would be within the scope of any 
vacuum cleaning system. It has been built in recognition of the principle that losses of electrical energy 
transmitted through wires are very low, while losses in velocity, volume and suction of air moving-through a 
piping and hose system are—comparatively—very high. Wherever conditions will permit bringing the 
cleaning apparatus close to the work this cleaner will give results superior to most stationary cleaner installa¬ 
tions of similar capacity and cost. Lta Price 



Combined Portable Stationary Cleaner 


No. Each 

6 Cleaner complete without tools. $1050.00 


Note: The application of this cleanei* is so varied that the choice 
of tools is left to each purchaser to suit his individual requirements. 

No. 7 Cleaner 

The No. 7 cleaner is designed to use either as a portable or sta¬ 
tionary machine. 

The No. 7 has a two-stage fan and a powerful motor. It is 
attached to the piping system and electric service as shown in the cut. 
This cleaner will do thoroughly satisfactory work in moderate sized 
homes of ten or twelve rooms or less where the system can be operated 
through 25 feet of 2 inch pipe and 25 feet of \ l /2 inch hose. It has 
been thoroughly tested out under these conditions in comparison 
with popular types of permanently installed stationaiy cleaners of the 
same or higher cost and found to give equal or superior performance. 


List List Price 

No. Each 

7 Cleaner complete with tools as listed below.$390.00 

TOOL EQUIPMENT 
Tools ordered extra; prices are as follows: 

For No. 7 cleaner 

Tool List Price 

No. Each 

1 8 in. general cleaning tool.*. $8.50 

3 Upholstery tool. 2.20 

16 1 Y\ in. curved floor handle. 7.50 

49 25 ft. in. hose. 28.00 

61 Hardwood floor tool attachment. 4.00 

138 25 ft. No. 16 electric cord with plugs and switch... 7.00 


Always specify in ordering whether the cleaner is to be used as a 
portable-stationary or as a portable cleaner only. > 

TABLE OF DATA—ALL CLEANERS 



No. 1 

No. 2 

No. 3 

No. 4 

No. 5 

No. 6 

No. 7 

Horse power. 

1/12 

1/6 

1/6 

3/10 

1/2 

1 

3/10 

Motor universal or not. 

No 

No 

No 

Yes 

Yes 

No 

Yes 

Net weight less tools... 

14 

41 

50 

70 

112 

560 

75 

Shipping wt. with tools. 

33 

96 

140 

J40 

235 

800 

150 

Net export. 

56 

109 

izeW 

Cw)( 

850 

165 
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Western Electric 

Western Electric 

“GEYSER” DISHWASHER 


Mai! Orders Filled 
at Prevailing Prices 


“Geyser” Dishwasher 


Interior View 




Electric Dishwasher 

Operation. The dishes axe brought from the table and prepared in the usual way and set direct into 
a rack designed to hold the various shapes and sizes, the cups and smaller pieces being placed in the inner 
circles while the glassware and silver are laid in a wire basket which fits into the top of the machine. About 
six or eight quarts of water are then run into the tank and a little liquid soap added to make suds. The rack 
of dishes and the basket of glasses and silverware are then placed in the machine, the cover fitted on, and the 
machine started by attaching the cord to any electric lamp socket and turning the switch. Soapy water is 
forcibly circulated over the dishes by the pump, through the perforated pipe in the center of the machine, 
until every particle of food and grease is thoroughly washed off. Less than a minute is required for washing 
the dishes. 



Machine Self-cleaned. With the rack and 
basket out of the tank, running the machine for a 
minute with clean, hot water left in is sufficient to 
thoroughly cleanse the tank and pump. 

Construction. The “Geyser” Dishwasher is 
made either of heavy copper, nickel plated or Premier 
Brand stannic metal, non-rusting, a material suitable 
for the average home. The center cylinder is of brass 
and copper nickel plated inside and out, threaded at the 
top and bottom for convenience in cleansing and ready 
removal. The racks are made of non-rusting wire and 
designed to hold a large number of. dishes in direct 
contact with the streams from the cylinder. 

Pump. TJie pump is direct-coupled to motor 
shaft for 60 cycles and direct current. 


Motor. The electric motor is a K horse-power unit, especially designed for use with these machines. 
The motor and pump are placed entirely underneath the tank where they cannot be damaged by water. 
All castings standard. 


Dimensions. Diameter 25H inches; length 36 inches. 

List 

No. 

A “Geyser” Dishwasher, equipped with 110 volt motor either direct current or 60 cycles 

alternating current. It is made of Premier Brand stannic non-rusting metal_ 

AC Same as above only made of nickeled copper.. 

Household Motor Applications 10-2 


List Price 
Each 

$170.00 

220.00 











Quantity Prices 
Quoted on Request 
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Small Cylinder Type Dishwasher 

Washer and Wringer 

Washer and Wringer 


This type of Western Electric washer is especially adapted for small size families of two or three people 
where the wash is not large or where space for doing weekly wash is limited, such as in small apartments, 
particularly where laundry tubs are located in the kitchen. It has a capacity of 4 sheets or 8 shirts. Except 
for its smaller capacity this washer is essentially the same as the large size Western Electric cylinder type. 
It has a two roll reversible 10 inch wringer. The cylinder automatically reverses every six and one half 
times like in the larger washer; and the grade of material used throughout is the same as in the higher priced 
washer. The machine is equipped with a friction clutch of the cove type, instead of multiple disk clutch, 
which is used on larger type machines. The floor space required by machine is only 22% x 27 inches, the 
narrow dimension being width from side to side. 


Type List Price Each 

AA Small cylinder type washer and wringer complete with K H.P. motor. $150.00 


* Electric Dishwasher 

This dishwasher is just right for the small apartment or the average sized family, occupying little space, 
handsome in appearance and at a price within the reach of all. 

The washing is accomplished by the hot, soapy water being forced through the perforated pipe in the 
oenter of the machine and out over the dishes until every particle of food and grease is thoroughly washed 
off. Less than five minutes is required for washing the dishes. 

As the dishes in the machine are all above the water and in a vertical position the water drains off, 
while the combined heat from the direct contact with the hot water and the contained head in the tank 
dries the dishes. The basket and rack are then removed and the dishes ready to put away. All the dishes 
in the machine are above the water level, so that when the motor is stopped the suds and food particles 
which, naturally, rise to the surface of the wash water, do not come in contact with the dishes. 



View Showing Interior 


Rack and Basket. Made of heavily tinned wire and designed to hold 
a large number of dishes in direct contact with the streams from the cylinder. 

The basket for glasses and silverware is also made of heavily tinned 
wire and hangs from the top of the cylinder. 

The Pump. Direct coupled to the motor shaft. It is noiseless and 
efficient, running at 5,000 revolutions per minute. Pump and fittings are 
made ot special non-rusting material. 

The Motor. Western Electric, especially designed for use with these 
machines. 

Legs and Base. All castings are standard. Legs of the dishwasher are 
nickel plated and equipped with ball-bearing casters. The base and pump are 


aluminum painted. 

List No. *List Price 

371846 Electric dishwasher, 110 volts D.C. or A.C. $135.00 

Extra bottom dish rack. 8.00 

Extra top basket. 4.00 


Always specifv voltage when ordering. 

•Delivery F. O. B. Factory, Buffalo, N. Y. For warehouse deliveries w$|e nearest house. 


Household Motor Applications 
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Western Electric 

Washer and Wringer 




ONLY 2 
OPERATING | 
L EVERS, 


SAFETY Rt LEASE 
FOR 

VWNGLR ROLLS 


NO GEARS 
INSIDE TO TEAR 
OR SPOT CLOTH 


SHAFT DRIVF 
SO IKULESOHE 
BUIS OR CHAINS 


REVERSING 
D UNDER LVSIRL" 
IBUtaGHWANUNoj 


ALL GEARS 
ON ONE END 
AND PROTECTED 


METAL 

TOl' 

NO WARPING 


MOTOR 
COVER ED 
SPLASH PROOF 


METAL LINING 
THROUGHOUT 
RUST PROOF 


\j AIL FARTS [*10® 
V NO DANGER TO 


.SWIVEL 

'castors 
lASlir MOVEP 


Washer and Wringer 


All moving parts of tbe Western Electric Washer are enclosed. 

This machine can be operated with perfect safety by any woman or child. 

It is the safest washer made and the safest washer made is 



the safest washer to sell. 

It is the only machine that has three free sides around which 
the operator can work without obstruction. 

It occupies less floor space than any other machine of equal 
capacity. 

Has patented safety release on wringer which prevents tear¬ 
ing of clothes due to clogged wringer. 

There are no bolts or chains to slip or break—no compli¬ 
cated machinery to get out of order. The automatic reverse is 
accomplished by means of an absolutely new mechanical move¬ 
ment, having by far fewer parts than any other reversing cylin¬ 
der machine on the market. 

Simple. The machine is composed of but 35 parts against 
more than 100 in the next simplest machine. Operated by only 
2 levers—one for washing and one for wringing. 

Operation. Machine operates on the reversing cylinder 
principle, which is conceded by experts to be the only correct 
method for washing clothes clean and without injury. The 
wringer has 2 rolls, reversible, and the rolls are made of the best 
Para rubber. This machine will do the washing of a family of 
four in one hour at a cost of only 2 cents for electricity. 

Sanitary. Tub is completely lined with metal, leaving no 
crevices or comers for the collection or absorption of impurities. 
Easily emptied by means of a faucet in bottom of machine. 



Material 

*-Capacity-* 

Size of 

Shipping 

List 

Type 

of Body 

Sheets 

Shirts 

Wringer 

Weight 

Price 

A 

Steel 

6 or 

14 

11 ins. 

250 lbs. 

$200.00 

AC 

Copper 

6 or 

14 

11 ins. 

250 lbs. 

250.00 

B 

Steel 

9 or 

20 

12 ins. 

260 lbs. 

250.00 

BC 

Copper 

9 or 

20 

12 ins. 

260 lbs. 

300.00 

C 

Steel 

12 or 

30 

14 ins. 

275 lbs. 

330.00 

CC 

Copper 

12 or 

30 

14 ins. 

275 lbs. 

390.00 

Delivery F. 0. B. Chicago, ID. For warehouse deliveries write nearest housed ) 
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Western Electric 

Washer and Wringer 



Washer for Gasoline Engine or 
External Motor Drive 


Washer Without Wringer 


Washer for Gasoline Engine or External Motor Drive 

In order to make the Western Electric Washing Machine practical for use where electric service is not 
available, it is supplied when required without a motor, but equipped with a grooved pulley of 1 % inch 
diameter, so that it may be operated by a gasoline engine. The capacity of the engine may be anything 
from Yl H.P. up, and the pulley on the washing machine is designed for a Y inch or % inch round leather 
belt or rope drive. The engine speed and diameter of pulley should be such as to drive the pulley on the 
washer at 1750 U.P.M. 


Type 

A 

Material 
of Body 

Galvanized steel 

AC 

Copper 

B 

Galvanized steel 

BC 

Copper 

C 

Copper 

CC 

Copper 


-Capacity-* 

Size of 

Shipping 

List 

Sheets 


Shirts 

Wringer 

Weight 

Price 

6 

or 

14 

11 ins. 

225 lbs. 

$150.00 

6 

or 

14 

11 ins. 

225 lbs. 

200.00 

9 

or 

20 

12 ins. 

235 lbs. 

200.00 

9 

or 

20 

12 ins. 

235 lbs. 

250.00 

12 

or 

30 

14 ins. 

245 lbs. 

250.00 

12 

or 

30 

14 ins. 

245 lbs. 

310.00 



For Driving Other Equipment 


Washer Without Wringer 

All standard sizes and types of Western Electric Washing Machines 
are available without the wringer attachment. These are particularly 
desirable for institutions, small public laundries and others where the dry¬ 
ing is done bv a hydro-extractor. Thus the additional expense and com¬ 
plication of a wringer is avoided. The motor is the same size as on the 
standard washer, no reduction being made, due to the elimination of the 
wringer. 

This machine is exceedingly simple as shown in the cut, and only one 


lever is 

required to operate. 
Material 

--Capacity-* 

Shipping 

List 

Type 

of Body 

Sheets 

Shirts 

Weight 

Price 

A 

Galvanized steel 

6 or 

14 

235 lbs. 

$180.00 

AC 

Copper 

Galvanized steel 

6 or 

14 

235 lbs. 

230.00 

B 

9 or 

20 

240 lbs. 

220.00 

BC 

Copper 

9 or 

20 

240 lbs. 

270.00 

C 

Galvanized steel 

12 or 

30 

250 lbs. 

290,00 

CC 

Copper 

12 or 

30 

250 lbs. 

350.00 

Use 

of Washing 

Machine for 

Driving 

Other 


Equipment 

All standard washing machines are shipped out already equipped with 
a lJi inch grooved pulley on the motor shaft. This enables the user, if 
he desired, to use his washing machine to operate other household utilities 
like an ice cream freezer, ironing machine or mangle. 

The pulley is designed for a inch or inch round leather belt or 
rope drive, and operates at 1750 R.P.M. 

Delivery F. O. B. Chicago, Ill. For warehouse deliveries write 
nearest house. 


Household Motor 


12 




352 


Western Electric 


Mall Orders Filled 
at Prevailing Prices 




Western Electric 


Western Electric 


“DOLLY” 

Washer and Wringer 
Type “D” 


“Dolly” Washer and Wringer 



The Western Electric "Dolly” washer and ringer will wash and wring the clothes far better than 
the most skillful laundress could do at a cost not much greater than running an electric fan. 
Fourteen shirts or six sheets washed and wrung in fifteen to twenty minutes—wrung without 
putting a hand to the wringer—and at a cost of less than two cents for current.- All moving 

parts are enclosed and all machinery is located 
underneath the tub out of the way. The cover of 
the machine is not cluttered up with machinery. 
There is not a single piece of mechanism on it, 
and it can be used as a table when wringing 
clothes back through the wringer. No exposed, 
complicated parts. No belts and chains to get 
out of prder or to endanger the user or children. 


Features 

Capacity. Fourteen shirts or 6 sheets. It will 
wash and wring a tub of clothes in 15 to 20 
minutes. 

Height. Thirty-four inches from bottom of 
floor to top of tub. This is 4 inches higher than 
the ordinary machine of this type. The machine 
does not have to be Bet up on a special platform 
for stationary tubs in the laundry. 

Dolly ty pe is made of the best quality white 
maple, polished smooth as glass to prevent any 
possibility of injuring the most delicate fabrics. 

Body is maae of the best quality Southern 
Cypress with reinforced cypress cover attached. 

Wringer is the very latest improved Swinging- 
Reversible* type. It can be swung to any posi¬ 
tion, thus eliminating the bother of pushing the 
machine from one tub to another. The rolls are 
11 x 1 % inches and are made of the best pure 
Para rubber. 

Motor. Machine is equipped with a guar¬ 
anteed motor that operates the washer and 
wringer. 

Direct Gear Driven. Helical cut gears 
packed in grease—absolutely noiseless. 

List Price 

Dolly type washer and wringer.$120.00 

Shipping weight 212 lbs. 


Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries wfite nearest house. 
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The “Simplex” Ironers are simple and 
durable and can be operated with ease 
and safety by inexperienced help. The 
principal features of the “Simplex” are: A 

well padded roller, operating under adjust- ^WSHBSSP k 

able spring pressure against an accurately 
machined and highly polished shoe, its 
concave face forming contact with the 
circumference of the padded roll. This ^ I 

shoe inclines to the rear and draws its heat 
from a burner which extends across its 

back for the full length. Motor attached * v lr 

machines are furnished with plug connected 3 

to ordinary light socket with the exception 
of the 48 and 56 inch ironers, on which 
connection should be made direct to the 
line. Prices include gas or gravity gas- ' 

oline burners Nos. i2, * 7, 42 and 46 lroner8 * Motor Driven 

Nos. 32, 37, 42 and 46 “Simplex” Ironers 


Hand Power 


Belt Driven 


♦Extra 

for 

Electric 
Heat Coil 


Motor Driven 


Gasoline 
Pints 
per Hour 


H.P. 

of 

Motor 


Roll 

Length 

Inches 


Wt. 

Lbs. 


Wt. 

Lbs. 


Wt. 

Lbs. 


$104.00 

124.00 

144.00 

204.00 


135 

150 

190 

350 


145 

160 

200 

360 


$134.00 

154.00 

174.00 

234.00 


200 

215 

255 

420 


$200.00 

220.00 

240.00 

304.00 


$110.00 

120.00 

140.00 

160.00 


[itional list. 


Gas 

Consumed 
Cubic Feet 
per Hour 


Hand Power 


Motor Driven 


Belt Driven 


Roll 

Length 

Inches 


H.P. 

of 

Motor 


♦List 

Price 

Each 


Wt. 

Lbs. 


Wt. 

Lbs. 


Wt 

Lbs. 


$350.00 

400.00 


$430.00 

480.00 


500 

575 


505 

680 


650 

725 


$180.00 

200.00 


ironing speed per minute, 32, 37. 42 and 46 inch rolls, 7 feet; 48 and 56 inch rolls, 8H feet,. 

Speed of pulley on 32, 37, 42 and 46 inch ironers, 580 R.P.M.; 48 and 56 inch ironers, 370 R.P.M. 
Diameter of pulley for 1 14 inch flat belt, 4 inches; grooved, A inch round belt for Nos. 32, 37, 42, 46. 
6 inches; for Nos. 48 and 56. 8 inches Nos. 46, 48 ana 56 are furnished with iron stands. A For 110 or 
220 volts A.C. or D.C. add $3 list. For other than 60 cycle A.C. price is special. 

♦Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 
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_ _ast iron base can be furnished up to 42 inches, at $26.00 

tPrices No. 46 cover ironer and stand 


Not. 48 and 56 Ironers, Motor Driven 

Nos. 48 and 56 “Simplex” Ironers 
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Western Electric 

SIX 



Side View 
Fan Tilted Up 


Front View 




Side View 
Bracket Position 


Six Inch Universal Fan 

A LOW PRICED 6 INCH DESK OR BRACKET TYPE UNIVERSAL FAN 
OPERATES ON DIRECT OR ALTERNATING CURRENT 
25 TO 60 CYCLES, 110 VOLT CIRCUITS 

The Western Electric Six has become a permanent factor in the electric fan market. Its low cost, light 
weight, small operating expense and general adaptability has made it one of the most salable fans. 

It can be placed on the table or desk or a shelf in an upright position, or suspended from the wall as a 
bracket fan, the change from desk to bracket type being made by simply loosening a thumb nut, swinging 
the base into the desired position, and tightening the nut again. 

Each fan is furnished complete and ready for operation with a cord and plug. The bearings are oiled 
by means of a small oil cup which requires very little attention. 


Retail Price Each 

List East of the West of the 

No. Rocky Mountains Rocky Mountains 

6 . $6.95 $7.25 


Finish, Statuary Bronze. 

Weights: net, 4 lbs.; shipping, 5 lbs.; case of 6, 35 lbs. 
ffousohold Motor Applications 16-5 


List Price Each 

East of the West of the 

Rocky Mountains Rocky Mountains 
$12.50 $13.00 


Digitized by 


Google 




Quantity Prices 
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12 Inch Desk and Wall Fan A.C., 
4 Blades 


9 Inch Oscillating Desk 
and Wall Fan A.G. and D.C. 


12 Inch Desk and Wall Fan A.C., 
4 Blades 


Dull Black Finish 


List 

No. 

Size 

Type 

No. 

Blades 

Speed 

Watts at 
High 
Speed 

Weight Lbs. 

tRetailPrice 
with Plug 
and Cord 

fList Price 
with Plug 
and Cord 

Net 

[Shipping 


FOR ALTERNATING CURRENT 60 CYCLE- 

-110 VOLT CIRCUITS 


D371-075 

9 in. 

Desk or bracket 

4 

1900-4600-1200 

23 

4Vs 




D371-077 

9 in. 

Oscillating 

4 

1800-1500-1100 

24 

5** 




12101 

12 in. 

Desk or bracket 

4 

1700-1550-1400 

43 

19 

25 

22.30 

31.32 

12111 

12 in. 

Desk or bracket 

6 

1150-1050- 950 

25 

19 

25 

23.50 

47.00 

12121 

12 in. 

Oscillating 

4 

1700-1550-1450 

48 

17H 

25 


39.90 

12131 

12 in. 

Oscillating 

6 

1150-1050- 900 

42 

175i 

25 


59.00 

16101 

16 in. 

Desk or bracket 

4 

1600-1300-1250 

86 

21% 

31 


36.40 

16111 

16 in. 

Desk or bracket 

6 

1450-1050- 950 

76 

215* 

31 


54.60 

16121 

16 in. 

Oscillating 

4 

1600-1300-1250 

88 

20 

31 


44.80 

•16131 

16 in. 

Oscillating 

6 

1450-1050- 950 

81 

20 

31 


67.00 



FOR DIRECT CURRENT—110 VOLTS 


D371-175 

9 in. 

Desk or bracket 

4 

1900-1650-1400 

23 

5% 


mimm 

$19.60 

D371-177 

9 in. 

Oscillating 

4 

1800-1550-1300 

24 

6 


BnEiil 

23.80 


12 in. 

Desk or bracket 

4 

1650-1300- 900 

36 

19 

25 


29.04 


12 in. 

Desk or bracket 

6 

1200-1000- 800 

24 

19 

25 

ByXilil 

30.80 

12120 

12 in. 

Oscillating 

4 


41 

19 

25 


37.80 


12 in. 

Oscillating 

6 


31 

19 

25 

19.60 

39.20 


16 in. 

Desk or bracket 

4 


69 

21 

31 

25.00 

35.00 

16110 

16 in. 

Desk or bracket 

6 


46 

21 

31 

26.30 

38.82 


16 in. 

Oscillating 

4 


74 

21 

31 

31.00 


16130 

16 in. 

Oscillating 

6 


51 

21 

31 

32.50 

45.50 


For 220 volts—Alternating or direct current circuits. 
For 50 cycle—100 to 120 volt circuits. 

For 40 cycle—100 to 120 volt circuits. 

For 25 cycle—100 to 120 volt circuits. 

For 30 to 35 volt direct current fans. 


On application 


•Will operate satisfactory on circuits of 5% above or below rated voltage. 

Fans are shipped, except for export, with blades and guards assembled ana packed one in a box. 

Delivery F. O. B. Western Electric warehouses except those houses taking net additions as noted below: 


•Delivery Points 

Desk and Bracket | 

| Oscillating 

9 in. 

12 in. 

16 in. | 

9 in. 

12 in. 

16 in. 

Houston. Tex______ 

Ml 

mk M 

HErHI 

OM 

$0.35 

.55 

gpij 


Denver, Colo. 

.35 

.65 

.75 

.40 

.75 

R5 

U'lA cstv. T7t»h. 

.40 

.75 

.95 

.45 

.95 



.50 

.90 

1.35 

.55 

1.35 

1.65 


listed 


A 50 cent freight allowance will be made on freight (not express) shipments of 500 lbs. or more at points 


t Prices apply only to stock on hand. 


Google 


Digitized by y 
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32 Inch Direct-current Ceiling Fan 56 Inch Ceiling Fan, D.C., 4 Blades 

Direct Current Ceiling Fans 

The leading characteristics of the Western Electric ceiling fans are their small current consumption, 
quiet operation and the small amount of attention required for their maintenance. 

The line of direct current ceiling fans comprise a 32 inch fan finished in white enamel or black japan, 
specially designed for use in hotels, cafes, offices and narrow hallways and a 56 inch fan finished in black japan. 
The 56 mch fans particularly recommended for use in large hotels, theaters, restaurants, offices and stores. 

For 110 Volt Circuits 



Approx. 

Net 

Approx. 

Shipping 

List 

fRetail 

Price 

fList Price 

Wt. 

Wt. 

No. 

Complete 

Complete 

25 

40 

673 

$27.00 

$37.80 

50 

105 

681 

32.25 

43.20 


tPrices on the 32 and 56 inch fans do not include stems. Stems may be furnished at an extra charge 
of 45 cents per foot or fraction thereof. 

For voltages and frequencies other than specified above, or for electrolier attachments and special 
finishes, prices will be furnished on application. 

Delivery F. O. B. Western Electric warehouses except those houses taking net additions as noted below. 


Plain or 
Ornamental 

Delivery Points Ceiling Fans 

Houston, Tex. $0.75 

Dallas and Ft. Worth, Tex. 1.15 

Denver, Colo. 1.65 


Plain or 
Ornamental 

Delivery Points Ceiling Fans 

Salt Lake City, Utah, and Butte, Mont.. $2.10 
San Francisco, Portland, Los Angeles, 

Seattle. 2.75 



Type G. 52 Inch Ceiling Fan With Electrolier Attachment Type D. Deflector Ceiling Fan 

Alternating Current Ceiling Fans 

The Western Electric ceiling fans for alternating current circuits offer a wide choice of fans for the solu¬ 
tion of ceiling fan installations of all kinds. 

In their construction, special attention has been given to the electrical and mechanical design, thus insur¬ 
ing exceptionally high operating efficiencies, reliability and serviceability with a minimum of maintenance. 


dining cars, hotel rooms, cafes, restaurants. It may be operated at five speeds. 

The 52 inch Type C ceiling fan is recommended for large halls, theaters, offices, etc., and may be fur¬ 
nished with or without electrolier attachments in the plain finish, Type C, or in ornamental finish, Type CO. 

Adjustable Blades. A distinctly novel departure in ceiling fan construction is the adjustable blade 
feature which has been incorporated in the 52 inch, Type C and CO fans. With the ordinary type of fan, 
the blades are fixed so that air is delivered downward, and the only change that can possibly be made is to 
reverse the blades so as to throw the air upward. This entails removing the blades entirely and replacing 
them in the reverse position. , 

On the new, adjustable blade, Types C and CO fans, the position of the blades can be changed at will, 
even when the fan is operating, so that the air can be directed downward, or upward to any degree, and by 
adjusting the blades so they are flat, no air will be moved. 

The 60 inch Type A and Type E are particularly adapted for use in large halls, stores, restaurants, etc. 
The Type A fan is furnished with adjustable blades unless equipped with electrolier attachments. The 
blades on the Type E fan are fixed; that is, not adjustable. 

For prices see next page. 

Household Motor Applications 16-7 & 16-8 
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Type C. 52 inch. Four Blade Adjustable 


Type E. 60 Inch, Four Blade Celling Fan 

with Electrolier Attachment 


l: 

Type CO. 52 inch. Four Blade Ceiling Fan with Electrolier Attachment 

Alternating Current Ceiling Fans 


List 

No. Type 

Cycles 

Volts 

Size 

"weep 

in 

Ins. 

D Deflector 

50-140 

50-125 

14 

106 Plain “C” 

60 

110 

52 

521 Om. “CO” 

60 

110 

52 

A Plain 

50 or 60 

50-125 

60 

E Plain “E” 

50 or 60 

100-120 

60 



Retail List 
Price Price 

Complete Complete 


For electrolier attachments, special fittings, extras, etc., prices on application. 

A complete ceiling fan consists of starting switch, ceiling hook, canopy, insulated hanger and stem for 
12 foot ceilings unless otherwise noted. 

♦Price does not include stems unless specially ordered. % inch enameled black japan or oxidized copper 
conduit is recommended. Prices on application. 

tAbove may be furnished with 2 blades for 56 inch sweep at same prices. 

Alternating Current Fans 

Adjustable Blade 

Size No. No. Watts Approx. Retail List 

List Sweep of of Speeds Con- Shpg. Price Price 

No. Type Cycles Volts in Ins. Blades Speeds Finish R.P.M. sumed Wt. Complete Comp. 

130 Plain Adj. “C” 60 110 52 4 3 Black japan 225 125 81 $43.20 $77.76 

138 Ora. Adj. “CO” 60 110 52 4 3 Blackjapan 225 125 89 45.95 82.71 

Attachments, Extras, Etc. 

For voltages and frequencies other than specified above, prices will be furnished on application. 

Prices for Types A, D or E fans include stems for 12 foot ceilings. For greater lengths, add $3 per foot. 

' For 220 volt fans, add $1.65 net. 

Stem and casing will not be furnished with Type C fan, but insulated hanger, hook and canopy will 
be supplied. Plain % in. iron pipe threaded both ends to fit motor and hanger, finished same as fan, will 
be furnished at 45 cents net per foot or fraction thereof. 

Type CO fan prices include solid suspensions suitable for 12 ft. ceiling. For adjustable suspension, 
10 to 12 feet, add $1.50 net. 

With all Types C and CO fans we can furnish special wall switches and rheostats to give seven speeds. 
Prices on application. 

Delivery F. O. B. Western Electric warehouses except those houses taking net additions as noted below. 
Delivery Points. 52 and 60 inch Delivery Points. 52 and 60 inch 

Houston, Tex. $0.75 Salt Lake City, Utah andJButte,' Mont. $2.10 

Dallas and Ft. Worth, Tex. 1.15 San Francisco, Portland, Los Angeles, 

Denver, Colo. 1.65 Seattle. 2.75 

Prices of floor or counter column fans will be furnished on^pnie^ These are not carried 
in stock, but will be built to specifications. 


16.10 
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Western Electric 

FAN SPECIALTIES 


Mail Orders Filled 
at Prevailing Prices 



No. S-203088 No. 203087 Electric Battery Fan 

Tripod Cotter Pin Suspension Stay Rod Suspension 

Style Type ^ 

Telephone Operating Room Fans 

These fans have been designed to meet the special requirements of telephone companies for a slow 
speed, noiseless, easy running fan for use in telephone operating rooms. 

These fans, which are modified types of Western Electric standard fans, are furnished in two styles, 
tripod cotter pin suspension type and the stay rod suspension type. Each type of fan is furnished for 
both direct and alternating current. The tripod cotter pin suspension type in the 16 inch size and the stay 
rod suspension type in the 12. inch size. Both types are furnished with 6 blade drawn steel frame fans 
with blade guards and screws finished in black. 


Electric Battery Fan 


Style No. 

Style No. 


Current 


Speed 

•List Price 

of Fan 

Suspension 

Size 

or Cycles 

Volts 

R.P.M. 

Each 

244824 

S-203088 

16 ins. 

60 

100-125 

1050 

$75.00 

244825 

S-203088 

16 ins. 

60 

200-250 

1050 

79.00 

244828 

S-203088 

16 ins. 

D.C. 

100-115 

1050 

77.50 

244829 

S-203088 

16 ins. 

D.C. 

200-230 

1050 

81.00 

244822 

203087 

12 ins. 

60 

100-125 

1050 

64.00 

244823 

203087 

12 ins. 

60 

200-250 

1050 

67.50 

244826 

203087 

12 ins. 

D.C. 

100-115 

1200 

65.00 

244827 

203087 

12 ins. 

D.C. 

200-230 

1200 

68.50 

List No. 


Butler Electric Battery Fans 


tList Price 
Each 

371839 

Butler electric battery fan with 6 ft. cord.... 



. $25.20 


8 Inch Battery Fan 


Knapp 8 Inch Battery Fan 

Type B. F. 

A portable model of simplicity for the home, office or sickroom. 

POINTS OF CONSTRUCTION 

Armature, laminated. Field, two-pole. Commutator, drawn copper 
segments, insulated with mica. Brushes, copper gauze, self-adjusting. Oil 
cups, wick feed. Base, fitted with starting switch. Finish, black japan, with 
brass polished fan and guard. 

BATTERY 

This is an ideal outfit with a 6 volt storage battery. Twenty good dry 
cells, 6 x2 l A, connected 5 in series, 4 multiples, if run three hours per day will 
last for 200 hours upward; more continuous work will lessen the total run. 

The box for 20 dry cells is wired complete and a diagram furnished, show¬ 
ing how to put in the cells and connect. 

Performance: Speed, 1600 R.P.M. Volts, 6. Amperes, 1.2. 

List List Prices and Data fList Price 

No. Each 

145 B. F. motor, 8 in. fan and guard (no cord or battery). $12.00 

112 Box for 20 cells (less cells). 1.50 

110 6 ft. connecting cord, flexible. .80 

•Delivery F. O. B. Factory, Newark, N. J. For warehouse deliveries 
write nearest house. 

tDelivery F. O. B. New York. For warehouse deliveries write nearest 
house. 
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Western Electric 

EXHAUST AND VENTILATING FANS 

Induction Type 



Bucket Blade Exhaust Fati9 A.C. or D.G. 



Flat Blade Ventilating Fan A.C. or D.C. 


Exhaust and Ventilating Fans 


The Western Electric line of exhaust and ventilating fans has been developed through years of experience 
in solving ventilating problems of all kinds. Their efficient operation, with the small amount of care required, 
renders them particularly adapted to the installations for which they have been designed. 

The 12 inch and 16 inch ventilating fans are recommended for ventilating restaurants, cafes, small 
moving picture theaters, halls, hotel and apartment house kitchens, etc. They are very light in weight and 
can be installed with small expense and without the necessity of special construction work. They have 6 
flat polished brass finished blades and the frame is finished in black enamel. 

The 9 inch, 12 inch and 15 inch exhaust fans are recommended for installation in factories, lofts and cellars 
where fresh air is essential, not only for the benefit of the occupants of the rooms, but also for the benefit of 
the material stored there, as in many cases, the freshness of the goods stored depends on the freshness of the 
surrounding air. 


Size 

Ins. 

No. 

of 

Blades 

Style 

of 

Blades 

Finish 

of 

Blades 

Finish 

of 

Body 

Speed 

R.P.M. 

With 3 Speed 
Regulator 

Watts 

at 

High 

Speed 

Wts. 

Net | Shpg. 

List 

No. 

Retail 

Price 

List 

Price 

Ventilating Fans — 60 Cycle 110 Volt 

12 

6 

Flat 

Brass 

Black 

1450-1250-1050 

50 

33 

KEI 




16 

6 

Flat 

Brass 

Black 

1040- 960- 860 

70 

40 

65 


i 




Ventilating Fans—Direct Current, 110 Volts 


12 

6 

Flat 

Brass 

Black 

1600-1320-1000 

48 

33 

50 

371787A 

1 $19.25 

$27.00 

16 

6 

Flat 

Brass 

Black 

1150-1000- 800 

54 

40 

65 

371789A 

| 22.00 

31.00 


Exhaust Fans—60 Cycle, 110 Volts 


9 

5 

Bucket 

Black 

B’ack 

1500-1400-1220 

40 

30 

45 

371773A 

rsmm 


12 

5 

Bucket 

Black 


1500-1370-1220 

75 

mum 

66 

371775A 

26.75 

KtSTji 

15 

5 

Bucket 



1140-1040- 940 

140 

42 

68 

371777A 

39.25 

USE 


Exhaust Fans—Direct Current, 110 Volts 


EH 

5 

Bucket 

Black 

Black 




45 

371791A 

1 WMrkW 



5 

Bucket 


Black 




66 

371793A 

m 



5 

Bucket 


Black 




68 

371795A 

EaE] 1 



For 3 speed regulator, prices on application. 

For A.C. 25 cycle, prices on application. ' 

For A.C. 40 cycle, prices on application. 

For 220 volt fan, prices on application. 

When ordering specify exact voltage and frequency desired. 

Delivery F. O. B. Western Electric warehouses except those houses taking net additions as noted below: 


Delivery Points 

Houston, Tex. 

Dallas and Ft. Worth, Tex. 

Denver. Colo.. 

Salt Lake City, Utah, and Butte, Mont. 

San Francisco, Portland, Los Angeles, Seattle 


*- 

—Exhaust- 

-» --Ventilating-* 

9 In. 

12 In. 

15 In. 12 In. 

16 In. 

$0.30 

$0.45 

$0.60 $0.30 

$0.35 

.45 

.65 

1.00 .45 

.55 

.65 

.90 

1.50 .65 

.75 

.80 

.90 

1.55 

1.70 gitlZl 

2.35 .75 

9( 2.60 .90 

.90 

1.35 

17 
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Western Electric 

VENTILATING OUTFITS 


Mail Orders Filled 
at Prevailing Prices 



A.C. Exhaust Fan Outfit 
Type R Repulsion Motor 
D.C. to Ventura Desk Fan 


A.C. Exhaust Fan Outfit 
Polyphase Ind. Motor 
D.C. to Ventura Desk Fan 


D.C. Exhaust Fan Outfit 
Constant Speed D.C. Motor 
D.C. to Ventura Desk Fan 


Ventura A.C. Exhaust Fan Outfit—Direct Connected 


Air 

Delivery 

in 

Cu. Ft. 
per Min. 
(Approx.) 


Ship. 

_ Wt. 
in Lbs. 
Outfit 
(Approx.) 


HP. 

(Approx.) 


List Price Outfit 

h- With 

t CR-1262 
u- Regu- 

>r lator 


CONSTANT SPEED OUTFITS WITH 60 CYCLE SINGLE-PHASE MOTORS (TYPE SA) 


720 

1800 

( 2 

55 

1/30 

325 

$86 

750 

1200 

110 2 H 

60 

1/30 

325 

92 

1115 

1200 

and < 2$$ 

65 

1/30 

325 

100 

1580 

1200 

220 3 

90 

1/15 

137 

122 

1860 

900 

1 3H 

130 

1/10 

147 

144 






CONSTANT SPEED OUTFITS WITH 60-CYCLE POLYPHASE MOTORS 



21H 

2770 

900 


4 

205 

1/7 

no 

$172 

26 H 

4220 

720 

110 

5 

290 

1/4 

120 

218 

32 

6530 

600 

220 

6 

390 

3/8 

120 

264 

37 M 

9900 

600 

440 

i 7 

460 

5/8 

140 

330 

42^ 

11130 

450 

550 

8 

620 

3/4 

160 

374 

48 

17500 

450 


9 

850 

1 

180 

462 


Single-phase outfit with Type SA motor consists in each case of 60 cycle enclosed motor, fan and tripod. 

Single-phase outfits with Type R motor consists in each case of 60 cycle enclosed repulsion motor, fan and tripod. The 
fit may be used for constant speed work connecting the motor directly across the line. For variable speed work CR-1262 


Outfit may be used for constant speed work connecting the motor directly across the line. For variable speed__ 

regulator as listed giving 33 per cent, speed reduction is used, air delivery varying in direct proportion to the speed. Type It 
motor may be operated on either 110 or 220 volt circuits by suitably interchanging the lead connections. 

Constant speed outfit with three or tw’o-phase motor consists in each case of 60 cycle motor, fau and tripod. Horizontal 
motor is totally enclosed. Vertical motor is open. 

Ventura D.C. Exhaust Fans—Direct Connected 


1 work CR-1262 
peed. Type R 


HP. 

of 

Rheostat 



Speed 

R.P.M. 

(Approx.) 

Volts 

Fan 

No. 

1500 

115 

2 

1500 

230 

2 

1290 

115 

2 H 

1290 

230 

2 M 

1200 

115 

2 H 

1200 

230 * 

2 H 

1070 

115 

3 

1070 

230 

3 

1000 

115 

3Vi 

1000 

230 

3H 

1000 

550 

3 l A 

i 900 

115 

4 

900 

230 

4 

900 

550 

4 

750 

115 

5 

750 

230 

5 

750 

650 

5 

625 

115 

6 

625 

230 

6 

625 

550 

6 

550 

115 

7 

550 

230 

7 

550 

550 

7 

475 

115 

8 

475 

230 

8 

475 

550 

8 

440 

115 

9 

440 

230 

9 

440 

550 

9 


(Approx.) (Approx.) 



SP-30008 
8 P-30009 
SP-30008 
8P-30009 
SP-30008 
8 P-30009 
S P-30090 

59632 

59607 

59619 

59631 

59607 

59619 

59631 

59608 

59620 

59632 

59608 

59620 

59632 

59609 

59621 

59633 

59610 

59622 

59634 

59611 

59623 

59635 


RT-1/20 

RT-1/20 

RT-1/20 

RT-1/20 

*335 

*335 

*335 

*335 

*246 

*246 

RT-1/4D 

RT-1/4D 

RT-1/4D 

RT-1/4D 

RT-1/2D 

RT-1/2D 

RT-1D 

RT-1/2D 

RT-1/2D 

RT-1D 

RT-1D 

RT-1D 

RT-2D 

RT-2D 

RT-2D 

RT-2D 

RT-3D 

RT-3D 

RT-3D 



•Type 8D. The above outfits consist in each case of a series wound motor with totally enclosing covers, fan, tripod and 
armature speed regulator, equipped, on sixes 18H and larger, with low voltage release. .Regulator is capable of reducing 
motor speed 50 per cent. The air delivery varies in direct proportion to the speed. 

Household Motor Applications 24-1 
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Western Electric 

VENTILATING OUTFITS 




Single Phase Motor, Direct 
Connected to Davidson Pro¬ 
peller Fan 


Polyphase Induction Motor Di¬ 
rect Connected to Davidson 
Propeller Fan 


D.C. Motor Direct Connected to 
Davidson Propeller Fan 


Davidson Exhaust Fan Outfits 

DIRECT CONNECTED 

Single-phase outfit consists of single-phase Type R enclosed repulsion motor, fan and tripod. The out¬ 
fit may be used for constant speed work connecting the motor directly across the line. For variable speed 
work CR-1262 regulator as listed giving 33 per cent, speed reduction is used, air delivery varying in direct 
proportion to the speed. 

Direct Current outfit consists in each case of a series wound motor with totally enclosing covers, fan, 
tripod and CRrl225 armature speed regulator, with low voltage release, capable of reducing speed 50 per 
cent. The air delivery varies in direct proportion to the speea. 

Note: The air delivery and H.P. required for Davidson fans given herewith, are based on free intake 
and delivery. Hence these outfits are not designed for use with any great quantity of duct work, either in 
the intake or outlet. Air deliveries are supplied by the fan manufacturers, but are not guaranteed by the 
Company. 

A.C. OUTFITS WITH 60 CYCLE SINGLE PHASE MOTORS 


Air . I List Price Outfit 


Air 

Delivery 

in 

Cu. Ft. 
per Min. 
(Approx.) 

Speed 

Sync. 

R.P.M. 

Volts 

Ship. 

Wt. 
in Lbs. 
Outfit 
(Approx.) 

H.P. 

(Approx.) 

List 

No. 

Speed 

Reg. 

Motor 

Frame 

2812 

925 



175 

A 


526 

4800 

675 


110 

255 

A 


, 546 

8436 

600 


and 

385 

Vi 


564 

12400 

510 


220 1 

570 

1 


588 

15390 

400 

_, 

i 

710 

l A 


596 


175 ]/ 2 . 526 $198 

110 255 y . , 546 268 

* and 385 V 2 . 564 326 

220 | 570 1 . 588 550 

l 710 . 596 630 

OUTFITS WITH 60 CYCLE POLYPHASE MOTORS 


2600 

9(X) 

4100 

600 

8000 

600 

13000 

600 

16000 

450 

24000 

450 
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Western Electric 

Western Electric 

SEWING MACHINE 


Mail Orders Filled 
at Prevailing Prices 



Sewing Machine 



Sewing Machine enclosed in carrying 
case 


Jl 

This foot control regu¬ 
lates perfectly. A press¬ 
ure of the foot starts the 
motor, produces any 
desired speed and stops 
the motor. 


Portable Electric Sewing Machine 

The Western Electric Sewing Machine is a combination of the standard Western Electric Sewing 
Machine motor and a high-grade sewing machine of national repute, the combination resulting in a compact, 
self-contained and easily portable electrically operated sewing machine. 

The Motor. The electric motor is of the universal type, which can be operated on direct or alternating 
current circuits. The standard motor is designed for operation on 110 volts and will operate efficiently on 
alternating current frequencies of 25,30, 40, 50 or 60 cycles. Motors can be furnished for 220 volts and for 
133 cycles at a slight additional cost. 

The speed of the motor is controlled by a foot rehostat, and the sewing speed can be varied from slow 
to fast through several intermediate speeds by a slight pressure of the operator's foot. 

No. 1 Type. The present Western Electric Portable Sewing Machine is of the vibrating shuttle type, 
the oldest and most popular type ot sewing machine on the market. The shuttle motion is the same as in 
the Singer sewing machine—as you know, the most extensively used sewing machine in the country. It is 
also the least expensive to build and was selected by us as the first one to place on the market because of 
that fact. 

No. 2 Type Rotary Sewing Machine. The rotary sewing machine is larger than the present vibrating 
shuttle type, the head being the same as that used in tne standard pedal type machine. The bobbin is of 
cylindrical shape and rotates on its own axis, using the principle of the Standard sewing machine, which was 
the original rotary type machine. 

No. 3 Type—Low Arm Single Thread Machine. This machine is built on the principle of the 
Wilcox <fc Gibbs machine, and we are advised by the factory that*the parts are practically interchangeable 
with that machine. The distinctive feature of this machine is that it has no bobbin, the spool on top fur¬ 
nishing thread for both the upper and lower parts of the stitch, which is a chain stitch and can be unraveled 
easily by breaking the thread at any point. 

We are advised that this machine, as well as the rotary, has a greater sewing speed than the vibrating 
type. 


Complete With Motor and Set of Attachments 


List 

No. 

1 

2 

3 


Vibrating Shuttle Type for 110 to 120 volts D.C. or A.C., 
60, 50, 40, 30 or 25 cycle circuits. Net weight 32 lbs. 

Gross weight 50 lbs. 

Rotary Type, for 110 to 220 volts D.C. or A.C., 60, 50,40, 
30 or 25 cycle circuits. Net weight 37 lbs. Gross weight 

62 lbs... 

Low Arm Single Thread Type, for 110 to 120 volts D.C. or 
A.C., 60, 50, 40, 30 or 25 cycle circuits. Net weight 29 
lbs. Gross weight 45 lbs. 

Extras 

For 220 volts, A.C. or D.C., 32 volt D.C., or 133,cycle A.C., 

add to above prices. ..*. 

Cork pulley. 

Foot control less cord. 

Rheostat only. 


^-East of the Rockies—* ^-West of the Rockies-^ 


Retail 

Price 

List 

Price 

Retail 

Price 

List 

Price 

$35.00 

$46.00 

$37.00 

$49.00 

46.50 

61.00 

48.50 

64.50 

56.50 

74.50 

58.50 

77.50 

.75 

.60 

4.00 

3.00 

1.50 

.80 

0.00 

:ed4.00 

.75 

.60 

4.00 

3.00 

1.50 

.80 

6.00 

4.00 
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Western Electrie 



Jack Rabbit Type Sewing Machine Motor Pedal 

Jack Rabbit Type 

Western Electric sewing machine motors, Jack Rabbit Type, fit any machine except Willcox & Gibbs 
automatic (or New Home automatic) machines, for which it is advisable to order the special bracket types 
made for these machines as mentioned below. Just slip off the belt and«place the motor on your machine 
next the wheel. Place the little pedal on the floor. A slight pressure of your toe starts the wheel. Press a 
bit harder to go faster, no effort is required. Just a silent, steady motion which stops the instant you remove 
foot from pedal. Without extra pressure it will put the needle through several plies of heaviest fabric. 
You can do fancywork, quilting, etc., and all the attachments are more easily used. The cost of running is 
scarcely more than a small 8-candle power light. Guaranteed against electrical or mechanical defects for a 
period of one year. . 



Bracket Type Motor, Motor Attached Showing Motor Ready to Lower 

For Standard Rotary Machines Only Typ© 

The bracket types have been designed to attach the Western Electric motor permanently to the sewing 
machine in such a manner that the Western Electric motor can be swung under the head of the sewing mach¬ 
ine so that it may be closed in the ordinary way. 

Western Electric special brackets can be furnished for the following makes of sewing machines. 

Singer—All types New Home—Vibrator Free—All types National—Automatic 

White—Rotary New Home—Rotary King—All types Standard—Rotary 

White—Vibrator New Home—Automatic National—Rotary Willcox & Gibbs—Automatic 

Eldredge—Two spool 

Universal Type bracket which fits all makes of sewing machines except the automatic. 

When ordering be careful to specify just which type and model, also name of manufacturer. *List 
List No. Retail Price Each Price 

371056 Sewing machine motor, Jack Rabbit Type, 110 to 120 volt, A.C. or D.C_ $15.00 $22.00 

371065 Sewing machine motor, Jack Rabbit Type, 220 volt, A.C. or D.C. 15.75 23.50 

371840 Special bracket type, 110 to 120 volt, A.C. or D.C. 15.00 22.00 

371841 Special bracket type, 220 volt A.C. or D.C. 15.75 23.50 

371842 Universal bracket type, 110 to 120 volt, A.C. or D.C. 15.00 22.00 

371843 Universal bracket type, 220 volt, A.C. or D.C.•.. 15.75 23.50 

Cork pulley. .50 .70 

Foot control with cord and plug. 4.50 7.00 

Rheostat only with cord and plug. 3.50 5.00 

•Delivery F. O. B. Factory, Racine, Wis. For warehouse deliveries write nearest house. 

27 Household Motor Applications 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


SEW E-Z MOTOR AND FLOOR POLISHER 



Sew E-Z Motor 
Tailor Type 


Sew E-Z Sewing Motor 

TAILOR TYPE 

The Hamilton Beach Tailor Type Sew-E-Z Sewing Motor represents the latest 
production of a factory celebrated for introducing some of the greatest time and 
labor savers ever invented. It presents to the owners of tailor shops, glove factories, 
overall factories, shirt houses, etc., a wonderful opportunity to reduce overhead, 
and at the same time improve working conditions for employees. This motor fits 
and operates perfectly practically all types and models of factory and tailor machines. 
You don't change an item on your machine, except to lower ita operating cost. 
You require neither bolts, clamps nor screws to fasten Sew-E-Z. Simply place it 
on the machine with the little cork pulley, next to the hand wheel, place the little 
self starter in any convenient position on the floor. All the operator has to do 
is to guide the sewing and regulate the speed by a slight pressure of the foot. It 
is light, portable, can be readily changed from one to another machine, and its 
current consumption and maintenance cost are negligible factors. This motor is 
scientifically corrected, compact and convenient, and is built of the best material 
the market affords. 

Size of Motor: Diameter, V/% inches; length, 5J^ inches; weight, 4?^ lbs.; 
length of shaft, 7-5.32 inches; size of pulley, 1H inches, uprights, 6 inches; lowest 
position top edge of pulley, 3 inches* highest position top edge of pulley, 6 inches. 

Motorwound for 115 Volts, A.C. or D.C., 25 to 60 cycles. 

Watts: 41 at lowest speed, 70 at highest. 

Gives speed of 300 to 1800 stitches per minute. Motor is reversible by simply 
reversing position of pulley and bobbin. 



Floor Polisher 

Household Motor Applications 


Shaft extension outside of motor is equipped with friction attachment 
for winding bobbins.' Retail List 

Price Price 

Weight Each Each 

Tailor Type Sew-E-Z Sewing Machine Motor. 4 % lbs. $22.00 $32.00 


The Wax-rite Floor Polisher 

The Wax-Rite floor polisher is constructed of the best materials the 
market affords, and in a manner that will insure lasting satisfaction. 

This device accomplishes what architects, wax manufacturers and floor 
finishers have tried in vain to accomplish for years—to secure a hard, 
smooth, wax finished surface. Forever eliminates the necessity of getting 
on the knees to perform this tiresome household duty. 

Attach to any ordinary electric light socket and after applying the 
wax (with the special H. B. applicator which goes with every machine) 
without the slightest effort on the part of the operator it silently glides 
over the surface to be polished and with its massive bristle brush revolving 
at the rate of three thousand revolutions a minute, gives floors a hard, 
glassy finish that would require hours of hard labor to obtain by hand. 
Uses less wax and gives a finish that wears ten times longer than that 
applied by any other method. 

Dimensions. Length 10J^ inches, width 7 inches, height, exclusive 
of handle, 8 inches. The handle is made of second growth hickory of 4 
foot length and has a feed through switch, thus eliminating any possibil¬ 
ity of short circuiting. Weight, entire machine, 21 lbs. 

Motor. H. B. Air Cooled Universal, operating on either alternating 
or direct current at 110 volts. Equipped with a 7 J $ inch first quality round 
bristle brush. Finish black japan. 

Retail Price List Price 

• Finish W r eight Each Each 

Wax-Rite Floor Polisher. Black japan 21 lbs. $35.00 $50.00 

Delivery F. O. B. Factory, Racine, Wis. For warehouse deliveries 
write nearest house. 
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Hair Dryer 


Shoe Dryer 




Electric Hair Dryer 

The No. 1 Hair Dryer is recommended for professional use, as it throws a strong blast of air, doing the 
work in quicker time than the No. 2. The No. 2 Dryer is, however, generally used by professionals, espe¬ 
cially when quick service is not essential. 

Standard voltage 110-120 volts A.C., 25 to 60 cycles, and D.C. 100-120 volts. 


List Retail Price List Price 

No. Each Each 

370528 Electric Hair Dryer No. 1, heavy type. $25.00 $36.00 

371057 Pedestal for No. 1. 5.00 7.70 

371058 Electric Hair Dryer No. 2, light type. 16.50 24.00 


Electric Shoe Dryer 

The H.B. Cyclone Shoe Dryer is portable, very light, efficient, durable and foolproof. Has a univer¬ 
sal support which fits any stand so that one shoe can be dried while the other is being treated with 
polish. This machine is made of a highly polished aluminum casing enclosing a powerful little H.B. motor 
which drives the fan, throwing a strong blast of air which circulates around every part of the shoe. 

Standard voltage 110-120 volts A.C., 25 to 60 cycles, and D.C. 100-120 volts. 

List Retail Price List Price 

No. Each Each 

370529 Electric Shoe Dryer. $17.50 $26.00 


“Cyclone” Electric Drink Mixer 



Drink Mixer 


This mixer is an entirely new design that will posi¬ 
tively mix any drink your customer calls for, and mix it 
far better and quicker than the most expert operator 
with the old time hand shake. Eggs, ice, lemons, or any 
ingredients ordinarily used can be prepared and the 
drink compounded in the usual manner. Then let the 
machine do the mixing instead of using the shoulder 
wrenching band shaker. The No. 2 mixer is so con¬ 
structed that the mixing glass and mixing blade can 
easily be cleaned after each individual drink, thus insur¬ 
ing cleanliness and positive sanitation. 

List Retail Price List Price 

No. Each Each 

371052 No. 1 “Cyclone” Drink 

Mixer, nickel finish. $15.50 $25.00 

371053 No. 1 “Cyclone” Drink 

Mixer, silver finish. 18.50 31.00 

371060 No. 2, nickel-plated detach¬ 
able agitator. 18.00 30.00 

371061 No. 2 t silver-plated detach¬ 
able agitator. 21.00 35.00 

371062 Detachable agitators for 

No. 2 Mixers. 1.25 2.00 

Standard voltage 110-120 volts A.C., 25 to 60 
cycles, and D.C. 100-120 volts. 


Delivery F. O. B. Factory, Racine, Wis. For warehouse deliveries write nearest house. 
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Electric Sewing Motor .Fan Attachment 
Jack Rabbit Type Consists of Fan and Guard 


Showing Fan and 
Motor 


Sew-E-Z as a Grinder 
4or Polisher 


Fan, Emery Wheel and Buffing Attachments 

These attachments fit any Jack Rabbit Type Sew-E-Z sewing motor. The Sew-E-Z motor when not 
used for sewing purposes can, with these attachments, immediately be converted into a highly efficient 
8 inch electric fan motor that will give you all the enjoyment from cool breezes that you could get from the 
most expensive fan of its size; an efficient grinding motor that will insure sharp carving knives, or a handy 
buffing motor with which to polish silver. 

The Fan. The blades are of steel and finished in polished nickel. To attach, remove the cork pulley 
and put the fan blade in its place and then a mere pressure of two springs attaches the guards. 

The Emery Wheel and Buffer. The emery and buffing wheels are of the best “A” grade carborun¬ 
dum. Buffer, 30 ply cotton buff. Arbor for emery wheel and buffer is steel nickel plated. 

Retail Price List Price 


Description Each Each 

Fan attachment complete (blade 7 inch). $2.50 $3.50 

Combination emery wheel and buffer. 1.50 2.40 


t 



Display Stand for 
Steel-Kut Coffee Mill 



Steel-Kut Coffee-Mill 


Steel-Kut Coffee Mill and Stand 

The Steel«Kut Coffee Mill cuts coffee scientifically right—not too fine, not too coarse. Cuts it so 
that you get the most from its flavor when percolating or boiling. This small investment forever elimin¬ 
ates the flavor-destroying crushing of the bean. This device can be hung anywhere within reach of an 
electric light socket. A mere pressure of the switch starts its operation and leaves you free for other duties. 
It is substantially constructed of white brass handsomely nickelplated. 

Dimensions. Height 30^ inches, width 7 inches, weight 7% lbs. Motor wound to operate on 115 
volts, 25 to 60 cycles A.C. or 115 volts D.C. 

Display Stand. Is made of cast iron. Height inches, width 7%. inches, length front to rear 5 
inches, weight 2 lbs. 5 oz., finish nickel plated. This stand enables the dealer to display the mill on the 
counter to the best advantage. 

Retail Price List Price 

Description Each Each 

Steel-Kut coffee mill complete with cord and plug. $16.50 $25.00 

Display stand for Steel-Kut coffee mill... 1$0 3.00 

Delivery F. O. B. Racine, Wis. For warehouse deliveries write nearest housfe 
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Type “F” Electric House Pump 

Western Electric 

House Pump 

The Paul Type “F” Electric House Pump has been designed especially to supersede the water motor 
driven pump, to positively do away with all the troubles connected therewith ana to practically eliminate 
care and repair. Being noiseless in action, small in size, simple, strong and self-contained, it fills the re¬ 
quirements for residence service in the most ideal manner. 

The pump bolted to the fully enclosed crank case frame is of the piston type, fully brass fitted. It is 
pood for a suction lift of twenty-five feet. For lifts below twenty feet, no priming is required when start¬ 
ing up dry. The lubrication is entirely automatic and of the splash system. 

DIMENSIONS AND WEIGHT 

Space occupied, wall or floor bracket mounting, length, 30 inches; width, 10 inches; height, 23 inches. 

Size of suction, % inch; discharge, % inch. 

Approximate shipping weight of pump with motor, 100 lbs. 


Capacity of No. 95F Pump, 150 Gallons per Hour. Rating of Motors, % to % H.P. Working 

Pressure, 40 and 50 Lbs. 







•List Price of Pump and Equipment 





For Open Tank 
Service 

For Pneumatic Tank 

Service 

List 

No. 

of 

Pump 

Capacity 
of Pump 
Gallons 
per 
Hour 



Equipment 

A 

Equipment 

B 

Equipment 

C 

Equipment 

D 


H. P. 
of 

Motor 

Electric 

Current 

Pump 

with 

Motor, 

Hand 

Control 

Pump with 
Motor and 
Automatic 
Electric 
Float 
Switch 

Pump 
with Motor 
and Air 
Charging 
Device, 
Hand 
Control 

Pump 
with Motor 
Air Charg¬ 
ing Device, 
Automatic 
Electric 
Controller 

Pump with Motor 
Air Charging 
Device, Auto¬ 
matic Electric 
Controller, (52) 
Gal. Galvanized, 
Range Boiler, 
Tapped Special, 
Pressure Gauge 
and Relief Valve 

95F 

96F 

150 

150 

H 

X 

A.C. 1 Phase 60 
Cycle 110-220 
Volt or D.C. 
110-220 Volt 



$114.56 

129.06 

$127.60 

142.10 

$163.86 

178.36 

95F 

150 

X 


$130.50 

$163.50 

$132.00 

$145.50 

$183.00 

96F 

150 

H 

iHl 

147.00 

180.00 

148.50 

162.00 

199.50 


Note: 1 . Specify pump with Equipment A, B, C, D or E; give electric current available. 

2.' Pumps will be shipped with wall bracket mounting, as standard. If floor bracket mounting 
is wanted, specify same on order. 

•Delivery F. O. B. Factory, Ft. Wayne, Ind. For warehouse deliveries write nearest house. 
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PAUL PUMPS 



Fl^. S03—Motor Driven 


Western Electric 


Paul Type E Pump, Motor Driven 

FOR SHALLOW WELLS 

The Paul Type “E” Pump, as illustrated by Fig. 803, is especially adapted for residence service where 
the vertical suction lift is 20 feet or less. On account of their vertical design and very small floor space 
occupied, these pumps may conveniently be connected to the piping of existing systems when replacing 
hand pumps, water lifts or other power pumps. These pumps are also conveniently arranged with tanks, 
automatic electric pressure controllers and fittings assembled and mounted on cast iron bases, thus forming 
complete systems. 

SPECIFICATION 


The slow speed pump of a very special, yet extremely simple design (patent applied for) is bolted to 
the outside of a box shaped cast iron frame, fully accessible. It is double acting, brass fitted, with high 

S ade rubber valves on brass seats and cup leather packing. The suction pipe entering below and the 
scharge pipe above can be swung in any desired direction. The frame also carries a perfectly silent and 
efficient drive, consisting of pulleys and flat belt with a low ratio of speed reduction in connection with a 
set of machine cut, slow speed, spur gears. Large removable bearings bolted to the face of the frame, 
insuringaccurate alignment carry the intermediate shaft with pulley and pinion and the crank shaft with 
gear. The gears are central between bearings inside the frame, thereby completely encased. Conveniently 
located grease cups are provided for crank pin and all bearings. The crosshead end of the connecting rod 
works in a bath of oil. All parts subject to wear are easily renewable. 

List Prices of Paul Type E Pumps, Motor Driven 











For Open Tank 
Service 

For Pneumatic Tank 
8ervice 

No. 

of 

Pump 

Capacity 
of Pump 
Gallons 
per Hour 

H. P. 
of 

Motor 

Elec trio Current 

Pump 

and 

Motor for 
Hand 
Control 

Pump, 

Motor, 

and 

Automatic 

Electric 

Float 

Switch 

Pump, 
Motor 
and Air 
Charging 
Devioe 
Hand 
Control 

Pump, 

Motor 

Air 

Charging 
Devioe and 
Automatic 
Electrio 
Pressure 
Controller 

[TO oHMMFSmiSSk 

150 

Lt 

A. C. 1 jPhase 60 Cycle 110-220 Volt 
or D.C. 110-220 Volt Motor 

$135.00 
' 214.50 

$171.00 

kUiRiTin 

$157.50 

91E. 

300 

LE 

256.50 

220 50 


90E. 

150 

1/ 

A.C. 1 Phase 25,30.40,125.130, Cycle 
110-220 Volt Motor 

150.00 

186.00 


172.50 

fMW 

300 

u 

240.00 

2«2 00 


■ExZHUi] 


Dimensions of Paul Type E Pumps, Motor Driven 


No. of Pump 

Maxi- 
mum 
Pressure 
in Lbs. 
perSq.In. 

Total 
Head 
in Feet 

Size of Piping 

Space Occupied 

Approx. 

Shipping 

HP. 

Re¬ 

quired 

Suction 

Dis¬ 

charge 

Length 

Width 

Height 

Weight 

Lbs. 

90E. 

50 

115 

EE3 

am 

M in. 
*4 in. 

11:11.11 

IH 1.11 

Kull.ll 

210 

1 

91E. 

50 

115 

Etna 

uSSjI 


315 


Delivery F. O. B. Factory* Fort Wayne, Ind. 
Household Motor Applications 


For warehouse deliveries write nearest house. 
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PAUL PUMPS 



type h deep well pump 

AND 

WATER SYSTEMS 

Capacity of pump 150 gallons per hour. Maximum working pressure 
50 lbs. Maximum depth to cylinder 50 feet.._ 


No. 

of 

Pump 


Drive 


HP. 


Approx 

Shpg. 

Wt. 


List Price 


Equipment 

A 

Well 
Cylinder 
for Any 
System 
with Hand 
Control 


Equipment 

Well Cyl¬ 
inder and 
Float 8witch| 
Controller 
Open Tank 
Systems 


Equipment 

Well Cylinder 
Air Compressor 
and Pressure 
Controller for 
Pneumatic 
Tank Systems 


275 


2 So 
500 


SI 72.50 

187.50 

202.50 


1205.50 


220.50 


$186.00 


214.50 
229 50 


Type H Deep Well Pump 


50 HM 


50 H M 


50 HE 


Electric motor A.C 
single phase, 00| 
cycles, 110-220 volt 
or D.C. 110-220 volt 
Electric motor A.C. 
single phase, 25-30- 
40-125-133 cycle, 
110-220 volt, or D. 

C. 30-65 volt. 

Gasoline engine. 


GENERAL DATA AND DIMENSIONS 




Up 

Inside 

Size 

Sise of 

Smallest Well 

Six© of 

Dimensions—Inches 


Length 

Strokes 

Diameter 

of 

Discharge 

Casing Cylinder 

Steel 




No. of 

of 

per 

of Well 

Drop 

Pipe from 

and Drop Pipe 

Sucker 




Pump 

Stroke 

Minute 

Cylinder 

Pipe 

rump 

Will Enter 

Rod 

Length 

Width 

Height 

50 HM 

5 ins. 

48 

1*4 ins. 

1 X ins. 

Y\ in. 

2 ins. 

X 

28 H 

13H 

25 H 

50HE 

5 ins. 

48 

1% ins. 

114 ins. 

X in. 

2 ins. 

H 

28 H 

15 X 

25H 


MOTOR AND GASOLINE ENGINE DRIVEN 

Specifications: Each Paul system consists of the following equipment of sizes and capacities as listed 
below. (One) Paul Type H deep well pump (patent applied for) fitted with electric motor or gasoline engine 
as selected. (One) Paul air compressor attached to pump. (One) Paul special cylinder. (One) Paul 
pneumatic tank. (One) Paul automatic electric pressure controller (patent applied for) if automatic service 
is required. (One) each water gauge, pressure gauge, gate valve, check valve, relief valve, stop and waste 
cock, hose bibb, and a complete set of malleable iron fittings but no pipe. 


Motor Drive Rating Yi H.P. 






j List Price of Complete System 

No. 

of 

Sixe 

of 

Capacity 

Approxi¬ 
mate 
Shipping 
Weight of 
Complete 
System 
Lbs. 

With A.C. Single 

Phase 60 Cycle 110- 
220 Volt, or D.C. 110- 
220 Volt Motor 

With A.C. Single 

Phase 25. 30, 40. 125 

133 Cycle 110-220 

Volt or D.C. 30- 
65 Volt Motor 

Tank 

Automatic Controller | 

Automalio Controller 

8ystem 

Tank 

Gallons 

Without | With 

Without | With 


Capacity of Pump 150 Gallons per Hour—Maximum pressure 50 Lbs.—Maximum 

Depth to Cylinder 50 Feet 


50HMA 

24 ins. x 5 ft. 

120 

625 

$234.00 

• $262.50 

$262.50 

$291.00 

50HMB 

24 ins. x 8 ft. 

190 

785 

247.50 

276.00 

276.00 

304.50 

50HMC 

30 ins. x 6 ft. 

220 

825 

250.50 

282.00 

282.00 

307.50 

50HMD 

24 ins. x 10 ft. 

235 

895 

255.00 

283.50 

283.50 

312.00 

50HME 

30 ins. x 8 ft. 


975 

264.00 

292.50 

292.50 

321.00 

50HMF 

36 ins. x 6 ft. 

315 

985 

267.00 

295.50 

295.50 

324.00 

50HMG 

30 ins. x 10 ft. 

365 

1090 

276.00 

304 50 

304.50 

333.00 

50HMH 

30 ins. x 12 ft. 

440 

1210 

288.00 

316.50 

316.50 

345.00 


Note 1 : Drop pipe and Y% inch steel sucker rod is not included in the above prices. 

Pumps will be furnished as standard with standard discharge head. If frostproof head is wanted, 
specify same on order. 

Delivery F. O. B. Factory, Ft. Wayne, Ind. For warehouse deliveries write nearest house. 
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System 900, Side View 

Western Electric 

Complete Paul Water Systems 

WITH TYPE E PUMPS 

The complete systems are shipped ready for connection to suction and service pipes. The motor may 
be used for driving light machines when not pumping. 

The Paul Hydro-pneumatic Air Charging ana Priming Device (patented) is furnished with all complete 
systems. It is positive in its action, works to perfection and can under no circumstances unprime the pump. 

The Paul Automatic Electric Pressure Controller No. 190381 adjusted 30 lbs. minimum and 50 lbs. 
maximum is regularly furnished with the systems; other adjustments will be furnished when ordered. 

Systems 900-A and B listed below are furnished with galvanized pneumatic tanks. They are made 
of high grade steel with welded seams, tested at a pressure of 100 lbs. per square inch and guaranteed air 
tight at 75 lbs. working pressure. 

Complete Paul water systems for residence service are listed below in sizes to meet average requirements 
where the vertical suction fift is 20 feet or less. 

Systems Nos. 900 and 901 consist of the following equipment of sizes and capacities listed below. 

(One) Paul Type E Pump, (capacity as listed) fitted with electric motor. 

(One) Paul (guaranteed) Hydro-pneumatic Air Charging and Priming Device (patented) attached to 
pump. ' 

(One) Paul Pneumatic Galvanized or Black Tank. 

(One) Paul Automatic Electric Pressure Controller, (Underwriters’ Approval) set at 30-50 pounds. 

(One) each of water gauge, pressure gauge, checkvalve, relief valve, stop valve, foot valve and all 
piping between pump and tank. • 

SYSTEM No. 900 
Power of Motor H.P. 

--Space Occupied —* Approximate Shipping Weight 


900-A 

Floor Space 

20 x 32 ins. 

Height 

5 ft. 5 ins. 

of Complete System, Lbs. 
450 

900-B 

24 x 36 ins. 

5 ft. 5 ins. 

510 

900-C 

26 x 38 ins. 

5 ft. 5 ins. 

720 

901-A 

• 26 x 40 ins. 

SYSTEM No. 901 

Power Motor H.P. 

6 ft. 6 ins. 

790 

901-B 

32 x 48 ins. 

6 ft. 6 ins. 

940 


SYSTEM No. 900 

Capacity of Pump 150 Gallons per Hour—Working Pressure 50 Pounds 


List 

No. of 

System 

Size of 

Tank 

Total Capacity 
of Tank 
in Gallons 

List Price of Complete System 

With A.C. 1 Phase 

60 Cycle 110-220 or D.C. 
110-220 Volt Motor 

With A.C. 1 Phase. 25, 
40, 125,133 Cycle, 
110-220 Volt Motor 

900-A. 

18 ins. x 5 ft. 

Galvan. 66 

$198.00 

• $213.00 

900-B. 

22 ins. x 5 ft. 

Galvan. 100 

225.00 

240.00 

900-C. 

24 ins. x 5 ft. 

Galvan. 120 

247..50 

262.50 


SYSTEM No. 901 


Capacity of Pump 300 Gallons per Hour—Working Pressure 50 Pounds 


901-A. 

24 ins. x 6 ft. 

140 

$327.00 

$352.50 

901-B. 

30 ins. x 6 ft. 

220 

337.50 

363.00 


Note: Systems Nos. 900-A, 900-B, 900-C, 901-A and 901-B are furnished with galvanized tanks 
Delivery F. O. B. Factory, Fort Wayne, ind. For warehouse deliveries write nearest house. 
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System 900, Front View 









Quantity Prices 
Quoted on Request 


Western Electric 


371 



ELECTRIC IRONS 


No. 1 Electric Iron 

Western Electric No. l Iron 

The Western Electric No- 1 Iron has round German silver non-corroding removable contacts. The 
heating element is wound with chromium nickel ribbon designed so that heat will be distributed where it 
will be most effective. The cord is most attractive. Color black and white. The fine copper conductors 
are stranded, not braided; this adds strength to the cord. Non-kink spring protects the cord at the iron. 
The handle support is made of one piece of metal, held by two hexagon cap nuts. The handle is of wood, 
shaped to fit the hand. Finished black Bolt runs clear through the handle, holding it tight. The base 
is machine milled and polished. The pressure plate is machine milled. It holds the elements tight against 
the bottom of the iron. The plug is composition, liberal in size. End shaped to fit the fingers; contacts are 
of phosphor bronze. This iron is made in one size only, fi 1 ^ lbs. Each iron is packed in a separate box, 
six in a standard package. Retail Price List Price 

List No. Carton Std. Pkg. Weight Each Each 

1 Western Electric Iron. 1 6 6}^ lbs. $5.00 $7.00 

Made for the following voltages: 95-104, 105-114, 115-125, 210-229, 230-250 volts. 



“American Beauty** Iron “Little Beauty** Iron 


“American Beauty** Iron 

This iron represents the highest art of making electric flat irons. It is not only a beautiful looking iron, 
finished in polished nickel, but has every refinement. It is suitable for all around household or laundry 
work. The service which it gives the user is in every way as perfect as can be given. Sufficient heat is 
generated and concentrated evenly on the ironing surface without wasteful loss from the top and sides. 

This “American Beauty ” iron can be furnished on special order with what is called “ Morocco ” ironing 
surface at $10.50 each. The edges and point of the iron are beveled and rounded. This iron is furnished 
complete with stand, cord, suspension spring, and cord having detachable plug and lamp socket attachment 
plug. 

Guarantee —The heating element is guaranteed for all time. Should it prove defective at any time, 
a new one will be given by the dealer or by ub. 

List Net Shpg Case Wt Retail Price List Price 

No. Length Width Watt* Wt ' Wt {H Doz.) Each Each 

6^ ins. 3H ins 525 6^ lbs. * W\ lbs. 53 lbs $5.00 $7.70 

Always specify voltage when ordering. Voltage ranges are: 95-104, 105-114, 115-125, 190-209, 210- 
229, 230-250. 

“Little Beauty** Iron 

This little electric iron is perfect for light ironing such as handkerchiefs and laces, and because of its 
light weight it is most attractive to travelers. Another useful feature of the “Little Beauty ” is that curling 
iron tongs can be slipped into the stand, which comes with every iron, and be heated quickly without fire, 
soot, odor or danger. It is furnished complete with stand, cord suspension spring, and cord having detach¬ 
able composition plug and lamp socket. 

3-B fiJiins. 3Hins. 350 3 lbs 5 lbs. 31^ lbs. $5.50 $7.70 

Always specify voltage when ordering. Voltage ranges are: 95-104, 105-114, 115-125, 190-209, 210- 
229,230-250. 

For devices to operate on voltages other than listed add 70 cents to list. 

3 Electrical Heating Devices 
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Rite-Heat Irons 


Guarantee: The heating element is guaranteed forever. If it proves defective at any time, a new one 
will be given by the dealer or by us. 


List 

No. 

Length 

Width 

Watte 

Net 

Wt. 

Shpg. 

Wt. 

Case 

Retail Price 
Case Wt. Each 

List Prioe 
Each 

3-RH 

5% ins. 

ZM ins. 

350 

3 lbs. 

4^1b P . 

12 

56 lbs. 

*4.50 

$6.30 

6-RH 

6ins. 

3% ins. 

525 

6 lbs. 

734 lbs. 

6 

45 lbs. 

5.00 

7.00 


Voltage ranges 95-109, 110-125, 190-219. 220-250. 

The 6-RH iron can also be furnished for 30 volts or 60 volts. 

Furnished complete with stand and cord having detachable composition and lamp socket attachment 
plug. 



9 lb. •''American Beauty** 
Pressing Iron 




Length 9H 
Inches 

Width 3* Inches 
16-B Length 9 H 
Inches 

Width 3£ Inches 


Length 79£ Inches 
Width 4 \i Inches 


13 end 16 lb. “American 
Beauty" Pressing Iron 


9-lb. “American Beauty’* Pressing Iron 


The 94b. iron above shown is particularly adapted for heavy laundry work and is used in hotel laundries 
and professional laundries where more heat is required than in ordinary ironing. Furnished complete with 
stand and six-foot cord having detachable metal-sheathed plug. 


List Net Shpg. Retail Price List Price 

No. Length Width Watti Wt Wt Each Each 

9-B 7A ins. 4J4 ins. 675 9 lbs. 11J4 lbs $9.00 $12.60 

Always specify voltage when ordering. Voltage ranges 95-104, 105-114, 115-125, 190-229, 230-250. 


12 and 16-lb. “American Beauty” Pressing Irons 


These irons are adapted for light pressing of all kinds, such as coat work or ladies 9 tailor work. They 
are not suitable for very heavy pressing. The heavier irons are designed for that purpose. 

These two irons are alike except in weight. Furnished complete with stand and six-foot cord having 
detachable metal-sheathed plug. 


List 

No. 

Length 

Width 

Watts 

Net 

Wt 

Shpg/ 

Wt 

Retail Price 
Each 

List Price 
Each 

12-B 

9% ins. 

3 A bis. 

650 

12 lbs. 

16 lbs. 

$14.50 

$20.30 

16-B 

9% ins. 

3 A bis. 

650 

16 lbs 

20 lbs. 

15.50 

21 70 


Always specify voltage when ordering. Voltage ranges 95-104, 105-114,115-125,190-229,230-250. 

For devices to operate on voltages other than listed add 70 cents toHili. 
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“AMERICAN BEAUTY” PRESSING IRONS 



16 and 20-lb. Pressing Irons 

These irons, sometimes called “pant” irons, are large “V” shaped irons, made to give off volume of heat 
and are adapted for heavy work of all kinds. Their shape is preferred by some because they are wide at 
the heel and not so long. These two irons are the same size but different weights. Furnished with stand 
and six-foot cord having detachable metal-sheathed plug, but no lamp socket plug, as these irons should not 
be attached to lamp socket. Made in following voltage ranges: 95-104,105-114, 115-125, 190-209, 210-229, 


230-250. 

List 




Net 

Shpg. 

Retail 

Price 

List 

Price 

No. 

Length 

Width 

Watts 

Wt. 

Wt. 

Each 

Each 

16-VB 

814 ins. 

5% ins. 

1100 

16 lbs 

. 25 lbs. 

$17.50 

$25.50 

20-VB 8H ins. 

Always specify voltage 

hV% ins. 

when ordering. 

1100 

20 lbs. 

28 lbs. 

19.00 

26.60 



Pressing Iron 20-HB Same as 20-B 24-HB Same as 20-B 


20 and 24-lb. Pressing Irons 

The 20-B is our most popular pressing iron because it is of the proper size and weight for general all 
around work of tailors. 

The 20-HB is the same size and weight as the 20-B. The only difference is that it is arranged to give 
off a larger volume of heat, thus being adapted especially for manufacturers. 

The 24-HB is the very heavy pressing iron and is especially adapted for use by manufacturers on very 
heavy work. Furnished with stand and six-foot cord having detachable metal sheathed plug, but no lamp 
socket plug, as these irons should not be attached to lamp socket. Made in following voltage ranges: 95-104, 
105-114, 115-125, 190-209, 210-229, 230-250. 

Retail List 


List 




Net 

Shpg. 

Price 

Price 

No. 

[Length 

Width 

Watts 

Wt 

Wt. 

Each 

Each 

20-B 

11 ins. 

3 % /i ins. 

750 

20 lbs. 

25 lbs. 

$17.00 

$23.80 

20-HB 

11 ins. 

3Ji ins. 

1000 

20 lbs. 

25 lbs. 

17.50 

24.50 

24-HB 

11 ins. 

3% ins. 

1000 

24 lbs. 

30 lbs. 

19.50 

27.30 


Always specify voltage when ordering. 

For devices to operate on voltages other than listed add 70 cents to 
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MaU Orders Filled 
at Prevailing Prices 


Toaster 


Western Electric 


Toaster in Operation 


“American Beauty” Toaster 

With this toaster two slices of bread at a time can be made into crisp, fresh, delicious toast right at the 
dining or tea table, where the toast can be served, buttered and eaten while crisp, fresh and piping hot. 
Made in following voltage ranges: 95-104, 105-114, 115-125, 190-209, 210-229, 230-250. 

Low Voltages—On special order, the toaster can be supplied in voltages of 30 and 60 at no extra charge. 
There will be an extra charge for toasters in other voltages. 

Furnished with six-foot cord having detachable porcelain plug and lamp socket attachment plug. 
Guarantee: The life of this Toaster is guaranteed for two years. With ordinary care it will last in¬ 
definitely. 

Retail List 

List Net Shpg. Case Wt. Price Price 

No. Length Width Height Watts Wt. Wt. (2 Doz.) Each Each 

5825 8 ins. 4 ins. 7. ins. 440 1H lbs. 2H lbs. 60 lbs. $5.00 $7.00 

Always specify voltage when ordering. 



Toaster Stove 


Disc Stove Parts 


Triangle Lektrik Toaster Stove 

With this Toaster Stove of many uses a meal can be prepared right at the dining table. The heating 
coils are placed as shown in the above illustration, so as to make it easy and convenient to make two slices 
of toast at a time, one above and one below the heating coils. Or a slice of toast can be made below the 
heating coils and at the same time a flat bottomed utensil can be placed on top of the Toaster Stove, in which 
can be made tea, coffee, breakfast food, etc., or eggs may be fried in a skillet placed on the top of the 
Toaster Stove. 

Comes complete with cord and plug, and can be attached to any ordinary lamp socket. 

The electrical terminals on which the cord is attached to the Toaster Stove are protected by a steel 
plate, thus preventing the possibility of any liquid being spilled which will affect the electric connection 


at the Toaster Stove. 




Retail 


List 

Net 

Case 

Shpg. 

Price 

list Price 

No. Watts Voltage Ranges Diam. 

Weight 

of 12 

Wt. 

Each 

Each 

3320 550 95-109, 110-125, 190-219, 220-250.. 6 ins. 

Always specify voltage when ordering. 

lJi lbs. 

25 lbs. 

1 lbs. 

$3.85 

$5.40 

Electric Combination Disc 

Stove 





“5-in-l” 

There are five distinct classes of household service that this device will give, any one of which can be 
varied in many ways. You can use the Skillet No. 1 to fry, the Toaster No. 2 to toast, the Griddle No. 3 
for pancakes, the Pot No. 4 to stew and the Disc Stove No. 5 has a variety of cooking functions. 

It has three heat regulations—low, medium and high. 

As listed below, it comes complete with all utensils, all ready for'use by attachment to an ordinary electric 
lamp socket. 

Made in following voltage ranges: 95-104,105-114,115-125,190-209,210-229,230-250. Furnished with 
six-foot triple conductor cord (for series multiple three heat connection) having detachable porcelain plugs 
and lamp socket attachment plug. 


List Max. Net Shpg. 

No. Diameter Watts Wt. Wt 

3310 6 ins. 600 SH lbs. 9% lbs. 

For devices to operate on voltages other than listed add 70 cenfj| to list 
Electrical Heating Device* 6 


Retail 

Price 

Each 


$15.00 

Dogle 


List 

Price 

Each 

$ 21.00 




Quantity Prices 
Quoted on Request 
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Hot Water Urn Coffee Urn Tea Samovar 


Electric Hot Water Urns 


These electric Hot Water Urns are especially adapted for use in bars, hotels, drug stores, restsursuits. etc 
They are finished in polished nickel. Three heat regulations, low, medium and full. The one-gaffon urn, 
4315, can be attached to any ordinary lamp socket. All other sizes must have wire circuit run to them. 


List 


Time to 


Max. 

Capacity 

Shipping 

Retail Price 

List Price 

No. 


Boil 

Heat 

Watts 

Gals. 

Weight 

Each 

Each 

4315 

Hot water urn. . 

45 minutes 

3 

GOO 

1 

30 lbs. 

$25.00 

$35.00 

4320 

Hot water um.. 

50 minutes 

3 

800 

2 

35 lbs. 

30.00 

42.00 

4325 

Hot water urn.. 

1 hour 

3 

1200 

3 

40 lbs. 

40.00 

56.00 

4330 

Hot water urn. . 

1 hour 

3 

2000 

5 

70 lbs. 

50.00 

70.00 


No. 4315 furnished with three heat indicating snap switch, and six foot cord having detachable composi¬ 
tion plug and lamp socket attachment plug. All others furnished with three heat indicating snap switch 
and terminal connection. Made in following voltage ranges: 95-104, 105-114, 115-125, 190-209, 210-229. 
230-250. 

Electric Coffee Urns 


List Max. Capacity Shipping Retail Price List Price 

No. Heat Watts Gals. Weight Each ' Each 

4420 Coffee urn. 3 1400 3 Approx. 85 lbs. $75.00 $105.00 

4430 Coffee urn. 3 . 2000 4 Approx. 95 lbs. 80.00 112.00 

4440 Coffee urn. 3 3200 6 Approx. 108 lbs. 100.00 140.00 

4450 Coffee urn. 3 4200 10 Approx. 120 lbs. 115.00 161.00 

Furnished with three heat indicating snap switch and terminal connection. Made in following voltage 
ranges: 95-104, 105-114, 115-125, 190-209, 210-229, 230-250. 

Tea Samovar 

List Net Shpg. Retail Price List Price 

No. Watts Capacity Wt. Wt. ' Each Each 

2306 450 6 cups 4^ lbs. 11 lbs. $18.50 $25.90 


Always specify voltage when ordering. 




Tea Kettle 


Chafing Dish 




Tea Kettle 




List 

Shpg. 

Shpg. Wt., 


Retail Price 

List Price 

No. 

Wt. 

(3^ Doz.) Watts 

Capacity 

Each 

Each 

5415 

4M lbs. 

40 lbs. 500 

1 quart 

$15.00 

$21.00 


“American Beauty” Electric 

Chafing 

Dish 


List 


Max. 

Shpg. . 

Retail Price 

List Price 

No. 

Capacity 

Heat Watts 

Wt. 

Each 

Each 

355 

3 pints 

3 600 

7 % lbs. 

$15.00 

$21.00 


Made in the following voltage ranges: 95-104, 105-114, 115-125, 190-209, 210-229, 230-250. 

Furnished complete with six foot triple conductor cord (for series multiple three heat plug connection), 
having detachable porcelain plugs and lamp socket attachment plug. 
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Disc Stove Rite-Heat Glower Stove 


Disc Stove 

This beater or stove is adapted for cooking anything that can be contained in a flat bottomed vessel 
It is compact in design, consisting of a circular disc supported by a metal frame. It is finished in polished 
nickel The legs of the stand are heat insulated. It is furnished complete ready for attachment to lamp 
socket. 


List 


Heat 

Net 

Shpg. 

Shpg. Wt. 

Retail Price List Price 

No. Watts 

Diam. 

Reg. 

Wt 

Wt. 

( l A Doz.) 

Each 

Each 

3210 450 

4 ins. 

1 

2 lbs. 

2 ^ lbe. 

20 lbs. 

$5.50 

$7.70 

3221 550 

5 ins. 

1 

2H lbs. 

3)4 lbs. 

20 lbs. 

6.00 

8.40 

3231 • 600 

6 ins. 

1 

3H lbs. 

4V4 lbs. 

20 lbs. 

7.00 

9.80 

Furnished with six foot cord having detachable porcelain plug and lamp socket attachment plug, 
in following ranges: 95-104, 105-114, 115-125, 190-209, 210-229, 230-250. 

Made 


rill, JL llTUrO, 157V1<UJ7, 

“Rite-Heat” Glower Stove 


An ideal toaster stove. Two slices of toast can be made at one time or bread can be toasted under 
the heating coils while at the same time the top can be utilized for cooking. A sliding reflector plate is 
furnished which can be used either as a plate for reflecting the heat upwards or a receptacle for toast. This 
stove has a square top. The casing is made entirely of sheet steel nickel plated and polished. 

List Retail Price List Price 

No. Watts Size Weight Shpg. Wgt. Each Each 

3350 500 Top, Sins.sq.;height, ins. lj^lbs. {Case*oH2^23}^ lbs. $3.50 $4.90 

Made in the following ranges, 95-109, 110-125, 190-219, 220-250. 

Furnished complete with 6 ft. cord with detachable porcelain plugs and lamp socket attachment plug. 



Triangle Electric Baby Food Warmer Nos. 5205 and 5215 

“Triangle Electric” Baby Food Warmer 

This device is primarily designed for heating infants^ food, particularly at night, when it may be placed 
alongside of the bed, attached to the circuit by means of a long cord furnished with it. The cord is equipped 
with push button switch. It is useful also for heating water tor shaving, etc. The vessel is covered with a 
heavy coating of vitreous gray enamel, which makes it very attractive but sanitary to use. 

List Shpg. Wgt. Shpg. Wgt. Retail Price List Price 

No. Watts Capacity Each (1 Doz.) Each Each 

2510 20 1 pint 2% lbs. 28 lbs. $3.50 $4.90 

Made only in 100-125 volts. 

Furnished complete with 10 foot cord having special feed through standard switch and socket-attach- 


ment plug. Nos. 5205 and 5215 Water Heaters 

These heaters are for boiling small quantities of liquids. In the one pint size, water can be boiled in 
about five minutes. In the one quart size, in about seven minutes. They are made of spun copper and are 
finished in polished nickel They come complete with cord ready for attaching to lamp socket. 

List Net Shpg. Sbpg. Wt RetailPrice List Prioe 

No. Watts Capacity Wt Wt. (1 Doz.) Each Each 

5205 300 1 pint 1% lbs. 2)4 lbs. 40 lbs. $6.50 $9.10 

5215 500 1 quart 3 lbs. 3 lbs. 65 lbs. 7.50 10.50 

Always specify voltage when ordering. These devices can be secured for either 30 or 60 volt circuits 
at no extra charge. 

Furnished with 6 foot cord having detachable porcelain plug and lamp socket attachment plug. Made 
in following ranges: 30, 60, 95-104, 105-114, 115-125, 190-209, 210-229, 230-250. 

For devices to operate on voltages other than listed add 70 cents to lifltO 
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Lift No. lit 


Warming Pad 


List No. 601 


List No. 112 


Western Electric 

“American Beauty” Warming Pad 


This device fulfills the function of a hot water bottle. It is rectangular in shape, 12 x 13 inches, and is 
thin, soft, pliable and flexible. A double-working automatic thermostatic protective device is supplied 
with each Warming Pad for safety's sake. 


list 



Heat 

Net 

Shpg. 

Retail 

Price 

List 

Price 

No. 

Watts 

Size 

Reg. 

Wt. 

Wt. 

Each 

Each 

1815 

60 

12 x 13 ins. 

3 

15 oz. 

2^lbs. 

$8.25 

$11.60 


Eider-down cover is usually furnished. 

Voltage ranges 95-125 and 190-250. 

Furnished with ten-foot cord having three heat switch and lamp socket attachment plug. 


No. 112 CURLING IRON HEATER 

This heater is intended for use in the dressing-room, boudoir or elsewhere. It is an odd design, neat 
in appearance. 

List Diameter Shpg. Retail Price List Price 

No. Watts Opening Wt. Each Each 

112 90 A»n. 3% lbs. $6.00 $8.40 


No. Ill CURLING IRON HEATER 

It is a neat plain heater for use in the dressing-room, boudoir or elsewhere. The device is finished in 
nickel, highly polished, and is provided with a marbleized slate base. 


list 


Diameter 

Shpg. 

Retail Price 

List Price 

No. 

Watts 

Opening 

Wt 

Each 

Each 

Ill 

90 

A in- 

2H lbs. 

$4.00 

$5.60 


TRIANGLE LEKTRIK CURLING IRON HEATER 

Made of sheet steel, finished in polished nickel, light in weight, curling tongs to any size, shape or weight. 
Small curling irons are merely laid on top of the heater and quickly, heated. 

601 85 100-125 volts only 7H * x 2 ins. % lb. $2.50 $3.50 

Always specify voltage when ordering. 

Furnished with six-foot cord permanently connected to heater and lamp socket attachment plug. 

For devices to operate on voltages other than listed add 70 ceiitgj&j list. 
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“AMERICAN BEAUTY” LUMINOUS HEATERS 
Luminous Radiators 



Three Lamp Type 


PORTABLE LUMINOUS RADIATORS 


These portable luminous radiators are of most attractive design and finish. The standard finish of 
these heaters is brushed brass, but polished brass, polished nickel or oxidized copper finish can be furnished 
at same price. The price of lamps is not included. For price of lamps see listing elsewhere. 


Three Lamp Type 

List 

No. Height Width Depth 

6020 19 ins^ 18 ins. 7% ins. 

Always specify voltage when ordering. 


Retail List Price 
Shpg. Price (Without 

Wt. Each Lamps) 

37 lbs. $15.00 $21.00 



Wall Type 


Round Type 


WALL TYPE 

The Wall Type Luminous Radiator is to be permanently installed in the wall. It has copper reflector 
behind the lamps and air jacket between the copper reflector and the steel shell which fits into the wall. 
This air jacket acts as a heat insulation. Thus any fire risk is reduced absolutely to the minimum. 

We can furnish this type in two designs of front plate. The one not shown is a perfectly plain design. 
The standard finish is nickel. Special finishes can be supplied at extra cost. 

Retail List Price 

List Net Shpg. Price (Without 

No. Height Width Depth Wt Wt Each Lamps) 

6235 16% ins. 16% ins. 5% ins. 28 lbs. 70 lbs. $35.00 $49.00 


ROUND TYPE 

This Round Type Luminous Radiator is another form of the portable type shown above. It is desirable 
in cases where it is required that the heat be thrown evenly in all directions. 

Retail List Price 

List Diameter Shpg. Price (Without 

No. Height over all Wt. Each Lamps) 

6125 20 ins. 13 ins. 36% lbs. $17.50 $24.50 

Always specify voltage when ordering. 

Nos. 6125 and 6020 furnished with six-foot cord having detachable composition plug; no lamp socket plug. 
No. 6235 furnished with terminal connection. 

For devices to operate on voltages other than listed add 70 cents to list. 
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Nos. 4712, 4722. 4730 
For wall, use adjustment made by 
loosening lock nut at side 


Nos. 4712, 4730 
Adjusted for installation on 
floor 




Adjustable Air Heaters 

These heaters are a recent development in electric heating devices, designed to meet the demand with 
a low priced article of high quality. They are adjustable for use either as a wall heater or portable heater. 
This heater is furnished in several sizes. The deflector throws the heat out into the room. 

As these heaters are very compact, they are especially desirable for use aboard ships, in state rooms and 
other places where space is limited; but they are equally desirable for general use in homes, offices or factories. 

These heaters are practically indestructible as they are made with malleable iron castings, perforated 
steel casings and internal supports of cold rolled steel. The heating elements are not of the open coil type, 
but are sheathed and properly supported and built according to Underwriters’ requirements. 

All elements are interchangeable and renewable and made for 250 watts each. Enough of these elements 
are installed in a heater to make the required or rated wattage. These heaters are complete as specified, 
are finished in black japan, made for one heat only and arranged with terminals for direct connections of 
wires. 

No cords or plugs are supplied. Furnished with terminal connection. Made for standard voltage ranges. 

95-104,105-114, 115-125, 190-209, 210-229, 230-250. 



Nos. 4735 and 4755 

Double Adjustable Air Heater with deflector 

All heaters have adjustable legs as shown in the illustrations, so that the heater can be readily screwed 
to the wall, the floor, or set on the floor. 

The deflector plate prevents the heat from striking through on to the supporting wall and has a tendency 
to throw the heat outward into the space to be heated. The shipping weights of the above heaters range 
from 5 to 12 pounds each more than the net weights of the heaters themselves. 


List 




Net 

Shpg. 

Retail Price 

List 

No. 

Height 

Length 

Width 

•Weight 

Wt. 

Each 

Price 

4712 

750 watt, with deflector.. 12% ins. 

15% ins. 

5% ins. 

8% lbs. 

13% lbs. 

$11.50 

$16.10 

4722 

1000 watt, with deflector.. 12% ins. 

15% ins. 

5% ins. 

9 lbs. 

13% lbs. 

12.00 

16.80 

4730 

1500 watt, with deflector.. 15% ins. 

15% ins. 

5% ins. 

11% lbs. 

17% lbs. 

14.50 

20.30 

4735 

2000 watt, with deflector.. 12% ins. 

29 ins. 

5% ms. 

16 lbs. 

23% lbs. 

20.00 

28.00 

4755 

3000 watt, with deflector.. 15% ins. 

29 ins. 

5% ins. 

19% lbs. 

30% lbs. 

25.00 

35.00 


For devices to operate on voltages other than listed add 70 centptl&JfeftVjr 

12 Else tries! Heating Devices 


















380 


Western Electric 


Mall Orders Filled 
at Prevailing Prices 


“AMERICAN BEAUTY” AIR HEATERS 


Plug No. 886 



Plug No. 805 


Portable Typo 




Electric Air Heaters 

These Air Heaters embody many new features in design and construction. They are practically in* 
destructible. The voltage of the heater determines its size. In estimating the size heater required, it is a 
general rule to figure about two or three watts per cubic foot of air space to be heated. But much depends 
on the construction of the room or building. 

Each heater is equipped with indicating snap switch and terminal box. Detachable plug and cord can 
be supplied at extra cost, or line wires can be attached to heater at terminal box. 


List 






Net 

Shpg. 

Retail 

List 

No. 

Heats 

Watts 

Height 

Lepgth 

Width 

Wgt. 

Wgt. 

Price 

Price 

4512 

1 

1000 

18 ins. 

203^ ins. 

% l A ins. 

20 lbs. 

Approx. 30 lbs. 

$16.00 

$22.40 

4530 

3 

1500 

19 ins. 

24 Yt, ins. 

8 yi ins. 

28 lbs. 

Approx. 48 lbs. 

21.00 

29.40 

4535 

3 

2000. 

19 ins. 

24^ ins. 

8 ins. 

28 lbs. 

Approx. 48 lbs. 

24.50 

33.60 

4545 

3 

2500 

19 ins. 

24 Yi ins. 

8 A ins. 

28 lbs. 

Approx. 48 lbs. 

27.00 

37.80 

4555 

3 

3000 

19 ins. 

32 ins. 

10H ins* 

53 lbs. 

Approx. 70 lbs. 

33.50 

46.90 

4560 

3 

4000 

19 ins. 

323^ ins. 

10H ins. 

53 lbs. 

Approx. 70 lbs. 

37.00 

51.80 


The above heaters—Nos. 4530 to 4560, inclusive—can be supplied with single heat, instead of 3 heat 
regulation, but only on special order. And when so supplied they will not be equipped with indicating 
snap switch. The cost of such single heat heaters is approximately $3.20 less, each, than the 3 heat 
heaters listed above. 

Made in following voltage ranges: 95-104, 105-114, 115-125, 190-209, 210-229, 230-250. 

No. 4512 furnished with single heat snap switch and terminal connection. No. 806 plug can be used 
with this terminal connection. All others furnished with three heat snap switch and terminal connection. 
No. 805 plug can be used with this terminal connection. 


DETACHABLE PLUGS 

The No. 806 Plug is for use with the Heater No. 4512. The No. 805 Plug is for use with the Heaters 


Nos. 530 to 4560. 

List 

List Price 

No. Each 

806 Detachable Plugs.... $0.70 

805 Detachable Plugs. 2.46 

SPECIAL APPROVED HEATER CORD 

Lift. List Price 

No. Size Conductors per Foot 

857 No. 8 2 $0.84 

854 No. 12 2 .34 

For devices to operate on voltages other than listed add 70 centq^fist. 
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“AMERICAN BEAUTY” INDUSTRIAL DEVICES 




Glue Pot 


Industrial Type Disc Heater 

This type disc stove is suitable for use in laboratories, for industrial purposes, or for heavy work in 
the household or kitchen. 


List 

Max. 


Net 

Shpg. 

Retail Price 

List Price 

No. 

Watts 

Diameter 

Wt 

Wt 

Each 

Each 

3240 

1000 

8 ins. 

15 lbs. 

20 lbs. 

$14.50 

$20.30 

3245 

1400 

10 ins. 

WA lbs. 

29 lbs. 

18.00 

25.20 

3250 

1800 

12 ins. 

23 lbs. 

32 lbs. 

22.00 

30.80 


Plug and cord not included in prices. See cords Nos. 852 and 854 and plug No. 806. 

Made in following voltage ranges: 95-104, 105-114, 115-125, 190-209, 230-250. Furnished with three 
heat indicating snap switch and terminal connection. Plug No. 806 can be used with this terminal con¬ 
nection. 


“American” Electric Glue Pot 

This is a most efficient article for use in a wood working establishment, paper box factory or in any 
place where glue is used. These glue pots are built with a water jacket, the glue being heated bv the hot 
water. The heating element is attached directly to the water vessel. The outer casings completely enclose 
and protect the element. 

Ail pots are arranged with three-heat regulation, the minimum heat is sufficient to keep the glue at 
the right consistency. 


List 

Max. 


Net 

Sbpg. 

Retail Price 

List Price 

No. 

Watts 

Capacity 

Wt 

Wt 

Each 

Each 

181 

500 

1 quart 


18 lbs. 

$16.50 

$23.10 

182 

650 

2 quarts 


25 lbs. 

18.50 

25.90 

184 

1000 

4 quarts 


5Q lbs. 

28.00 

39.20 


Furnished with six foot cord and No. 812 three heat porcelain switch for series multiple connection. 



Electric Radiant Radiator^ 


“American Beauty” Electric Radiant Radiator 

The heating element consists of two rows of small cone-shaped buttons of resistance wire. In appear¬ 
ance they resemble the end of the new cigar lighter, and when the current is on they get red hot ana are 
reflected in the sides of the case so that it looks like a bed of coals. Each raaiator has a handle so 
that it can be carried around easily and is supplied complete with eight feet brown silk cord having de¬ 
tachable composition plug and lamp socket attachment plug. The legs are removable,and each radiator 
is packed separately in a fiber box. Can be supplied in any of voltage ranges as follows, 95-104 volts, 
105-120 volts, 190-209 volts and 210-240 volts, but no other voltage ranges. The list price for all these 
ranges is the same. 

List Shpg. Retail Price List Price 

No. Watts Finish Weight Each Each 

6210 Electric Radiant Radiator. 600 Bronze 6^1bs. $7.50 $10.50 

For devices to operate on voltages other than listed add 70 cents to jjjsj^ (^i 
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“AMERICAN BEAUTY” SOLDERING DEVICES 
Soldering Irons 

All soldering irons are furnished complete, finished in polished nickel, with six foot cords and attach¬ 
ment plugs. Elements are removable and extra elements can be furnished complete with core. 



No. 3108 No. 3111 


No. 3110 

No. 3108 SOLDERING IRON 


This is a light telephone iron adapted for switchboard work. Tips can be furnished that will extend 
several inches beyond the end of the iron. Can be bent to any angle desired. 


List 

No. 

Diam. of 

Tips 

Watts 

Length 

Shape 

Tips 

Shpg. 

Wt. Wt. 

List 

Price 

Each 

t3108 


100 

11 ins. 

A 

10 oz. IK lbs. 

$9.80 


No. 3110 SOLDERING IRON 

This is for small light work only, such as soldering together small brass parts, connections, etc. 

3110 H in. 100 12 ins. C or D lib. ty 2 lbs. $9.80 

No. 3111 SOLDERING IRON 

This is a standard telephone iron used for switchboard and also by manufacturers upon small parts. 
It is the most popular iron for this class of work. 

3111 A in. 100 13 ins. A 1 lb. IK lbs. $9.80 

Always specify voltage when ordering. 



No. 3128 No. 3130 



No. 3121 


No. 3120 SOLDERING IRON 

It is for all around light work. Used by electric wiremen, lead glaziers, etc. 

List Diam. of Shape Shpg. 

No. Tips Watts Length Tips Wt Wt 

3120 lin. 150 12 ins. C or D 1J^ lbs. 2 lbs. 


List 

Price 

Each 

$10.50 


No. 3121 SOLDERING IRON 

This is for light constant work where a slightly hotter and heavier iron than the No. 3111 is required. 
3121 H in. 130 13 ins. B 1% lbs. IK lbs. $10.50 


No. 3130 SOLDERING IRON 


This is a very satisfactory iron for all around work, heavy enough to do any ordinary soldering, and still 
not too heavy for the lighter work. 

3130 IK ins. 300 14 ins. C or D 2K lbs. 2K lbs. $12.60 


Always specify voltage when ordering. 

Made in following voltage ranges: 95-104,105-114,115-125,190-209,210-229,230-250. 
six-foot cord directly attached. 

For devices to operate on voltages other than listed add 70 cents to list. 

Digitized by VjLM 
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No. 3131 



No. 3132 


No. 3123 


Soldering Irons 

No. 3131 Soldering Iron 


List 

Diam. of 

Shape 

Net 

Shpg. 

List Price 

No. 

Tip Wattg 

Length Tip 

Wt. 

Wt. 

Bach 

3131 

Bin- 240 

14 ins. B 

2M lbs. 

2 H lbs. 

$12.60 



No. 3132 Soldering Iron 




Adapted for model work, light pattern work, and for light tinsmith's work. 



3132 

1 in. 225 

14 ins. C 

1% lbs. 

2 lbs. 

$12.60 


No. 3123 Tipping Iron 

This device is for use on special “ Vacuum ” soldering machines only. It is used by canning factories 
under the “Vacuum” system of soldering. It has no handle. The shank, 9 inches long, is made to fit into 
the machine. (Without Tip) 

3123 tfin. 150 14 ins. B 1% lba. 2 lbs. $11.20 

Made in following voltage ranges: 95-104,105-114,115-125,190-209,210-229,230-250. Furnished,with 
six-foot cord directly attached. 


lift 

A B C O 

Extra Copper Tips 

Numbers 3110, 3120, 3130 and 3132 are tempered cast tips. The others are drawn rod, the same size 
throughout, so that they can be extended or pulled out as the ends wear out. A or B tip can be bent to 
any angle desired. A or B tips should not be used on irons designed for C or D tips and vice versh. 


List 

Used on 


Weight 

List Price 

List 

Use on 


Weight 

List Price 

No. 

Iron No. 

Shape 

Tip only 
4 >6 oz. 

Bach 

No. 

Iron No. 

Shape 

Tip only 

Each 

3050 

3110 

$1.76 

3058 

3111 

A 

4 oz. 

$1.26 

3052 

3120 

C 

8 oz. 

2.46 

3059 

3121 

B 

6 oz. 

1.40 

3054 

3130 

C 

14 oz. 

3.16 

3060 

3131 

B 

10 oz. 

2.10 

3056 

3132 

c 

8 oz. 

2.46 

3061 

3140 

B 

IK lbs. 

5.60 

3057 

3108 

A 

3 oz. 

1.20 

3063 

3123 

B 

6 oz. 

1.40 



No. 2729 Plato 


Laboratory Plates 





Heat 

Max. 

Net 

List Price 

List No. 

Width 

Length 

Reg. 

Watts 

Weight 

Each 

2720 

9 ins. 

12 ins. 

3 

860 

30 lbs. 

$31.50 

2730 

9 ins. 

18 ins. 

3 

1290 

40 lbs. 

45.50 

2740 

12 ins. 

18 ins. 

3 

1720 

48 lbs. 

59.50 

2750 

12 ins. 

24 ins. 

3 

2580 

65 lbs. 

73.50 

2770 

18 ins. 

24 ins. 

3 

3440 

110 lbs. 

98.00 

2790 

18 ins. 

30 ins. 

3 

4300 

135 lbs. 

122.50 


Voltages: Always specify voltage when ordering. 

Made in following voltage ranges: 95-104, 105-114, 115-125, 190-209, 210-229, 230-250. Furnished 
with five-foot cord ana No. 812 three heat porcelain switch for series multiple connection. 

For devices to operate on voltages other than listed add 70 cents tui list. 

16 Electrical IHatlag Devices 







384 


Western Electric 


Mall Orders Filled 
at Prevailing Prices 


“AMERICAN BEAUTY” ACCESSORIES 



No. 400 No. 812 


Temperature Regulators 

By means of these Regulators or Rheostats, the temperature of the irons or other devices can be regu¬ 
lated from full heat to just enough to keep them warm. Made in following voltage ranges, 95-125,190-250. 
A separate rheostat is necessary for each iron or device. 


Lift * 

No. 


Size 

Height 

No. of 
Heats 

For Devices Con¬ 
suming not 
more than 

Shpg. 

Wt 

Lift 

Price 

Each 

400 

10 

ins. 

10^ ins. 

5 

400 watts 

9 

lbs. 

$10.50 

401 

10 

ins. 

ins. 

5 

600 watts 

9 

lbs. 

10.50 

402 

10 

ins. 

10H ira. 

5 

800 watts 

9 

lbs. 

11.90 

403 

10 

ins. 

10 Yi ins. 

5 

1000 watts 

9 

lbs. 

11.90 


Three-heat Plug and Receptacle Switches 


Adapted only for use with devices containing two heat elements arranged for series multiple connection* 
Switches are made entirely of porcelain with heavy brass contacts. May be used for open or con¬ 
cealed wiring, and have a capacity of twenty amperes at 250 volts. List 

list Price 


No. Description Each 

812 Plug and receptacle complete. $3.16 

813 Receptacle only. 2.10 

814 Plug only. 1.06 



List 

No. 

803 
803A 
803B 
803C 
803D 

804 
804A 
804B 
804C 
804D 

805 
805A 
805B 
805C 
805D 

806 
806A 
806B 
806C 
806D 
807 
807A 
807B 
807C 


Detachable .Composition Plugs and Parts 


For Use on 
3B, m B, 
6210 and 
Luminous 
Radiators 


3 EH 
6RH 


4530 to 4560 

4630 to 4660 

All irons 9 B 
and heavier 
4510, 4512 
4610, 4612, 

3240, 3245, 3250 
Toasters 
Percolators, etc. 
Specify red or 


Electrical Heating Davtcaa 


Description 

Plug complete. 

Composition parts only. 

Contact sleeves only.. 

Non-kink spring and bushing only. 

Assembling screws and nuts. 

Plug complete. 

Composition parts only. 

Contact sleeves only.. 

Non-kink spring and bushing only. 

Assembling screws and nuts. 

Plug complete. 

Composition parts only. 

Contact sleeves only. 

Non-kink spring and bushing only. 

Assembling screws and nuts. 

Plug complete. 

Porcelain parts only. 

Contact sleeves only. 

Non-Kink spring and bushing only. 

Assembling screws and nuts. 

Plug complete. 

Porcelain part only. 

Contact sleeve, washer and spring holder. 

Small spring only.Digitised, by. 

17 


List Price 

. Each 

$0.70 

. Per Pair 

.42 

. Per Pair 

.28 

. Each 

.14 

. Per Set 

.07 

. Each 

.70 

. Each 

.42 

. Each 

.28 

. Each 

.14 

. Per Set 

.07 

. Each 

2.46 

. Per Pair 

1.40 

. Per Pair 

.84 

. Each 

.28 

. Per Set 

.14 

. Each 

1.40 

. Per Pair 

.70 

. Per Pair 

.56 

. Each 

.21 

. Per Set 

.07 

. Each 

.35 

. Each 

.21 

. Each 

.21 

. Each 

.07 
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List 

No. 

830 

831 

832 

840 

841 

842 
810 
811 
860 
861 
862 

833 

834 

815 

816 

817 

818 

823 

824 
820 
821 



Color 

Gold and black 
Gold and black 
Gold and black 
Red and black 
Red and black 
Red and black 
No. 14 black 
No. 14 black 
Brown silk 
Brown silk 
Brown silk 
Red and green 
Red and green 
Gray silk 
Gray silk 
Rea and black 
Red and black 
Gray silk 
Gray silk 
Red and black 
Red and black 



Detachable Cords 


For Use On 
}3B, 6KB 

13RH, 6RH 

1 9B and all 
f heavier irons 

16210 

13320 
Toasters, 
Percolators, 
Water heaters, 
etc. 

' Chafing dishes. 
Combination disc 
‘ and other devices 
having 3 heats 


Description 

Cord complete. 

Cord and 803 plug only. . . 

Six foot cord only. 

Cord complete. 

Cord and 804 plug only. . . 

Six foot cord only. 

Cord and 806 plug. 

Six foot cord only. 

Cord complete. 

Cord and 803 plug only.. 

Eight foot cord only. 

Cord complete, 807 plugs. 
Twin, six foot cord only.. 
Cord complete, 807 plugs. 
Twin, six foot cord only.. 
Cord complete, 807 plugs. 
Twin, six foot cord only.. 
Cord complete, 807 plugs. 
Triple six foot cord only. . 
Cord complete, 807 plugs. 
Triple six foot cord only.. 



List Price 
Each 
$2.46 
2.10 
1.40 
2.46 
2.10 
1.40 
2.88 
1.62 
2.80 
2.46 
1.76 
2.46 
1.40 
2.80 
1.76 
2.46 
1.40 
3.36 
2 24 
3.36 
1.96 


Heating Elements 






List 





List 

List 




Price 

List 




Price 

No. 

Used on 

No. 

Watts 

Each 

No. 

Used on 

No. 

Watts 

Each 

9003 

Rite-Heat small size 




9097 

Curling iron heater.. 

117 

60 

$2.46 


iron. 

3RH 

350 

$2.46 

9091 

Curling iron heater.. 

111 

60 

2.46 

9006 

Rite-Heat iron. 

6RH 

525 

2.46 

9093 

Curling iron heater.. 

113 

60 

2.46 

9013 

Little Beauty iron... 

3B 

350 

2.46 

9095 

Curling iron heater.. 

115 

60 

2.46 

9016 

“American beauty" 




9090 

Curling iron heater.. 

150 

60 

2.46 


iron. 

6KB 

525 

2.80 

9092 

Curling iron heater.. 

112 

60 

2.46 

9019 

Pressing iron. 

9B 

675 

4.20 

9131 

Air Heaters. 

250 


2.80 

9012 

Pressing iron. 

12B 

650 

5.60 

9185 

Hot water um. 

4315 

600 

6.30 

9015 

Pressing iron. 

16B 

650 

5.60 

9186 

Hot water urn. 

4320 

800 

8.40 

9020 

Pressing iron... 

20B 

750 

6.30 

9187 

Hot water um. 

4325 

1200 

9.80 

9021 

Pressing iron. 

20HB 

1000 

6.66 

9188 

Hot water um. 

4330 

2000 

11.20 

9024 

Pressing iron. 

24HB 

1000 

6.66 

9195 

Coffee um. 

4420 

1400 

9.80 

9026 

Pressing iron. 

16VB 

1100 

7.00 

9196 

Coffee um. 

4430 

2000 

11.20 

9029 

Pressing iron. 

20VB 

1100 

7.00 

9197 

Coffee um. 

4440 

3200 

14.00 

9030 

“American Beauty” 




9198 

Coffee um. 

4450 

4200 

19.60 


toaster. 

5825 

440 

2.80 

9201 

Glue pots. 

181 

500 

6.30 

9035 

Triangle Lektrik 




9202 

Glue pots. 

182 

600 

7.70 


toaster stove. 

3320 

520 

2.46 

9204 

Glue pots... 

184 

1000 

11.20 

9037 

Rite-Heat Glower 




9210 

Industrial disc stoves 3240 

1000 

7.00 


Stove. 

3350 . 

660 

2.46 

9212 

Industrial disc stoves 3245 

1400 

8.40 

9040 

Radiant radiator.. . . 

6210 

600 

7.00 

9214 

Industrial disc stoves 3250 

1800 

9.80 

9045 

Water heater. 

5210 

350 

2.10 

9250 

Soldering irons. 

3108 

90 

4.90 

9048 

Triangle Baby Food 




9252 

Soldering irons. 

3110 

100 

4.90 


Wanner. 

2510 

200 

2.10 

9254 

Soldering irons. 

3111 

95 

4.90 

9050 

Disc stove. 

3210 

450 

3.16 

9256 

Soldering irons. 

3120 

150 

5.26 

9051 

Disc stove. 

3221 

550 

3.50 

9258 

Soldering irons. 

3121 

130 

5.26 

9052 

Disc stove. 

3231 

600 

4.20 

9260 

Soldering irons. 

3130 

300 

6.30 

9056 

Percolator. 

2506 

350 

2.10 

9262 

Soldering irons. 

3131 

240 

6.30 

9059 

Percolator. 

2509 

350 

2.80 

9264 

Soldering irons. 

3132 

270 

6.30 

9065 

Chafing dish. 

355 

600 

6.30 

9266 

Soldering irons. 

3140 

425 

7.70 

9076 

Tea samovar. 

2306 

450 

3.16 

9268 

Tipping iron. 

3123 

150 

5.26 

9080 

Combination disc... 

3310 

600 

6.30 







For Cords for devices to operate on 60 volts or less add 35 cents to list. 

For elements for devices to operate on voltages other than standards given in listing each article add 
35 cents for voltages lower than 60 and 70 cents for voltages higher. 
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Western Electric 

JUNIOR NO. 6 



Junior Range No. 6 
(Height 15 Inches) 


Western Electric 

Junior No. 6 

An Electrical Range for Children 

The Junior range No. 6 is a practical, electric range in which cooking and baking can actually be done 
by children. It is an entirely new idea that has already proved remarkably popular. Its main feature is 
not only the pleasure it gives children, but it is invaluable also as an educator. 

The Junior range is absolutely safe. Mothers may permit their children to use it freely without thought 
of danger. 

For countless generations little girls have had to be content with the toy ranges in which no cooking 
could be done. 

The construction of the Junior is substantial and is high grade throughout. It is guaranteed for one year, 
and with any kind of care will last for many years. It may be attached to any lamp socket, and consumes 
less current than an electric flatiron. 

With every Junior range is furnished, free, a set of four nickel plated cooking utensils (tea-kettle, bak¬ 
ing pan, stewpan and pot) and a cook book in words that children can understand. 

Details 

Height to top of shelf, 15 inches. Cooking surface, 11^x8 inches. Inside dimensions of oven, 4J3 
inches wide, inches high, 5 inches deep. Number of burners, 6. Net weight, 7^ lbs. Current con¬ 
sumption, 500 watts. 

Finished in black enamel with nickel-plated top, legs and oven door front. 

List Retail Price List Price 

No. Each Each 

(> Jr. Furnished complete with attachment plug, cord and switch. Any voltage 90-250. $8.00 $12.00 

6 Jr. Furnished complete with attachment plug, cord and switch, 32 volts. 9.00 14.40 

Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write ^eai^si| 

Electrical Heating Device* 26-2 
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No. 60 No. 50 


Western Electric 
Ranges Nos. 56 and 60 

No. 60 range for large families, boarding houses, restaurants, hotels, clubs, domestic science schools, etc- 
It has six (6) burner cooking surface, oven broiling compartment, warming closet, and two outside shelves- 
Dimensions: Floor space 26K x 59J^ inches. Height of cooking surface 32^ inches. Area cooking surface 
35 x 2334 inches. Oven dimensions 18 x 18 x 12 inches. Broiling compartment 18 x 18 x 8 inches. Warm¬ 
ing closet 21 H x 20 x 9 inches. Total height 67 inches. 

Position of oven cabinet: Burners, front right-hand cooking surface burner, 1500-750-375 watts. Left- 
hand and center front burners 1100-550-275 watts. Three rear burners 880-440-220 watts. Oven has 
two heat units, each of 1100-550-275 watts. Broiling compartment has one heat unit of 1800-900-450 
watts. 

No. 56 is a somewhat smaller model ‘than the No. 60, especially recommended for the average family. 
It has four (4) burner cooking surface, two-burner oven, one-burner broiler, warming closet, outside warming 
shelf, outside open shelf. Dimensions: Floor space 51_x26J4 inches. Height of cooking surface 323^ inches. 
Area cooking surface 2334 x 27 inches. Oven dimensions 18 x 18 x 12 inches. Broiling compartment 
18x18x12 inches. Warming closet 2134 x 20 x 9 inches. Total height 67 inches. 

Position of oven: Cabinet type, burners, front right-hand cooking surface burner, 1500-750-375 watts. 
Front left-hand 1100-550-275 watts. Two rear burners 880-440-220 watts. Oven has two heat units, 
each of 1100-550-275 watts. Broiling compartment has one heat unit 1800-900-450 watts. 


List 


Wt., 

•List Price Each 

No. 


Lbs. 

Plain 

Nickel 

60 

Electric range. 

. 500 

$240.00 

$256.00 

56 

Electric range. 

. 430 

208.00 

224.00 


Finish either plain or nickeled with white enameled splashers. 


Western Electric 

\ 

Range No. 50 

This range is suitable for a medium or a large sized family, also for clubs, church kitchen, etc. It has 
four (4) burner cooking surface, two-burner oven, warming compartment, outside warming shelf, lower open 
shelf. Dimensions: Floor space 51 x 2634 inches. Height of cooking surface 32>4 inches. Area cooking 
surface 2334 x 27 inches. Oven dimensions 18 x 18 x 12 inches. Wanning closet 21J4 x 20 x 9 inches. 
Total height 58 inches. Cabinet type. Burners: Front right hand cooking surface burner 1500-750-375 
watts. Front left-hand 1100-550-275 watts. Two rear burners 880-440-220 watts. Each of the two 
oven heat units 1100-550-275 watts. 

Finish either plain or nickeled, with white enameled splashers. 

List Wt., *List Price Each 

No. Lbs. Plain Nickel 

50 Electric range. 400 $176.00 $188.00 

All ranges are equipped with a lamp socket attachment. If not wanted, deduct $1.60 from list price. 

All ranges, except Nos. 27, C-17, C-18 and C-2, will be furnished with one 4 inch, 500 watt, 3 heat 
burner for small base utensils, percolators, etc. This small burner will replace the left hand rear 880 watt 
burner. 

Unless otherwise specified, plain finish will be furnished on all orders for ranges. 

•Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 

23 Electrical Di-lr- 
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No. 48 No. 40 


Western Electric 

Range No. 48 

No. 48 is designed for large families, boarding houses, restaurants, hotels, clubs, etc. It has six (G) 
burner cooking surface. Two-burner oven. Also elevated warming shelf if desired. 

Dimensions. Floor space 261^ x 34inches. Height of cooking surface 34 inches. Area cooking 
surface 33 x 23J4 inches. Oven dimensions 18 x 18 x 12 inches. Height of stove with warming shelf 55 
inches. 

Position of Oven. Underneath. 

Burners. Front right-hand cooking surface burner 1500-750-375 watts. Other two front cooking 
surface burners, each fl00-550-275 watts. Each of three rear cooking surface burners, 880-440-220 watts. 
Each of two-oven burners 1100-550-275 watts. 

Finish. Either plain or nickeled. Equipped with white enameled splashers without additional 


charge. 



List 

Wt., 

•List Price Each 

No. 

Lbs. 

Plain Nickel 

48 Electric range, six burners underneath, 18 x 18 x 12 ins. 

275 

$185.60 $193.60 


Warming shelf extra, $12.00 list. 


Western Electric 

Range No. 40 

No. 40 is a very compact range suitable for a small, medium or large family. It has four (4) burner 
cooking surface, two-burner oven. Elevated warming shelf if desired. 

Dimensions. Floor space 26 x 29 Vi inches. Height of cooking surface 34 inches. Area cooking 
s irface 28)4 x 22 inches. Oven dimensions 18 x 18 x 12 inches. Height of stove with warming shelf 
53 inches. 

Position of Oven. Underneath. 

Burners. Right-hand front cooking surface burners 1500-750-375 watts. Front left-hand 110Q-550- 
275 watts. Two rear burners 880-440-220 watts. Each of the two-oven heat units 1100-550-275 watts. 

Finish. Either plain or nickeled. Equipped with white enameled splashers, without additional 


charge. 

List 

Wt., 

•List Price Each 

No. 

Lbs. 

Plain 

Nickel 

40 Electric range. 

. 185 

$152.00 

$160.00 


Warming shelf extra, $12.00 list. 

All ranges are equipped with a lamp socket attachment. If not wanted, deduct $1.60 from list price. 
All ranges, except Nos. 27, C-17, C-18 and C-2, will be furnished with one 4 inch 500 watt, 3 heat 
burner for small base utensils, percolators, etc. This small burner will replace the left hand rear 880 watt 
burner. 

Unless otherwise specified, plain finish will be furnished on all orders for ranges. 

•Delivery F. O. B. Factory, Chicago, HI. For warehouse deliveries write nearest house. 
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C-3 Electric Range 


ELECTRIC RANGES 


No. 47 Electric Range 


No. 37 Electric Range 


Western Electric No. 47 Electric Range 

The No. 47 range is very desirable for the average family that is not crowded for kitchen space. This is 
the cabinet type in a slightly smaller capacity. 

Features. Three-Burner cooking surface, two-bumer oven, warming closet, outside elevated warming 
shelfoutside lower shelf. 

Dimensions. Floor space 51 x 26H inches. Height of cooking surface 32^ inches. Area cooking 
surface 23 H * 27 inches. Dimensions oven 18 x 18 x 12 inches. Warming closet 21 \i x 20 x 9 inches. Total 
height of stove 58 inches. 

Position of Oven. Cabinet type. 

Burners. Right-hand cooking surface burner 1500-750-375 watts. Front left-hand 1100-550-275 
watts. Rear burner 880-440-220 watts. Each of two-oven burners 1100-550-275 watts. 

Finish. Either plain or nickeled. Equipped with white enamelled splasher without additional charge. 


List 

Wt., 

List Price Each 

No. 

Lbs. 

Plain 

Nickel 

47 Electric range. 

. 400 

$160.00 

*172.00 


Western Electric No. 37 Electric Range 

The No. 37 is designed to meet the needs of an ordinary sized family. 

Features. Three-burner cooking surface, two-bumer oven. Warming shelf if desired. 

Dimensions. Floor space 26 x 29}^ inches. Height of cooking surface 34 inches. Area cooking 
surface 28 K x 22 inches. Dimensions oven 18 x 18 x 12 inches. Total height of stove with warming 
shelf 58 inches. 

Position of Oven. Underneath. 

Burners. Front right-hand cooking surface burner 1500-750-375 watts. Front left-hand 1100-550- 
275 watts. Rear burner 880-440-220 watts. Each of two-oven burners 1100-550-275 watts. 

Finish. Either plain or nickeled. Equipped with.white enamelled splasher w i thout additional charge. 


List 

No. 

37 Electric range. 

Wanning shelf extra 


Wt., List Price Each 

Lbs. Plain Nickel 

175 $135.20 $143.20 

12.00 12.00 


Western Electric C-3 Electric Range 

C-3 range is a cabinet type range for the average family. Differs from C-4 in having smaller oven. 
Features. Three-burner cooking surface, two-bumer oven, elevated outside warming shelf, lower out¬ 
side shelf. 

Dimensions. Floor space 25 x 43 inches. Height of cooking surface 34 inches. Area cooking surface 
22Ji x 24^S inches. 

Dimensions. Ovens 18 x 12 x 12 inches. Total height of stove 54 inches. 

Position of Oven. Cabinet type. 

Burners. Right-hand cooking surface burner 1500-750-375 watts. Front left-hand 1100-550-275 
watts. Rear burner 880-440-220 watts. Each of two-oven burners 880-440-220 watts. 

Finish. Plain black enamel. Equipped with white enamelled splasher without additional charge. 


List 


Wt, 

List Price 

No. 

Finish 

Lbs. 

Each 

C-3 Electric range.. 

. Black enamel 

260 

*144.00 


All.ranges are equipped with a lamp socket attachment. If not wanted, deduct $1.60 from list price. 
All ranges except Nos. 27, C17, C18 and C2 will be furnished with one 4-inch 500 watt 3 heat burner 
for small base utensils, percolators, etc. This small burner will replace the left hand rear 880 watt burner. 
Unless otherwise specified, “Plain Finish” will be furnished on all orders fc^ ranges. 

Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 
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Western Electric 
ELECTRIC RANGES 


Mall Orders Filled 
at Prevailing Prices 


C-2 Electric Range 

Western Electric 

C-2 Electric Range 

The C-2 type range of popular cabinet type. For medium sized and small families. 

Features. Two-burner cooking surface, two-burner oven, outside elevated warming shelf, lower out¬ 
side shelf. 

• Dimension*. Floor space 36% x 25 inches. Height of cooking surface 34 inches. Area cooking 
surface 23 x 18 inches. Dimensions oven 18 x 12 x 12 inches. Total height of stove 54 inches. 

Position of Oven. Cabinet type. 

Burners. Front cooking surface burner 1500-750-375 watts. Other cooking surface burner 880-440- 
220 watts. Each of two oven burners 880-440-220watts. 


Finish. Plain black enamel. Equipped with white enamel splasher without additional charge. 


List 



Wt., 

List Price 

No. 


Finish 

Lbs. 

Each 

C-2 

Electric range. 


240 

$128.00 




C-4 Electric Range 


Western Electric 

C-4 Electric Range 

The C-4 electric range is of the cabinet type and should prove highly popular with the average family. 

Features. Three-burner cooking surface, two-burner oven, elevated outside warming shelf, outside 
lower shelf. 

Dimensions. Floor space 49% * 25 inches. Height of cooking surface 34 inches. Area cooking 
surface 22% x 24% inches. Dimensions oven 18 x 18 x 12 inches. Total height of stove 54 inches. 

Position of Oven. Cabinet type. 

Burners. Right-hand cooking surface burner 1500-750-375 watts. Front left-hand 1100-550-275 
watts. Rear burner 880-440-220 watts. Each of two-oven burners 1100-550-275 watts. 

Finish. Plain black enamel. Equipped with white enamel splasher without additional charge. 


List Wt., List Price 

No. Finish Lbs. Each 

Ot 4 Electric range.Plain black enamel 275 $152.00 


All ranges are equipped with a lamp socket attachment. If not wanted, deduct $1.60 from list price. 
All ranges except Nos. 27, C17, C18 and C2 will be furnished with one 4-inch 500 watt 3 heat burner 
for small base utensils, percolators, etc. This small burner w ill replace the left hand rear 880 watt burner. 
Unless otherwise specified, ‘‘Plain Finish” will be furnished on all { orders for ranges. j 
Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 
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ELECTRIC RANGES 
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No. 44 


No. 33 


Western Electric 

Range No. 4^ 


No. 44. This range is very popular because it uses small*floor space and has elevated oven feature. 
Excellent for family of average size. It has four-burner cooking surface, two-burner oven, lower open shelf. 

Dimensions. Floor space 32J4 x 2934 inches. Height of cooking surface 31 34 inches. Area cooking 
surface 2634 x 2434 inches. Oven dimensions 18 x 18 x 12 inches. Total height of stove 65 inches. 

Position of oven. Elevated. 


Burners. Right-hand front cooking surface burner 1500-750-375 watts. Front left-hand 1100-550- 
275 watts. Two rear burners 880-440-220 watts. Each of the two-oven heat units 1100-550-275 watts. 
Finish. Either plain or nickeled. Equipped with white enameled splasher without additional charge. 


List 

No. 

44 Electric range. Four-burner elevated oven, 18 x 18 x 12 


Wt. f *List Price Each 

Lbs. Plain Nickel 

300 $170.40 $178.40 


Western Electric 

Range No. 33 

No. 33 is a standard range for the average family. Compact in floor space, designed for the housewife 
who prefers an elevated oven. It has three (3) burner cooking surface, two-burner oven, lower open shelf. 

Dimensions. Floor space 29 J4 x 29 J4 inches. Height of cooking surface 3134 inches. Area cooking 
surface 22J4 x 26J4 inches. Dimensions oven 18 x 12 x 12 inches. Total height of stove 65 inches. 

Position of Oven. Elevated. 

Burners. Front right-hand cooking surface burner 1500-750-375 watts. Front left-hand 1100-550- 
275 watts. Rear burner 880-440-220 watts. Each of two-oven burners 880-440-220 watts. 

Finish. Either pl&in or nickeled. Equipped with white enameled splasher without additional charge. 


List Wt., *List Price Each 

No. Lbs. Plain Nickel 

33 Electric range. Three-burner elevated oven, 18 x 12 x 12. 250 $150.00 $158.00 


All ranges are equipped with a lamp socket attachment. If not wanted, deduct $1.60 from list price. 
All ranges, except Nos. 27, C-17, C-18 and C-2, will be furnished with one 4 inch, 500 watt 3 heat burner 
for small base utensils, percolators, etc. This small burner will replace the left hand rear 880 watt burner- 
Unless otherwise specified, plain finish will be furnished on all orders for ranges. 

•Delivery F. O. B. Factory; Chicago, HI. For warehouse deliveries write nearest house. 
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Western Electric 
ELECTRIC RANGES 


Mail Orders Filled 
at Prevailing Prices 



No. 30 No. 27 


Western Electric 
Range No. 30 

No. 30 is a small, compact range for small and medium sized families. Does every style of cooking 
perfectly. It has three (3) burner cooking surface, two-burner oven, with or without elevated warming shelf 
as desired. 

Dimensions. Floor space 34 34 x 19 inches. Height of cooking sUrfaco 34 inches. Area cooking 
surface 33 x 1434 inches. Oven dimensions 18 x 12 x 12 inches. Height of stove with warming shelf 58 
inches. 

Position of Oven. Underneath. 

Burners. On cooking surface, center burner 1500-750-350 watts. Right hand burner 1100-550-275 
watts. Left hand burner 880-440-220 watts. Each of two-oven burners 880-440-220 watts. 

Finish. Either plain or nickeled. Equipped with white enameled splasher without additional charge. 


List 


Wt., 

•List Price Each 

No. 


Lbs. 

Plain Nickel 

30 

Electric range. 

. 150 

$130.00 $138.00 


Warming shelf extra. 


12.00 


Western Electric 


Range No. 27 


No. 27 is a most suitable range for the medium sized or small family with limited kitchen space. It has 
two (2) burner cooking surface, two-burner oven. Elevated outside warming shelf if desired. 

Dimensions. Floor space 18 x 27 inches. Height of cooking surface 34 inches. Area cooking surface 
25 x 14 inches. Dimensions oven 18 x 12 x 12 inches. Height of stove with warming shelf 58 inches. 
Position of oven. Underneath. 


Burners. Right-hand cooking surface burner 1500-750-375 watts. Left-hand cooking surface burner 
880-440-220 watts. Each of two-oven burners 880-440-220 watts. 

Finish. Either plain or nickeled. Equipped with white enameled splasher without additional charge. 
List - Wt, *List Price 

No. Lbs. Each 

27 Electric range. 150 $113.20 

27 Electric range with nickel trimming. 121.20 

Warming shelf extra. 12.00 

All ranges are equipped with a lamp socket attachment. If not wanted, deduct $1.00 from list price. 
All ranges, except Nos. 27, C-17, C-18 and C-2, will be furnished with one 4 inch, 500 watt, 3 heat 
burner for small base utensils, percolators, etc. This small burner will replace the left hand rear 880 watt 
burner. 


Unless otherwise specified, plain finish will be furnished on all orders for ranges. 
•Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 
Electrical Heating Device* 26 
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Western Electric 

ELECTRIC RANGE AND PORTABLE OVEN 



Western Electric “C 18” Electric Range 



Nos. 35 and 45 


Western Electric 

“C 18” Electric Range 

Character* Two-burner cooking surface, two-burner oven. Elevated warming shelf if desired. 
Dimensions. Floor space 17 x 25 inches. Height of cooking surface 35inches. Area cooking 
surface 25 x 14 inches. Dimensions oven 18 x 12 x 12 inches. Height of stove with warming shelf 58 inches 
Position of Oven. Underneath. 

Burners. Right-hand cooking surface burner 1500-750-375 watts. Other cooking surface burner 
880-440-220 watts. Each of two-oven burners 880-440-220 watts. 


Finish. Plain black enamel equipped with white enameled splasher without additional charge. 


List 

No. 


Finish 

wt, 

Lbs. 

List Price 
Each 

C-18f 

Electric range.. 

Warming shelf. 


150 

$88.00 

12.00 


Western Electric 
Ovens No. 35 and No. 45 

A portable oven is very convenient. It occupies but little space, is never in the way, yet is in every 
respect a most efficient and practical oven for all around service. It is constructed of black enameled steel, 
with cast iron legs, nickel plated or plain black finish. Heavily insulated to hold the heat in the oven. On 
a pyrometer test, after the current had been turned off entirely for one hour the oven was still at a baking 
heat. This oven is equipped with a broiler attachment, the same as is used in the ranges. The top and 
bottom units are controlled by separate three heat switches located below the oven door. These portables 
are made in two sizes. Portable oven No. 35, inside measurements, 18 x 12 x 12 inches. Burner one top, 
one bottom, each 880-440-220 watts. Portable oven No. 45, inside measurements 18 x 16 x 12 inches. 
Burner one top, one bottom, each 1100-550-275 watts. 


List 


Wt., 

•List Price Each 

No. 


Lbs. 

Plain 

Nickeled 

35 

Portable oven. 

. 130 

$64.00 

$72.00 

45 

Portable oven. 

. 140 

69.20 

77.20 


fAll ranges are equipped with a lamp socket attachment. If not wanted deduct $1.60 from list price. 
•Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries wrj^e nearest house. 
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Western Electric 

ELECTRIC OVENS 


Mall Orders Filled 
at Prevailing Prices 



Bake Ovens No. 150 


Western Electric 
Bake Ovens 

These ovens have proven to give better results than fuel ovens. Especially adapted for hotels, bakeries, 
restaurants, etc. They are clean and compact, and have the advantage of perfect control of the heat supply. 
They are heavily insulated and radiate practically no heat. They occupy about one-fifth of the space re¬ 
quired by brick ovens of the same capacity. In these ovens there is an absolutely ideal heat distribution. 
Instead of placing the heating elements in the bottom and depending on an uncertain and variable circulation 
of air the heat has been distributed for even baking through all parts of the article being cooked. In these 
ovens heat is more perfectly controlled, correctly applied and more uniform than in any other type in use, 
including the standard brick ovens. The body of these ovens rests on a substantial angle iron frame. The 
outside is of galvanized iron. The inside, which is entirely separate, is black steel. Won’t it pay to eliminate 
ashes, smoot, soot, or the fumes of gas from your baking process, heat at the throw of a switch, heat that you 
can turn off the instant you are through, heat that is positively uniform and perfectly distributed, bake 
bread almost automatically and without attention. 


o 

55 

to 

CO 

s 

> 

rt 

o 

-J 

• 

d 

55 

No. 18 x 26 In. Roll Pans 

No. Compartments 

Size of Compart¬ 
ments in Inches 

Sq. Ft. of Baking Surface 

Outside Dimensions 
in Inches 

Projection of Switch Box 
On Right Hand Side-Ins. 

Shipping Weight—Ap¬ 
proximate Lbs. 

Maximum Kw. 
Consumption per Hour 

List 

Price 

Each 

W. 

D. 

H. 

w. 

D. 

H. 

150 

30 

3 

3 

18 

27 

8 

10 

26 

33 

63 


800 

4 


175 

40 

4 

4 

18 

27 

8 

13 

26 

33 

66 

4 Vi 

900 

5 


200 

60 

6 

3 

37 

27 

8 

20 

45 

33 

63 

hV 2 

1050 

7.3 

a 

o 

215 

80 

8 

4 

37 

27 

8 

27 

45 

33 

66 


1250 

10 


220 

120 

12 

3 

37 

53 

8 

41 

47 

60 

64 

6 K 

1550 

15 

<§.i 

300 

180 

18 

3 

37 

80 

9 

61 

47 

90 

67 

c a 

6000 

23 

a 

315 

270 

27 

3 

54 

80 

9 

90 

64 

90 

67 

8 

9000 

32 

Q. 

<5 

400 

400 

40 

2 

74 

132 

10 

138 

84 

142 

74 

9 

10000 

50 


415 

600 

60 

4 

' 56 

134 

10 

208 

122 

144 

74 


13000 

75 



Ovens Nos. 220, 250. 300, 315 and 400 are shipped knocked down. 

Decks of ovens with tile decks have a 7 inch clearance, instead of 8 inch, unless ordered specially. 

An accurate pyrometer can be supplied at an extra price of $26.80 list. 

These ovens can also be used for roasting meats, poultry, etc. Also for baking cores and any other work 
requiring uniform heat. 

We can also build special ovens for enameling and other purposes. 

Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 


Western Electric 


ELECTRIC TOASTER AND BROILER 


t 



Hotel Type Electric Toaster 


Hotel Broiler, Vertical Type 



Western Electric 

Hotel Type Electric Toaster 

This toaster is an entirely practical electrical toaster, especially adapted to hotels, restaurants, etc., 
where large quantities of good toast are needed quickly. The Hughes Hotel Type Toaster has a capacity 
of 16 slices simultaneously. It has two trays, one above and one below the heat unit. Bread in the upper 
tray is toasted on the lower side. Then the trays are interchanged, and the toasting is completed on both 
sides. No heat is wasted. Only one operation is required. Every piece is toasted evenly, to an appetizing 
brown. This toaster goes anywhere—kitchen, butler’s pantry or dining-room. It is ready at the turn of 
the switch—off again when you are through. Finished in nickel plate throughout. Each of the two toasting 
racks measures 8 inches by 18H inches. Outside dimensions, 9 inches wide, 19 inches deep, 9 inches high. 
Maximum current consumption is 3 K.W 


list No. ‘ *List Price Each 

T-316 Hotel type electric toaster. $92.00 

T-316R Extra toasting rack. 4.00 


Western Electric 

Hotel Broiler 

The Western Electric hotel broiler of the vertical type is especially adapted for hotels, clubs, cafeterias, 
restaurants, etc., where there is a large demand for broiled meats. This broiler applies an intense heat, 
sears the surface of meats instantly, and retains practically all juices. Both sides of the meat are broiled 
at the one time. Having three separate broiling compartments, three different kinds of meat or fish can be 
broiled at the one time without an interchange of orders. Consumes electricity only while you are using it. 

Equipment. All walls are heavily insulated to conserve the heat. Three separate compartments, 
each containing two heating elements—one on each side, controlled by separate three-heat switches, making 
it possible to secure any variation of heat instantly. Also equipped with three broiling racks. 

--Dimensions-* Inside Dimensions Voltage Firing Wgt. List 

List No. Width Depth Height of Each Compartment lbs. Price 

UB-153 Hotel 

Broiler... 30 ins. 20 ins. 60 ins. 2 x 14 x 15 ins. 15 K.W. Plain black enamel 480 $296.00 

Note: Each compartment consumes 5 K.W. or 2J^ K.W. per unit. 

Delivery F. O. B. Chicago, Ill. For warehouse deliveries write rarest house. 
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Western Electric 


Mlail Orders Filled 
at Prevailing Prices 


ELECTRIC WATER HEATER, RANGE AND GRIDDLE 



Western Electric 


List AVftter Heater Std, List Price 

No. ’ Wt. Each 

101 Electric water heater, 2000 W. three heat circulation type. 25 lbs. $32.00 

102 Electric water heater, 750 W. single heat, no switch. 24.00 


Western Electric 


Kitchenette Range 


The WkStvrtl Electric Kitchenette Range is designed for one, two and three room apartments. For 
cabinet or ‘Tn-a-waH” type kitchen. 

Equipment. It has two surface burners and a medium sized oven. The right surface burner con¬ 
sumes 500 watts and the left 1,100 watts. The oven has a top ana bottom burner,each consuming 660 watts. 
The top burner is used for broiling. Total connected load, 2.920 watts. 


Length 

Western Electric ins. 

Kitchenette Range.. 33 


Cooking 

Width Height Surface 

Ins. Ins. Ins. 

16 22 15 x 21 


Oven 

Inside 

Ins. 

10 x 10 x 12 


List 

Wgt. Price 

Finish Lbs. Each 

Black enamel 125 $75.20 


Western Electric 

Electric Frying Griddle 

This griddle is made expressly for frying fish, eggs, bacon, chops, steaks, etc., and also for use as a cake 
griddle. It is solidly constructed of steel and cast iron, and supported on four nickel-plated legs. Dimen¬ 
sions, 18 x 18 inches; height 6 inches. The maximum current consumption is 3 K.W. 


List No. List Price 

G318 Electric frying griddle. T . $96.00 


Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 
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Western Electric 

RANGES AND PORTABLE OVENS 


“C-17" With Portable Oven "C-17” Without Portable Oven 

No. C-17 Electric Range 

The No. C-17 electric range is especially adapted for the medium family. 

Features. Has two-burner cooking surface. A detachable oven, without burners of its own, fits snugly 
over this cooking surface, thus using cooking surface burners for oven work. 

Dimensions. Floor space 26)4 x 1554 inches. Height of cooking surface 29 inches. Area cooking 
surface, 23)4 x 1254 inches. Dimension of oven 18 x 11 x 18 inches. Height of stove with oven 41 inches. 

Burners. Each of two burners 1100-550-275 watts. 

List Wt. List Price 

No. Finish Lbs. Each 

C-17 Electric range with oven.Plain black enamel 90 $56 r 00 

C-17 Electric range without oven... 85 33.60 

0-17 Oven only. 5 22.40 




“9” Portable Oven Portable Oven with No. 15 Two-burner Hot Plate 

Pprtable Ovens 

No. “9” Portable Oven. For medium sized or small family. It is large enough for two pies, two 
loaves of bread, small roasts, etc. 

Dimensions. Floor space 17 x 15 inches. Height 1554 inches. Inside dimensions 10)4 x 11 x 9 
inches. 

Burner. One burner (bottom) your choice of either 880-440-220 watts, or 660-330-165 watts. 
Accessories, two adjustable racks and attachment plug cord. 

No. 15 Oven. Has no heat unit of its own. It is specially designed to set on No. 15 hot plate. 

Dimensions. Inside, 17 x 13 x 8 inches. Height of oven and of No. 15 hot plate, 20 inches. Acces¬ 
sories, two adjustable racks. List Price 

Each 

List Wt. 880 

No. Lbs. Watts 

9 Portable electric oven. Finish, body and door in dull (egg shell) black enamel; cor¬ 
ners, legs and door support, nickel plated... 35 $22.40 

015 Portable oven, nickel finish. Fits No. 15 Hot Plate. 5 19.60 

010 Portable oven, nickel finish. Fits No. 10 Hot Plate. 12.60 

Delivery F. O. B. Chicago, Ill. For warehouse deliveries write nearest house. 
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Western Electric 

Western Electric 

HOT PLATES AND RADIATORS 


Mail Orders Filled 
at Prevailing Prices 


Western Electric “20” Three-burner Hot Plate Western Electric “10” Hot Plate 

Hot Plates 

No. 20 Three-burner Hot Plate. Has a cooking surface 14 x 32 inches, stands 6 A inches high. 
Right-hand burner 1500-750-375 watts. Center burner 1100-550-275 watts. Left-hand burner 880-440- 
220 watts. 

No. 10 Hot Plate. Single burner cooking surface 10>£ x 103^ inches, stands 5 A inches high. Choice 
of either 880-440-220 or 66(1-330-165 watts. 

No. 15 Two-burner Hot Plate. Cooking surface 10 x 21 inches, stands 6 A inches high. Right-hand 
burner 1500-750-375 watts. Left-hand burner 880-440-220 watts. List Price 

List Wt. f Each 

No., Lbs. Nickel 

20 Three-burner hot plate with one 1500, one 1100 and one 880 watt burner. 60 $52.00 

10 Single burner hot plate (880 watt). 17 16.00 

10 Single burner hot plate (1500 watt). 17 20.80 

15 Two-burner hot plate with two 1100 watt burners. 35 33.60 

15 Two-burner hot plate with one 1500 and one 880 watt burner. 35 36.00 

All hot plates can be supplied in white enamel finish at $1.60 list additional per burner. 


No. 5 T.bl. Stove , ,g„ Tab , e St<)ve 

Has cooking surface 7 A inches diameter. 


Coffee Urn Heater 


Heating unit $A inches diameter. 


No. 5 Table Stove. 

Height: 5 A inches. 

Current consumption, 660 watts. Accessories, attachment cord and plug switch is situated right on cord. 
A single heat, fed through switch. Wt. List Price 

List No. Finish Lbs. Each 

5 Table stove.. Nickel 10 $9.80 

Coffee Urn Heater 

The Western Electric coffee um heater is made in three sizes. Capacities 1500-1100-800 Watts, each 
having three heats. List Price 

List No. Each 

UH-15 Coffee urn heater, 1500 watt size. .. $20.80 

UH-11 Coffee urn heater, 1100 watt size. •. 17.60 

UH- 8 Coffee urn heater, 880 watt size. 16.00 

Radiators 


List 


Length 

Width Base 

Height 

Wt. 


List 

No. 

Wattage 

Inches 

Inches 

Inches 

Lbs. 

Heat 

Price 

106 

660 

15 

9 

mi 

12 

1 

$12.00 

110 

660 

15 

9 

mz 

12M 

3 

14.40 

116 

1000 

15 

9 

17 M 

12 

1 

16.00 

119 

1000 

15 

9 

17^ 

12H 

3 

18.40 

125 

1500 

15 

9 

•20H 

13'A 

3 

22.40 

130 

2000 

15 

9 

23 

14 X 

3 

25.60 

136 

2500 

19H 

9 

23 

23^ 

3 

32.00 

142 

3000 

19 H 

9 

23 

23M 

3 

38.40 

154 

4000 

22K 

9 

23 

25 

3 

48.00 


Western 

KlArmru! !! 


Hectric Radiator 

n«*lrM 


Nos. 106 and 110 are furnished with seven feet of cord and an 
attachment plug. 

Nos. 116 to 130 are furnished with seven feet of cord without attach¬ 
ment plug. Single heat radiators are not equipped with a switch. 

Delivery F. O. B. Factory, Chicago, HI. For warehouse deliveries 
write nearest house. 
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Western Electric 

Miniature ^ 

Screw Base fl 

Western Electric 

SUNBEAM INCANDESCENT LAMPS 
Standard Bases 


I’.IJ 


Style No. 500 
Candelabra 
Screw Base 


Style No. 1000 Style No. 1100 Medium 

Bayonet Candel- Bayonet Candel- Screw Base 
abra Base abra Base (One-half Size) 

Double Contact Single Contact 


Mogul Screw Base 
(One-half Size) 


Skirted Medium 
Screw Base 
(One-half Size) 


Bases 

The prices in each schedule cover only lamps fitted with the base or bases stated therein. The price 
of lamps fitted with other bases may be obtained on application. 

Lamps regularly fitted with Medium Screw Unskirted Base, if fitted with Medium Screw Skirted Base, 
will take an additional charge of 20 cents to list prices. 

There shall be no reduction in the price of lamps which are regularly based when furnished unbased. 


Instructions 

Special Styles 

We can furnish headlight, resistance, telephone switchboard, navy, torpedo, battery inspection, diving, 
Fisk instrument, gun, scarf pin, midget base, optical, surgical and dental lamps, in fact any special type 
in addition to the standard styles listed in this bulletin. 

Extra Charges 

All extra percentage charges shall be figured on the basic list price of the clear lamps. 


Tipless Lamps 

The prices given cover lamps with a tip unless otherwise indicated; for tipless lamps the additional 
charge is 10% on Gem and 20% on Mazda. 

For anchoring filaments to the bulb in Gem lamps, except in the case of such lamps as are regularly 
standardized with bulb anchored filaments, an additional charge of 6 cents list price for each anchor shall 
be made. 

Frosted Lamps 

The prices for frosted lamps cover only lamps either bowl frosted or all frosted, except where Bull's-Eye 
frosting is specifically mentioned. The prices of any lamps with special frosting may be obtained on appli¬ 
cation. 

Colored Lamps 

For superficial coloring, excepting opal, add 15 per cent, to list price of clear lamps. For superficial- 
opal coloring (opal dipping) a lamp, the list additional charge to the price of the lamp is the same as the list 
additional charge for fr ostmg the lamp. When 10,000 or more of any one color of superficially colored lamps, 
or 10.000 or more frosted lamps (not including a combination of the two) are ordered at one time, the addi¬ 
tional charges are two-thirds the regular charges. Superficially colored Mazda lamps are not recommended. 
For natural colored lamps add the following percentage charges to the price of clear lamps: 

(S-17-19-21-30 PS-20-22-25 
G-18H-25-30 aDd T-10 Bulb) S-14 Bulbs 


Green-Blue. 50% 25% 

Purple. 75% 35% 

Ruby-Opal. 100% 50% 

Amber-Canary. 150% 60% 


The extra charges given above cover only bulbs of the manufacturers’ standard colored glass. Spe¬ 
cially colored glass bulbs will take a higher price, which will be furnished upon application. 


Etching Letters 

The following charges for etching letters or designs on lamps are net and subject to no discount. 

Size in Watts * Net Price of 


Class of Lamp 


(For Street Series Lamps, Etching 

Size in Candlepower) per Lamp 


Mazda. 50 or less He 

Mazda. Over 50, to and including 80 %c 

Mazda. Over 80, to and including 150 1 c 

Mazda....... Over 150, to and including 250 lJ4c 

Mazda. Over 250 lHe 

Ail sizes He 

^ Lnmi 


3 
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Western Electric 

Western Electric 

SUNBEAM INCANDESCENT LAMPS 


Mail Orders Filled 
at Prevailing Prices 



PS-35 

PS-30 

S-17, S-19 or S-21 

PS-25 

PS-36 

300 Watts 

200 Watts 

10,15,20.25.40 or 60 

100 Watts 

300 Watts 

105-125 Volts 

105-125 Volts 

Watts 

105-125 Volts 

220-250 Volts 


105-125 Volts 
25, 40 and 60 Watts 
220-250 Volts 


LARGE STYLES-STRAIGHT SIDE TYPE 


Above are shown some of the regular multiple Mazda lamps for ordinary lighting requirements. 


List 

No. 

Volts 

Size of 
Lamp 
in 

Watts 


Type 

and 

Size 

Bulb 

Diam. 

Bulb 

Inches 

Maximum 
Over All 
Length 
Inches 

Base 

Regularly 

Supplied 

Std. 

Pkg. 

Qty. 

Price Each 

Clear 

Frosted 

400000 

400001 

400002 

400003 

400004 

400392 

400006 

400007 

400010 

400011 

400012 

400013 

400014 

400015 



10 

15 

20 

25 

40 

50 

60 

100 

25 

40 

60 

100 

150 

250 

1.07 

1.47 

1.41 

1.39 

1.35 

1.33 

1.31 

1.26 

1.65 

1.52 

1.46 

1.39 

.1.33 

1 20 

S-17 

S-17 

S-17 

S-19 

S-19 

S-19 

S-21 

S-30 

S-19 

S-19 

S-21 

S-30 

S-35 

S-40 

2 H 

2 M 

2 H 
2% 
2% 
2V S 
3H 
2Vs 
2% 
2% 
2% 
4% 

5 

4% 

4% 

4H 

5X 

5H 

S'A 

7Vs 

hVx 

5 h 

7Vs 

10 

Med. Screw 
Med. Screw 
Med. Screw 
Med. Screw 
Med. Screw 
Med. Screw 
Med. Screw 
Med. Scr. Sk. 
Med. Screw 
Med. Screw 
Med. Screw 
Med. Scr. Sk. 
Med. Scr. Sk. 
Med. Scr. Sk. 

100 

100 

100 

100 

100 

100 

100 

24 

100 

100 

100 

24 

24 

12 

$0.54 

.54 

.54 

.54 

.54 

.56 

.72 

1.30 

.66 

.66 

.90 

1.60 

2.40 

4.00 

$0.50 
.60 
.60 
.60 
.60 
.62 
.80 
1.44 
.72 
.72 
.98 
1.74 
2.60 
4 30 


PEAR SHAPE—TYPE Cf 


400393 



75 

1.09 

PS-22 

2 y A 

6 a 

Med. Screw 

50 

$1.30 

$1.40 

400368 



*100 

1.00 

PS-25 

3 y 8 

7V S 

Med. Screw 

24 

2.00 

2.10 




150 

.92 

PS-25 

3 M 

7V 8 

Med. Screw 

24 

3.00 

3.10 

400315 




.86 

PS-30 

334 

8% 

tMed. Screw 

24 

4.00 

4.10 

400316 

105 



.78 

PS-35 

4Vs 

9*A 

Mog. Screw 

24 

6.00 

6.20 

400317 

to 


Eitiifl 

.82 

a^ni 

5 

10 

Mog. Screw 

12 

8. CO 

8.34 

400318 

125 


*500 

.78 

PS-40 

5 

10 

Mog. Screw 

12 

9.00 

9.30 

400319 



*750 

.74 

PS-52 

6 A 

mi 

Mog. Screw 

8 

12.00 

12.50 

400320 



*1000 

.70 

PS-52 

9'A 

13*8 

Mog. Screw 

8 

14.00 

14.50 

400372 



*200 

1.00 

PS-30 

3 % 

8 K 

Mea. Scr. Sk. 

24 

4.40 

4.54 

400373 

oo n 


*300 

.92 

PS-35 

4 3 A 

9H 

Mog. Screw 

24 

7.20 

7.40 

400374 

&£\J 

4 /v 


MOO 

.90 

PS-40 

5 

10 

Mog. Screw 

12 

9.60 

9.90 

400375 

to 

9CA 


*500 

.85 

PS-40 

5 

10 

Mog. Screw 

12 

10.80 

11.10 

400376 

ZOU 


*750 

.82 

PS-52 

6 K 

mi 

Mog. Screw 

8 

14.10 

14.90 

400377 



*1000 

.78 

PS-52 

G'A 

mi 

Mog. Screw 

8 

17.30 

17.30 


Standard package discounts on all large style Mazda lamps can be given only on orders for exact (standard package) quan¬ 
tities or multiples thereof. It is allowable, however, to combine in one standard package all sizes of large style Mazda lamps 
having the same standard package quantity. Such lamps may be of different voltages and finish of bulb. 

Lamps of voltages of 100 to 109,126 to 130 inclusive, 200 to 219 and 251 to 260 inclusive are not regularly carried in stock, 
but may do obtained at the same list prices. 

tMazda C lamps are not recommended all frosted. Where frosting is necessary, bowl frosting is to be preferred, and it is 
particularly recommended for lamps of 300 watts or Iras which are to be used in interior lighting where the glare would other¬ 
wise be objectionable. Orders should specifically state if lamps are to burned in other than pendent position. 

tMogul screw base regularly supplied and recommended. Medium screw skirted base can be supplied at same price when 
specially ordered, but is not recommended, and attention is called to the face that it is contrary to the Underwriters' rules to 
use Mazda C lamps of this wattage in the medium screw sockets. With the medium screw skirted base the maximum overall 
length of this lamp is 10inches, and the light center length is 7H inches 

*These are the Mazda C Nitrogen-filled lamps. Not recommended frosted. 
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SUNBEAM INCANDESCENT LAMPS 







G-25 T-IO 

15.25 and 40 Watts 25 Watts 
105-125 Volts 105-125 

Volts 


G-30 
60 Watts 
105-125 Volts 


G-35 

100 Watts 
105—125 Volts 


G-30 

250 Watts 
Stereoptlcon 
105-125 Volts 


G-30 

100 Watts 
Stereoptlcon 
105—125 Volts 


Round-Bulb and Tubular Mazda Lamps 

Round-bulb lamps are often preferred to the regular type because of their decorative value. The 
400 and 500 watt sizes supply the demand for efficient units of high candle-power without the intricate 
mechanism usually found in units of this size. 

The tubular lamp is especially adapted to such classes of work as show-case or cornice lighting—where 
a line source is necessary to light confined spaces or to define outlines. 


Maximum 
Over All 
Length 
Inches 


ROUND BULB 


400016 

400017 

400018 

400019 

400020 


400024 

400025 



Regularly 

Supplied 




15 

HKEM 

25 

wnx 

40 

111 

60 

1.23 

100 

1.18 

25 

1.63 

40 

1.51 




Med. Screw 

50 

$0.90 

4 H 

Med. Screw 

50 

.90 

4 % 

Med. Screw 

50 

.90 

5 y 2 

Med. Screw 

24 

1.30 

7K 

Med. Scr. Sk. 

24 

1.90 

4 M 

Med. Screw 

50 

$1.10 

4% 

Med. Screw 

50 

1.10 


400029 no 
400288 to 
400289 125 


T-8 25 and 40 Watts 
TUBULAR 



Med. Screw 
Med. Screw 
Med. Screw 



ROUND STEREOPTICON 


$1.00 

$1. 

1.90 

2. 

1.90 

2. 


400033 

{IS}' 

100 

1.00 

G-25 

3Vs 

5 

Med. Screw 

50 

$2.70 

400354 

250 

.80 

tG-30 

W 

5H 

Med. Screw 

24 

5.40 



•The 15 and 25-watt, 110 to 125 volt round bulb Mazepa lamps are regularly supplied in the G-25 bulb. 
These lamps can be supplied in G-18^ bulb (standard package quantity 100) at $0.90 clear and $0.96 
frosted. 

Lamps of voltages 100 to 109, 126 to 130 inclusive, 200 to 219,251 to 260 inclusive, are not regularly 
carried in stock but may be obtained at the same list prices. 

fMazda C lamp. This lamp may be supplied without extra charge fitted with unskirted Mogul screw 
base (Style 400), giving a light center length of 33^ inches and a maximum overall length of 5% inches. 
Can be burned in any position except vertically, base up. 

Standard package discounts on all large style Mazda lamps can be given only on orders for exact 
standard package quantities or multiples thereof. It is allowable, however, to combine in one standard 
package all sizes of large style Mazda lamps having the same standard package quantity. Such lamps 
may be of different voltages and finish of bulb. 

Prices on application. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



PS-35 250 C.P. S-24H 60, 80 and 100 C.P. PS-40 400 C.P. PS-40 600 C.P. 


Street-Series Lamps 

Mazda Stree!-Series lamps are designed for use on constant-current circuits, either in series with arc 
lamps or in straight Mazda systems. Mazda street-lighting systems are characterized by pleasing uni¬ 
formity of illumination and freedom from flicker, excessive glare and long shadows. Their decorative 
value alone has done much to bring them into popular favor. 

MAZDA, STREET-SERIES STYLE 

Fitted with Mogul screw base (Style 400). Medium screw skirted base (Style 100) also supplied 
at same price, except the 400, 600 and 1000 C.P. lamps, which are supplied only with Mogul screw skirted 
or unskirted base (Style 400) as indicated._ 






Style 

and 

Size 

Bulb 


Over All 

Base 

Std. 

Price Each 

List 


Candle- 

Average 

Diana. 

Length 

Regularly 

Pkg. 



No. 


Power 

Volts 

Inches 

Inches 

Supplied 

Qty- 

Clear 

*Frosted 

400048 



60 

8.5 

S-2-t 1 ■. 

3 A 

7% 

Mog. Screw 

50 

$2.00 

$2.10 

400049 



80 

10.8 

S-2AV 2 

3 A 

7 M 

Mog. Screw 

50 

2.40 

2.50 

400050 

5.5 


100 

13.0 

S-24 y 2 

3 A 

7% 

Mog. Screw 

50 

2.40 

2.50 

400051 



250 

29.7 

PS-35 

4 % 

. 9 H 

Mog. Screw 

24 

4.70 

4.90 

400052 



400 

47.4 

PS-40 

5 

10 

Mog. Screw 

12 

8.00 

8.30 

400055 



' 60 

7.1 

S-24 

3 A 

7H 

Mog. Screw 

50 

2.00 

2.10 

400056 



80 

9.1 

S-24H 

S-24 >4 

3iV 

7'A 

Mog. Screw 

50 

2.40 

2.50 

400057 

6.6 


100 

10.9 

3A 

7H 

Mog. Screw 

50 

2.40 

2.50 

400058 


250 

23.5 

PS-35 

4% 

OH 

Mog. Screw 

24 

4.70 

4.90 

400059 



400 

37.1 

PS-40 

5 

10 

Mog. Screw 

12 

8.00 

8.30 

400355 



600 

55.7 

PS-40 

5 

10 

Mog. Screw 

12 

10.00 

10.30 

400062 



’ 60 

6.4 

S-24 >4 

3 A 

7H 

Mog. Screw 

50 

2.00 

2.10 

400063 



80 

8.0 

S-24 y 2 

3 A 

7H 

Mog. Screw 

50 

2.00 

2.50 

400064 

*7 C 


100 

9.6 

S-24 14 

3 A 

7H 

Mog. Screw 

50 

2.40 

2.50 

400356 

7 .0 


250 

19.6 

PS-35 

4 V s 

OH 

Mog. Screw 

24 

4.70 

4.90 

400357 



400 

30 5 

PS-40 

5 

10 

Mog. Screw 

12 

8.00 

8.30 

400358 



600 

45.8 

PS-40 

5 

10 

Mog. Screw 

12 

10.00 

10.30 

400359 

15.0 

400 

14 4 

PS-40 

5 

I2y 2 

Mog. Screw 

12 

8.00 

8.30 

100360 

20.0 


600 

15.5 

PS-40 

5 

12 y 2 

Mog. Screw 

12 

10.00 

10.30 

400361 


1000 

25 9 

PS-40 

5 

1214 

Mog. Screw 

12 

22.60 

12.30 


Orders for lamps of 250 C.P. and highei should specifically state if they are to be burned in other than 
pendant position. 

*These lamps are not recommended frosted. If frosted lamps are required, bowl frosted lamps are 
preferable. 

Standard package discounts on all large style Mazda lamps can be given only on orders for exact 
standard package quantities or multiples thereof. It is allowable, however, to combine in one standard 
package all sizes of large style Mazda lamps having the same standard package quantity. Such lamps 
may be of different voltages and finish of bulb. 

Prices on application. 

Series lamps selected for use on multiple compensators or for any other purpose where a single voltage 
or a range of voltages closer than stated are required will take a special price, \vhvctPra^y,b^<lh$ained upon 
application. Digitized by vjOUQLC 
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S-24M G-18H S-17 G-19 

94 Watts 10, 15, 20 and 10. 15 and 25 and 40 
105-130 Volts 25 Watts 20 Watts Watts 
25-34 and 50- 25-34 and 25-34 and 

65 Volts 50-65 Volts 50-65 Volts 


G-25 

100-150 Watts 
30-34 Volta 


G-25 
72 Watts 
5H and 6 Volta 



G-30 
40 Watta 

25-34 and 50-65 Volta 
75 Watta 

30-34 and 60-65 Volts 


Mazda Street-railway Lamps 


Straight Side 


List 


Bulb 

Max. 
Over all 

Base \ 
Regularly 
Supplied 

Size of 
Lamp 

Amperes 

Watts 

per 

Std. 

Pkg. 

Qty. 

Price Each 

No. 



Style 

Diam. 

Inches 

Length 

Inches 

in 

Watts 

Spherical 
C. P. 

Clear 

Frosted 

400065 

105 

110 


S-19 

2% 

514 

Med. Screw 

23 

.214 

1.46 

100 

$0.54 

$0.60 

400066 

115 


S-19 

2H 

514 

Med. Screw 

36 

.342 

1.42 

100 

.54 

.60 

400067 

120 


S-21 

2% 

5 H 

Med. Screw 

56 

.519 

1.33 

100 

.72 

.80 

400068 

125 


S-24H 

3 ft 

7H. 

Med. Screw Sk. 

94 

.863 

1.28 

' 50 

1.30 

1.44 


130 











All the lamps listed above are selected for amperes and are labeled for use, five in series, on 525, 550, 
575, 600, 625 and 650 volts. 

Mazda Train-lighting and Compensator Lamps 


Mazda—Round 


List 

No. 

Volts 

S 

I 

ize of 
..amp 

Watts per 
Spherical C. P. 

Type 

and 

Size 

Bulb 

Diam. 

Bulb 

Inches 

Max. 
Length 
Over All 
Inches 

Base 

Regularly 

Supplied 

Std. 

Pkg. 

Qty. 

Price Each 

Clear 

Frosted 

in 

Vatts 

30-34 

60-65 

400071 



10 

$1.44 

*1.51 

G-18 H 

2ft 

3*4 

Med. Screw 

ICO 

$0.72 

$0.78 

400072 

30-34 


15 

1.38 

1.44 

G-i8 y 2 

2ft 

3*4 

Med. Screw 

100 

.72 

.78 

400073 

and 

t 


1.36 

1.42 

G-18 V 2 

2ft 

3H 

Med. Screw 

KH 

.72 

.78 

400074 

60-65 


25 

1.36 

1.42 

G- 18 H 

2ft 

3 H 

Med. Screw 


.72 

.78 

400075 



MSI 

1.24 

1.22 

G-30 

3 k 

6 x 

Med. Scr. Sk. 

mm 

1.30 

1.44 


30-34 

1 











400362 

and 

t 

75 

.95 

.95 


3% 

64 

Med. Scr. Sk. 

24 

1.50 

1.64 


60-65 













Mazda—Straight Side 


400085 



10 

$1.37 

$1.44 

S-17 

2 Vs 

4% 

Med. Screw 

100 

K2E£| 

$0.60 

400100 

30-34 


15 

1.31 

1.38 

S-17 

2V S 

4% 

Med. Screw 

100 

171 

.60 

400156 

and 

t- 

Ei 

1.29 

1.36 

S-17 

2H 

4 y s 

Med. Screw 

100 


.60 

400115 

60-65 


25 

1.29 

1.36 

S-19 

2H 

SH 

Med. Screw 

100 

.54 

.60 

400116 



Ml 

1.24 

1.24 

S-19 

2% 


Med. Screw 

100 

.54 

.60 

400379 

5H 


36 



G-18 4 

2 ft 

3*4 

Med. Screw 

100 

2.50 


400380 

and 

*. 

72 



G-25 

3 Vi 

4*4 

Med. Screw 

50 

3.00 


400381 

6 





G-30 

3*4 

oVa 

Mog. Screw 

24 

3.50 


400382 



IrAl 



G-25 

3% 

4*4 

Mea. Screw 

50 

3.00 


400383 

30-34 


■Mil 

. ! 


G-25 

3 H 

4% 

Med. Screw 

50 

4.00 


400384 






tG-30 

3K 

5 4 

Med. Screw 

24 

6.00 



Standard package discounts on all large style Mazda lamps can be given only on orders for exact 
standard package quantities or multiples thereof. It is allowable, however, to combine in one standard 
package all sizes of large style Mazda lamps having the same standard package quantity. Such lamps may 
be of different voltages and finish of bulb. 

fC&n be burned in any position except vertically, base up. 

*The 36, 72 and 108 watt lamp (nominal ratings) consume 6, 12 and 18 amperes respectively. 

{Lamps of voltages of 25 to 29 inclusive and 50 to 59 inclusive are not regularly carried in stock, but 
may be obtained at the same list prices. 

Incandescent Lamps 
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FE-3^ 

FE-4 1 ; 

G-3H 

G-4M 

G-5^2 

H Flat End 

H Flat End 

{i in. Round 

in. Round 

H in. Round 

Opal Back 

Opal Back 

Tipless 

Tipless 

Tipless 


Mazda Novelty Lamps 


Mazda Class—Miniature Style—Round and Flat End Types for Novelty Service 


*Regularlv fitted with Miniature Screw Base 


List 

No. 

Description 

Volts 

t Amperes 

Type 
and Size 
Bulb 

Diam. 

Bulb, 

Inches 

Maximum 
Over All 
Length, 
Inches 

Base 

Unit 

Pkg. 

Qty. 

Price 

Each 

Clear 

40008b 



2.7(b) 

.35 

G-3^6 

A 

H 

Min. 

10 

SO. 17 

400087 

Flashlight— 


3.8(c) 

.35 

G-3^ 

A 

M 

Min. 

10 

.17 

400088 

clear 


2.9(b) 

.35 

G-4 y 2 

A 

1 Va 

Min. 

10 

.17 

400089 

Side-tip or 


3.8(c) 

.35 

G-AV 2 

A 

1 Vs 

Min. 

10 

.17 

400090 

tipless 


4.0(c) 

.35 

G-4 >2 

A 

m 

Min. 

10 

.17 

400091 



6.2(d) 

.35 

G-5M 

H 

i* 

fMin. 

10 

.17 

400092 

Flashlight— 


2.5(a) 

.35 

FE-3% 


H 

Min. 

10 

.17 

400093 

opal back 


3.8(c) 

.35 

FE-3% 

H 

V4 

Min. 

10 

.17 

400094 

tipless 


2.5(a) 

.25 

FE-4»< 


n 

Min. 

10 

.17 


*If fitted with spring contact, 4j/£ cents list additional. fH fitted with candelabra screw or bayonet 
candelabra bases, 10 cents list additional. 


Customers are requested to order in unit package quantities to facilitate prompt deliveries. 

JA11 flashlight lamps listed above of 0.35 amperes may be supplied at 0.30 amperes without extra charge, 
(a) Intended for two cells, case type dry battery. (b) Intended for two cells, tubular type dry 
battery. (c) Intended for three cells, case or tubular type dry battery. (d) Intended for five cells, 
tubular type dry battery. 



Type B-9H Type D-10 Type T-8 Type S-I2H Type G-16M 

Mazda Decorative Lamps 

Mazda Class—Miniature Style—Candelabra and Decorative Types 

Regularly fitted with Unskirted Candelabra Screw Base 


U 

Base Pkg. i . 

Qty. Clear Frosted 






Type 

In,. 1 

Max. 


List 

No. 

Description 

Watts 

Volts 

and 

Size 

FmI 

Over All 
Length, 

Base 





Bulb 


Inches 


400095 

Candelabra 

15 

105-125 

B-9H 

1A 

3X 

Candelabra 

400096 

Style B 
Candelabra 

15 

105-125 

D-10 

ix 

3% 

Screw 

Candelabra 


Style D 




Screw 

400097 

Candelabra 

10 

105-125 

T-8 

1 

3% 

Candelabra 


Style E 





Screw 

400098 

Candelabra 

15 

105-125 

G-16H 

2A 

3Vs 

Candelabra 


Style G 



Screw 

400099 

Decorative 

15 

105-125 

S-12^ 

i* 

CO 

to\ 

Candelabra 


Style F 




Screw 



Customers are requested to order in unit package quantities to facilitate prompt deliveries, 
bulbs are shipped on orders unless otherwise specified. 

Prices on application. 
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G-6, 8 and 10 
Sidelight Rear 
or Speedometer 
3 Cell 6-8 Volta 



G-12 and 16H 
Headlight 
Mazda B 
3 Cell 6-8 Volta 



G-10, 12 and 16H 
Electric 
Vehicle 



G-6, 8 and 16H 
Rear. Side and 
Head Light 
6 Cell 12-16 Volta 



S-14, 17 and 19 
5, 10 and 40 Watt 
16 Cell 28-32 Volta 



PS-20, 22 and 25 
50, 75 and 100 Watt 
16 Cell 28-32 Volta 


MAZDA CLASS MINIATURE STYLE ROUND TYPE 
FOR AUTOMOBILE SERVICE 

Lamps for 3 Cell (Lead Type) Storage Battery-Generator Lighting Systems (6-8 Volts) 



Ratings Appear on Lamps 

u_ 

K9 


Maxi- 




Description 

as Follows 

Watts, pe 
Spherics 
C. P. 

Diam. 

mum 

Unit 

Std. 

List 

Approx. 



Bulb 

Over all 

Pkg. 

Pkg. 

Price 


Candle 

Power 

Volts 

Amperes 

H 

Inches 

Length 

Inches 

Qnty. 

Qnty. 

Clear 

Rear and Speedometer 
(Series Burning).... 

} 2 

3-4 

.84 

1.35 

G- 6 

M 

1 Vs 

IS 

MM 

SO.31 

Rear and Speedometer 

2 

6-8 

.42 

1.35 

G- 6 

% 

1 Vs 

mm 

Bd 

.31 

Side. 

i 

6-8 

.84 

1.18 

G- 8 

1 

ltt 

Sfl 

Bd 

.31 

Headlight (Mazda B). 

12 

6-8 

2.00 

.95 

G-12 

ix 

2 a 

mm 

Bd 

.41 

Headlight (Mazda B). 

15 

6-8 

2.50 

.95 

G-16 y 2 

2A 

SVs 

mm 

Bfifl 

.41 


Lamps for 6 Cell (Lead Type) Storage Battery-Generator Lighting Systems (12-16 Volts) 


Rear and Speedometer 
(two in Series). 

} 2 

6-8 

.42 

1.35 

G- 6 

H 

l H 

10 

100 

SO.31 

Rear and Speedometer 

2 

12-16 

.26 

1.35 

G- 6 

H 

1H 

10 

100 

.36 

Side. 

4 

12-16 

.42 

1.18 

G- 8 

1 

1H 

10 

100 

.36 

Headlight (Mazda B). 

15 

12-16 

1.00 

1.00 

G-i6 y 2 

2* 

3% 

5 

100 

.45 


FOR ELECTRIC VEHICLE SERVICE 

Lamps for Use Upon Lead and Alkaline Type Electric Vehicle Storage Battery Circuits 


Ratings Appear on 
Lamps as Follows 

Watts 

per 

Spherical 

C. P. 

Type and 
Size Bulb 

Diameter 

Bulb 

Inches 

Maximum 
Over all 
Length 
Inches 

Unit 

Pkg. 

Qnty. 

Std. 

Pkg. 

Qnty. 

List 

Price 

Clear 

Watt* 

Volts* 

8 

,30-34. 

1 At\ A A 1 

1.31 

mm 

l'A 

2X 


100 

$0.90 

*15 

1 W-dl 1 

1 AO A/I I 

1.20 


IX 

2X 

5 

100 

.90 

*25 

J DUHW \ 

l 80-64 J 

1.15 

jggjgB 

2* 

3 X 

5 

100 

.90 


supplied fitted with candelabra screw base (Style 500) without extra charge. 

•If fitted with medium screw base (Style 100) or with medium bayonet base (Style 800) 5 cents list 
additional. 


Mazda Class—Large Style—Straight Side and Pear Shape Types 

FOR COUNTRY HOME LIGHTING OUTFITS HAVING 16 CELL (LEAD TYPE) 
Storage Batteries-Generator Lighting System 
16 Cell (20-32 Volts) Mazda B Lamps 


Labeled 

Watt* 

Nominal 



Diameter 

Bulb 

Inches 

Maximum 
Over all 
Length In. 

Base 

Regularly 

Stripped 

Std. 

Pkg. 

Qnty. 

List Price 

Clear 

Frosted 

&, 

« 1.44 

S-14 

l*A 

4 

Med. screw 

100 

$0.54 

$0.60 

lo 

1.37 

S-17 

2X 

4 H 

Med. screw 

100 

.54 

.60 

» 

1.29 

8-17 

' 2X 

4 % 

Med. screw 

100 

.54 

.60 

JL.. 

1.24 

S-19 

2Vs 

5 X 

Med. screw 

100 

.54 

.60 


16 Cell (28-32 Volts) Mazda C Lamps 


50 

.90 

PS-20 

2Yi 

5X 

Med. screw 

100 

$1.30 1 

$1.40 

75 

.85 

PS-22 

2% 

6^8 

Med. screw 

50 

1.50 I 

1.60 

100 

.80 

PS-25 

3V* 

TVs 

Med. screw 

24 

2.20 i 

2.30 


8—6 Incandescent Lamps 
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Western Electric 

Western Electric 

SUNBEAM INCANDESCENT LAMPS 


Mail Orders Filled 
at Prevailing Prices 



G-8 

G-12 

G-12 

G-10 

G-12 

G-12 

G-8 

Side Light 

Mazda C 

Headlight 

Headlight 

Headlight 

Mazda C 

Side Light 

3 Cell 

Headlight 

Mazda B 

Mazda B 

Mazda B 

Headlight 

9 Cell 

6-8 Volts 

3 Cell 6-8 Volts 

6 Cell 

and Side Light 

6 Cell 

9 Cell 18-24 Volts 

18-24 Volts 


12-16 Volts Focusing) 12-16.Volts 

3 Cell 6-8 Volts 


MAZDA CLASS MINIATURE STYLE ROUND TYPE 
FOR AUTOMOBILE SERVICE 


Lamps for 3 Cell (Lead Type) Storage Battery-Generator Lighting Systems (6-8 Volts) 



Ratings Appear on 

Watts 

Type 

and 

Size 

Bulb 


Maxi- 



Description 

Lamps as Follows 

per 

Diam. 

mum 

Unit 

List 

Approx. 

Candle 

Volts 

Amperes 

Spheri¬ 

cal 

Bulb 

Inches 

Over all 
Length 

Pk g . 

Qnty. 

Price 

Clear 


Power 



C. P. 


Inches 



Rear and Speedometer. 4 0-8 .84 1.35 G- 6 \% 10 SO. 30 

Side. 6 6-8 1.25 1.18 G- 8 1 1H 10 .36 

Headlight (Mazda B). 9 6-8 1.50 1.00 G-10 1 \i 2 1 4 5 .41 

Spotlight (Mazda B). 18 6-8 3 .95 G-12 1 y 2 2]/ 2 5 .41 

Headlight (Mazda B). 18 6-8 3 .95 G-12 1 y 2 2]/ 2 5 .41 

Headlight (Mazda B). 21 6-8 3 V 2 .95 G-16j^ 2^ 3H 5 _ .45 

Lamps for 6 Cell (Lead Type) Storage Battery-Generator Lighting Systems (12-16 Volts) 

Headlight (Mazda B). 15 12-16 1.00 1.00 G-12 \]7 2 23 ~ 2 5 $0.45 

Headlight (Mazda B). 18cV 21 12-16 V 2 1 00 G-16^ 2A, 33^ 5_.45 


Lamps for 9 Cell (Lead Type) Storage Battery-Generator Lighting Systems (18-24 Volts) 


Rear and Speedometer (two in 
Series). 

} 2 

10 

.26 

1.35 

G- 6 

/\ 


10 

$0.42 

Rear and Speedometer. 

2 

18-24 

.17 

1.35 

G- 6 

ia 

y\ 

1 Vs 

10 

.53 

Side. 

4 

18-24 

.26 

1.18 

G- 8 

1 

1H 

10 

.60 

Headlight (Mazda B). 

21 

18-24 

1:00 

1.00 

G-16^ 

2 iV 

3 y* 

5 

.75 


Mazda C Lamps for 3, 6 and 9 Cell (Lead Type) Storage Battery-Generator Lighting Systems 

(6-8, 12-16 and 18-24 Volts Respectively) 


Mazda C Headlight. 12 0-8 V/ 2 .80 G- 8 1 V/ % 10 $0.00 

Mazda C Headlight. 21 6-8 23^ .80 G-12 2 V 2 5 .53 

Mazda C Headlight. 24 6-8 3 .80 G-12 1 y 2 23 2 5 .75 

Mazda C Headlight. 36 6-8 4 .80 G-16^ 2 \ 33/8 5 1.13 

Mazda C Headlight. 24 12-16 14 .80 G-12 \y 2 2]/ 2 5 56 

Mazda C Headlight. 40 12-16 2 .80 G-163^ 2^ 33 4 5 1.13 

Mazda C Headlight. 24 18-24 1 .80 G-12 1 y 2 2]/ 2 5 1.13 

Mazda C Headlight. 12 6-8 13^ .80 G-12 13 ^ 2% 5 .60 

Mazda C Spotlight. 16 6-8 2 .80 G-10 1 y x 2\i 10 .53 

Mazda C Spotlight. 20 12-16 1_.80 G-10 134 10 .56 



































Quantity Prices 
Quoted on Request 


Western Electric 

Western Electric 


SUNBEAM INCANDESCENT LAMPS 


407 


S-14 

5 Watts 50-65 Volts 
7H and 10 Watts 105-125 Volts 
(Sign Lamp) 




S-14 

2H and 5 Watts 
10^ and 12*4 Volts 
(Sign Lamp) 


Mazda Sign Lamps 

The superiority of Mazda lamps for sign lighting is generally acknowledged. These lamps combine 
the desirable features of economy of operation and good light quality—both factors of importance in sign 
lighting. 

STRAIGHT SIDE—SIGN 


List Voltage 
No. Class 


Size Lamp 
in Watts 


Watts per 


Bulb 

Over All 

Spherical 

Type 


Length 

C. P. 


Inches 

Inches 


Std. 


Base 


Pkg. 

Qty. 


Price Each 


Clear 


Frosted 


400076 

11}-12} 

2H 

: 1.52 

S-14 

— 

H 

Med. Screw 

100 

$0.50 

$0.56 

400077 

11£-12} 

5 

1.46 

S-14 



Med. Screw 

100 

.50 

.56 

400078 

55-65 

5 

! 1.73 I 

S-14 

wfl 


Med. Screw 

100 

.54 

.60 

400378 

110-125 

10 

: 1.73 ! 

S-14 

Kh 


Med. Screw 

i 100 

1 .54 

.60 


Standard package discounts on all large style Mazda lamps can be given only on orders for exact 
standard package quantities or multiples thereof. It is allowable, however, to combine in one standard 

C ackage all sizes of large style Mazda lamp9 having the same standard package quantity. Such lamps may 
e of different voltages and finish of bulb. 


Luminous Radiator Heating Units 

Carbon Type Frosted 

Fitted with Medium Screw Skirted Base. 

Always state exact operating voltage of circuit when ordering. 


List 

No. 

Voltage 

' Total 
Watta 

Bulb 

Maximum 
Over All 
Length 
Inches 

Std. 

Pkg. 

Qnty. 

Price 

Each 

Type 

Diameter 
in Inches 

MM 

100-130 

250 

T-21M 

2tt 

uy s 

36 

ni 

4UD1R1, . . 

100-130 

500 

T-21 Vt 


ii H 

36 

HQh] 


200-250 

250 

T-21H 

2 H 

iv/s 

36 

mmi 

........ 

73-83 

500 


2H 

UJi 

36 



Orders for luminous radiator heating units in the above Schedule cannot be combined with orders for 
other types of Carbon lamps to determine the discounts on such other types of Carbon lamps. 

10 Incandescent Lamps 
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Western Electric 


Mail Orders Pilled 
at Prevailing Prices 


Western Electric 


SUNBEAM INCANDESCENT LAMPS 




S-17 and 19 S-19 

20, 30, 40, 50 60 Watts 

and 60 Watts Mill Tppa Gem Type 
Gem Type 



G-25 
50 Watts 
Gem Type 



S-14 

10 and 20 
Watts 

105—125 Volts 


S-17 and 19 
20, 30. 50 and 60 
Watts 

105—125 Volts 




P-19 and 21 
30, 35 and 60 
Watts 

220—250 Volts 


Gem Class 

Gem, Straight Side Type 

Standard Medium Screw Base, 105 to 125 volts only 


List 

No. 

Size of 
Lamp 
in Watts 

Efficiency 

W.P.C. 

Bulb 

Max. Over 
All Length 
Inches 

Base Regularly 
Shipped 

Std. Pkg. 
Quantity 
Not less than 

{Price Each 

Style 

Diam. In. 

Clear 

Frosted 

400166 

20 

4.00 

S-17 

2 y» 


Med. Screw 

200 

10.40 

BQKE 

400133 

30 

3.00 

S-17 

2 y s 

4 y 2 

Med. Screw 

200 

.40 

rTr 

400152 

40 

2.56 

S-19 

2 H 

5 y a 

Med. Screw 

200 

.40 


400153 

50 

2.50 

S-19 

2*A 

SYs 

Med. Screw 

200 

.40 


400154 

60 

2.50 

S-19 

2% 


Med. Screw 

200 

.40 



Gem Straight Side-Mill Type 

Standard Medium Screw Base, 105 to 125 volts only. 


400385 1 60 | 2.6 | S-19 | 2V 8 | 5% | Med. Screw | 200 | $0.40 | $0.45 

Round Gem 

Standard Medium Screw Base, 105 to 125 volts only. 

400386 1 50 | 2.5 | *G-25 [ 3 l A \ 4% | Med. Screw | 100 | .50 | .56 

*The 50 watt round bulb GEM lamp is regularly supplied in G-25 bulb, but can be supplied in G-18H 

bulb 3.0 W.P.C. (standard package quantity 200) at 50 cents clear and 55 cents frosted, but is not rec¬ 
ommended. 

Standard package discounts on all large style Gem lamps can be given only on orders for exact stand¬ 
ard package quantities or multiples thereof. It is allowable, however, to combine in one standard pack¬ 
age all sizes of large style Gem lamps having the same standard package quantity. Such lamps may be 
of different voltages and finish of bulb. 

{Lamps of voltages of 100 to 109 and 126 to 136 inclusive are not regularly carried in stock, but may be 
obtained at the same list prices. 


Carbon, Large Style 

Regular Type, 105-125 and 220-250 Volta 
Plain Lamps—Standard Medium Screw Base 
STRAIGHT SIDE 


List 

No. 


Rase 

Size of 
Lamp in 
Watts 

Efficiency 

W.P.C. 

Bulb 

Max. 


Price Each 

Voltage 

Regularly 

Supplied 

Style 

Diameter 
in Inches 

Over All 
Length 
in Inches 

Clear 

Frosted 

400121 

105 f 
to ^ 
125 l 

Med. Screw 

20 

■Hi 


2'A 

4 h 

t200 

$0.32 


400123 

Med. Screw 

30 

>i m 


2% 

4 H 

t200 

.32 

HM ? rj 

400124 

Med. Screw 

50 



2Vs 

5 l A 

t200 

.32 

^b j 

400125 

Med. Screw 

60 

2.97 


2Vs 

. 5Y S 

t200 

.32 

^B " f 

400128 


Med. Screw 

35 

4.40 

P-19 

2Vs 

4 5 A 

t200 

.36 


400129 


Med. Screw 

60 

3.69 

P-21 

2\% 

5 

200 

.36 

BBf 




STRAIGHT SIDE— 

SIGN 





400118 

105 to / 

Med. Screw 

10 

5.00 

S-14 

im 

tt'A 

9jWi!i9 

$0.32 


400119 

125 l 

Med. Screw 

mm 

4.15 

S-14 

IH 

t3H 


.32 


400134 


Med. Screw 

H 

5.9 

P-19 

' 2% 

t4H 

m 

.36 

■ 


fStandard shipping quantity of these lamps is 250. 

Standard package discounts for lamps in the above schedule can be given only on orders for not less 
than a standard package quantity of one size or assorted sizes of bulbs. For any one size of bulb, lamps of 
different voltages, wattages and finish of bulb may be combined in one package. ^ooglc 


IncMndtacttir Lamps 


11 











































































Suoted'on Request WCStVW ElCCtTiC 409 

LAMP COLORINGS 

A 


, ! •»coior* 


Mm 

■ 

m sm 



Semi-Weatherproof 

Semi-Weatherproof is used where a coloring is desired to last several weeks outdoors or somewhat 
longer than the cheaper coloring indoors. The coloring will stand considerable rough usage without injury 
and can be removed readily with wood alcohol when desired. A transparent, hard, glossy coating that dries 
in a few minutes and made especially to stand the wear and tear of the elements for 60 or 90 days. 


list List Price List Price 

No. Each per Dos. 

400342 Semi-Weatherproof, pint bottles. $2.50 $22.50 

400343 Semi-Weatherproof, pint bottles. 3.80 37.50 

400344 Semi-Weatherproof, quart bottles. 6.30 67.50 


Furnished in ruby, blue, red, green moonlight, amber, pink, canary, purple, and white opal. 
Note: A dipping cup is furnished with every Yi pint, 1 pint and quart bottle. 


Weatherproof 

A clear ih candescent lamp dipped in weatherproof coloring will outlive a natural colored lamp. It 
dries without current in 3 days. 


List List Price List Price 

No. Each per Doz. 

400345 Weatherproof, 7 oz. cans. $3.40 $33.80 

400346 Weatherproof, 15 oz. cans. 5.30 56.40 

400347 Weatherproof, 30 oz. cans. 9.20 101.30 


Furnished in red, blue, green, amber, canary, and white opal. 


Indoor Coloring 

, Indoor lamp coloring is especially adapted for indoor use; it is furnished in ruby, blue, red, green, amber, 
pink, canary, purple, white frosting, and moonlight blue. 


List List Price 

No. Std. Pkg. per Doz. 

400348 4 oz. bottles. 144 $8.80 

400349 x /2 pint bottles. ..). 48 13.20 

400350 Pint bottles. 24 26.40 

400351 Quart bottles. 24 47.50 


Note: A dipping cup is furnished with every pint, 1 pint and quart bottle. 

Delivery F. O. B. Factory, New York or Chicago. For warehouse deliveries write W^pst house. 

12-2 t*,'- «^scent Lamps 
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Western Electric 

COLOR CAPS 


Mail Orders Filled 
at Prevailing Prices 


Half and Full Cap 



Style A 


Color caps are used by all reliable sign manufacturers because they are absolutely 
the best method of coloring an electric sign. One equipment is the only expenditure 
as they do not fade or wear out. 

Style “A" caps are usually preferable for large roof signs or permanent displays, 
as they produce the color effect by reflection without “killing” the light. 

How to Use “A” Caps. Color face of letter or design same color as the caps to 
be used. Use gloss paint. As some bulbs are imperfect, turn caps around until 
they grip lamps firmly. 

How to Use “B” Caps. These can be used, like colored lamps, on any color 
background. They are especially adaptable for frequent color changes or where a 
deep color is required. We recommend them for street decorating, window displays, 
Are exits, elevator signals, stage lighting effects, etc. 



STYLES ‘/A” AND “B” 


Std. '•‘List Price 

Size Pkg. Each 

S-14 1% in., 4 c.p., also 25 and 10 watt lamp.. 100 $0.60 

S-17 2}/% in., 8 c.p., also 10, 15 and 20 watt lamp. 50 .80 

S-19 2% in., 16 c.p., also 25 and 40 watt lamp. 25 .90 

S-21 2 Y% in., 32 c.p., also 60 watt lamp. 25 1.10 


Instructions for Ordering 

S-14 size fits standard 1% inch diameter bulb, 4 c.p., also 2 l A> 5, and 10 watt 
Mazda sign lamp. 

S-17 size fits standard 2)/% inch diameter bulb, 8 c.p., also 10, 15 and 20 watt 
Mazda lamp. 

S-19 size fits standard 2% inch diameter bulb, 16 c.p., also 25 and 40 watt Mazda 
lamp. 


S-21 size fits standard 2inch diameter bulb, 32 c.p., 60 watt Mazda lamp. 


Etch-O-Lite 



Etch-O-Llte 
Dipping Machine 

Incandsecent Lamps 


Etch-O-Lite is a compound in paste form for permanently frosting incan¬ 
descent lamps, automobile headlights, signs, windows, cut and art glass and i 
all other etched work now performed by dangerous acids and sand blasting. 
It will not waste or rub off. The life of Etch-O-Lite is the life of the lamp. 

Application. Thoroughly cleanse the article to be frosted. Dip into 
paste for five seconds, remove, allowing excess material to drip into container 
for two minutes. With finger or stick scrape material from lamp into can, 
wash and dry. 10 lbs. will frost 1200 to 1500 lamps. Put up in 5 and 10 lb. 
containers. 


fList Price 

5 lb. can Etch-O-Lite.each $6.00 

10 lb. can Etch-O-Lite.each 11.00 

25 lb. can Etch-O-Lite.per lb. 2.00 

50 lb. can Etch-O-Lite.per lb. 1.80 

Dipping machine to fit ^ gal. can. 4.00 

Dipping machine to fit 1 gal. can. 4.50 


•Delivery F. O. B. New York City. {Delivery F. O. B. Pittsburgh, Pa. 
For warehouse deliveries write nearest house. 1 by VjOOQ I 
13 
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CHRISTMAS TREE AND DECORATIVE OUTFITS 
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Pear 



Rose 



Santa IClaua 



Clown 


Christmas Tree Outfits 


-Series Type for Use on 100-120 V. Lighting Circuits- 


For Use on 32 V. 
House Lighting 
System 


j 


I List 

List Price 

List 

List Price 

| List 

List Price 

Lights 

With Lamps 

No. Cotton Cord 

No. 

Silk Cord 

No. Cotton Cord 

8 

9, 1 in. round. 14 v. 

*2330 

$8.00 

2301 

$9.00 

2370 

$8.00 

16 

18, 1 in. round, 14 v. 

*2331 

16. CO 

2302 

18.00 

2371 

16.00 

24 

27, 1 in. round, 14 v. 

f2332 

24.00 

2303 

27.00 

2372 

24.00 

32 

36, 1 in. round, 14 v. 

{2333 

32.00 

2304 

36.00 

2373 

32.00 

8 

Ex. Festoon, 9, 1 in. 
round, 14 v. 

\ 

2334 

8.00 

2305 

9.00 

2374 

8.00 


The above equipped with 8 foot leader, green composition sockets, porcelain junction 
boxes, and swivel attachment plugs. Lamps assorted colors. 

Battery Type, Multiple Burning 

MERCERIZED, COTTON COVERED, TWISTED CORD List 

List No. Bulbs Lamp Volts Branches Price 

*2325 8 light battery outfit complete less batteries. 1 in. round 3 } 2 1 of 8 $6.00 

2310 8 light storage battery outfit less batteries... 1 in. round 6 1 of 8 7.00 

Lamps assorted colors. 

Series Type Mazda Decorative Lamps 

For 32 V., House Lighting, 8 Lamps 


For 100-120 V., 8 Lamp in Series 

List List 

No. Color Style Price 

01315 Clear 3 C.P., 14 v., G-8,1 in. $0.36 

01317 Red 3 C.P., 14 v., G-8,1 in. .40 

01318 Blue 3 C.P., 14 v., G-8,1 in. .40 

01319 Green 3 C.P., 14 v., G-8,1 in. .40 


in Series 

List List 

No. Color Style Price 

01337 Clear 1 C.P., 4 v., G-8, 1 in. Price 
01338 Red 1 C.P., 4 v., G-8,1 in. on 
01339 Blue 1 C.P., 4 v., G-8,1 in. appli- 
01340 Green 1 C.P., 4 v., G-8,1 in. cation 


Battery Type, Multiple Burning 


For Use on 3 Standard 6 In. Dry Cells 

045 Clear l C.P., 3^ v., G-8,1 in. $0.32 

046 Red 1 C.P., 3^ v., G-8,1 in. .36 

048 Blue 1 C.P.,3^v.,G-8,1 in. .36 

047 Green 1 C.P., ZYi v., G-8,1 in. .36 


For Use on 6 Volt Storage Batteries 

01332 Clear 2 C.P., 6 v., G-8, 1 in. Price 
01333 Red 2 C.P., 6 v., G-8, 1 in. on 
01334 Blue 2 C.P., 6 v., G-8,1 in. appii- 
01335 Green 2 C.P., 6 v., G-8, 1 in. cation 


Small Fruit 


Fancy Mazda Lamps 

3 C. P. 14 Volts—Miniature Base 


Large Fruit 


List 


List Price 


List 


List Price 


No. 


Each 

No. 


Each 

01401 Peach.. 


. $0.70 

01410 Banana. 

. $0.80 

01402 Orange. 


.70 

01411 Orange. 

.80 

01403 Tomato. 


.70 

01412 Plum. 

.80 

01404 Apple... 


.70 

01413 Apple. 

.80 

Roses 


Rosebuds 

Lilies 


List 

List Price 

List 

List Price 

List 

List Price 

No. 

Each 

No. 

Each 

No. 

Each 

01420 Red. 

.. $0.80 

01425 Red. . . 

. $0.80 

01430 Purple. 

. $0.80 

01421 Yellow. ... 

.80 

01426 Yellow 

.80 

01431 Red. 

.80 

01422 Pink. 

.80 

01427 Pink.. 

.80 

01432 Pink. 

.80 

Bird* 


Animals 

Figures 


01435 Canary.. .. 

.. $1.20 

01440 Fish. . 

. $1.00 

01450 Santa Claus 

.. $1.00 

01436 Blue Bird.. 

.. 1.20 

01441 Lion.. 

. 1.00 

01451 Snowmian.. 

. 1.00 

01437 Robin. 

.. 1.20 

01442 Frog.. 

. 1.00 

01452 Dutch Girl. 

. 1.00 

01438 Chicken... 

.. 1.20 

01443 Cat.. . 

. 1.00 

01453 Policeman.. 

. 1.00 

Fancy Mazda lamps are packed in holly paper boxes—10 lamps of one type to a box. 

*Standard package 100. 

fStandard package 50. {Standard package 25. 
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. Western Electric 

HUBBELL LOCKING LAMPS 


Mail Orders Filled 
at Prevailing Prices 



Locking Lamp Fig. 1 Fig. 2 


Hubbell Locking Lamps Schedule “L” 

The base of the Hubbell locking lamp consists of two parts: an outer, or rotating shell, and an inner shell 
cemented to the lamp. 

The filament of the lamp is attached in the usual manner. 

Figure 1 illustrates a cross-sectional view of lamp base ready for use, showing both the leading-in wires 
A and B soldered to the inner shell and to the center contact respectively. 

A lamp equipped with the Hubbell locking base may be screwed into any standard Edison base socket, 
but cannot be removed therefrom by turning the lamp in the opposite direction. 

Burned out or broken lamps may be removed by a slight downward pull of the lamp. This action will 
break the leading-in wire B, connecting the center contact to the lamp filament as shown in Figure 2. 

In this lowered position the outer shell of lamp base engages a reverse ratchet and the lamp may then be 
unscrewed. 

When the lamp is removed from the socket, the electrical connections are permanently destroyed and the 
lamp becomes valueless. ' 

Hubbell locking lamps are absolute proof against removal, and have for their object the furnishing of a 
lamp which may be readily attached to a socket, but when in place cannot be detached, thereby preventing 
the improper removal or changing of lamps by unauthorized persons. They are especially recommended 
for public buildings, railway stations^ hotels (where sockets are frequently used for heating devices) and 
many other places where it is not desired to remove the lamps except for replacement. 

STRAIGHT SIDE—FITTED WITH MEDIUM SCREW BASE 



Size of Lamp 

Size and Type 

Diameter 

Overall Length 

Standard Pack¬ 

- —List Price Each —• 

Volts 

in Watts 

of Bulb 

in Inches 

in Inches 

age Quantity 

Clear 

Frosted 



10 

S-17 

2Ks 

4Vs 

100 

$1.07 

$1.15 



15 

S-17 

2Vs 

m 

100 

1.07 

1.15 

105 to 125 


20 

S-17 

2 Vs 

4% 

100 

1.07 

1.15 


25 

S-19 

2 H 

5J4 

100 

1.07 

1.15 



40 

S-19 

2% 

5M 

100 

1.07 

1.15 



60 

S-21 

2 H 

5 X 

100 

1.33 

1.44 



25 

S-19 

2H 

5Vs 

100 

1.25 

1.33 

220 to 250 


40 

S-19 

2 V s 

5Vs 

100 

1.25 

1.33 



60 

S-21 

2Vs 

bVs 

100 

1.57 

1.68 


STRAIGHT SIDE (SIGN) 

-FITTED WITH MEDIUM SCREW 

BASE 


10 to 13 

i 

r 2 j4 

S-14 

1 X 

4 

100 

$1.01 

$1.09 

1 

[ 5 

S-14 

m 

4 

100 

1.01 

1.09 

50 to 65 


5 

S-14 

IX 

4 

100 

1.07 

1.15 

105 to 125 


10 

S-14 

i X 

4 

100 

1.07 

1.15 


STRAIGHT SIDE (B COIL)—FITTED WITH MEDIUM SCREW BASE 



1 

f 25 

S-19 

2Vs 

5H 

50 

$1.20 

$1.33 

105 to 125 


40 

S-19 

2 Vs 

3% 

50 

1.20 

1.33 



[60 

S-21 

2Vs 

5'A 

50 

1.47 

.1.60 



ROUND BULB—FITTED WITH MEDIUM SCREW BASE 




f 15 

G-25 

Ws 

4U 

50 

$1.60 

$1.73 

105 to 125 


25 

40 

G-25 

G-25 

3Vs 

3V S 

4 X 

4H 

50 

50 

1.60 

1.60 

1.73 

1.73 



[60 

G-30 

3V 

5 X 

24 

2.14 

2.32 

220 to 250 


(25 

G-25 

3Vs 

4V* 

50 

1.87 

2.00 


[40 

G-25 

3Vs 

4H 

50 

1.87 

2.00 


Instructions for ordering lamps: 

In order to facilitate the work of our office and to avoid misinterpretation of orders, we w T ould request 
that customers mention the following facts on each order: 

1. Quantity (number of lamps desired). 

2. Size of lamps (in watts, whether 40 watts, 60 watts, etc.). 

3. Circuit voltage (voltage at the lamp socket). 

4. Style and size of bulb (for example, S-19-G-25, etc.). 

5. Finish of bulb (clear, bowl frosted or all frosted). 

All lamps—medium screw only. 

Delivery F. O. B. Factory, Bridgeport, Conn. For warehouse deliveries write nearest house. 
Incandescent L«!*«ps 15 




Quantity Prices 
Quoted on Request 
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TURN DOWN LAMPS 


AND 



S 19 Mazda 


Interchangeable Sectional Unit Signs 



S 19 Carbon 




Sian Letter Unit Showing 
Glass Slide and Interior 
Detail 


Mazda and Carbon Lamps 

LARGE STYLE TURN DOWN TYPE 


These lamps are for use in standard sockets. They are with one or more filaments designed to give two 
or more combinations of candle power at the same voltage. 

Economical and Hylo Lamp. Filled with medium screw type of turn down bases, with either pull 
string or turn pull style. Hylo pull string type of base, 2 cents net extra. 


MAZDA LAMPS 


Watts 

Candle Power 


Voltage 

Std. Pkg. 

list Price Each 

25 

20x1.2 


110-125 

100 

$1.45 

40 

33x1.2 


110-125 

100 

1.45 




CARBON LAMPS 



Candle Power 


Voltage 


Std. Pkg. 

List Price Each 

8 x y 


105-125 


200 

$0.f,0 

16 x 1 


105-125 


200 

.90 

32x1 


105-125 


200 

1.10 

8 x y 2 


220-250 


200 

1.00 

16x1 


220-250 


200 

1.00 


For frosting or coloring carbon lamps the following net additional charges are made, for lamp frosted or 
superficial colored 5 cents; natural colored glass, all colors, 25 per cent. 


Patterson Interchangeable Sectional Unit Signs 

For Show Window and Other Interior Advertising 


As good a day sign as could be desired, although primarily an electric night'sign; colored letters by simply 
dipping lamps; flashing by connecting to flasher. 

Brush brass finish channel bases. Channel is furnished in any length. 

Patterson electric signs are double faced, i.e., with provision for two glass slides in each unit so sign may 
be read from two sides. 


List No. Description List Price Each 

70530 Patterson interchangeable sectional unit letter, complete with one reflector, glass front, 

porcelain base with connection clips and receptacle, one 7 x / 2 or 10 watt Mazda sign lamp 

(as specified).. $4.80 

70531 Extra glass front of cameo black and white glass (letters, figures, dollar signs, etc.). .75 

70532 Attachment-spacer (only one needed to a one-line sign). 1.50 

70533 Spacer (one needed between each word and at end of line). 1.00 

70534 Mazda 7 y 2 watt lamps. .54 

70535 Brush brass channel, per foot. 1.70 

Allow 3 A inches for each letter, 2 l A inches for each attachment spacer, each word spacer and each end 

of line spacer. 

Always state voltage of circuits on which signs are to be used. 

16 IncandiKMit Lamps 
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Western Electric 

Western Electric 

DAVIS FLOOD LIGHTS 


Mail Orders Filled 
at Prevailing Prices 



Flood Lamp with Base Flood Lamp with Brackets 

Western Electric 

■ Davis Flood Lights 

The Western Electric Davis Flood Lights are designed for use with 750 watt or 1000 watt Type C 
Mazda Lamps and they are supplied with reflectors of a special design which diffuse the light over large 
areas. This is the style lamp used for lighting yards of industrial plants, drill grounds, bathing beaches 
and other work where it is advantageous to have a powerful light distributed evenly over a large area. 

If so ordered the Western Electric Davis Flood Lamps can be supplied with a searchlight type of reflector. 
This reflector concentrates the light into a solid and powerful beam. Flood lamps with this style of reflector 
are used on boats and for other work in place of arc searchlights. 

Reflectors. The reflectors are of glass, silver plated and treated with heavy heat resisting backing. 
This construction completely eliminates cracking or splitting due to the high temperature generated by the 
1000 watt lamp. 

Cases. The cases are furnished either of steel or cast iron. Both are heavily black enameled. For 
outside and exposed work the cast iron case is recommended, as it resists corrosion better than steel, but the 
latter may be used equally as well if coated frequently with waterproof paint. The case is hinged for 
opening both front and rear. Ample ventilation is provided by ducts in the chimney. 

Glass and Holder. # The front glass and holder are hinged from the bottom and held by a machine 
screw at the top. Glass is made of wire-glass for protection in case of breakage, and is in four sections to 
admit of expansion and contraction. 

Lamp. The Mazda lamp is fastened in a receptacle in the top of the lamp and hangs in a vertical 
position. Eftsy adjustment of focus is made by turning adjustment screw in the back of the chimney. 

Portable Type. The portable type is mounted on a3K foot heavy pipe standard, with an 18 inch 
round base, which is amply large to give stability. It may be left portable or can be bolted to any flat 
surface by four bolts, for which holes are provided in the outer rim of the base. 

Bracket Type. For pole mounting the bracket type is recommended. This is the same light as the 
portable but is supplied with a triangular bracket for mounting on poles or trees. 

Both portable and bracket types are arranged for vertical and horizontal adjustment. Set screws are 
provided for locking lamp in desired position. 

Weight Packed 

List * Portable Bracket List Price 

No. Type Type Each 

410439 Western Electric Davis Flood Light, steel case, without lamp bulb.73 72 $100.00 

410440 Western Electric Davis Flood Light, cast iron case, without lamp bulb. . .96 95 100.00 

410441 1000 watt Mazda type lamp bulb, P. S. 52, regular, clear, 105 to 125 volts. 14.00 

Delivery F. O. B. Factory, Chicago, 111. For warehouse deliveries write nearest house. 

Specify when ordering whether portable or bracket type is desired. 

Theatrical and Lighting Specialties 2-1 
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Quoted on Request 
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Western Electric 

DAVIS FLOOD LAMPS 

The following illustrations show typical installations of the Western Electric Davis Flood Lights. 
Beneath each illustratibn is a diagram showing how the lamps were mounted. These illustrations are re¬ 
productions of actual un-retouched photographs taken at night by the light of the installation shown in each. 



Night Construction By Two Flood Lights 



Night Construction Diagram, Showing How Lamps 
Are Mounted. Area 200 z 150 Feet 



Lighting Pig Iron Pile By One Flood Light 


x j. rtooo* 




Night Excavation By Two Flood Lights 



Night Excavation Diagram Showing How Lamps Were 
Mounted 

Area 250 x 300 Feet 



Railroad Yard Lighted by Three Flood Lights 



Railroad Yard Diagram Showing How Lamps Were 
Mounted 

Area 1800 x 300 Feet 
Theatrical and Lighting: Specialties 
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Western Electric 

METAL CASE TIME SWITCHES 


Mall Orders Filled 
at Prevailing Prices 



Door Open 




SWTGH 


{A,KALI. BERRY. 

j HEW rftRk'. MiY. 
u.a. a. 


¥11 

Door Closed 


Hartford Time Switches 

This is a device by which electric current is automatically turned on and off at such times as desired 
with no further attention than the weekly winding. 

It consists of a high-grade Seth Thomas marine clock movement, and a Standard Switch, so arranged 
that each in its operation is independent of the other. This permits of perfect regulation of the clock 
and assures accuracy of operation. 

The switching mechanism is positive in operation; in the lower capacity-switches, it being a high- 
grade rotary switch, and in the larger capacity, a high-grade standard knife switch. 

The mechanism is enclosed in a dust and weatherproof japanned iron case supplied with a Sub- 
Treasury lock and rubber gasketted dqor. 

STANDARD TYPES 

Type "B” —Throws the current on and off once each day, seven days per week. 

Type "C”—The same as type “B,” excepting that it automatically disconnects the switch one day each 
week, designed to omit Sunday operation. 

Type “D” —Similar to type “B,” but arranged to throw light on and off two periods each day (this type 
requires winding twice a week). 

Type 4< E ”—Two rate meter service control. 

Type “G” —Designed to control apartment house lighting. 

All switches are provided with hand trip, by which the switch can be tripped independently by hand, 
and are also, with the exception of Type “ C, equipped with a cut-out, permitting the disconnecting 
of the clock and switch, without stopping the clock. 

Dimension—The enclosing cast-iron case up to 50 amperes, Double Pole, measures approximately 12 
inches high, 7>6 inches wide, inches deep. 

SMALL TYPE 

For use on circuits up to 2$0 V.—A. C. or D. C. 


■List Price Each- 


Description 

Type B 

Type C A 

D Type E 

Type G 

10 Amperes Single Pole. 

$38.40 

141.60 

$40.00 

$43.20 

10 Amperes Double Pole. 

38.40 

41.60 


43.20 

10 Amperes Triple Pole. 

40.00 

43.20 



20 Amperes Single Pole.. 

40.00 

43.20 

41.60 


20 Amperes Double Pole. 

40.00 

43.20 



20 Amperes Triple Pole.. 

41.60 

44.80 



35 Amperes Single Pole.. 

41.60 

44.80 

43.20 

67.20 

35 Amperes Double Pole. .. 

41.60 

44.80 


67.20 

35 Amperes Triple Pole.. 

43.20 

46.40 

... 


50 Amperes Single Pole. 

46.40 

49.60 



50 Amperes Double Pole. 

46.40 

49.60 



LARGE TYPE 





For use on circuits up to 250 V.— 

-A. C. or D. C. 






<—List Price Each—* 

Description 



Type B 

Type CAD 

50 Amperes Triple Pole. 



$86.40 

$89.60 

100 Amperes Single Pole.!. 



91.20 

94.40 

100 Amperes Double Pole. 



91.20 

94.40 

100 Amperes Triple Pole. 



96.00 

100.80 

200 Amperes Single Pole. 



100.80 

105.60 

200 Amperes Double Pole. 



100.80 

105.60 

200 Amperes Triple Pole. 



110.40 

115.20 

Note: When ordering specify type by letter. 





Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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B AND B ELECTRIC SIGN FLASHERS 
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No. 4 HHS 


Betts No. 4 Heavy Highspeed Type 

This flasher will produce revolving wheels, turning borders, flames, dust, smoke, running water, waving 
flag,** etc. Usually wired in four circuits on a multiple of four, viz.: 1, 2, 3, 4—1,2, 3, 4, etc. All the Is 
on one circuit, 2s on the second circuit, 3s on the third circuit and 4s on the fourth circuit. 

CAPACITY—PER SWITCH 110-120 VOLTS, 330 WATTS-10-13 VOLTS, 150 WATTS 


•List Prices- 


List 

No. of 

Size 

Shpg. 

With 

With 

Steel 

No. 

Switches 

Inches 

Wgt., Lbs. 

D.C. Motor 

A.C. Motor 

Cabinet 

4HS 

4 

11 x 12 x 15 

70 

$52.00 

$56.00 

$8.54 


Add $2.68 for each add’t’cnal switch. 


CAPACITY—PER SWITCH 100-120 VOLTS, 660 WATTS—10-13 VOLTS, 300 WATTS 
4HHS 4 11 x12x19 80 $62.66 $66.68 $9.92 

Add $3.34 list for each additional switch. 

** For flags it is preferable to order a special flag flasher at slight additional cost. The effect is much 
better. 




No. 35 Script 


Betts No. 35 Script Type 

For writing on a word one or more lamps at a time, skyrockets, shooting stars, fireworks, etc. 

CAPACITY—PER SWITCH 100-120 VOLTS, 110 WATTS—10-13 VOLTS, 50 WATTS 


-List Prices- 


List 

No. of 

Size 

Shpg. 

With 

With 

Steel 

No. 

Switches 

Inches 

Wgt., Lbs. 

D.C. Motor 

A.C. Motor 

Cabinet 

20-S 

20 

11 x 12 x 22 

90 

$70.66 

$74.66 

$10.34 


Add $1.00 list for each additional switch. 

Note: Carrying capacity of 220 volts 50% less. Add on for 220 volts motors: D. C., $2.68: A.C., $2.68. 
A.C. motors are 60 cycle. For 25 to 50 cycles, add $8.00. An extra charge of $5.34 per switch is made for 
3 pole machines. 

♦Delivery F. O. B. Factory, New York, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


B AND B ELECTRIC SIGN FLASHERS 



No 151 With Cabinet 


Betts Sign Flashers 

These flashers are made to produce any known flashing effect. Every contact is equipped with an inter- 
changeable contact sector, permitting time adjustments or complete flashing changes. These sectors, in 
connection with the interchangeable brush holders, make it comparatively easy to completely rebuild the 
flasher for different effects. Guaranteed two years and approved by the National Board of Fire Under¬ 
writers. 


Betts On and Off or Spelling Type 

These machines are used to flash one or more circuits, such as, a whole sign on and off, varied color 
effects, spelling a word, etc. 



CAPACITY—1 TO 550 WATTS PER SWITCH AT 110 VOLTS 






-•List Prices- 


List 

No. of Size 

Shpg. 

With 

With 

Steel 

No. 

Switches Inches 

Wgt. f Lbs. 

D.C. Motor 

A.C. Motor 

Cabinet 

51 

1 11x12x14 

60 

$44.00 

$48.00 

$8.14 

52 

2 11x12x14 

60 

46.66 

50.66 

8.14 


Add $2.60 list for each additional switch. 






% CAPACITY—550 TO 1100 

WATTS PER 

SWITCH AT 

110 VOLTS 


101 

1 11x12x14 

64 

$48.00 

$52.00 

$8.14 

102 

2 11x12x15 

65 

52.00 

56.00 

8.14 


Add $4.00 list for each additional switch. 






CAPACITY—1101 TO 1620 

WATTS PER 

SWITCH AT 

110 VOLTS 


151 

1 11x12x14 

64 

$52.00 

$56.00 

$8.14 

152 

2 11x12x15 

65 

57.34 

61.34 

8.54 


Add $5.34 list for each additional switch. 






Do not allow more than 15 amperes (1650 watts) at 110-220 volts for any one switch. 

Heavier loads 


should be divided among two or more switches. Where several switches are used there is an extra charge for 
feeders, etc. 

* Delivery F. O. B. Factory, New York, N. Y. For warehouse deliveries write nearest house. 
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No. 6 Lightning Type 


Betts No. 6 Lightning Type 


The number of circuits required depends upon the number and length of sections in the stroke. 

CAPACITY—PER SWITCH 330 WATTS, 3 AMPERES—150 WATTS, 15 AMPERES 


List 

No. of 

Size 

Shpg. 

With 

—*List Pnces- 

With 

Steel 

No. 

Switches 

Inches 

Wgt., Lbs. 

D.C. Motor 

A.C. Motor 

Cabinet 

4-L 

4 

11 x 12 x 15 

70 

$52.00 

$56.00 

$8.54 


Add $2.68 list for each additional switch. 


Betts No. 12 Snake Chaser Type 

This type is used for producing “crawling snakes, 1 ’ chasing rats, jumping rabbits, and similar effects. 
The number of circuits should be a multiple of the number of snakes or objects employed, viz.: 60 lamps, 
3 snakes would require 20 circuits. Wire accordingly. 

CAPACITY—PER SWITCH 220 WATTS, 3 AMPERES—100 WATTS, 15 AMPERES 

--*List Prices-* 

List No. of Size Shpg. With With Steel 

No. Switches Inches Wgt., Lbs. D.C. Motor A.C. Motor Cabinet 

10-SC 15 11 x12x 18 80 $68.00 $72.00 $9.60 

Add $1.34 list for eacn additional switch. 

Waving Flag Type 

CAPACITY—PER SWITCH 330 WATTS, 3 AMPERES—150 WATTS, 15 AMPERES 

■>-List Prices-* 

List No. of Size Shpg. With With Steel 

No. Switches Inches Wgt., Lbs. D.C. Motor A.C. Motor Cabinet 

4-WF 4 11 x12x 15 70 $58.70 $62.60 $9.92 

Add $2.68 list for each additional switch. 

INSTRUCTIONS FOR ORDERING 

1st. Number and candle power of lamps to be controlled by each switch. 

2d. Whether Mazda (Tungsten) or carbon lamps. 

3d. If Mazda (Tungsten) lamps whether they are to be used on low voltage transformers 
4th. If direct or alternating current. If alternating, the frequency (number of cycles). 

5th. If two- or three-wire system. 

6th. Voltage. 

7th. If design is complicated, give complete description of the sign, and preferably a sketch showing 
number of lamps for circuit and how they are to be Hashed. 

8th. Shipments: express or freight. 

•Delivery F. O. B. Factory, New York, N. Y. For warehouse deliveries write nearest house. 
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L. C. Type Reco Flasher 

Completely equipped with steel cabinet. For small signs, transparencies, 
on and off, alternate sides, one or two color effects and show window lighting 
effects. Made to flash on and off on alternating circuits only. 

List Price 
With D. C. or 
With A. C. 

List Mfr. No. of Capacity Dimensions Weight Motor and 

No. No. Switches Per Switch Inches Lbs. Cabinet 

410436 LC-2- 6 2 6 amp. 15x15x10 40 $51.20 

410437 LC-2-10 2 10 amp. 15x15x10 43 54.40 


Type L. C. Reco Flasher 



On and OH Type * On and Off Type 

Without Cabinet With Cabinet 


Reco On and Off Type 

For flashing signs on and off alternate sides, two or three color effects, etc. Has adjustable contacts. 
Minor or complete changes in flashing effects can be easily made. 

Capacity, 6 Amperes per Switch, 110 Volts 


‘List Price Each- 


List 

Mfr. 

No. of 


Shipping 

With D. C. 

With A. C. 

Steel Cabinet 

No. 

No. 

Switches 

Size 

Weight 

Motor 

Motor 

Only 

410321 

Bl-6 

1 

13 x 13 x 11 ins. 

45 lbs. 

$48.00 

$54.40 

$7.20 

410322 

B2-6 

2 

15 x 13 x 11 ins. 

48 lbs. 

51.20 

57.60 

7.20 


Add $3.20 list for each additional switch. 


Capacity, 10 Amperes per Switch, 110 Volts 

410323 Bl-10 1 15 x 13 x 11 ins. 48 lbs. $51.20 $57.60 $7.20 

410324 B2-10 2 17x13x11 ins. 51 lbs. 56.00 62.40 7.20 

Add $6.40 list for each additional switch. 

Capacity, 15 Amperes per Switch, 110 Volts 

410325 Bl-15 1 15x13x11 ins. 48 lbs. $54.40 $60.80 $7.20 

410326 B2-15 2 17x13x11 ins. 51 lbs. 60.80 67.20 7.20 

Add $6.40 list for each additional switch. 

Note: When ordering, specify how sign is to flash, number of changes desired (the number of flasher 
switches is governed by the number of changes), number of lamps in each change (the size of switch is 
governed by the ampere load), if* two or three wire service, if D.C., the voltage; if A.C., the voltage and 
cycles. 

If above are furnished for 3 wire service add $3.20 to list. 

•Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 
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(Spelling'Type 
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Reco Spelling Type 

This type spells out a sign letter by letter, then all out, then all on as one and out and repeat, or for 
flashing one line at a time, growing vines, sunburst, etc. They are furnished in four sizes. 


Capacity, 3 Amperes per Switch, 110 Volts 






,— 


•List Price Each— 


List 

Mff. 

No. of 


Shipping 

With 

With 

Steel Cabinet 

No. 

No. . 

Switches 

Size 

Weight D. C. Motor 

A. C. Motor 

Only 

410327 

4-3 

4 

16 x 13 x 11 ins. 

40 lbs. 

$49.60 

$56.00 

$7.20 

410328 

5-3 . 

5 

17 x 13 x 11 ins. 

43 lbs. 

52.00 

58.40 

7.20 

Add $2.40 list for each additional switch. 








Capacity, 5 Amperes per Switch, 

110 Volts 



410329 

4-6 

4 

17 x 13 x 11 ins. 

40 lbs. 

$57.60 

$64.00 

$7.20 

410330 

5-5 

5 

18 x 13 x 11 ins. 

43 lbs. 

60.80 

67.20 

, 7.20 

410331 

6-5 

6 

19 x 13 x 11 ins. 

46 lbs. 

64.00 

70.40 

7.20 

Add $3.20 list for each additional switch. 








Capacity, 8 Amperes per Switch, 

, 110 Volts 



410332 

B4-8 

4 

19 x 13 x 11 ins. 

50 lbs. 

$61.60 

$68.00 

$8.00 

410333 

B5-8 

5 

21 x 13 x 11 ins. 

55 lbs. 

65.60 

72.00 

8.00 


Add $4.00 list for each additional switch. 



Speed Type 


f Reco Speed Type 

These flashers are for spectacular and motion effects, producing running borders, flames, revolving 
wheels and globes, dust, rain, steam, smoke, fountain, running water or liquid effects. They are made in 
three sizes and approved by the National Board of Fire Underwriters. 


Capacity, 4 Amperes per Switch, 110 Volts 






.— 


-♦List Price Each— 


list 

Mfr. 

No. of 


Shipping 

With 

With 

Steel Cabinet 

No. 

No. 

Switches 

Size 

Weight D. C. Motor 

A. C. Motor 

Only 

410336 

4-4 

4 

17 x 13 x 11 ins. 

40 lbs. 

$57.60 

$64.00 

$7.20 

410337 

8-4 

8 

24 x 13 x 11 ins. 

50 lbs. 

67.20 

73.60 

8.80 

Add $3.20 list for each additional switch. 








Capacity, 8 Amperes per Switch, 

110 Volts 



410340 

84-8 

4 

21 x 13 x 11 ins. 

55 lbs. 

$70.40 

$76.80 

$8.80 

410341 

88-8 

8 

31 x 13 x 11 ins. 

65 lbs. 

86.40 

92.80 

10.40 


Add $4.80 list for each additional switch. 

Note: When ordering, specify how sign is to flash, number of changes desired (the number of flasher 
switches is governed by the number of changes), number of lamps in each change (the size of switch is 
governed by the ampere load), if two or three wire service, if D.C., the voltage; if A.C., the voltage and 
cycles. 

If above are furnished for 3-wire service add $3.20 to list. 

♦Delivery F. O. B. Factory, Chicagb, Ill. For warehouse deliveries nearest house. 
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Western Electric 

SIGN FLASHERS 


Mai! Orders Filled 
at Prevailing Prices 



Lightning Type 


Reco Lightning Type 

These flashers give the effect of streaks of lightning in signs, displays, etc. Lightning effects are wired 
each streak on a separate circuit; thus a three section lightning streak requires a three switch flasher, etc. 
They are furnished in two sizes. 


Capacity, 5 Amperes per Switch, 110 Volts 

----*List Price Each- 


List 

No. of 


Shipping 

Weight 

With 

With 

Steel Cabinet 

No. 

Switches 

Size 

D. C. Motor 

A. C. Motor 

Only 

$7.20 

L3-5 

3 

16 x 13 x 11 ins. 

40 lbs. 

$53.60 

$60.00 

L4-5 

4 

17 x 13 x 11 ins. 

43 lbs. 

56.00 

62.40 

7.20 


Add $3.20 list for each additional switch. 



Script Type 


Reco Script Type 

Invisible handwriting effects in script letter signs, perfectly reproduced, also used in rockets, vines, 
trailers, etc. Built single, double or triple deck to meet space requirements. 

Approved by the National Board of. Fire Underwriters. 


Capacity, 1 Ampere per Switch, 110 Volts 

--*Liat price Each- 


List 

No. of 


Shipping 

With 

With 

Steel Cabinet 

No. 

Switches 

Size 

Weight 

D. C. Motor 

A. C. Motor 

Only 

10-1 

10 

20 x 13 x 11 ins. 

60 lbs. 

$68.00 

$74.40 

$9.60 

20-1 

20 

28 x 13 x 11 ins. 

68 lbs. 

80.00 

86.40 

11.20 


Add $1.20 list for each additional switch. 

If above are furnished for 3-wire service add $3.20 to list. 



Chaser Type 


Reco Chaser Type 

The type of flasher used for “ crawling snakes, ” jumping rabbits, etc., wherever one animate object chases 
another around the border of a sign. This illusion is accomplished by wiring each opposite lamp in the 
sign on one wire, making half the number of circuits as there are lamps in the border. 


Capacity, \ l A Amperes per Switch, 110 Volts 

--•List Price Each- 


List 

No. of 


Shipping 

With 

With 

Steel Cabinet 

No. 

Switches 

Size 

Weight 

D. C. Motor 

A. C. Motor 

Only 

15-1H 

15 

26 x 13 x 11 ins. 

63 lbs. 

$76.80 

$83.20 

$8.80 

20-1H 

20 

29 x 13 x 11 ins. 

. 68 lbs. 

84.80 

91.20 

9.60 


Add $1.00 list for each additional switch. 


Note: When ordering, specify how sign is to flash, number of changes desired (the number of flasher 
switches is governed by the number of changes ) x number of lamps in each change (the size of switch is 
governed by the ampere load), if two or three wire service, if D.C., the voltage; if A.C., the voltage and 
cycles. 

If above are furnished for 3-wire service add $3.20 to list. 

•Delivery F. O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 
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B. & B. AUTOMATIC FLASHERS 



No. 005R “Baby” 
Thermo-Wynk 


No. 005P No. 005V 

Wynk-A-Lyte Vertical “Baby” 
Flushing Plug Thermo-Wynk 


No. 0152 Therm o-Wynk-Tu-Way 
Size 2 Y x 3H x 9H Inches 


Automatic Motorless Thermo-Wynks 


No. 005R Receptacle “Baby.” For 20 to 60 watts. Adapted for small window transparencies. 
No. 005P Wynk-A-Lyte Flashing Plug. Operates on a 20, 25, 40 or 60 W’att lamp on 50 to 2^0 
volts inclusive. Can he adjusted without removing from socket and is compensated for temperature changes. 
No. 005 Vertical “Baby” was brought out for use where it is impractical to install other types. 


List 

No. 

Volta 

Capacity 
per Circuit 

Watts 
per Circuit 

List Price 
Each 

Volta 

Capacity 
per Circuit 

Watts 
per Circuit 

List Price 
Each 

005It 

110 

Y amp. 

60 

$1.62 

220 

Y amp. 

60 

$1.90 

005P 

110 

Y amp. 

60 

1.80 

220 

Y amp. 

60 

1.80 

005V 

110 

Y amp. 

60 

1.36 

220 

Y amp. 

60 

1.62 


Thermo-Wynk-T u-Way 

The Tu-Way will flash two lamps or two circuits of lamps alternately, one set remaining lighted whi’e 
the other is out, and so on. It is useful for flashing colored sets of lamps alternately, for switchirg two 
portions of a sign, for illusion where the face lights up through the back of the sign, etc. 


List 

No. 

Volts 

Capacity 
per Circuit 

W'atts 
per Circuit 

List Price 
Each 

Volt8 

Capacity 
per Circuit 

Watts 
per Circuit 

List Price 
Each 

0052 

110 

Y amp. 

60 

$19.62 

220 

Y amp. 

60 

$21.60 

0152 

110 

1 Y amp. 

165 

22.24 

220 

Y amp. 

165 

25.20 



Nos. 005 “Baby,” 015, 020 and 030 Flashers are wound with special resistance w ire, and Nos. 020 
and 030 have a spark eliminator. Like the Vacu Type, Thermo-Wynks are compensating and will work in 
zero weather the same as in a temperature of 100 degrees F. 


List 

Length 


Capacity 


List Price 


Capacity 


List Price 

No. 

Ins. 

Volts 

Amps. 

Watta 

. Each 

Volts 

Amps. 

Watts 

Each 

005 ''Baby” 

2 

110 

Y 

60 

$1.36 

220 

Y 

60 

$1.62 

010 


110 

l 

no 

1.80 

220 

Y 

no 

2.26 

015 

6'* 

no 

IY 

, 165 

2.70 

220 

Y 

165. 

3.16 

020 

3Y 

110 

2 

220 

- 7.20 

220 

l 

220 

9.00 

030 

6 

no 

3 

330 

9.00 

220 

1Y 

330 

10.80 


Vacu Type 

An instantaneous breaking, single or double circuit, will operate on direct or alternating currents. 

■-List Prices- 


List 

No. 

Capacity 
per Circuit 

Watts 

Volts 

Size 

Single 

Circuit 

Double 

Circuit 

5V 

5 amps. 

550 

no 

3x6 Y x 13Y 

$34.06 

$36.00 

10V 

10 amps. 

1100 

no 

3 x 6Y x 13Y 

37.34 

38.66 

15V 

15 amps. 

1650 

no 

3x61$ xl3Y 

44.00 

46.34 

20V 

20 amps. 

2200 

no 

3 x 6Y x 13Y 

46.66 

48.00 


The Vacu Type prices are based on 110 volts. If used on 220 volts, reduce rating 50 per cent, and add 
$1.33 each to the single circuit, and $2.66 to double circuit. 

Delivery F. O. B. Factory, New York, N. Y. For warehouse deliveries writn nearest house. 
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Type A 
Pendant Type 



% 

"NEWGARD” 


Type B 
'Bracket Type 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 



Type C 

Flange Type 


RECEPTACLES AND GUARDS 


Wire Guard 


Portable 
Lamp Guard 


Combined Receptacle and Waterproof Globe 


This receptacle is made entirely of non-absorbing and non-corrosive material, and will last indefinitely 
% in any climate. 

Style A. Pendant Type 


The pendant type hangs suspended by its conducting wires. 

Unless otherwise specified 8 

inch wires 

are provided. 






List 


Quantity 

Wt. Lbs. 

List Price 

•List Price 

No. 

Watts 

per case 

per case 

Each 

per Dzo. 

4337 Ed. base pendant type. . . 

. 40 or 60 

60 

HQ, 

$2.00 

$19.80 

4337X Ed. base pendant type. . . 

. 100 

30 

100 

4.00 

39.60 


Style B. Bracket Type 





The bracket type cover is threaded to screw on regular y 2 inch iron gas pipe or conduit. 


List 


Quantity 

Wt. Lbs. 

List Price 

•List Price 

No. 

Watts 

per case 

per case 

Each 

per Doz. 

4347 Ed. base, bracket type. . . 

. 40 or 60 

60 

140 

$2.35 

$23.76 

4347X Ed. base, bracket type. . . 

. 100 

30 

120 

4.25 

43.56 


Style C. Flange Type 

The flange type cover is flanged and can be screwed to wall, 3Rd. outlet box, ceiling or other support. 


List 






Quantity Wt. Lbs. 

List Price .•List Price 

No. 





Watts 

per case per case 


Each 

per Doz. 

4349 

Ed. base, flange type. . . 



. 40 or 60 

60 140 

$2 45 

$25.08 

4349X 

Ed. base, flange type. . . 



100 

30 120 


4.35 

44.88 




Separate Parts for Receptacles 





For 40 Watt Size 




For 60 to 100 Watts 





List 

•List 




List 

•List 

List 


Std. 

Price 

Price 

List 


Std. 

Price 

Price 

No. 


Pkg. 

Each 

per Doz. 

No. 


Pkg. 

Each 

per Doz. 

19043 

Caps. 

. 60 

$0.90 

$9.00 

19043X 

Caps. 

30 

$1.80 

$18.00 

19041 

Clear globes . 

60 

1.10 

11.00 

19041X 

Clear globes. 

30 

2.20 

22.00 

19044 

B iron fittings. 

. 60 

.65 

6.00 

19044X 

B iron fittings.... 

60 

.65 

6.00 

19045 

C iron fit tings. 

. 60 

.75 

7.00 

19045X 

C iron fittings.... 

60 

.75 

7.00 

4350 

Rubber gaskets.. .. 

. 60 

.42 

4.00 

4350X 

Rubber gaskets.. . 

30 

.84 

8.00 

19042 

Genuine colored 




19042X 

Genuine colored 





globes. 

. 60 

2.10 

21.12 


globes. 

30 

4.55 

47.52 



i 

‘Newgard” 

Wire Guard 





Fits tightly over globe and is secured at top. 


List 

No. 

4351 Wire guard for 40 watt size. 

4351X Wire guard for 60 to 100 watt size. 
•Delivery F. O. B. Factory, Chicago, Ill. 


Std. 

List Price 

•List Price 

Pkg. 

Each 

per Doz. 

60 

$1.10 

$11.00 

30 

1.80 

18.00 


Forwarehouse deliveries write nearest house. 
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No. 919 


NETS AND GUARDS 


Round Globe Nets ,1 Round Globe Guards 


List 

Diam. 

Std. 

List Price 

List 

List 

Diam. 

Std. 

List Price 

List 

No. 

Lamp 

Pkg. 

Each 

per Doz 

No. 

Lamp 

Pkg. 

Each 

per Doz. 

330 

4 ins. 

24 

$0.40 

$4.00 

150 

4 ins. 

12 

$0.90 

$8.80 

332 

5 ins. 

24 

.40 

4.00 

152 

5 ins. 

12 

1.10 

10.40 

334 

6 ins. 

24 

.60 

4.80 

154 

6 ins. 

12 

1.25 

12.00 

336 

8 ins. 

24 

.70 

5.60 

156 

8 ins. 

12 

1.30 

13.60 


Inner Globe Nets 

List Std. List Price List List Std. List Price List 

No. Pkg. Each per Doz. No. Pkg. Each per Doz. 

320 Coarse 24 $0.40 $4. 00 322 Fine 24 $0.75 $6.00 


Morse Street Lamp Guards 

Made of Galvanized Steel Wire 



Lamp can be renewed without detaching guard by opening bottom 
of cover. 

List Std. List Price List List Std. List Price List 

No. Size, Ins. Pkg. Each per Doz. No. Size, Ins. Pkg. Each per Doz. 

121 13.4 x 11 6 $4.50 $48.00 125 17 x 11 6 $6.30 $67.20 

123 15 xll 6 5 50 57.60 


Outer Globe Nets 




Coarse 

1 



Fine 

• 

List 


Std. 

List Price List 

List 


Std. 

List Price List 

No. 

Size 

Pkg. 

Each 

per Doz. 

No. 

Size 

Pkg. 

Each 

per Do*. 

310 

12 ins. 

24 

$0.60 

$6.40 

312 

12 ins. 

24 

$1.20 

$12.80 

314 

14 ins. 

24 

.75 

8.00 

316 

14 ins. 

24 

1.50 

16.00 


Cone Shade Guards 


Silver Luster Finish 


List 


Std. 

List Price List 1 

List 


Std. 

List Price 

List 

No. 

Size, Ins. 

Pkg. 

Each 

per Doz. 

No. 

Size, Ins. 

Pkg. 

Each per Doz. 

91 

6 or 7 x 2 

24 

$0.35 

$3.16 

96 

12 x 3 y 2 

24 

$0.70 

$7.00 

93 

8x2 Vi 24 

.40 

3.60 

97 

15 x 4 

24 

, 1.60 

16.20 

95 

10x3 

24 

.45 

4.20 

98 

18:: 5 

24 

2.45 

27.00 


Webster Cluster Guard 

With Hinge, etc., Screw Eye Bolts or Clamps 



Light Heavy 


List 


Std. List Price 

List 

List 


Std. 

List Price 

List 

No. 

Diam. 

Pkg. 

Each 

per Doz. 

No. 

Diam. 

Pkg. 

Each 

per Doz. 

182 

12 ins. 

6 

$2.15 

$22.40 

183 

12 ins. 

6 

$3.00 

$33.60 

184 

14 ins. 

6 

2.40 

25.60 

185 

14 ins. 

6 

3.60 

38.40 

186 

16 ins. 

6 

2.70 

28.80 

187 

16 ins. 

6 

4.00 

43.20 

188 

18 ins. 

6 

2.95 

32.00 

189 

18 ins. 

6 

4.50 

48.00 

190 

20 ins. 

6 

3.20 

35.20 

191 

20 ins. 

6 

4.90 

52.80 

192 

22 ins. 

6 

3.75 

41.60 

193 

22 ins. 

6 

5.75 

62.40 

194 

24 ins. 

6 

4.50 

74 

48.00 

1195 24 ifis? 6.50 72.00 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


HUBBELL LAMP GUARDS 

Every joint of the Hubbeil lamp guards is electrically welded through and through. No solder or 
tie wires, spring catches, clamps or other devices are used. This method of welding insures strength and 
durability. They are made entirely of heavy steel wire. 




No. 50Vi 

For Standar<J''Sockef8 


No. 5485 

For Standard Sockets 


For Standard Sockets 


For Weatherproof Sockets 


6693* For 15-25-40-60 watt Tungsten lamps, short base.. 
6694* For 75 Type C. 


For Standard Sockets 


5485* For 15-25-40-60 watt Tungsten lamps. 
5487* For 75 Type C. 



Schedule “E” 


List 

No. 

Size 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 
List 
per 100 

6691* 

For 15-25-40-00 watt Tungsten lamps. 

12 

150 

42 1 

$29.50 

6692* 

For 75 Type C. 

12 

150 

52 I 

32.25 


Schedule “E" 


12 

150 

42 

$29.50 

12 

150 

52 

32.25 



Schedule “E’ 


45 $31.50 

50 34.25 




No. 5573 

With Closed Bottom 


For Standard Sockets 



No. 5766 

With Half Reflector 


Schedule “E* 1 



Size 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 
List 
per 100 

W. E. 
List Price 
per Dos. 

For 15-25-40-60 watt Tungsten lamps. 

15 

150 

60 

$34.00 

$5.30 

For 75 Type C. 

For 15-25-40-60 watt Tungsten lamps, short base, 

15 

150 

85 

38.75 

5.75 

half reflector attached. 

15 

150 

65 

48.00 

8.15 


^National Electrical Code Standard. 
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Quoted on Request 
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No. 5534 - . 

OpenSand Closed Bottom _ Tul 

For Us© with Hubbell Reflector 

_ Open Bottom Guards _ _ _ 

Carton Std. 

S ,ze Quantity Pkg. 


For 15, 25, 40 and 60 watt Tungsten lamps. 

For 75 Type C.... ...■■•• .... . T __ 

ttom guards can be used with either flat or cone type tin reflectors. 

Closed Bottom Guards 


No. 5434 

Tubular Lamp Guard 


Schedule "E” 
Mfrs. I WTET 
List List Price 
per 100 per Doz. 


$31.50| $5.30 

34.25 


reflectors. 


eC 


ttom gua 


and 60 watt Tungsten lamps. 


Schedule “E” 

$5.30 
6 00 


$34.00 

38.75 




at tm reflectors only 


Tubular Lamp Guard 




watt tubular lam 


7T3TT32I 



ve prices do not include 
Schedule "E” 

“ *-.30 




W 


m No. §484 

For Standard Sockets 


No. 5730 

For Weatherproof Sockets 

Locking Guards 

For Standard Sockets 


No. 5744 

With Half Reflector 



Schedule “E” 


Mfrs. 

List iList Price 
per 100 I per Dos. 



For 100 Type B, 1UO 
for standard socket 





ng Base Tungsten Lamp 

B, 100-200 Type C Tungsten lamp 1 

l -socket. 12 

B, 100-200 Type C. . ... I 12 

Far Standard' Sockets with Half Reffi 


f iriua _ 


$72.50 

72.50 


$12.00 

12.00 


alf Reflector_ 


. | 12 llgrossl 



Digitized by VjVJUV Lv~ 
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MATTHEWS LAMP SPECIALTIES 


Mail Orders Filled 
at Prevailing Prices 



For Regular Socket 


For G. E. Split Socket 


For Porcelain Socket 




Matthews Holdfast Lamp Guards 

The rigid construction of the Matthews Holdfast Lamp Guard makes it a desirable protective device for 
incandescent lamp bulbs. The guard clamps directly on the socket, removing all possibility of strain on 
the bulb. In addition, a patented spring spiral cushion shock absorber in the center of the guard takes up 
any jar to which the lamp may be subjected. A patented trap-lock is used to close the bottom opening 
and lock in the lamp. Will nt all locking Sockets. 

Guards for Protecting 6 V 8, 10, and 16 C. P. Carbon and 15, 25 and 40 Watt Mazda Lamps 


Size of 

List Wire Per 

No. B. W. G. Doz. 

*117.:. 17 $3.84 

*114. 14 4.80 

*112. 12 5.93 

Guards for Protecting 32 C. P. Carbon and 40 and 60 Watt Mazda Lamps. 

*317. 17 $4.80 

*314. 14 4.95 

Guard for Protecting 50 C. P. Carbon, 75 and 100 Watt Type C Pear Shaped Lamps 

*514. 14 $5.93 


Guard for Protecting 200 Watt Type C Pear Shaped Mazda Lamps and 100 Watt Old Style 

Straight Side Mazda Lamps 


*714.. 14 $11.95 

Guard for Protecting^50 Watt Old Style Straight Side Mazda Lamps 
*814.i. 14 $12.72 

Guard for Protecting 300, 400 and 500 Watt Type C Pear Shaped Mazda Lamps, with Brass 

or Weatherproof Mogul Sockets 

914—14 b. w. g. $14.58 


Guard for Protecting 750 and 1000 Watt Type C Pear Shaped Mazda Lamps, with Brass or 

Weatherproof Mogul Sockets 

1014— 14 b. w,g. 17.20 

All guards will be furnished with a trap to prevent the unauthorised removal of lampe. 

List Prices for Extra Trap-locks for Renewal Purposes 
Traps... 16 $0.40 

♦The letter " B ” should be added after the trade number if guards for brass sockets are desired, and the 
letters “ WP ” if wanted for weatherproof sockets. 

Prices are the same for brass or weatherproof socket guards. Collars for brass sockets 1 H inches diameter; for weather¬ 
proof socket guards 1H inches diameter. 



Matthews Easy Lamp Changers 


List List Price 

No. Each 

1 For 2 and 4 C.P. Sign Lamps and lamps up to 5 watts. $5.00 

2 For 6, 8, 10 and 16 C.P. Lamps and lamps from 5 watts to 60 watts. 5.00 

3 For 32 to 50 C. P. Carbon Lamps and 100 to 150 watt Mazda Lamps.*I .>... 6.00 

No pole, are furnished. Di 9 itiZed * ^Og |C 
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Protector “H* 
Lamp Guard 


Loxon Guard Loxon Reflector Guard Protector “O* 

Lamp Guard 


Protector “A 1 
Lamp Guard 


“Loxon” Lamp Guard t 

Protects against loss by breakage, by fire caused by the breakage of lamps or by lamps coming in 
contact with inflammable material. 


List List Price List Price 

No. Each per doz. 

1425 For 25-60 watt—110 volt with standard socKet. SO . 65 $6.00 

1426 For 40-60 watt—220 volt with standard socket. .68 6.30 

1427 For 25-60 watt—110 volt with W. P. socket. .65 6.00 

1428 For 40-60 watt—220 volt with W. P. socket. .68 6.30 


Noth: 1 key with every dozen guards. Extra keys, 10 cents each, net, 80 cents per dozen. 

“Loxon” Reflector Lamp Guards 

Can be used among machinery parts where reflected light is needed. A substantial combination guard 


and reflector. 

List List Price List Price 

No. Each per doz. 

1442 For 15 watt, standard brass socket-i. $0.78 $7.50 

1443 For 40 watt, standard brass socket. .83 8.00 

1444 For 40 watt, weatherproof socket. .83 8.00 


Protector “O” Lamp Guard 

list List Price List Price 

No. Each per doz. 

1429 For 40 watt lamp, standard socket. $0.42 $3.50 

1430 For 60 watt lamp, standard socket. .47 4.00 

* 1432 For 40 watt lamp, weatherproof socket.42 3.50 

1434 For 60 watt lamp, weatherproof socket. .47 4.00 


Protector “H” Lamp Guard 

list List Price List Price 

No. Each per doz. 

1431 For 40 watt lamp, standard socket. $0.40 $3.20 

1433 For 60 watt lamp, standard socket.42 3.50 

2532 For 40 watt lamp, weatherproof socket.40 3.20 

2533 For 60 watt lamp, weatherproof socket.42 3.50 


Protector “A” Lamp Guard 

list List Price List Price 

No- r Each pordoz. 

1441 For 15 watt lamp only. Digiti edby.VfK $2. on 

67 Lkbtini Fixtures end Access 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



No. 107 


MORSE LAMP GUARDS 
New “Never-Break” Guards 

Are made of steel wire, neat and attractive, with silver luster finish. 


List 

Light 

Std. 

W. E. List 

No. 

Size Lamp 

Pkg. 

per Doz. 

107 

16 candle power.. 

.. 24 

$3.60 

109 

32 candle power.. 

.. 24 

4.50 


List 

Heavy 

Std. 

W.E.Lfet 

No. 

Size Lamp 

Pkg. 

per Doz. 

Ill 

16 candle power... 

. 24 

$5.40 

113 

32 candle power... 

. 24 

7.20 



No. 5 


Standard Self-locking Guards 


With Cushion 


List 

For Brass Sockets 

Std. 

W. E. List 

List 

For Weatherproof Sockets 

Std. W. E. List 

No. 


Pkg. 

per Doz. 

No. 

Pkg. 

per Doz. 

C 

16 candle power.. 

.. 24 

$3.60 

G 

16 candle power.... 24 

$3.60 

D 

32 candle power.. 

.. 24 

4.06 

H 

32 candle power.... 24 

4.06 


Open Bottom Guards 

With Cushion Ring 
For Brass Sockets 


List 

Light 

Std. 

W. E. List 

List 

Heavy 

Std. 

W. E. List 

No. 

Size Lamp 

Pkg. 

per Doz. 

No. 

Size Lamp 

Pkg. 

per Doz. 

161 

16 candle power.. 

.. 24 

$4.50 

163 

16 candle power... 

. 24 

$6.30 

162 

32 candle power.. 

.. 24 

5.40 

164 

32 candle power... 

. 24 

8.10 


For Weatherproof Sockets 

165 16 candle power_24 $4.50 II 167 16 candle power_24 $6.30 

166 32 candle power_ 24 5.40 || 168 32 candle power_ 24 8.10 


Weatherproof Socket Guard 


List 

Light 

Std. 

W. E. List 

List 

Heavy 

Std. 

W. E. List 

No. 

Size Lamp 

Pkg. 

per Doz. 

No. 

Size Lamp 

Pkg. 

per Doz. 

5 

16 candle power.. 

.. 24 

$3.60 

7 

16 candle power.. 

.. 24 

$5.40 

6 

32 candle power.. 

.. 24 

4.50 

8 

32 candle power.. 

.. 24 

7.20 



Combination Reflector and Guard 

For Brass Sockets 


List 

Light 

Std. 

W. E. List 

list 

Heavy 

Std. 

W. E. List 

No. 

Size Lamp 

Pkg. 

per Doz. 

No. 

Size Lamp 

Pkg. 

per Doz. 

13 

16 candle power.. 

.. 12 

$5.60 

15 

16 candle power.. 

...12 

$7.20 

14 

32 candle power.. 

.. 12 

7.20 

16 

32 candle power. 

...12 

9.60 


No. is 17 16 candle power.... 

Lighting Fixtures and Accessories 


For Weatherproof Sockets 

12 $5.60 ll 19 16 candle power.. )£? 
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Quantity Prices 
Quoted on Request 
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PORTABLE LAMP QUARDS 

Crescent Portable Guards 


431 



Crescent Portable 


Are’especially adapted for use where a portable will receive 
hard usage. Strong, light and convenient. Socket not included. 


List W. E. List 

No. Each 

4645 For 40 watt lamp... $2.00 

4676 For 60 watt lamp... 2.20 



Monitor Portable 


Monitor Portable Lamp Guards 

A substantial open-bottom portable’guard. 


List W. E. List 

No. Each 

1453 For 40 watt lamp. $1.20 

1454 For 60 watt lamp. 1.30 


Bulldog Portable Lamp Guards 

For 60 Watt Lamp 



Are copper-plated on Bessemer steel. Standard key socket 
securely imbedded in handle, giving the lamp a firm, rigid base. 
Will take any size cord. 


List W. E. List 

No. Each 

4675 Complete with key socket imbedded in handle. $2.50 

2590 Complete with keyless socket imbedded in 

handle. 2.50 



Loxon Portable 


Loxon Portable Lamp Guards 

For 40 Watt Lamp 

Are made with ebonized handle and Loxon guard attached. 
Furnished both in plain wire guard and with half guard reflector. 
Key Socket Included. 


List W. E. List 

No. Each 

1447 Key Socket, without reflector. $1.50 

1448 Key Socket, with reflector. 1.70 



Standard Portable 


Standard Portable Lamp Guards 

A substantial guard for heavy service made with Bessemer 
steel rods and stamped metal rings, copper-plated, with mica 
weatherproof socket, firmly imbedded in handle. 


List W. E. List 

No. Each 

4672 Complete for 40 watt lamp. $2.50 

4673 Complete for 60 watt lamp. 2.70 



National Portable 


National Portable Lamp Guards 

Are of heavy construction with open bottom, made of steel 
heavily tinned, with mica weatherproof socket, firmly imbedded 
in handle. 


List W. E. List 

No. Each 

1451 Complete for 40 watt lamp. $2.00 

1452 Complete for 60 watt lamp... T pvnrrlr> • • 2.20 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


LAMP GUARDS 




3001 Vaporproof Guaro 


No. 2000 Cable Rack Portable 


Cable Rack Portable Lamp Guard 

A very handsome portable with black enamel handle. The cage portion of this portable is half guard 
and half reflector so as to direct the reflected light where it is needed. The handle is equipped with a hook. 
This portable is designed principally for use around telephone switchboards. Furnished with key or keyless 
socket securely embedded in handle giving a Arm and rigid base. Takes a 60 watt 110 volt Mazda lamp. 
Cage and reflector portion heavy tinned finish. 

List No. List Price Each 

2000 Key Cable Rack Portable Lamp Guard. $2.80 

2001 Keyless Cable Rack Portable Lamp Guard.... 2.70 

No. 3001 Safety Vaporproof Portable Guard 

This guard is just what its name describes, and is designed to meet the requirements of the garage or 
wherever gases or inflammable materials may be used. A heavy steel frame, strong handle, handy grip 
hook, and vaporproof receptacle make this the best vaporproof guard on the market. Takes a 25 watt 
standard Mazda lamp. Heavy tinned finish. 

3001 Safety Vaporproof Portable Guard. f .... $5.00 



No. 4000 No. 1439 Style C No. 1437 Style B No. 1440 Style D 

No. 4000 Dreadnaught Portable Lamp Guard 

A very strong portable guard made of Bessemer steel built to withstand hard usage and can be recom¬ 
mended to give unusual service. Has a porcelain keyless socket fitted with spring contact firmly embedded 
in handle. Takes a 60 watt lamp. Metal part copper plated finish. Made only in one size and finish. 

List No. List Price Each 

4000 Dreadnaught Portable Lamp Guard. $3.00 

Style C Wall Guard and Outlet Box Cover Combined 

A device for which there is a demand in every theater, warehouse or outside platform, wherever a sta¬ 
tionary outlet box socket is in use. Very strongly constructed of Bessemer steel wire ribs, stamped rings and 
plate or cover which will fit either a 3 or 4 inch outlet box and will take standard outlet box receptacles. 
The plate or box cover forms the lower part of the guard itself forming a combined cover and guard. It 
reduces the contractors stock as only one device takes the place of different size covers and guards. Heavy 
tinned finish.* Diameter 3 A inches, depth 5A inches. 

1439 Style C Wall Guard Outlet Box Cover Combined. $1.20 

Style B Wall Guard 

For use in theaters, docks, warehouses and outdoor work where a stationary socket is used. Very 
strongly constructed of Bessemer steel wire ribs and stamped rings. Has a removable base ring which is 
attached to the wall. Key hole slots in base ring make them easy to attach and detach. Copper plated 
finish. Diameter 3 l /$ inches, depth 6J4 inches. 

1437 Style B WaU Guard... $1.40 

No. 1440-D WaU Guard 

This device is the same as above excepting tha*t it is fitted ith a trap or cover which is equipped with a 
key locking arrangement, thus preyenting theft of lamps as well as breakage. Heavy tinned finish. Diameter 
3 A inches, depth 5 A inches. 

1440-D WaU Guard.. $1.50 

‘Delivery F. O. B. Factory, Valparaiso, Ind. For warehouse deliveries write nearest house. 
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MARINE OR STEAMTIGHT FIXTURES 
With Screw Globes 



No. 411 No. 405 No. 404 


CONDUIT TYPE 

All of the following have a heavy brass base, flat brass wire guard. Screw globe scats on rubber gasket. 

. List 

List Price 

No. Each 

411 For 40 watt lamp. $4.24 

1411 For 100 watt lamp. 6.36 

311 With feet on side of base for fastening. For 40 watt lamp. 4.88 

1311 With feet on side of base for fastening. For 100 watt lamp. 7.00 

430 Plain' conduit, with switch. For 40 watt lamp. 6.70 

1430 Plain conduit, with switch. For 100 watt lamp.. . .. 9.76 

330 With side feet and switch. For 40 w’att lamp. 7.34 

1330 With side feet and switch. For 100 watt lamp. 10.40 

JUNCTION BOX TYPE 

Heavy brass base fixture mounted on 4 inch round iron junction box. Flat brass wire guard. 

405 For 40 watt lamp. $4.78 

1405 For 100 watt lamp. 6.90 

431 With switch on side. For 40 watt lamp. 7.22 

1431 With switch on side. For 100 watt lamp. 10.30 

Brass junction boxes can be furnished for the above. 

WALL BRACKET TYPE 

404 90° bracket for 40 watt lamp. With iron junction box. $7.22 

1404 90° bracket for 100 watt lamp. With iron junction hox. 9.98 

434 90° key bracket for 40 watt lamp. With iron junction box.. . 9 66 

1434 90° key bracket for 100 watt lamp. With iron junction box. .. 13 38 

438 45° bracket for 40 watt lamp, with iron junction box. 7.22 

1438 45® bracket for 100 watt lamp. With iron junction box .... 9.34 

439 45° key bracket for 40 w'att lamp. With iron junction box. 9.66 

1439 45® key bracket for 100 watt lamp. With iron junction box. 12.74 


Brass junction boxes can be furnished for above. 



No. 416 No. 373 No. 467 


No. 416 No. 373 No. 467 

BULKHEAD TYPE List 

List Price 

No. Each 

416 Brass fixture on wood base with full basket guard. $9 56 

414 Brass fixture on wood base with half basket guard. 8 48 

CEILING TYPE 

415 Similar to No. 405, without junction box For 40 watt lamp . $4.00 

1415 Similar to No 1405, without junction box For 100 watt lamp. 6.12 

BATTERY ROOM TYPE 

6 Heavy porcelain base. With screw globe. $2.94 

WATERTIGHT CEILING FIXTURES 

Heavy cast brass base, with frosted screw globe, seats on gasket. Gland nuts for wire. 

1470 For 8 inch diameter globe. With brass round wire guard. $18.88 

1471 For 6 inch diameter globe. With brass round wire guard. 14.16 

372 For 8 inch diameter globe. Without guard. 12.38 

471 For 6 inch diameter globe. Without guard . 8 26 

470 Spun brass base for 8 inch diameter globe and gland outlets. 8 84 

467 Spun brass base with fancy band. 8 inch diameter frosted globe. 18 88 

Delivery F. O. B. New York City. For warehouse deliveries write nearest house, zed by VJ 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


MARINE FIXTURES AND PORTABLES 




No. 1525 


No. 1527 


i 

CONDUIT TYPE 

List No. 

1525 For 2 inch diameter ball lamp, brass base and guard. 

465 For 25 watt lamp, brass base and guard. 

522 For 60 watt lamp, iron base, brass guard. 

397 For 100 watt iamp, iron base, brass guard. 

357 For 150 watt lamp, iron base, brass guard. 

360 For 250 watt lamp, iron base, brass guard. 

1622 For 60 watt lamp, with switch, iron base, brass guard. 

1626 For 100 watt lamp, with switch, iron base, brass guard... 

1630 For 150 watt lamp, with switch, iron base, brass guard. 

JUNCTION BOX TYPE 

1527 For 2 inch diameter ball lamp, brass base and guard. 

1464 For 25 watt lamp, iron box, brass guard. 

524 For 60 watt lamp, iron box, brass guard. 

398 For 100 watt lamp, iron box, brass guard. 

358 For 150 watt lamp, iron box, brass guard. 

361 For 250 watt lamp, iron box, brass guard. 

1650 For 60 watt lamp, with switch, iron junction box, brass guard. 

1654 For 100 watt lamp, with switch, iron junction box, brass guard. 

1658 For 150 watt lamp, with switch, iron junction box, brass guard. 

BRACKET TYPE 

1600 For 25 watt lamp, iron junction bog and fixture base, brass gooseneck and guard.... 

1671 For 60 watt lamp, iron junction box and fixture base, brass gooseneck and guard.... 

1675 For 100 watt lafnp, iron junction box and fixture base, brass gooseneck and guard. . . 

1679 For 150 Watt lamp, iron junction box and fixture base, brass gooseneck and guard . . . 

1683 For 250 watt lamp, iron junction box and fixture base, brass gooseneck and guard . . . 

1687 For 60 watt lamp, with switch, iron box and fixture base, brass gooseneck and guard . 
1691 For 100 watt lamp, with switch, iron box and fixture base, brass gooseneck and guard 

1695 For 150 watt lamp, with switch, iron box and fixture base, brass gooseneck and guard 

All above fixtures and boxes can be furnished in brass. 



No. 1600 


List Price 
Each 
$4.24 
4.88 
5.30 
7.42 
9.56 
10.10 
7.96 
10.10 
12.22 


$5.30 

3.82 

5.30 

7.42 

9.56 

10.10 

7.96 

10.10 

12.22 


$7.86 

8.28 

11.46 

13.58 

14.12 

10.94 

14.12 

16.26 



No. 422 



No. 517 



No. 477 


No. 445 



No. 473 

No. 427 

„ / ■ n n-n a 

MebJSP*® 

No. 446 


Hand Portables 

WATERTIGHT Liat Price 

List No. Each 

422 Cast brass base, flat brass wire guard, with screw globe, hard wood handle, with stuffing nut. For 40 watt 

lamp. $7.66 

519 Cast brass base, round wire guard, with screw globe, hard wood handle, with stuffing nut. For 40 watt 

lamp. 8.84 

517 Cast brass base, round wire guard, with flared lip globe, hard wood handle, with stuffing nut. For 60 watt 

lamp. 10.62 

477 Diving lamp, suitable for 100 watt lamp. Designed for continued submersion .. 23.60 

445 Bunghole lamp, takes 16 C.P. lamp. inch maximum diameter of portable. Designed for continued 

submersion. 9.44 

NON-WATERTIGHT 

473 Extra strong, galvanized steel fuard, for 40 or 60 watt lamp. $4.72 

474 Brass base with brass round wire guard, 40 watt. 5.30 

427 Brass base with flat brass guard. Key socket 40 watt. 4.12 

446 Spun brass base, with tinned steel wire guard with key socket. Suitable for 25 watt lamp. 2.36 

Delivery F. O. B. New York City. For warehouse deliveries write nearest hcjjgs^e. 
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PLUG CLUSTERS 

Western Electric 

TWO-WAY PLUG 


435 



Two-way Plug 


Western Electric 

Two-way Plug 

The Western Electric Two-way Plug is a neat and small attachment which is screwed into any lamp 
socket just as an ordinary lamp is put into that socket. The plug itself has two sockets so that where it is 
used you have two ordinary sockets where you had only one before. This permits you to have two lights 
from the original socket at the same time, or you can have one light and then use the other socket for a 
toaster, electric sewing machine, vacuum cleaner, washing machine, fan, or in fact for any of the modem 
electric household helps that every house needs. There is no need to lose a light when you sew, wash, clean 
or cook. By simply screwing into the one socket, the Two-way Plug you immediately have the use of two 
sockets which overcomes the difficulty of inadequate outlets. The two-way socket is an extra socket without 
extra wiring. 


List 

Std. 

Wt. 

Retail 

List Price 

List Price 

No. 

Pkg. 

Lbs. 

Price 

Each 

Carton of 10 

92 Two-way multiple plug. 

. 10 

4 

$1.00 

$2.00 

$13.00 


Benjamin Plug Clusters Schedule 1 

Benjamin Plug Clusters are a recognized convenience for home and office use. They convert the single 
outlet into two, making it possible to retain the lamp, at the same time attach portable devices such as curling 
iron, chafing dish, sewing machine, fan, flatiron, or any of the numerous electrically controlled office appli¬ 
ances. 


Mfrs. W. E. 


List 



Std. 

Weight 

List 

List 

No. 

Description 


Pkg. 

Lbs. 

Each 

Each 

92 H 

2 light series cluster. 


10 

4 

$1.30 

$1.95 

93 

3 light multiple cluster. 


10 


1.60 

2.40 

94 

4 light multiple cluster. 

43 

.... l[9lgitized by 1.00 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


BENJAMIN CLUSTER BODIES 



Type 1—Diam. 4 Inches 
List No. 15 



Type IK—Dlam. 4 Inches 
List No. 16K 



Type 5—Dlam. 4 Inches 
List No. 56 



Type 5K—Diam. 4 Inches 
List No. 55K 


Multiple Wireless Type Schedule 1 


Type K has three wire connection, furnishing three degrees of illumination when connected to proper 
switches. The bottom outlet affords a convenient connection for attachment plug. Types 1 and IK require 
no insulating joint when No. 14 approved wire is used. Prices include flange tapped for % inch iron pipe. 
Standard finish is brush brass. Aluminum metal shell may be ordered with Types 1 and IK without change 
in price. 

TYPE 1 CLUSTER II TYPE 5 CLUSTER 





Pkg. 

Mfrs. 

List 


No. of 

Wt. 

List 

No. 

Description 

Lights 

Lbs. 

Each 

12 

With bottom bushing.. 

2 

12 

$1.60 

13 

With bottom bushing.. 

3 

12 

1.85 

14 

With bottom bushing.. 

4 

12 

2.10 

15 

W’ith bottom bushing.. 

5 

12 

2.35 

16 

With bottom bushing.. 

6 

12 

2.60 


TYPE IK CLUSTER 


13K 

With bottom outlet.. .. 

3 

12 

$1.85 

14K 

With bottom outlet.... 

4 

12 

2.10 

15K 

With bottom outlet.... 

5 

12 

2.35 

1CK 

With bottom outlet.... 

6 

12 

2.60 

17K 

With bottom outlet.... 

7 

12 

2.85 


W. E. 



Pkg. 

Mfrs. 

W. E. 

List 

List 

No. of 

Wt. 

List 

Lift 

Each 

No. 

Lights 

2 

Lbs. 

Each 

Each 

$2 24 

52* 

6 

$1.60 

$2.24 

2.60 

53* 

3 

6 

1 85 

2.60 

2.94 

54* 

4 

6 

2.10 

2.94 

3.30 

55* 

5 

6 

2.35 

3.30 

3.64 

56* 

6 

7 

2.60 

3.64 



TYPE 5K CLUSTER 


$2 60 

53K 

3 

6 

$1.85 

$2.60 

2.94 

54K 

4 

6 

2.10 

2.94 

3 30 

55K 

5 

6 

2.35 

3.30 

3 64 

56K 

6 

6 

2.60 

3.64 

4.00 

57K 

7 

7 

2.85 

4.00 


Types 1 and IK have three supporting screw holes equally spaced on a circle of 3^ inches diameter. 
Types 5 and 5K have two supporting screw holes spaced 1 % inches on centers. 



Benjamin Wireless Type 


Schedule 1 


Types 8 and 2 are similar to Type 1, but of smaller diameter. Type 7 is the same as Type 1, with the 
addition of a snap switch. It is therefore specially useful for low ceilings, making the installation of wall 
switches unnecessary. Type 18 is designed for the lighting of side walls, and as receptacle for extension cord. 
In connection with No. 2450 shade holders, anv standard 2}4 inch shade may be used. Except for Nos. 18 
and 19, prices include flange tapped for y% inch iron pipe. Standard finish is brush brass. 


TYPE 18 


List 


Weight 

Mfrs. 

List 

W. E. 
Lift 

No. 


Lbs. 

Each 

Each 

18 

1 light, ins. 

_ 4 

$0.50 

$0.70 

19 

2 light, 3 ins... 

. 6 

.90 

1.26 

22 

2 light.' 

TYPE 2 

..... 7 

$1.35 

$1 90 

23 

3 light. 

. 7 

1.60 

2.24 

24 

4 light. 

. 7 

1.85 

2.60 


TYPE 8 


Mfrs. W. E. 

List Weight List List 

No. Lbs. Each Each 

82 2 light. 5 $1.00 $1.40 

TYPE 7 

72 2 light. 14 $2.60 $3.64 

73 3 light. 14 2.85 4.00 

74 4 light. 14 3.10 4.34 

75 5 light. 14 3.35 4.70 

76 6 light. 14 3.60 5.04 


Types 18, 8 and 2 have two supporting screw holes spaced 1 % inches on centers. 

Type 7 has three supporting screw holes equally spaced on a circle 3 A inches in diameter. 
Standard package 10. 

* National Electrical Code Standard. 

Lighting Fixtures end Acoeeaoriea 39 


39 


















Quantity Prices 
Quoted on Request 


Western Electric 

BENJAMIN CLUSTER BODIES 


437 


Type 3—DIam. 3H Ins. 
Socket An^le 16° 
No. 32 


Type^T—DIam. 4M Ins. 
Socket Angle 18° 
No. 34T 




Multiple Wireless Type Schedule l 

Wireless clusters Types 3, 3T and 3K are designed for a relatively close grouping of lamps. They are 
well adapted for indirect lighting, and may be used to advantage with glass balls or domes. Prices include 
flange tapped for % inch iron pipe. Type 600 consists of a Drass metal casing provided with porcelain 
receptacles of special design. The sockets may be connected either multiple or series. Standard finish 
is brush brass. 

TYPE 3 CLUSTER 

list No. of Std. Pkg. Wt. Mfrs. W. E. Li* 

No. Lights Description Pkg. Lbs. List Pric e 

32 A 2 Cluster—16° socket angle. ) 7 SI .60 $2.24 

33 A 3 Cluster—16° socket angle. 10 7 1.85 2.60 

32}^ A 2 Cluster—16° socket angle (Series). 10 7 1.60 2.24 

Type 3 has two supporting screw holes spaced 1 yi inches on centers. 


TYPE 3T CLUSTER 


32T* 

2 

Cluster—18° socket angle. 

. 10 

12 

$1.75 

$2.46 

33T A 

3 

Cluster—18° socket angle. 

. 10 

13 

2.00 

2.80 

34T A 

4 

Cluster—18° socket angle. 

. 10 

14 

2.25 

3.16 

35T A 

5 

Cluster—18° socket angle. 

. 10 

14 

2 50 

3.50 

36T A 

6 

Cluster—24° socket angle. 

. 10 

14 

2.75 

3.86 




Type 3R—DIam. 4^ ins. 
Socket Angle’24* 

No. 37K 


Type 600—DIam. Ins. 

No. 608 


List 

No. of 

TYPE 3K CLUSTER 

Std. 

Pkg. Wt. 

Mfrs. 

Schedule 1 
W. E. List 

No. 

Lights 

f Description 

Pkg. 

Lbs. 

List 

Price 

33K A 

3 

Cluster—24° socket angle. 

10 

13 

$2.00 

$2.80 

34K A 

4 

Cluster—24° socket angle. 

10 

14 

2.25 

3.16 

35K A 

5 

Cluster—24° socket angle. 

10 

14 

2.50 

3.50 

36K A 

6 

Cluster—24° socket angle. 

10 

14 

2.75 

3.86 

37K A 

7 

Cluster—24° socket angle. 

10 

14 

3.00 

4.20 

Types 3T and 3K have three supporting screw holes equally spaced on a circle of 3 A inches diameter. 


TYPE 600 CLUSTER 

6Q8 A 8 Cluster— 6% in. diameter. 

610 4 10 Cluster— 8 54 in. diameter. 

612 A 12 Cluster—854 in. diameter. 

615 A 15 Cluster—1154 in. diameter. 

620 A 20 Cluster—1154 in. diameter. 

A National Electrical Code Standard. 


10 

25 

$5.00 

$7.00 

10 

31 

5.60 

7.84 

10 

35 

6.20 

8.68 

10 

50 

8.00 

11.20 

10 

65 

10.00 

14.00 


Digitized by C,oogIe 
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Western Electric 

BRYANT SHADE HOLDERS 


Mall Orders Filled 
at Prevailing Prices 



No. 502 

Uno Spring Holder 


Showing position of 
parts as holder is 
being attached to socket 


Showing position of 
parts when holder 
is attached 
to socket 


Bryant Shade Holders 

The spring shade fastening of Uno and New Wrinkle Shade Holders provides an improved meaqs of 
securing the shade in the holder and has the following advantages: The locking wire expands and con¬ 
tracts uniformly at every point. The locking wire touches the shade at every point. The locking wire is 
free to expand as the shade expands from the heat of the lamp, without in any way lessening the security 
of the fastening. The shade is held absolutely central in the holder. The holder will support the heaviest 
shades with absolute security. Shades can be attached and removed in one tenth of the time required for 
holders with .three screws. UNO SHADE HOLDERS Schedule “D” 


A one-piece holder which threads directly on to Bryant-Perkins 
Quickest and easiest to put on and stays put. The threading of the bei 
does not prevent the use of other makes of shade holders. Mfrs. Lisi 


Mfrs. List 

List Size Std. per 100 per 100 per 100 

No. Description Inches Pkg. Finished Finished Unfinished 

501 Screw holder. 2\4 500 $6.25 $6.00 $5.20 

532 Solid. 2J4 500 0.60 -6.34 5.55 

502 Spring holder. 2\4 250 8.70* 8.36 7.65 

533 Solid. 2J4 250 9.05 8.70 8.00 

503 Form 14 H” screw holder. 2 M 250 9.40 9.03 8.85 

504 Form 11 H” spring holder. 214 100 11.85 8.89 11.30 

505 Screw holder. 314 250 12 50 12.00 11.10 

534 Solid. 3]4 100 12.85 9.64 11.45 

506 Spring holder. 314 100 19.00 14.25 17.50 

535 Solid. 3\4 100 19.35 14.54 17.85 

511 With screws.. 4 100 16.65 12.49 15.25 

536 Solid. 4 100 17.00 12.76 15.60 

The above list prices cover brush brass, polished brass or rich gilt. Special finishes, except j 

and sand blast, add $2.10 extra per hundred list. Brush brass shipped unless otherwise ordered. 

New Wrinkle Shade Holders Sch» 


ins brass shell sockets and receptacles, 
bead on the socket and receptacle shells 


W. E. List 
per 100 
Finished 
$6.00 
•6.34 
8.36 
8.70 
9 03 
8.89 
12.00 
9.64 
14.25 
14 54 
12 49 
12 76 


Mfrs. List 
per 100 
Unfinished 
$5.20 
5.55 
7.65 
8.00 
8.85 
11.30 
11.10 
11.45 
17.50 
17.85 
15.25 
15.60 


W. E. List 
per 100 
Unfinished 
$5.00 

5.34 

7.35 
7.68 
8.50 
8.48 

10.66 
8.60 
13.13 
13.40 
11.44 
11 72 


Special finishes, except gold, silver 


Schedule 


on the market 

List No. Style Carton Pkg. Std. Pkg. per 100 per 100 

440 2K inch 50 200 20 $18.00 $25.92 

441 Form H 25 100 • 15 24.00 34.56 

442 3Jiinch 25 100 15 30.00 43.20 

New Wrinkle Emergency Shade Holder Schedule “H” 

The New Wrinkle Emergency Shade Holder has the same method of securing the shade in the holder as 
described above. It is attached to the socket by means of a screw shell which, introduced between the screw 
shell and the porcelain wall of the lamp socket, engages with the screw shell of the lamp socket. The screw 
shell of the shade holder is thoroughly insulated from the holder itself. 

It has always been impossible to make a satisfactory shade holder for use in connection with weather- 


yet with greater rigidity than is provided in many types of holders now 
Std. Wt., Lbs. Mfrs. List W. E. List 

Carton 

Pkg. 

Std. Pkg. 

per 100 

per 100 

50 

200 

20 

$18.00 

$25 92 

25 

100 • 

15 

24.00 

34 56 

25 

100 

15 

30.00 

43.20 


Schedule 1 


Wrinkle Emergency Shade Holder solves the problem. 

443 2\4 inch 25 

444 Form H 10 

445 3H inch 10 
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$ 20.00 

p 2500 

30.00 


$28.80 

36.00 

43.20 















No. 6244 

2K inch Locking Holder 


No. 6269 


No. 5339 No. 5594 

2 H Inch Shade Holder. 2 M Inch Shade Holder. 

Regular Solid 

Three Screw Shade Holders 


S-hedule “D” 


List 

No. 

Size 

Inches 

Description 

Finish 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

B 

W. E. 
List 
per 100 

5339* 

2H 

As illustrated above. 

Specify fin. 
Unfinished 

50 

1000 

65 

$6.25 

$12 50 

5339* 

2J4 

As illustrated above. 

50 

1000 

65 


10 40 

6594* 

2 Vi. 
214 

Solid, as illustrated above. 

Specify fin. 
Unfinished 

50 

1000 

70 


15 40 

5594* 

Solid, as illustrated above. 

50 

1000 

70 


13 00 

5340* 

3% 

As shown in illus. No. 5339. 

Specify fin. 
Unfinished 

25 

250 

27 

14.85 

29.70 

5340* 

3X 

314 

As shown in illus. No. 5339. 

25 

250 

27 

rewi h 

26 01 

5596* 

Solid, as shown in illus. No. 5594... 

Specify fin. 
Unfinished 

25 

250 

30 

15.90 

31.80 

5696* 

3K 

Solid, as shown in illus. No. 5594... 

25 

250 

30 


28.40 

5595* 

4 

As shown in illus. No. 5339. 

Specify fin. 
Unfinished 

25 

100 

20 


41.10 

5595* 

4 

As shown in illus. No. 5339. 

25 

100 

20 

18.35 

36.70 

5597* 

4 

Solid, as shown in illus. No. 5694... 

Specify fin. 
Unfinished 

25 

100 

20 

23.45 

46 90 

6597* 

4 

Solid, as shown in illus. No. 5594... 

25 

100 

20 

21.65 

43.30 




Locking Spring Shade, Holder 


Schedule "D” 


2K 

As illustrated above. 

1 Specify fin. 

50 

Egg 

17 

$8.70 

$17.40 


2 Vi 

As illustrated above. 


50 


17 

7.65 

15 30 



DEEP SKIRTED—THREE SCREW TYPE 



Schedule “D” 

6244 

, 214 

Shade holder. 

Finished 

50 

500 

40 

$7.50 

$15.00 

6244 

2 H 

Shade holder. 

Unfinished 

50 

i 500 

40 

1 6.75 

13.50 



DEEP SKIRTED—LOCKING SPRING TYPE 


Schedule “D” 

6170 

214 

Shade holder. 

Finished 

50 

250 

20 

1*9.25 1 

$18.50 

6170 

2 H 

Shade holder. 

Unfinished 

50 

250 

1 20 

mi 

16.40 


4-INCH SHADE HOLDER FOR BRASS SHELL MOGUL BASE SOCKETS 








Schedule “D” 

6276 1 

4 | Shade holder, ventilated. • 

1 

20 l 

100 l 

20 l$0.25 | 

$0.50 



HUBBELL DIRECT THREADING SHADE HOLDERS 

Schedule “G” 


6269 

2H 

Holder, ventilated, three screw type. 

Finished 

50 

500 

30 

$6.25 

$12.50 

6269 

214 

Holder, ventilated, three screw type. 

Unfinished 

50 

500 

30 

5.20 


6271 

3M 

Holder, ventilated, three screw type. 

Finished 

25 


37 

12.50 

25.00 

6271 

■ 3 M 

Holder, ventilated, three screw type. 

Unfinished 

25 

250 

37 

11.10 

22.20 

mEM 

2 M 

Holder, ventilated, lockingspring type 

Finished 

50 


20 

8.70 


6275 

2 X 

Holder, ventilated, lockingspring type 

Unfinished 

50 


20 

7.65 

15.30 


Polished brass, brush brass and rich gilt are standard finishes, 
ver, add to list per 100, $1.75. Mfrs. list $3.50. 

Goods shipped brush brass unless otherwise specified. 
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Western Electric 

GLASS REFLECTOR SHADE HOLDERS 


Mail Orders Filled 
at Prevailing Prices 



Form O Holder ,Form A Holder (New Type) 



Form H Holder 


Holophane Holders for Electric Sockets 

List Prices and Data 


List 

No. 

Designation 

Finish 

Diameter 

Standard 

Quantity 

gglTiTil 

1115 

Each 

421953 

Form O Holder. 

Polished or brush brass 

2}4 ins- 

30 

60.25 

■rwn 

421954 

Form A Holder. 

Polished or brush brass 

3Ji ins. 

12 

.60 

■K?j 

421955 

Form H Holder. 

Polished or brush brass 

2J£ ins. 

30 

.40 

.16 

421956 

Form T Holder. 

Polished or brush brass 

ins. 

50 

.20 

.08 


Note: Form T Holder for inch neck reflector is an exclusive design, and is furnished only with 
Holophane glassware. 

Special Finishes: The following additional net charges are made for special finishes on Form H and 0 
holders: Oxidized copper or black. 8 cents each, net; when ordered in lots of 500 or more, one kind not as¬ 
sorted, 5 cents each, net. All other finishes, 13 cents each, net; when ordered in lots of 500 or more, one 
kind not assorted, 8 cents each, net. 



P St S 11** Victor Shade Holder * 


P & S Shade Holders 

For Porcelain Sockets and Receptacles Schedule **XA” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt 

Mfrs. List 
per 100 

W. E. List 
per 100 

119 

Shade holder, 2}4 inch polished brass. 

24 

288 

24 lbs. 

$8.50 

$12.24 

1190 

Shade holder 3 inch polished brass. 

No extra charge for brush brass. For all 
other finishes.add $5.04 per hundred to the list. 

24 

144 

24 lbs. 

16.25 

23.40 


Victor Shade Holders 

Mfrs. List 
per Gross 

W. E. List 
per Gross 

422036 

422037 

422038 

422039 

422040 

422041 

2\i inch Polished Brass, Old Brass and Black.... 

2 \i inch Jap. Bronze, or Oxd. Copper. 

3inch Polished Brass, Old Brass and Black.... 

3Ji inch Jap. Bronze, or Oxd. Copper. 

4 inch Polished Brass, Old Brass and Black.... 

4 inch Jap. Bronze, or Oxd. Copper. 

Di( 

144 
144 
144 
144 
144 
144 b 

24 lbs. 

24 lbs. 

25 lbs. 

25 lbs. 

26 lbs. 
26 lbs. 

$23.75 
27.31 
45.00 
57.75 
60.00 
<569 00 

$24.66 

29.50 

48.60 

75.90 

64.80 

74.52 
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THE DIM-A-LITE 



No. 23 No. 24 No. 31 No. 32 > »» 34 


Dim-A-Lites and Dimming Sockets 

A small attachment for dimming or turning down a single incandescent lamp. 

Can be used with either carbon or Mazda lamps up to 40 watts. 

Five changes of light can be obtained, viz.: Full half. dim. night light and out. 

Saves current, from 30% to 80%, depending upon degree of turn down; U. S. Government test. 

Approved by Underwriters. Guaranteed five years 

Fits any fixture or chandelier socket and takes any ordinary electric lamp. 

Suitable for any current, either direct or alternating. 

The pull chain may be made as long as desired 

The resistance wire and contact bars are imbedded in a solid fireproof composition called Di-el-ite, 
which prevents the wire from corroding. 

STYLES OF DIM-A-LITES 

No 23. Pull chain, portable, or interchangeable type. Furnished on all orders unless other types 
are specified. 

No. 24. Portable Shade-holder Type. Operated either by turning shade or pulling cord. Slight 
turn ol shade gives any degree of light desired. Equipped with 2J4 inch shade holder. Preferred when the 
light is within easy reach. 

DIMMING SOCKETS 

No. 31. Standard Chain Pull Dimming Socket. Five degrees of light. Standard construction 
throughout. Combines standard chain pull socket. Dim-a-lite and husk, or shade holder. Attached 
permanently to fixture stem by thread and set screw. Equipped with highest grade dumbbell unit brass 
chain. Guaranteed five years. 

List Std. List 

No. Pkg. Price 

23 Dim-a-lite, gun metal or brush brass. 110 

volts. 48 $2.10 

24 Dim-a-lite, 2 % ins. solid shade-holder, gun 

metal or brush brass, 110 volts. 50 2.38 

34 Dim-a-lite, 2J4 ins. skeleton shade-holder, 

gun metal or brush brass, 110 volts. 50 2.38 

31 Dim-a-lite fixture socket, 2}4 ins. shade- # 

holder, brush brass, 110 volts. 50 2.88 

32 Dim-a-lite fixture socket, brush brass, 110 

volts. 50 2.88 

44 Dim-a-lite portable, brush brass, 110 volts.. 12 7.12 

No. 44 

Special voltages to order and quotations made on foreign types of Dim-a-lite upon request. 

•A standard package can be made up of only one style or List No. 

Add 19 cents list for 220 volts and 48 cents for 32 volts. Special finishes add 38 cents^list tor Dim-a-lites 
and Dim-arlite fixture sockets. Add $1.90 list for Dim-a-lite portable. 
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Western Electric 

ELECTRIC GLASS SHADES 


Mail Order# Filled 
at Prevailing Prices 



No. 6050 No. 6019 



Nos. 175, 288, 175 


No r 60W 


Electric Shades 


List 

No. 


Size 

List Price 
Each 

List Price 
per Doz 

173 

Roughed inside or roughed outside. 

. 4% x 234 ins. 

SO.50 

$2.60 

288 

Roughed inside or roughed outside. 

. 4J4x234ins. 

.60 

3.10 

175 

Roughed inside or roughed outside. 

. 534x234 ins. 

.80 

4.14 

6012 

Roughed inside or roughed outside. 

. 5 x 234 ins- 

.80 

4.30 

6050 

Roughed inside or roughed outside. 

. 4 x 234 ins. 

.70 

3.46 

6019 

Roughed inside or roughed outside. 


.70 

3.46 

» 



Electric Shades 

Lift 

No. 

159 Roughed inside or roughed outside. 

6072 Roughed inside or roughed outside. 

295 Roughed inside or roughed outside. 



List Price 

List Price 

Size 

Each 

per Doz. 


$0.60 

$2.60 

5 x 2 34 ins. 

1.00 

4.66 

4 x 234 ins. 

1.00 

5.16 


Nehulite Tungsten Electrics 


A Dense White Glass of Great Purity and High Reflecting Power 


List 




List Price 

List Price 

No. 


Watts 

Size 

Each 

per Doz. 

6140 

Roughed inside or roughed outside.... 

. 25 

5^x234 ins. 

$0.80 

$4.30 

6159 

Roughed inside or roughed outside. 

. 40 

634x234 ins. 

1.10 

5.50 

6160 

Roughed inside or roughed outside. 

. 60 

7 x 234 ins. 

1.20 

6.20 

6161 

Roughed inside or roughed outside.V. 

. 100 

8 x 234 ins. 

1.30 

6.88 

6162 

Roughed inside or roughed outside. 

. 250 

10 x 334 ins. 

2.00 

11.18 


Delivery F. O. B. Factory, Philadelphia, Pa. For warehouse deliveries write nearest house. 
Lighting Fixtures and Accessor;. 108-1 
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OPAL PORCELAIN SHADES 
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r j 



Flat Opal Flat Crimped Edge Fluted Deep Cone 


Porcelain Shades 

Flat Opal Shades 


List 

Diam. 

Holder 

List Price 

List Price 

List 

Diam. 

Holder 

List Price 

List Price 

No. 

Inches 

Inches 

Each 

per Doz. 

No. 

Inches 

Inches 

Each 

per Doz. 

255. 

6 

2 X 

$0.40 

$2.40 

255. 

12 

2*4 

$1.25 

$7.50 

255. 

7 

2*4 

.48 

2.85 

255. 

14 

3*4 

1.40 

8.40 

255. 

8 

2*4 

.63 

3.75 

255. 

16 

3*4 

2.00 

12.00 

255. 

... 10 

2*4 

.75 

4.50 

255. 

18 

3*4 

2.88 

17.25 




Flat Crimped Edge Opal Shades 




4251.... 

6 

2*4 

$0.40 

$2.40 1 

1 4251.... 

8 

2*4 

$0.53 

$3.15 

4251.... 

7 

2/4 

.48 

2.85 1 

I 4251.... 

10 

2*4 

.65 

3.90 




Fluted Deep Cone Opal Shades 




4184. . . . 

6 

2*4 

$0.55 

$3.30 

4184.... 

8 

2*4 

$0.89 

$5.25 

4184.... 

7 

2*4 

.68 

4.05 

4184.. . . 

10 

3*4 

1.13 

6.75 



Deep Cone Shade Opal or Imported Parabola Green Glass, Porcelain Lined No. 421435 

Green Glass and Opal Lined and Plain and Opal Plain Angle Shade Imported Half Shade 


Deep Cone Porcelain Shades 


Deep Cone Opal Shades Imported Deep Cone Green Glass Opal Lined 

Shades 


List 

Diam. 

Holder 

List Price 

List Price 

List 

Diam. 


Holder 

List Price 

List Price 

No. 

Inches 

Inches 

Each 

per Doz. 

No. 

Inches 


Inches 

Each 

per Doz. 

258. . . 

. 7 

2*4 

$0.63 

$3.75 

421428. 

7 


2*4' 

$1.80 

$10.80 

258. . . 

. 10 

2*4 

1.00 

6.00 

421429. 

10 


2*4 

2.47 

14.80 

258. . . 

. 10 

3*4 

1.00 

6.00 

421430. 

10 


3*4 

2.47 

14.80 



Parabola Porcelain Shades 






Green Plated Plain Angle] 

i 


Opal Plain Angle Shades 


List 

Diam. Height 

Holder 

List Price List Price 

List 

Diam. Height 

Holder List Price 

List Price 

No. 

Inches Inches 

Inches 

Each 

per Doz. 

No. 

Inches Inches 

Inches 

Each 

per Doz. 

8516. . 

..4*4 6 

2*4 

$1.96 

$11.75 

8516. . . 

4*4 

6 

2 }4 

$1.88 

$11.25 

8518. .. 

..7 7 

2*4 

2.28 

13.65 

8518.... 

. 7 

7 

2*4 

2.19 

13.15 


Imported Half Shades 

Green Glass Porcelain Lined 
For 16 C. P. Lamps. 2H inch Holder 


List List Price List Price 

No. v Each per Dos. 

421436 Green Glass Opal Lined fluted shade. $1.50 $9.00 

423607 Green Glass Opal Lined plain shade.. 1.50 9.00 

423608 Green Glass Opal Lined plain shade parabola. sr. 1.69 10.12 


Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 
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Western Electric 

HOLOPHANE GLASS REFLECTORS 


Mail Orders Filled 
at Prevailing Prices 



EXTENSIVE TYPE XTRAFICIENCY REFLECTORS 


List 

No. 

Mazda 

Lamp 

Watts 

Diameter 

Inches 

Height 

Inches 

Holder 

Inches 

No. in 
Std. 
Pkg. 

Wt. 

Std. 

Pkg. 

Packing 
Charges for 
Std. Pkg. 

List 

Price 

Each 

XE- 20 

15 or 20 

534 

334 

2/40 

20 

27 

$0.76 

$1.28 

XE- 25 

25 

6 34 

434 

2340 

20 

32 

.76 

1.44 

XE- 40 

40 

7 

1% 

2340 

10 

23 

.60 

1.68 

XE- 60 

60 

734 

5 

2340 

10 

30 

.60 

1.84 

XE-100 

100 

834 

5% 

234H 

10 

37 

.84 


XE-150 

150 

10 

6 34 

334A 

10 

52 

.96 


XE-200 

200 “C” 

9% 

7% 

334A 

10 

62 

1.20 

iKfEil 

XE-250 

250 or 300 

11% 

7% 

334A 

6 

48 

1.16 

6.56 

XE-500 

400 or 500 

14 34 

8 % 

334 

4 

54 

1.30 

14.56 


INTENSIVE TYPE XTRAFICIENCY REFLECTORS 


XI- 20 

15 or 20 

6 

4 

2340 

20 

28 

$0.76 


XI- 25 

25 

6% 

4 34 

2340 

20 

36 

.76 

1.44 

XI- 40 

40 

7% . 

4 54 

2340 

10 

23 


1.68 

XI- 60 

60 

7% 

5 

2340 

10 

29 


1.84 

XI-100 

100 


5% 

234H 

10 

35 

.84 


XI-150 

150 



334A 

10 

57 

• 96 


XI-200 

200 

MITiiS-Mi 

334A 

10 


1.20 


X1-250 

250 or 300 

liH 

7% 

334A 

6 

47 

1.16 

6.56 

XI-500 

400 or 500 

14 % 

834 

334 

4 

55 

1.30 

14.56 


FOCUSING TYPE XTRAFICIENCY REFLECTORS 


XF- 20 

15 or 20 

6 % 

3 % 

2340 

20 

29 


mum 

XF- 25 

25 

7 

4 

2340 

20 

32 

.76 

1.44 

XF- 40 

40 

734 

434 

2340 

10 

20 

.60 

1.68 

XF- 60 

60 

834 

434 

2340 

10 

28 

.60 

1.84 

XF-100 

100 

9 % 

534 

234H 

10 

32 

.84 


XF-150 

150 

11 % 

634 

334A 

10 

56 

.96 

HlTil 

XF-250 

250 

1334 

7H 

3 34A 

6 

49 

1.16 

6.56 



No. 983 



No. 963 No. 8300 


REFLECTORS FOR WINDOW LIGHTING 


Reflector 983 is used in most cases in connection with the high efficiency Type C 100 watt lamp. 
Reflector 963 is for very shallow windows._ 


983 

100 

1034 

634 

234H 

15 

65 

$1.20 

963 \ 

8300 1 or 

100 

1034 

534 

234H 

15 

65 

1.20 

100 

1034 

534 

234H 

15 

65 

1.20 


$2.64 

2.64 

2.64 


XTRAFICIENCY CONCENTRATING REFLECTORS 


List 

No. 

Mazda 

Lamp 

Watts 

Diam. 

Inches 

Height 

Inches 

Holder 

Inches 

No. in 
Std. 

Pkg. 

Wt. 

Std. 

Pkg. 

Packing 
Charges for 
Std. Pkg. 

List 

Price 

Each 

XF- 25 

15 or 20 

7 

4 

2KO 

20 

32 

$0.76 

$1.44 

XF- 40 

25 

734 

434 

2340 

10 

20 

.60 

1.68 

XF- 60 

40 

834. 

434 

2340 

10 

28 

.60 

2.40 

XF-100 

60 

934 

534 

2340 

10 

32^ 

.|84 

2.40 

8300 

100 

1034 

534 

234H 

l^Diniti 



2.64 
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HOLOPHANE GLASS REFLECTORS 


FOR TYPE C LAMPS 



Extraficiency Holophane Glass Reflectors 


EXTENSIVE TYPE 



Recom. "C" 

Dimensions in Inches 

Approx. 

No. in 

Packing 

List 

List 

Lamp 




Shpg. Wt. 

Std. 

Charges for 

Price 

No. 

Watts 

Diam. 

Height 

tHolder 

Std. Pkg. 

Pkg. 

Std. Pkg. 

Each 

XE- 75VF 

75 

' 84 

5V« 

2HO 

33 


SO.84 

$2.24 

XE-100VF 

100 

7 % 

5 

24K 

3/ 


.84 

2.52 

XE-150VF 

200 

10 

6 H 

3MA 

52 


.96 

4.64 

XE-200VF 

200 , 

9% 

7 3 -8 

34A 

62 

■ 

1.20 

5.44 

XE-250VF 

300 

n*4 

m 

34 A 

48 


1.16 

6.88 

XE-500VF 

400, 500 

i4 % 

8% 

34 

54 

■■ 

1.30 

12.80 


INTENSIVE TYPE 


9 

XI- 75VF 

75 

8% 

6 

2'40 

33 

mm 

SO.84 

$2.24 

XI-100VF 

100 

8*4 

5*4 

2%H 

35 


.84 

2.52 

XJ-200VF 

200 

ion 

7 % 

34A 

60 

■ 

1.20 

5.44 

XI-250VF 

300 

11% 

74 

34 A 

47 


1.16 

6.88 

XI-500VF 

400,500 

14 *4 

' 8% 

34 

55 

■1 

1.30 

12.80 


FOCUSING TYPE 



100 

9% 

5 % 

24 B. 

32 

10 

SO.84 

$2.52 


200 

11% 

6% 

34A 

56 

10 

.96 

4.64 

HlUld 

300 

134 

7 % 

34A 

49 

6 

1.16 

6.88 


HOLOPHANE-REAL1TE UNITS 
Large Units 

These Hoiophane-Realite Units are furnished with velvet finished reflectors and satin-finished bowls, 
smooth outside, but with a sunburst of prisms inside. They diffuse the light, are highly efficient, and do not 
change the color value of the lamps. The fixtures for these units are especially ventilated for use with the 
new high efficiency Type C lamp. 


Complete Unit, Velvet Reflector and S. F. Bowl 


List 

No. 


Dimensions in Inches 

Approx. 

No. in 

Packing 

List 

Lamp 

Watte 

Diam. 

Height 

Holder 

Shp. Wt. 
Std. Pkg. 

Std. 

Pkg. 

Charges for 
Std. Pkg. 

Price 

Each 

02560VS 


100 

10% 

U% 

34 

70 

4 

$1.20 

$18.04 

02570VS 


rioo\ 

1200/ 

f300) 

12*4 

15% 

34 

72 

3 

1.20 

23.10 

06290V8 


4°°f 

L GOO j 

14 *4 

17*4 

4 

70 

2 

> 1.20 

33.78 


115 Lighting Fixtures and Accessories 
































































446 


Western Electric 
METAL REFLECTORS 


Mail Orders Filled 
at Prevailing Prices 


For Industrial Illumination 

Thoroughly efficient illumination is more than a humanitarian necessity in industrial plants. It secures 
and perpetuates economies apart from the beneficial effect upon employees. Scientifically correct illumina¬ 
tion may be reckoned in terms of time saved in producing a given amount of work, in greater accuracy of 
operatives, in minimizing accidents and in promoting better working facilities by providing brighter and 
more cheerful surroundings. 

The most important consideration in factory illumination is not to have more brilliant light but to make 
more and better use of the light available. Light runs its free course unless controlled at its source. The 
light effused from lamps should be diffused by reflectors, otherwise it is lost; also its cost. It should be 
directed from where it isn’t wanted to where it is needed—guided without deviation from the lamp to the 
object of illumination. This may be accomplished with unerring precision by using reflectors selected with 
proper regard to their functional qualifications in association with various sizes and shapes of lamps. 

The following reflectors are correctly designed for new installations and designed to correct existing 
fatilts in old lighting systems. They are shaped and finished to distribute light over extended areas, to con¬ 
centrate it in a brilliant beam, or to give any intermediate distribution desired. 


FINISHES 

The bodies of reflectors are made of best quality open hearth steel, thoroughly annealed to insure uniform 
tensile strength and deep-drawing qualities. They are supplied in three standard inside finishes—matte 
aluminum, white porcelain enamel, white paint enamel. The standard color of the outside finish of all re¬ 
flectors is green. 


MATTE ALUMINUM FINISH 

Before the aluminum is applied, the reflector bodies are immersed in a chemical bath which removes 
from the pores of the metal all dirt and greasy substances. They are then scrubbed in a special solution and 
quickly dried to prevent rust formation. A binding coat of aluminum is then applied by air brush and heat- 
dried, after which a heavier coat of aluminum is applied. They are then given a transparent coating which 
protects the aluminum and preserves its reflective qualities. The final coating forms a hard, smooth surface 
resistant to injury when reasonable care is exercised in cleaning. 

PORCELAIN ENAMEL FINISH 

« 

As the inside is the working side of a reflector it is most essential that the finish be smooth and uniform 
to prevent distorted reflection of light. The porcelain enamel finish is absolutely free from cracks, blow¬ 
holes and indentions. The reflectors are given three coats of best quality, pure white enamel, all of which 
are baked on at high temperature, forming a finish with the gloss and hardness of glass. 

WHITE PAINT ENAMEL FINISH 

This finish, while closely resembling porcelain enamel, has individual characteristics which greatly en¬ 
hance the appearance and service qualities of the reflectors. Several coats of pure white paint enamel are 
applied, and each is baked on at gradually increasing temperature in an automatically regulated oven. The 
reflectors are subjected to slow cooling after each baking to prevent formation of cracks, due to contraction 
of the metal. The finish in final form is smooth, tough, extremely durable and permanent in color. 

KEY TO LETTERS AND NUMERALS 

Light distribution: B, diffusing; D, distributing; E, extensive; F, focusing; I, intensive; N, angle; 
W, wide. 

Size, numerals 25, 40, 60, etc., indicate the wattage of lamps. 

Holders: H, Hubbell screw holder; P, porcelain socket holder; S, detachable screw casing; 3445, medium 
strap holder socket; 3413, Mogul strap holder socket; 3451, 3453, 3454, 3455, 3456,3459, medium covered 
strap holders; 3457, 3458, 3485, Mogul covered strap holders. 

Inside finishes: A, aluminum; M, porcelain enamel; T, paint enamel. 



Quantity Prices 
Quoted on Request 
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METAL REFLECTORS 
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ANGLE 

These Reflectors hang approximately at 
an angle of 30° distributing light as 
shown. Spacing distance is V/i times 
the distance the lamp hangs from the sur¬ 
face to be illuminated. Designed for light 
ing surfaces of lathes, presses and other 
machines and to afford eye protection. 


WIDE 

These flat dome porcelain 
enamel reflectorsareforspread- 
ing light over great areaswhere 
it is neither desired nor essen¬ 
tial to have even illumination. 


DISTRIBUTING 
These shallow dome porcelain 
enamel reflectors are for gen¬ 
eral lighting. They do not 
allow light to pass upward or 
horizontally Spacing distance 
should be three times the 
mounting height of lamp 


REFLECTORS 

FOR 

*0 AND SO WATT 
TYPE "B" LAMPS 


WIDE 


ANCLE 


ANCLE 


DISTRIBUTING 


Porcelain Enameled 
Green OuUide 
White Inside 


Paint Enameled 
Green Outtide 
Matte Aluminum Inaide 


Porcelain Enameled 
Green Outatde—White Inaide 


AN40H 


N1N40H 


MWGOH 


MD40H 


H — Hubbell 
Screw Collar 
Holder. For all 
brass shell, me¬ 
dium base sock¬ 
ets , beaded or 


threaded shells. 


AN40P 


MD40P 


MN40P 


MW60P 


P—Brass Clamp 
Holder For 
most any make 
of porcelain 
socket. 


MW603 


AN4GS 


MN40S 


S-Hubbell Key¬ 


less Porcelain 
Socket with alu¬ 
minum detach¬ 
able screw cas¬ 
ing. For H"pipe. 


MD40-3445 


No. 3445—Hub- 
bell Keyless Por¬ 
celain Socket 
with strap hold¬ 
er. For W pipe. 


AN40-3445 


MW60-3445 


MN40-3445 


Nos. 3451,3453, 
3454 - Hubbell 
Porcelain Sock¬ 
ets with strap 
holder and Ja¬ 
panned ventilat¬ 
ed corrugated 
cover For W 


MD40-3454 


AN40-3451 


MN40- 

3454 


MD40 


L — Extension. 
For any standard 
2M” Holder 


List Price and Data 


Schedule 



Std. 

Pkg. 

Mfr’s. 

List 

Each 

50 

$0.80 

30 

1.10 

20 

1.50 

50 

1.50 

60 

1.00 

60 

.70 

50 

1.26 

50 

1.51 

30 

l;66 

20 

2.06 

50 

2.06 

50 

2.50 



MN-40H 
MN-40R 
MN-40S 
MN-40-3445 
MN-40-3454 
MN -40 
MW-25 
MW-25P 
MW-25S 
M W-25-3545 


Std. 

Pkg. 

Mfrs. 

List 

Each 

50 

$1.65 

30 

1.80 

20 

2.20 

50 

2.20 

50 

2.64 

50 

1.40 

50 

1.13 

30 

1.28 

20 

1.68 

50 

1.68 

Digitized by V 

Eoogle 
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Mail Orders Filled 
at Prevailing Prices 


DISTRIBUTING 


EXTENSIVE 


These paint enameled reflectors are used for general 
lighting. They do not allow light to pass upward 
or horizontally. Spacing distance for general illu¬ 
mination is three times the mounting height of 
lamps. The shallow bowl reflector, matte alumin¬ 
um interior surface, is used for the same purposes 
as the shallow dome having white paint interior 
surface. 



These deep bowl porcelain enamel re¬ 
flectors are for interior and exterior 
lighting of industrial plants. The eyes 
are protected while the light is reflected. 
For even illumination, lamps should be 
spaced twice the distance of the mounting 
height The white paint enamel interior 
finish is for inside use only. 



Paint Enameled 
Outaide—While Inside 


Paint Enameled 
Green Outside 
Matte Aluminum Inside 


Green 


Porcelain Enameled 
Green Outside 
White Inside 


Paint Enameled 
Green Outside 
White Inside 


INTENSIVE 
This deep bowl type is 
for even lighting of 
machines and benches 
and to shield the eyes 
from lamp glare. Spac 
mg distance 1 l A times 
the mounting height. 




Paint Enameled 
Green Outside 
Matte Aluminum Inani* 


FOCUSING 
This type used for 
local lighting where 
a strong concentra 
tion of light is de¬ 
sired. Spacing di» 
tance \ times 
mounting height for 
even illumination. 







/A 




List Prices and Data 


List 

Std. 

Mfrs. List 

WsEaLiSt 

List 

Std. Mfrs. List 

W.E-Usl 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. Each 

Each 

TD-40H 

50 

SO. 90 

11.26 

TE-40P 

30 

$1.25 

$1.74 

TD-40P 

30 

1.20 

1.68 

TE-40S 

20 

1.65 

2.31 

TD-40S 

20 

1.60 

2.24 

TE-40-3445 

50 

1.65 

2 31 

TD-40-3445 

50 

1.60 

2 24 

TE-40-3451 

50 

2.05 

2 87 

TD-40-3451 

50 

2.00 

2 80 

TE-40 

50 

.85 

1.19 

TD-40 

50 

.80 

1.12 

AI -40H 

50 

.95 

1.33 

AD-40H 

50 

.80 

1.12 

AI -40P 

30 

1.25 

1 74 

AD-40P 

30 

1.10 

1.54 

AI-408 

20 

1.65 

2 31 

AD-40S 

20 

1.50 

2.10 

AI -40-3445 

50 

1.65 

2 31 

AD -40-3445 

50 

1.50 

2.10 

AI-40-3451 

50 

2.05 

2.87 

ME-40H 

50 

1.25 

1.74 

AI -40 

50 

.85 

1.19 

ME-40P 

30 

1.40 

1 96 

AF-40H 

50 

.84 

1.18 

ME-40S 

20 

1.80 

2.52 

AF-40P 

30 

1.14 

1.60 

ME-40-3445 

50 

1.80 

2 52 

AF-40S 

20 


2 18 

M Fa-40-3453 

50 

2.22 

3.12 

A F-40-3445 

50 

2.16 

ME-40 

TE -40R 

50 

50 

1.00 

.95 

1 40 
1.33 

A F-40-3451 
AF-40 

Digiti 50 

50 

2.72 

1.04 









Quantity Prices 
Quoted on Request 
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REFLECTORS 

FOR 

TYPE B LAMPS 
IN SIZES 

10.15,20 AND 2S WATTS 



H — Hubbell 
Screw Collar 
Holder. For all 
brass shell, me¬ 
dium base sock¬ 
ets, beaded or 
threaded shells. 


P—Brass Clamp 
Holder. For 
most any make 
of porcelain 
socket 


S—Hubbell Key¬ 
less Porcelain 
Socket with alu¬ 
minum detach 
able screw cas¬ 
ing. For 3-Tpipe. 


No. 3445—Hub¬ 
bell Keyless Por¬ 
celain Socket 
with strap hold¬ 
er. For Jk" pipe. 


Nos. 3451.3453. 
3454 - Hubbell 
Porcelain Sock¬ 
ets with strap 
holder and Ja¬ 
panned ventilat¬ 
ed corrugated 
cover. For V{ 
Pipe- 


L— Extension. 
For any standard 
2VS Holder. 


ANGLE 

These Reflectors hang approximately at 
an angle of 30° distributing light as 
shown. Spacing distance is 1 *» times 
the distance the lamp hangs from the sur¬ 
face to be illuminated. Designed for light 
ing surfaces of lathes, presses and other 
machines and to afford eye protection. 



eorielam EnjmeM 
<ir«rn Oufudr 
While Inside 


MN40H 

4 


wr ___ 

4 


1 



MN40 3445 



MN40 __ 

3454 A 


MN40 U/L 

4 



Paml Knjmekd 
(irttn Oulwde 
Maltr Aluminum Inttde 

A 


AN40H 


4 


AN40P —- 

4 


•IU 3 

A 


AN40 3445 m 

A 


AN403451^_ 

A 


AN40 

4 


WIDE 

These flat dome porcelain 
enamel reflectorsareforspread 
ing light over great areaswhere 
it is neither desired nor essen¬ 
tial to have even illumination. 



MW25S 




DISTRIBUTING 
These shallow dome porcelain 
enamel reflectors are for gen¬ 
eral lighting They do not 
allow light to pass upward or 
horizontally Spacing distance 
should be three times the 
mounting height of lamp. 



MD40H 




.LHUo im . 

X 


MD40 3445 



MD40-3454 —- 

JL 


List 

No. 

MH-40H 
MN-40P 
MN-40S 
MN-40-3445 
MN-40-3454 
MN-40 
AN-40H 
AN -40P 
AN-40S 
AN -40-3445 
AN -40-3451 
AN -40 


Std. 

List Prices 

Mfrs. 1 

List W. E. List 

and Data 

List 

Std. 

PkR. 

Each 

Each 

No. 

Pkg. 

50 

$1.65 

$2.31 

MW-60H 

50 

30 

1.80 

2.52 

MW-60P 

30 

20 

2.20 

3.08 

MW-60S 

20 

50 

2.20 

3.08 

MW-60-3445 

50 

50 

2.64 

3 70 

MD-40H 

50 

50 

1.40 

1 96 

MD-40P 

30 

50 

.80 

1.12 

MD-4as 

20 

30 

1.10 

1 54 

MI) -408-3445 

50 

20 

1.50 

2.10 

M D -40-3454 

50 

50 

1.50 

2.10 

M P -40 

50 

50 

50 

29 

1.90 

.70 

2.66 

.98 


Digitized by 


Schedule “O' 

Mfrs. 

List 
Each 
$1.38 
1.53 
1.93 
1.93 
1.51 
1.66 
2.06 
2.06 
2.50 
1.26 


W. E. List 
Each 
$1 93 
2 14 
2.70 
2.70 
2.11 
2.32 
2 . 

2 . 

3. 
1.76 


Google 
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Mail Orders Filled 
at Prevailing Prices 
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METAL REFLECTORS 


FOCUSING 
This type used for 
local lighting 
where a strong 
concentration of 
light is desired. 
Spacing distance 
J 4 times mounting 
heigh t for even 
illumiii^K^ation. 


DISTRIBUTING 

These paint enameled reflectors are used for general 
lighting. They do not allow light to pass upward 
or horizontally. Spacing distance for general illu 
mination is three times the mounting height of 
lamps. The shallow bowl reflector, matte alumin¬ 
um interior surface, is used for the same purposes 
as the shallow dome having white paint interior 
surface. 


EXTENSIVE 

These deep bowl reflectors are for in¬ 
terior and exterior lighting of industrial 
plants. The eyes are protected while 
the light is reflected. For even illumina¬ 
tion. lamps should be spaced twice the 
distance of the mounting height. The 
white paint enamel interior finish is for 
inside use only. 


INTENSIVE 
This deep bowl type is 
for even lighting of 
machines and benches 
and ta shield the eyes 
from lamp glare. Spac¬ 
ing distance 1V< times 
the mounting height. 


FOCUSING 


DISTRIBUTING 


EXTENSIVE 


INTENSIVE 


Paint Enameled 
Green Outside —While Inside 


Paint Enameled 
Green Outside 
Matte Aluminum Inside 


Porcelain Enameled 
Green Outside 
White Inside 


Psint Ensmeled 
Green Outside 
White Inside 


Paint Enameled 
Green Outside 
Matte Aluminum lnaide 


Paint Enameled 
Green Outside 
MatteAluminumlnsidc 


TD40H 


TE40H 


AI40H 


ME40H 


AF25H 


TE40P 


AJ40P 


dE40P! 


TD40S 


AI40S 


AD25S 


ME40S 


TD40-3445 


ME40 

3445 


TD40-3451 


ME40 


ME40. 


List Prices and Data 


Schedule 


Mfrs. List 
Each 


TD-40H 
TD-40P 
TD-408 
TD-40-3445 
TD-40-3451 
TD -40 
AD-25H 
AD-25P 
AD-25S 
AD-25-3445 
ME-40H 
ME-40P 
ME-40S 
M E-40-3445 
ME-40-3453 
M E-40 
TE -40H 


TE-40P 
TE-40S 
T E-40-3445 
TE-40-3451 
TE-40-40 
AI -4011 
AI -40 P 
AI -4 OS 
AI -40-3445 
AI -40-3451 
AI -40 
AF-25H 
AF-25P 
AF-25S 
A F-25-34 4 5 
AF-25-3451 
A F-25 


oom 


Mfrs. List 

Each 

W. E. List 
Each 

$0.90 

$1 26 

1.20 

1 68 

1.60 

2 24 

1.00 

2 24 

2 00 

2 80 

.SO 

1 12 

.65 

91 

.95 

1 33 

1.35 

1 89 

1.35 

1 89 

1.45 

2 03 

1.40 

1 96 

1.80 

2 52 

1.80 

2 52 

2.22 

3 11 

1.00 

1 40 

.95 

1 33 




Quantity Prices 
Quoted on Request 
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List Prices and Data Schedule «c M 


List 

Std. 

Mfrs. 

List 

W. E. 
List 

List 

Std. 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

TD-60H 

50 

$1.03 

$1.44 

ME-60S 

20 

TD-60P 

30 

1.33 

1.86 

ME-60-3445 

50 

TD-60S 

20 

1.73 

2.42 

ME-60-3453 

50 

TD-60-3445 

50 

1.73 

2.42 

M ID-60 

50 

TD-60-3451 

50 

2.13 

2.98 

TE-60H 

50 

TD-60 

50 

.93 

1.30 

TE-60P 

30 

AD-60H 

50 

.98 

1.37 

TE-60S 

20 

AD -OOP 

30 

1.28 

1.79 

TE -60-3445 

50 

AD-608 

20 

1.68 

2.35 

TE-60-3451 

50 

AD-60-3445 

50 

1.68 

2.35 

TE -60 

50 

ME-60H 

50 

1.49 

2.09 

A1 -60H 

50 

ME-60P 

30 

1.64 

2.30 

A1 -60P 

30 


Mfrs. 

W. E. 



Mfrs. 

W.E. 

List 

List 

List 

Std. 

List 

List 

Each 

Each 

No. 

Pkg. 

Each 

Each 

$2.04 

$2.86 

AI -60S 

20 $1.80 

$2.52 

2.04 

2.86 

AI -60-3445 

50 

1.80 

2.52 

2.46 

3.44 

AI -60-3451 

50 

2.20 

3.08 

1.24 

1.73 

AI -60 

50 

1.00 

1.40 

1.06 

1.48 

AF -60H 

50 

1.10 

1.54 

1.36 

1.90 

AF -60P 

30 

1.40 

1.96 

1.76 

2.46 

AF -60S 

20 

1.80 

2.52 

1.76 

2.46 

AF -60-3445 

50 

1.80 

2.52 

2.16 

3.02 

AF -60-3451 

50 

2.20 

3.08 

.96 

1.34 

AF -60 

50 

1.00 

1.40 

1.10 

1.54 





1.40 

1.96 

[ 
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Mail Orders Filled 
at Prevailing Prices 


METAL REFLECTORS 



DIM KIBL'TING 


Greci 

Mafic Al> 


MN60H 


ANbOH 


MW60H 


MD60H 


MN60P 


AN60P 


MD60P 


REFLECTORS 


60 WATT TYPE • B" LAMP 


Hiese Reflectors hang approximately at an fla t 'd ,L>E . Th 

angle of 30° distributing light as shown , flal fl do t mC P 0 "* 1 ?'" T*** sha,, °. w 5 0me ^ 

Spacing distance is times the distune.* enarntl reflectors are for celain enamel reflectors are 
th^'lamp^ hangs &ol ' OV W for general lighting. They 

“ofu,K^§ h,,nfc >==Hr “ 

^ 7 ^ / ^ «v^__ 


H-Hubbell 
Screw Collar 
Holder. For all 
brass shell, me¬ 
dium base sock¬ 
ets. Beaded or 
threaded shells. 

P Brass Clamp 
Holder For 
most any make 
of porcelain 
sockets. 


S Hubbell Key 
less Porcelain 
Socket with alu¬ 
minum detach¬ 
able screw cas¬ 
ing For H"pipe. 


No. 3445-Hub- 
bell Keyless For 
celain Socket 
with strap hold¬ 
er. For Yt" pipe. 


Nos. 3451.3453. 
3454 - Hubbell 
Porcelain Sock¬ 
ets with strap 
holder and Ja¬ 
panned ventilat¬ 
ed corrugated 
cover. For W 
pipe. 


L —Extension. 
For any standard 
2*«" Holder. 


illuminated. Designed for lighting 
surfaces of lathes, presses and / 
other machines and to afford eye/ 
k protection / 


List Priced 
$1.10 

Std. Pk. 50 


List Price, $1.38 
Std. Pk 50 


List Price, $1 73 
Std. Pk. 50- 


List Price 
.40 


List Price. $1.53 
Std. Pk. 30 


List Price, $1 
Std. Pk. 30 


List Price, $1.93 
Std. Pk. 20 


List Price. $228 
Std. Pk. 20 


List Price, $1 93 
Std. Pk 50 


List Price. $228 
Std. Pk. 50 


List Price, $2.72 
Std. Pk. 50 


List Price. $1 
Std. Pk. 50 


List Prices and Data 


Schedule **0" 


List 

,No. 

MN60-H 

MN60P 

MN60S 

NN60-3445 

MN60-3454 

MN60 

AN60H 

AN60P 

AN60S 

AN60-3445 

AN60-3451 


Std. 

.Carton Pkg. 

5 — 50“ 

3 30 

5 20 

5 50 

5 50 

5 50 

5 50 

3 30 

5 20 

5 50 

5 50 



2.91 

1.67 

1.10 

1.40 

1.80 

1.80 


4 08 
2 34 
1 54 

1 96 

2 52 
2.52 


MW60-3445 

MD60H 

MD60P 

MD60S 

M D60-3445 

MD60-3454 


2.20 


3 08 


MD60 


5 50 1.93 2.70 

5 50 1.73 2.42 

3 30 1.88 2. 

5 20 2.28 3. 

5 50 2.28 3. 

5 50 2.72 3. 

5 50 1.48 2.16 


Lighting Fixtures and Accessories 


sggs 
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DISTRIBUTING 
These shallow dome porcelain 
enamel reflectors are for geo 
era! lighting They do not 
allow light to pass upward or 
horizontally Spacing distance 
should be three times the 
mounting height of tamp. 


WIDE 

These flat dome porcelain enamel 
reflectors are for spreading light 
over great areas where it is neither 
desired nor essential to have even 
illumination. \ 


ANGLE 

These Reflectors hang approximately 
at an angle of 30' distributing light as 
shown Spacing distance is 1 1 , times 
the distance the lamp hangs from the 
surface to be illuminated 


REFLECTORS 

for 

75 WATT 

TYPE •C" LAMPS 


ANCLE 


ANGLE 


DISTRIBUTING 


MD75H 


MN75H 


MW75H 


AN75H 


MD75P 


MW75P 


P—BrassClamp 
Holder For 
most any make 
of medium base 
porcelain socket 


AN75P 


M W75—3445 


No 3445—Hub- 
bell Keyless Por- 
celain Socket 
with strap hold 
er For H' pipe 


AN75- 

3445 


MD75—3455 


M W75—3455 


AN75 

3451 


Nos. 3451.3464, 
3455 - Hubbell 
Porcelain Sock 
els with strap 
holder and Ja¬ 
panned ventilat 
ed corrugated 
cover For W 
J*pe 


MD7S 


MW75 


L Extension 
For any standard 
2VT Holder 


AN 75 


List Prices and Data Schedule “C” 




Mfrs. 

W. E. 



Mfrs. 


W.E. 

List 

Std. 

List 

List 

List 

Std. 

• List 


Ust 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

Each 


Each 

MN-75H 

50 

$2.20 

$3 08 

MW-75H 

50 

$2.20 


$3.08 

MN-75P 

30 

2.35 

3.29 

MW-75P 

30 

2.35 


3.29 

MN-75-3445 

50 

2.75 

3.85 

MW-75-3445 

50 

2.75 


3.85 

MN-75-3455 

50 

3.21 

4.49 

MW-75-3455 

50 

3.21 


4.49 

MN-75 

50 

1.95 

2.73 

MW-75 

50 

1.95 


2.73 

AN -75H 

50 

1.22 

1.71 

MD-75H 

50 

1.85 


2.59 

AN -75P 

30 

1.52 

2.13 

MD-75P 

30 

2.00 


2 80 

AN -75-3445 

50 

1.92 

2.69 

MD -75-3445 

50 

^ 2.40 

i, 

3.36 

AN -75-3451 

50 

2.32 

3.25 

MD-75-3455 

. 50 c 

IbvVo 2.86 

;le 

4.00 

AN -75 

50 

1.12 

1.57 

MD-75 

50 

1.60 


2.29 







Western Electric 
METAL REFLECTORS 


Mail Orders Filled 
at Prevailing Prices 



FOCI'! 


DISTRIBUTING 


EXTENSIVE 


INTENSIVE 


Paint Enamekd 
Green Outade 
Matte Aluminum Inside 


TD75H 


AD75H 


ME75H 


AF75H 


List Prices and Data Schedule “C” 


List 

Std. 

Mfrs . 
List 

W. E. 
List 

List 

Std. 

Mfrs. 

List 

W. E. 
List 

List 

Std. 

Mfrs. 

List 

W. E. 
List 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

Each 

Each 

No. • 

p & 

Each 

Each 

TD-75H 

50 

SI. 14 

$1.60 

ME-75H 

50 

1.59 

2 23 

A1 -75H 

1.20 

1 68 

TD-75P 

30 

1.44 

2.02 

ME-75P 

30 

1.74 

2.44 

A1 -75P 

30 

1.50 

2 10 

TD-75-3445 

50 

1.84 

2.58 

ME-75-3445 

50 

2.14 

3.00 

AI -75-3445 

50 

1.90 

2.66 

TD -75-3451 

50 

2.24 

3.14 

M E-75-3454 

50 

2.58 

3.61 

AI -75^3451 

50 

2.30 

3.22 

TD-75 

50 

1.04 

1.46 

ME-75 

50 

1.34 

1.88 

AI -75 

50 

1.10 

1.54 

AD-75H 

50 

1.14 

1.60 

TE -7511 

50 

1.12 

1.57 

AF -75H 

50 

1.20 

1.68 

AD-75P 

30 

1.44 

1.60 

TE -75 P 

30 

1.42 

1.99 

AF -75P 

30 

1.50 

2 10 

AD-75-3445 

50 

1.84 

2.58 

TE -75-3445 

50 

1.82 

2 55 

AF -75-3445 

m 

1.90 

2.30 

2 66 

AD-75-3451 

50 

2.24 

3.14 

TE -75-3451 

50 

2.22 

3 11 

AF -75-3451 

50 

3 22 

AD-75 

50 

1.04 

1.46 

TE -75 

50 

1.02 

1.43 

AF -75 

50 

1.10 

1.54 


EXTENSIVE 

These deep bowl reflectors are for in¬ 
terior and exterior lighting of industrial 
plants. The eyes are protected while 
the light is reflected. For even illumina¬ 
tion. lamps should be spaced twice the 
distance of the mounting height. The 
white paint enamel interior finish is for 
inside use only. 


INTENSIVE 
These deep bowl re¬ 
flectors are for in- 
terior lighting 
where high mount¬ 
ing heights are nec 
essary. Spacing dis¬ 
tance 1 % times the 
mountind height. 


FOCUSING 
This type used for 
local lighting where 
a strong light is de¬ 
sired. Spacing di$? 
tance L iimeB 
mounti ng [hei ght for 
even illummation. 


DISTRIBUTING 

These reflectors are used for general lighting. They 
do not allow light to pass upward or horizontally. 
Spacing distance for general illumination is three times 
the mounting height of lamps. The shallow bowl re¬ 
flector matte aluminum inside surface is used for the 
same purposes as the shallow dome, having white 
inside surface. 


Paint Enameled 
Green Out«de—While Insde 


Malle Aluminum Inedc 


TLTjH _ I AI7jH 


/m A, 


SB? 















Quantity Prices 
Quoted on Request 


Western Electric 

METAL REFLECTORS 


455 



DISTRIBUTING 
These shallow dome porcelain 
enamel reflectors are for general 
lighting. They do not allow 
light to pass upward or horizon¬ 
tally. Spacing distance should be 
three times the mounting height 
of lamp. | 


WIDE 

These flat dome'porcelain 
enamel reflectors are for spread 
great areas where 
lesired nor essen- 


ANGLE 

These Reflectors hang approximately 
at-an angle of 30* distributing light as 
shown. Spacing distance is 1 ’ * times 
the distance the lamp hangs from the 
surface to be illuminated. Used for 
lighting billboards, interior side walls 
and show windows 


REFLECTORS 

FOR 

100 WATT 
TYPE "C" LAMPS 


it is neither-- 

tial to have even illumination. 


ANGLE 


DISTRIBUTING 


ANGLE 


Porctlam Lnamclrd 


Forcdam I nameled 


Crrcn Outside 
te Aluminum Inside 


Gown OuLside—White ln«de 


Green Outude—White In jde 


Green Outwde 
White Inside 


MD100H 


AN100H 


MN100H 


H-Hubbell 
Screw Collar 
Holder. For all 
brass shell, 
medium base 
sockets having 
either beaded or 
threaded shells. 


MD100P 


P—Brass Clamp 
Holder. For 
most any make 
of medium base 
porcelain socket 


MD100 —3445 


MW 100 - 3445 


AN 100- 


No. 3445—Hub- 
bell Keyless Por¬ 
celain Socket 
with strap hold- 
tr. For H' pipe. 


MD100—3456 


MW 100-3456 


AN 100 
3451 


MN100- 

3454 


Nos. 3451,3454, 
3455. 3456- 
Hubbell Porce¬ 
lain Sockets 
with strap hold¬ 
er and Japanned 
ventilated cor¬ 
rugated cover. 
For W‘ pipe 


MD100 


MW 100 


AN 100 


MN100 


L — Extension 
For any standard 
2V, m Holder. 


List Prices and Data Schedule “C” 




Mfrs. 

W. E. 



Mfrs. 

W.E. 

List 

Std. 

List 

List 

List 

Std. 

List 

List 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

Each 

Each 

MN-100H 

30 

$2.75 

$3.83 

MW-100H 

30 

$2.35 

$3.29 

MN-100P 

18 

2.90 

4.06 

MW-100P 

18 

2.50 

3.50 

MN-100-3445 

30 

-3.30 

4.62 

MW-100-3445 

30 

2.90 

4 06 

MN-100-3454 

30 

3.74 

5.24 

MW-100-3456 

30 

3.40 

4.76 

MN-100 

30 

2.50 

3.50 

MW-100 

30 

2.10 

2.94 

AN -100H 

30 

1.64 

2 30 

MD-100H 

30 

2.75 

3.85 

AN -100P 

18 

1.94 

2.71 

MD-100P 

18 

2.90 

4.06 

AN -100-3445 

30 

2.34 

3.28 

MD-100-3445 

30 

3.30 

4.62 

AN -100-3451 

30 

2.74 

3.84 

MD-100-3456 

Dig$ze< 

3.80 

5.32 

AN-100 

30 

1.54 

2.16 

MD-100 

30 

2.50 

3.50 



456 


Western Electric 

METAL REFLECTORS 


Mail Orders Filled 
at Prevailing Prices 



DISTRIBUTING 


EXTENSIVE 


intensive 


FOCUSING 


These reflectors arc used for general lighting They do 
not allow light to pass upward or horizontally Spacing 
distance for general illumination is three times the 
mounting height ol lamps The shallow bowl reflector 
matte aluminum inside surface is used for the same- 
purposes as the shallow dome, having white inside 


These deep bowl reflectors are for in 
tenor and extenor lighting of mdus 
trial plants. The eves are protected 
while the light is reflected For even 
illumination, lamps should be spaced 
twice the distance of the mounting 
height The white paint enamel mte^ 
nor finish is for inside use only 


These deep bowl re 
fieriors are for in 
icrior lighting 
where high mount 
mg heights are nec 
essarv Spacing dis 
lance I % times the 
mounting height 


This type used for 
local lighting where 
a strong light is de- 


DtSTRIBirriNG 


EXTENSIVE 


INTENSIVE 


Paint Enomelrtt 


< .n-en OulMrtr 
WMr In«n1r 


TD100H 


AD100H 


TD100P 


AD100P 


100P 


TD100-3445 


AD 100-3445 


ME100-, 


TE100- 


TD100-3451 


ADIOO- 


ME100- 
3455 I 


TE100 

3451 


A LI 00- 
3451 


TD100 


AD 100 


(ME10O 


TE100 


List Prices and Data Schedule “C** 




Mfrs. 

W. E. 



Mfrs. 

W.E. 



Mfrs. 

W.EL 

List 

Std. 

List 

List 

List 

Std. 

List 

List 

List 

Std. 

List 

list 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

Each 

Each 

t6-iooh 

30 

$1.36 

$1.90 

ME-lOOH 

30 

$1.75 

$2 45 

AI -100H 

30 

$1.30 

$1 82 

TD-100P 

IS 

1.66 

2.32 

ME-100P 

18 

1.90 

2 66 

AI -100P 

18 

1.60 

2.24 

TD -100-3445 

30 

2.06 

2.88 

ME-100-3445 

30 

2.30 

3.22 

AI -100-3^145 

30 

2.00 

2.80 

TD-100-3451 

30 

2.46 

3.44 

ME-100-3455 

30 

2.76 

3 86 

AI -100-3451 

30 

2.40 

3.36 

TD-100 

30 

1.26 

1.76 

ME-100 

30 

1.50 

2 10 

AI -100 

30 

1.20 

1.88 

AD-100H 

30 

1.36 

1 90 

TE -100H 

30 

1.25 

1 75 

AF -100H 

30 

1.50 

2.10 

AD-100P 

18 

1.66 

2.32 

TE -100P 

18 

1.55 

2.17 

AF -100P 

18 

1.80 

2.52 

AD-10041445 

30 

2.06 

2 88 

TE -100-3445 

30 

1.95 

2 73 

AF -100-3445 

30 

2.20 

3.08 

AD-100-3451 

30 

2.46 

3.44 

TE -100-3451 

30 

2.35 

3 29 

AF -100-3451 30 2.60 

3.64 

AD-100 

30 

1.26 

1.76 

TE -100 

30 

1.15 

1 61 

| AF -100 

30 

1.40 

1 96 



Quantity Prices 
Quoted on Request 


Western Electric 

METAL REFELCTORS 


457 


REFLECTORS 

FOR 

200 WATT TYPE “C* LAM PS 



ANGLE 

These porcelain enameled angle reflectors distri¬ 
bute light as shown. Spacing distance is 1 l A 
tunes the distance the lamp hangs from the 
surface to be illuminated. Recommended for 
billboards, building fronts and as side wall units 
in factories where cranes or other apparatus 
interfere with the general overhead lighting. 

I 


P—Brass Clamp 
Holder. For 
most any make 
of porcelain 
socket. 




An*le—Porcelain Enameled 
Green Ouinde—While Inekie 



MN200P 



DIFFUSING 
These reflectors are recommended for general illumi¬ 
nation. When fitted with opal globes they spread a soft, 
diffused light. May be used in addition to local limits 



Flat Dome with 6" Holder—Porcetam 
Green Ouisde^hile In aide 



MB200P 



No.3445—Hub- 
bell Keyless Por¬ 
celain Socket 
with strap hold¬ 
er. For H" pipe. 


il 



MB200-3445 



Nos. 3451. 3455 
3456 and 3459- 
Hubbell Porce¬ 
lain Sockets 
with strap hold¬ 
er and Japanned 
ventilated cor¬ 
rugated cover. 
For 4" pipe. 


MN200-3455 


1 



MB200-3459 



L—Extension. 
For any stand¬ 
ard 24" Holder. 


A 


MB200 



List 

Std. 

No. 

Pkg- 

MN-200P 

18 

MN-200-3445 

. 30 

MN-200-3455 

30 

MN-200 

30 


List Prices and Data Schedule “C M 


Mfrs. 

W. E. 



Mfrs 

W E. 

List 

List 

List 

Std. 

List 

Ust 

Each 

Each 

No. 

Pkg. 

Each 

Each 

$3.00 

$4.20 

MB-200P 

18 

$3.28 

$4.59 

3.40 

4.76 

M13-200-3445 

30 

3.68 

5 15 

3.86 

5.40 

M13-200-3459 

30 


6 06 

2.60 

3.64 

MB-200 

Digitizgg by 

2.88 

. 4.03 
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Western Electric 

<v 

METAL REFLECTORS 


Mail Orders Pilled 
at Prevailing Prices 


WIDE 

These flat dome porcelain enamel re¬ 
flectors are for spreading light over 
great areas where it is neither desired 
nor essential to have even illumina¬ 
tion. 


DISTRIBUTING 

These shallow dome porcelain enamel reflectors are for general lighting. 
They prevent loss of light upward or horizontally. Spacing distance for 
general illumination three times the mounting height of lamp. Shallow 
bowl reflectors with matte aluminum inside surface serve the same purposes 
as the shallow dome with white Inside surface. 



EXTENSIVE 
These deep bowl reflectors 
are for interior and exte¬ 
rior lighting of industrial 
plants. The eyes are pro¬ 
tected whfle the light is 
reflected Tor even illu¬ 
mination lamps should be 
spaced twice the distance 
of mounting height. 



Green Outride—White loudt 


Deep Bowl— Porcelain Enameled 
1 Green Outade—WhMe Inwf 





List Prices and Data Schedule “C” 


list 

Std. 

Mfrs. 

List 

W. E. 

List 

List 

Std. 

Mfrs. 

List 

W.E. 

List 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

Each 

Each 

MW-200P 

18 

$2.88 

$4.03 

AD-200P 

18 

$1 80 

$2.52 

MW-2003445 

30 

3.28 

4.59 

AD-200-3445 

30 

2.20 

3.08 

MW-200-3459 

30 

3.93 

5.50 

AD-200-3451 

30 

2 60 

3.64 

MW-200 

30 

2.48 

3.47 

AD-200 

30 

1.40 

1.96 

MD-100P 

18 

2.90 

4.06 

M E-200P 

18 

2 05 

2.87 

MD -100-3445 

30 

3.30 

4.62 

MK-200-3445 

30 

2 45 

3.43 

MD-100-3456 

30 

3.80 

5.32 

Mli-200-3450 

30 

'2.95 

v^ooofe 

4.13 

MD-100 

30 

2.50 

3.50 

ME-200 

Digitiz^Wby 

2.31 



Quantity Prices 
Quoted on Request 


Western Electric 

METAL REFLECTORS 
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REFLECTORS 

FOB 

m AND 480 WATT 
TYPE “C” LAMPS 



nui-c -- --. 

These porcelain enameled angle reflectocad»- These reflectors 

tribute tight as shown. Spacing distance is illumination. When fitted with opal globes they 

times the nietone* the tamp hangs from spread a soft diffused light. May be used in addition 

tne surface to be illuminated. Recommended to local lights, 
for biU'boards, building fronts and as side wall 
units in factories where cranes or other apgar 
atus interfere with the general overhead lighting. 




W 


ADM- rorceuun tnamnea 
Gran Oulud e— While Intkte 


Flat Dome «nth 6" Holder— Porcelain I 
Green OuUide^While Inaide 



No. 3413 Hub- 
bell Mogul Por¬ 
celain Socket 
with strap 
bolder. For HT 
pipe- 


Noe. 3457 and 
3458—Hubbell 
Mogul Porcelain 
Sockets with 
strap holder and 
Japanned ven¬ 
tilated corru* 
gated cover. 
For H" pipe. 


L—Extension. 
Will fit any 
standard 3M” 




1 'l 


'+/ 




List Prices and Data 


Schedule “C” 
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Western Electric 

METAL REFLECTORS 


Mail Orders Filled 
at Prevailing Prices 


WIDE 

These flat dome porcelain enamel reflectors spread 
light over great areas where even illumination is 
neither desired nor essential. Especially suitable for 
warehouses, stock rooms and outside of buildings. 


^- 

^ -v 

Lz 

lJ 




DISTRIBUTING 

These shallow dome porcelain enamel reflectors are 
for general illumination the same as the flat dome 
type. They do not allow light to pass upward or 
horizontally. Spacing distance should be three times 
the mounting height of lampi. 



EXTENSIVE 

These porcelain enamel deep bowl 
reflectors are for either interior or 
exterior illumination of industrial 
plants. Suitable for yards, wharfs, 
etc., requiring even Dluminalioa with 
high mounting heights. Spacing 
distance twice the mounting height. 



Flat Dome— Porcelain Enar.icicd 
Gnat Outude— W lule irjj^e 


Shallow Dante— Porcelain Enameled 
Green Oul tide—While I nude 


Deep Howl—Paw lain Enameled 
Grem Out tide - While Inude 





List 

Prices 

and Data 


Schedule “C” 

List 

Std. 

Mfrs. 

List 

W. E. 
List 

List 

Std. 

Mfrs. 

List 

W. E. 
list 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

Each 

Each 

MW-500-341:* 

10 

$5 90 

$8 26 

MD-500 

10 

$4.38 

$6.13 

MW-500-3458 

10 

0.60 

9.24 

ME-500-3413 

10 

4.40 

6.16 

MW-500 

10 

4.10 

5 74 

ME -500-3457 

Digiti; ^ 

0( 5 00 

7.00 

MD-500-3 l 1 3 

10 

6.18 

8.65 

ME -500 

2.60 

3 64 

MD-50O *' * 

10 

6.88 

9.63 








Quantity Prices 
Quoted on Request 


Western Electric 

METAL REFLECTORS 
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ANGLE 


DIFFUSING 


REFLECTORS 

FOR 

500 WATT TYPE “C” LAMPS 



No. 3413 Hub- 
bell Mogul Por¬ 


celain Socket 
with strap 
holder. For W 
pipe. 



Nos. 3457 and 
3458—Hubbell 
Mogul Porcelain 


Sockets with 
strap holder and 
Japanned ven¬ 
tilated corru¬ 
gated cover 
For Vi pipe. 



L—Extension. 
Will fit any 
standard 3K* 
Holder. 



The'* porcelain enameled angle reflectors dis¬ 
tribute light as shown. Spacing distance is 
Hi limes the distance the lamp hangs from 
the sorfnee to be illuminated. Recommended 
for bill-boards, building fronts and as side wall 
units in lactones where cranes or other appar¬ 
atus interfere with the general overhead lighting. 



Ancle— Porcelain Enameled 
(keen Ouinde- While Inside 




These reflectors are recommended for general 
illumination. When fitted with opal elobes they 
spread a soft diffused light. May be used in addition 
to local lights. 



MB500-3413 






List 

Prices 

and Data 


Schedule “C” 



Mfrs. 

W.E. 



Mfrs. 

W.F. 

List 

Std. 

List 

List 

List 

Std. 

List 

List 

No. 

Pkg. 

Each 

Each 

No. 

Pkg. 

Each 

Each 

MN-500-3413 

10 

16.18 

$8.65 

MB-500-3413 

10 

$6.32 

$8.88 

MN-500-3458 

10 

6.88 

9 63 

M B-500-3458 

gitiz¥l by 

7.02 

9 83 

MN-500 

10 

4.38 

6 13 

MB-500 

10 

4 52 

6 33 




464 


Western Electric 

METAL REFLECTORS 


Mail Orders Filled 
at Prevailing Prices 



EXTENSIVE 

These porcelain enamel deep bowl 
reflectors are for-;either interior or 
exterior illumina tion o f industrial 
plants. SuilafiJeTS^ards. wharfs, 
etc., requinatfeven illumination with 
high mutfnting nciRhtsX Spacing 
distancedwice tha mouniink height. 
/ M-2 \ 

/ EXTENSIVE \ 


DISTRIBUTING 

These shallow dome porcelain enamel reflectors are 
for general illumination the same as the flat dome 
type. They do not allo^ ligh t to pass upward or 
horizontally. Spacmrrll^IllflLV^hould be three times 


WIDE 

These flat dome porcelain enamel reflectors spread 
light over great areas where even illumination is 
neither desired nor essential. Especially suitable for 
warehouses, sto ck room s and outside of buildings. 


M-3 

DISTRIBUTING 


WIDE 


LWp Bowl— Burcelain Enameled 


Nat Dome -|*orceUin Enamekd 
Green Outade—White Inatde 


Green Out ude—White Inside 


ME1000-3413 


MWlOOO-3413 


NID1000-3413 


MW 1000-3485 


MD1000-3485 


ME1000-345S 


MW 1000 


MD1000 


ME 1000 


List Prices and Data Schedule “C” 




Mfrs. 

W. E. 



Mfrs. 

W.E. 

List 

Std. 

List 

List 

List 

Std. 

List 

List 

No. 

Pkg. 

Each 

Each 

A No. 

Pkg. 

Each 

Each 

MW-1000-3413 

5 

$7.70 

$10 78 

MD-1000 

5 

$6.17 

$8 64 

MW-1000^5485 

5 

9.00 

12 60 

ME-1000-3413 

5 

6.18 

8.65 

MW-1000 

5 

5.90 

8 26 

ME-1000-3458 

5 

6.88 

9.63 

MD-1000-3413 
MD-KXXW485 

5 

5 

7.97 

9.25 

12 42 
12 95 

ME-1000 5 

Digitized oy 

Gocfafe 

o 

6.13 



Quantity Prices 
Quoted on Request 


Western Electric 
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PORCELAIN SOCKETS AND GLOBE HOLDERS 




No. 3480 


Medium Base Porcelain Sockets 

Pull 250 Watts, 250 Volts; Ksy 250 Watts, 250 Volts; Keyless 660 Watts, 250 Volts 


FOR REFLECTORS Schedule “C" 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

W. E. 
List 

Ef■ m 

Pull 3 g in. cast iron cap. 

10 

50 

35 

$1.35 

$1 88 

H ri 'M 

Key, in. cast iron cap. 

10 

50 

40 

.85 

1 19 

I* ; 

Keyless, % in. cast iron cap. 

10 

50 

30 

80 

1 12 

1(1 r, :■ 

Pull, Vi in. cast iron cep. 

10 

50 

35 

1.35 

1 88 

3479 

Key, Vi in. cast iron cap. 

10 

50 

40 

.85 

1 19 

3410 I 

Keyless, Vi in. cast iron cap. 

10 

50 

30 

.80 

1 12 


All brass and aluminum porcelain socket caps listed elsewhere are interchangeable with above sockets. For sockets with 
either Nos. 150, 151, 152 or 153 caps listed elsewhere add to list $0.21, Mfrs. List $0.05. For sockets with either Nos. 154 or 155 
caps listed elsewhere add $0.42 to list. For sockets with No. 163 caps listed elsewhere add $0.98 to list. For sockets with No. 
173 caps listed elsewhere add $0.70 to list. For sockets either Nos. 174,175, 176 or 177 caps listed elsewhere add $0.98 to list. 


WITH VENTILATED CORRUGATED COVER FOR PAINT ENAMELED REFLECTORS— 
STRAP HOLDER ATTACHED 


3412 

Keyless, S in. iron cap wdth lock nut. 

iNHjMVMnnnnH 

Hj| 

mzM 

$1.20 

$1 68 

3451 

1 Kevless. */$ in. iron cap with lock nut. 


mm 


1.20 

1 68 


FOR PORCELAIN ENAMELED REFLECTORS 



Keyless, V* in. iron cap with lock nut, for reflectors with % in. Iy-extension. 
Keyless, ^ in. iron cap with lock nut, for reflectors with 1 Vi in. L-extension. 

2 

50 

60 

WlWfM 


3454 

2 

50 

<5 

MhI 

Htt/ 

3455 

Keyless, % in. iron cap with lock nut, for reflectors with 1 Vi in. L-cxtension. 
Keyless, \\ in. iron cap with lodk nut, for reflectors with 2 Vi in. Iz-extension.. 
Kevless, in. iron cap with lock nut, for MB200 and MW200 reflectors. . . I 

2 

30 

70 

HlKfil 


3455 

2 

30 

80 



3459 

' 1 

30 

vr> 

ua 



Mogul Base Porcelain Sockets 

For Reflectors. 1500 Watts, 250 Vo!ts 


With Cast Iron Cap—Strap Holder Attached Schedule “C” 


3446 

Keyless, Vi in. cast iron cap. 

. 1 2 

1 20 

35 

1 $1 80 1 

$2 52 

3413 | 

| Keyless, H in. cast iron cap. 

. 1 

1 20 

1 35 

1_ijsoJ 

2 52 


These sockets can be furnished with Vi inch, Vi inch or Vi inch aluminum caps instead of the standard cast iron. For 
sockets so equipped add $0.70 to list. 


WITH VENTILATED CORRUGATED COVER—STRAP HOLDER ATTACHED 


3457 

Keyless, in. iron cap, lock nut, for reflectors with 1 Vi in. L-extension. . . . 

1 

10 35 

$2.40 

S3 38 

3458 

Keyless, H in. iron cap, lock nut, for reflectors with 2Vf in. L-extension. .. . 

1 

10 35 

2.50 

3 50 

3485 

Kevless, ^ in. iron cap, lock nut, for MD1000 and MW 1000 reflectors. . . 

1 

10 .V) 

3.10 

4 34 


Corrugated Ventilated Globe Holders 


Schedule “C" 


3480 


1 

30 


$1.85 

$2 60 

3481 

4 in. holder and corrugated, ventilated cover for medium base porcelain key¬ 
less socket, for Vi in. pipe.>. . 

1 

30 


2. 10 

2 94 

3482 

6 in. holder and corrugated, ventilated cover for medium base poreelau 

1 

20 


2.50 

3.50 

3483 

3484 

keyless socket, for Vi in. pipe. 

6 in.holder and corrugated, 'ventilated cover for porcelain Mogul socket, foi 

Vi in. pipe. 

8 in. holder and corrugated, ventilated cover for porcelain Mogul socket, 
for M in. pipe. 

1 

1 

10 

10 


3.00 

3 50 

4.20 

4 90 


Standard finish, baked-on black Japan. 

For holders, finished in Flemish brass, add the following to list price: No. 3480, $2.30; No. 3481, $2.80; No. 3482, $3 84. 
tfa 3483, $3.84; No. 3484, $5.60. 

* Glassware not furnished. 

These globe holders are furnished complete with porcelain kevless sockets. 

Bolden with medium base sockets tapped for in. pipe or holders with Mogul base sockets tapped for S* inch pipe may 

he had without extra charge. 

Lighting Ki' lures and Accessories 
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Western Electric 

HUBBELL METAL REFLECTORS 


Mail Orders Filled 
at Prevailing Prices 



1^0. MiTF 

Half Tin Reflector No. 6151 


Half Reflectors 

Tin, Brass and Aluminum Schedule “C” 




Finish 






List 

No. 

Description 

Outside 

Inside 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. Wt 
Lbs. 

Mfrs. List 
Each 

W.E.List 

Each 

5429 A 

Steel. 

Green 

White 

1 

50 

20 

$0.50 

$0.70 

5532 A 

Brass. 

Old Brass 

Frosted Alum. 

1 

50 

20 

.90 

1.26 


For 10 and 15 Watt Lamps_Schedule “C ,f 


6151 

Steel. 

Green 

White 

1 

50 

20 

$0.45 

6152 

Brass. 

Old Brass 

Frosted Alum. 

1 

50 

20 

.85 





No. 5461, H Actual Size 

Parabola Reflectors 


No. 6550, Yk Actual Size 


WITH HOLDER AT SIDE 


Schedule “C” 


List 

No. 

Description 

Watts 

Carton 

Quantity 

m 

Std. 

Pkg. 

Mfrs. List 

W. E. List 


63^ in. steel, green outside, frosted inside. 

25-40-60 

1 

40 

50 

$0.65 

■nreyi 


6}^ in. brass ? brush brass outside, frosted inside. 

25-40-60 

1 

40 

50 

1.50 

IBrjQi 


b l /2 in. aluminum, green outside, frosted inside. 

25-40-60 

1 

30 

50 

1.20 

wBm 


WITH HOLDER AT TOP 




25-40-60 

1 

35 

30 


6548 


25-40-60 

1 

40 

30 


6549 


25-40-60 

1 

30 

30 



WITfi HOLDER AT 30° ANGLE 


6550 

6J^ in. steel, green outside, frosted inside. 

25-40-60 

1 

35 

Bit! 

$0.65 

$0.91 

6551 

6 l /2 in. brass, brush brass outside, frosted inside. 

25-40-60 

1 

40 

30 

1.50 

2.10 

6552 

6 Y 2 in. aluminum, green outside, frosted inside. 

25-40-60 

1 

30 

30 

1.20 

1.68 


Brass reflectors can be had in any desired special finish. Prices on application. 

White interior furnished without extra charge. - 
Aluminum reflectors cannot be furnished in a plated finish. 

If reflectors are desired for weatherproof sockets, place the letter “P” after the List No., and add $0.18 
to list price. 

Parabola reflectors with perforated top, $0.21 addition to list price. 

Lighting Flzturos and Accessor!ss 93 
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PORCELAIN ENAMELED STEEL REFLECTORS 


a « 



No. 6322 

Porcelain Enameled Steel Reflectors 

_WIDE DISTRIBUTING TYPE Schedule “C” 


List 

No. 

Description 

Watts 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

1 ,i>t 

W. E. 
List 

5714 

14 in. reflector, green outside, white inside. 

60 

5 

50 

130 

$2 35 

$3 30 

5715 

16 in. reflector, green outside, white inside. 

100 

5 

30 

75 

2.75 

3 86 

5716 

18 in. reflector, green outside, white inside. 

200 

5 

30 

200 

3.00 

4 20 

5717 

20 in. reflector, green outside, white in si le. 

200-250 

5 

30 

150 

3.65 

5 10 

6322 

14 in. reflector, green outside, w hite insile. 

60 

5 

50 

120 

1.20 

1 68 


The above reflectors, except 14 inch size, are equipped with a strain relief attachment which prevents weight of reflector 

working shell about._ 


Paint Enameled Reflectors 


5431 

8 in. flat, green outside, white inside 

15 25 

10 

100 

40 

$37.50 

$52 50 

5432 

10 in. flat, gren outside, white inside 

25 4<) 

10 

100 

56 

49 (X) 

68 60 

5433 

12 in. flat, green outside, white inside. 

40 60 

10 

100 

80 

70 00 

98 00 

•>140 

8 in. deep cone, green outside, white inside.. . 

15 25 

10 

100 

58 

46.00 

64 40 

5441 

10 in. deep cone, green outside, white inside. 

25-40 

10 

100 

80 

52.00 

72 80 

5442 

12 in. deep cone, green outside, white inside 

40-60 

10 

100 

1 15 

100.00 

140 00 



MUeStLL 


Porcelain Enameled Steel Reflectors 


List 

No. 

Description 

Watts 

Carton 

Std. 

Pkg. 

Pkg. 

W T t 

Lbs. 

Mfrs. 

List 

W. E. 
List 

6107 

12 in. porcelain enameled steel, wide distribution, white outside, 
white inside. 

40-60 

5 

50 

75 

$1.35 

$1 90 

5604 

12 in. porcelain enameled steel, distributing, white outside, 

40-60 

5 

50 

105 

1.60 

2 24 

5710 

white inside. 

12 in. porcelain enameled steel, distributing, green outside, white 
inside. 

40-60 

10 

50 

90 

1.75 

2.46 


Bowl Type Extensive 


6860 | 6 in. porcelain enameled steel, green outside, white inside. | 25-40 1 _ 5 | 30 I 60 | $1.50 | $2.10 

Note: If reflectors are desired for weatherproof socket, place the letter "P” after the list No. and add $0.20 to list price 
with the exception of No. 5860, which is not furnished with "P” holder. 


Wiling Devices 
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List No. 5536 



Representative Curves 
Elliptical Angle Reflectors 



List No. 5538 


Elliptical Angle Reflectors 

KEY TO DIAGRAM 


Schedule 2 


-= 0 ° angle, or directly in front of unit. 

— - — = 40° angle, with vertical plane above. 

-- 90° angle, or through plane parallel to wall. Tests made with 500 watt lamp. 

. The development of the elliptical angle reflector has proceeded with one end in mind—an even distribu¬ 
tion of light from an angular position over certain vertical and horizontal areas. Maximum is at 35 degrees 
vertical and 40 degrees horizontal angles—not directly in front, but at the side. Illumination is thus built 
up at a point heretofore weak—midway between units. Lamps should hang vertical. 

SPECIFICATIONS FOR BULLETIN, BILL AND SIGNBOARD ILLUMINATION 

Mounting dimensions based on lamp filament centers. 


List No. 
of Unit 

Height of 

Board 

Size of Lamps 
Watts 

Apart 

—Mounting Dimensions- 

Out 

Above Top 

*5522 

3- 5 ft. 

40, 60 

4 

ft. 

3 ft. 

1 

ft. 

5525 

6 - 8 ft. 

100 

5 

ft. 

5 ft. 

1 

ft. 

5525 

9-12 ft. 

200 

6 1 0 ft. 

6 Hft. 

1 

ft. 

5536 

9-12 ft. 

200 

6 ] 2 ft. 

6 A ft. 

1 

ft. 

5527 

9-12 ft. 

200 

6 Uft. 

6 A ft. 

1 

ft. 

*5527 

13-15 ft. 

250 

8 

ft. 

8 ft. 

1 }^ ft. 

.5537 

13-15 ft. 

300 

8 

ft. 

8 ft. 

1 }^ ft. 

5537 

16-18 ft. 

400 

10 

ft. 

10 ft. 

2 

ft. 

5537 

19-21 ft. 

500 

10 

ft. 

12 ft. 

2 

ft. 

5538 

22-25 ft. 

750 

15 

ft. 

15 ft. 

0 

ft. 

5538 

26-30 ft. 

1000 

18 

ft. 

18 ft. 

0 

ft. 


•See fisting elsewhere. 

Fixture 5525 has enameled steel reflector and hood. Size makes ventilation unnecessary. Fixtures 
5536-5538 have enameled steel reflector and copper hood properly ventilated. All have two piece, 
easy-to-wire porcelain socket with Benjamin lamp grip. Height dimensions include vertical fitting tapped 
X A inch; % inch or 1 inch may be ordered at an advance of $0.21 list. Mfrs. List $0 . 15. Angle fittings may 
be substituted at the price of corresponding vertical fittings. Standard finish is black. Schedule 2 


List 

Height of 

Diameter of 

Size of Lamps 

Mfrs. 

W. E. List 

No. 

Fixture 

Reflector 

Watts 

List 

Price 

5525 

13 A ins. 

8 X A * 1& 1 A ins. 

100,200 

200 

$3.00 

$4.20 

5536 

17 A ins. 

14 x 20 ins. 

6.00 

8.40 

5537 

19 ins. 

14 x 20 ins. 

300, 400, 500 

6.50 

9.10 

5538 

21 l A ins. 

14 x 20 ins. 

750, 1000 

6.80 

9.52 


Elliptical angle reflectors are particularly applicable to the lighting of large open areas: outdoors—for 
tennis courts, athletic fields, bathing beaches, sign and billboards; indoors—for foundries, erecting shops, 

large mills of various kinds, or for any condition where it is not possible or 
desirable to hang the lighting unit directly over the area or work to be lighted. 
Prices are less wires and lamps. 

Sockets are National Electrical Code Standard. 

Angle Reflectors Schedule 2 

Angle reflector sockets 5522-5527 consist of elliptical enameled steel 
reflector, and two-piece easy to wire porcelain socket with Benjamin lamp 
grip. Regularly furnished with vertical fittings tapped X A inch, but *4 
inch or 1 inch fittings can be obtained at an advance of $0.21 list. Mfrs. 
List $0.15. Corresponding size angle fittings may be supplied without 
change in price. For ventilated angle reflectors, photometric and in¬ 
stallation data see below. Standard finish is black outside. 



Angle Reflector 
Lint No. 5527 

Lighting Fixtures and Accessories 


List 

*-Si: 

le of Reflector-* 

Size of Lamps 

Mfrs. 

W. E. List 

No. 

Height 

Diameter 

Watts 

List 

Price 

5522 

13 A ins. 

8 A x 13 A ins. 

60, 175 

$2.80 

$3.92 

5525 

17 V 2 ins. 

8 A x 13A ins. 

100,200 

3.00 

4.20 

5527 

11 A ins. 

14 x 20 ins. 200,250 

AC 

6.00 

' 8.40 




Quantity Prices 
Quoted on Request 
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List No. 6130 




List No. 6129 


Fixtures for Mazda “C” Lamps 

Sockets are National Electrical Code Standard 

SHALLOW BOWL REFLECTORS AND SKELETON HOLDERS Schedule 2 
Fixtures 6115-6230 have enameled steel reflector of indicated design and dimensions, skeleton holder, 
and two piece easy to wire porcelain socket with Benjamin lamp grip. Holders are tapped Y inch. For 
other fittings see fixture below. 

They are intended for service where hood is unnecessary, and a maximum amount of ventilation is 
desired. Standard finish is black enamel. 


List 



Size of 

Size of Lamps 

Mfrs. 

W. E. List 

No. 


Description 

Reflector 

Watts 

List 

Price 

6115 

Shallow bowl 



200 

$4.00 

*5 60 

6125 

Shallow bowl 



300, 400, 500 

4.60 

6 44 

6130 

Shallow bowl 

- 

. 20 ins. 

750, 1000 

6.00 

8.40 

6228 

Flat cone. . . 


. 16 ins. 

200 

4.00 

5 60 

6229 

Flat cone. . . 


. 18 ins. 

300, 400, 500 

4.60 

6 44 

6230 

Flat cone. . . 


. '20 ins. 

750, 1000 

5.00 

7 00 



FLAT CONE REFLECTORS 




Fixtures 6108-6148 have flat cone enameled steel reflector, ventilated hood, and lamp grip socket as 

above. 

Fitting is tapped Y> inch. For Va inch, add $0.14 list. Mfrs. List $0.10. 

For 1 inch or \}A 

inch, add $0.21 list. 

Mfrs. List $0.15. 

Standard finish is black enamel. 



List 



Size of 

Size of Lamps 

Mfrs. 

W. E. List 

No. 


Description 

Reflector 

Watts 

List 

Price 

6144 

Copper hood. 


. 16 ins. 

200 

$5.00 

$7 00 

6145 

Steel hood. . 

-1. 

. 16 ins. 

200 

4.40 

6 16 

6146 

Copper hood. 
Steel hood. . 


. IS ins. 

300, 400, 500 

5.70 

7 98 

6148 


. IS ins. 

300, 400, 500 

5.00 

7 00 

6108 

Copper hood. 


. 20 ins. 

750, 1000 

(j .!)0 

9 66 

6109 

Steel hood. . 

/ 

. 20 ins. 

750, 1000 

5.70 

7.98 


Prices are less wires and lamps. 


Shallow Bowl Reflectors 

Fixtures 6126-0135 have r shallow bowri enameled steel reflector, ventilated hood and two piece easy to 
wire porcelain socket with Benjamin lamp grip. The reflector is easily removed to facilitate wiring. Fit¬ 
tings tapped Yi inch. 

For fixture with Y inch suspension fitting No. 6031M, add $0.91 list. Mfrs. List $0.65. With fit¬ 
ting No. 6049M, add $1.12 list. Mfrs. List $0.65 Standard finish is black enamel. 


List 

’No. 

Description 

Size of 
Reflector 

Size of Lamps 
Watts 

Mfrs. 

List 

W. E. List 
Price 

6134 

Copper hood. 

. 16 ins. 

200 

$5.00 

$7.00 

6135 

Steel hood. 

. 16 ins. 

200 

4.40 

6.16 

6126 

Copper hood. 


300, 400, 500 

5.90 

8.26 

6127 

Steel hood. 


300, 400, 500 

5.20 

7.28 

6128 

Copper hood. 

Steel hood. 

. 20 ins. 

750, 1000 

8.25 

5.78 

6129 


750, 1000 

7.10 

4.97 


Note: If it is desirable to consolidate, descriptions can be briefed under top listing as there is a simi¬ 
larity in wording, as shown by: 

Hooded fixtures below have adequate ventilation and are tapped for Yi inch suspension. For % inch 
add $0.14 list. Mfrs. List $0.10. For 1 inch or 1J4 inch, add $ 0.21 list. For fixture with No. 6031M 
fitting, add $0.91 list. Mfrs. List $0.65. With No. 6049M add $1. 12 list. Mfrs. List $0.65. Fixtures 
for 200 watt lamps have two piece, easy to wire porcelain socket with lamp grip, medium base; 300 watt 
and over have same in Mogul base. Standard finish is black enamel. 

Prices are less wires and lamps. Digitized by VjOO^LC 

44-1 Lighting Fix*-""- -id AeeeiiBorie* 
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List No. 6374 List No. 6337 List No. 6179 


Fixtures For Mazda “C” Lamps Schedule 2 


DEEP BOWL REFLECTORS 

Fixtures 6265-6274 have deep bowl enameled steel reflector with ventilated hood as indicated, and two- 
piece easy-to-wire porcelain socket with Benjamin lamp grip. Goods are tapped inch, but % inch may 
be ordered at an advance of $0.14 list; Mfrs. List $0 10; 1 inch or 1 inch, at an advance of $0.21 list; 
Mfrs. List $0.15, Reflector is easily removed to facilitate wiring. For fixture with suspension fitting 
6031M, add $0.91 list; for 6049M, add $1.12 list. Standard finish is black enamel. 


List 


Size of 

Size of Lamps 

Mfrs. List W. E. List 

No. 

Description 

Reflector 

Watts 

Price 

Price 

6265 

Copper hood. 

. . . .. 12 ins. 

200 

$4.30 

$6.02 

6266 

Steel hood. 


200 

3.80 

5.32 

6267 

Copper hood. 

. 12 ins. 

300, 400, 500 

4.80 

6.72 

6268 

Steel hood. 

. 12 ins. 

300, 400, 500 

4.00 

5.60 

6273 

Copper hood. . . 


750,1000 

6.70 

9 38 

6274 

Steel hood. 

. 15 ins. 

750, 1000 

5.60 

7.84 


Fixtures 6222-6227 have enameled steel reflector of indicated design and dimensions, skeleton holder, 
and two-piece, easy-to-wire porcelain socket with Benjamin lamp grip. Holders are tapped Yz inch. • For 
further description of reflectors, see fixtures above and below. Standard finish is black gnamel. 


List 


Size of 

Size of Lamps 

Mfrs. List W. E. List 

No. 

Description 

Reflector 

Watts 

Price 

Price 

6222 

Deep bowl. 


200 

$3.40 

$4.76 

6223 

Deep bowl. 


300, 400, 500 

3.50 

4 90 

6224 

Deep bowl. 


750, 1000 

4.70 

6.58 

6225 

Deep bowl, fluted. 


200 

4.90 

6.86 

6226 

Deep bowl, fluted. 


300, 400, 500 

5.00 

7.00 

6227 

Deep bowl, fluted.. 


750, 1000 

5.90 

8.26 


FLUTED BOWL REFLECTORS 

Fixtures 6066-6179 have a highly efficient deep bowl fluted reflector. An increased diffusing and 
reflecting surface is secured, and the light distributed without being intercepted by the bulb. A loss of 
approximately 12 per cent, through bulb absorption is thus eliminated. Hoods are tapped Yi inch. Other 
details follow fixtures above. Standard finish is black enamel. 


List 

No. Description 

6066 Copper hood. 

6067 Steel hood. 

6068 Copper hood. 

6069 Steel hood. 

6178 Copper hood. 

6179 Steel hood. 

Prices are less wires and lumps. 

Lighting Fixtures end Accessor*,- 


Size of 

Size of Lamps 

Mfrs. List W. E. Lift 

Reflector 

Watts 

Price 

Price 

. 14 ins. 

200 

$5.90 

$8 26 

14 ins. 

200 

5.40 

7.56 

14 ins. 

300, 400, 500 

6.40 

8 96 

14 ins. 

300, 400, 500 

5.60 

7.84 

. 17 ins. 

750, 1000 

7.80 

10.92 

. 17 ins. 

750, 1000 

6.70 

9.38 

Digitized by vjOCK^LC 
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List No. H-515 


List No. H-410 


List No. H-15 


Reflectors 


Schedule 4 


Reflectors H-410-H-518 

standard shade holders. 


are porcelain enameled steel, green outside, white inside, and have heel to fit 


FLAT CONE 


List 

Size of 

Size of 

Std. 

Weight 

Mfrs. List 

W. E. List 

No. 

Reflector 

Holder 

Pkg. 

Lbs. 

Price 

Price 

H-508 

8 ins. 

2*4 ins. 

10 

5 

$0.50 

$0.74 

H-510 

10 ins. 

2*4 ins. 

10 

6 

.60 

.89 

H-512 

12 ins. 

2*4 ins. 

10 

10 

.80 

1.18 

H-515 

15 ins. 

3ins. 

10 

12 

1.20 

1.78 

H-518 

18 ins. 

3*4 ins. 

10 

26 

1.70 

2.52 




SHALLOW BOWL 




H-410 

10 ins. 

2*4 ins. 

10 

7 

$0.70 

$1.04 

H-412 

12 ins. 

2*4 ins. 

10 

13 

.90 

1.33 

H-414 

14 ins. 

2*4 ins. 

' 10 

15 

1.10 

1.63 

H-416 

16 ins. 

3*4 ins. 

10 

19 

1.50 

2 22 

H-418 

18 ins. 

3*4 ins. 

10 

36 

1.90 

2.81 


Reflectors H-10-H-24 are porcelain enameled steel, green outside, white inside, tapped for iron pipe 
stem. 


List 

Size of 

Stem 

Std. 

Weight 

Mfrs. List 

W. E. List 

No. 

Reflector 

Size 

Pkg. 

Lbs. 

Price 

Price 

H-10 

10 ins. 

Vi in. 

10 

7 

$0.80 

$1.18 

H-12 

12 ins. 

*4 in. 

10 

12 

1.00 

1 48 

H-15 

15 ins. 

Yi m. 

10 

16 

1.30 

1 92 

H-18 

18 ins. 

V* in. 

10 

21 

1.80 

2.66 

H-20 

20 ins. 

H in. 

10 

31 

2.50 

3.70 

H-24 

24 ins. 

Vi in. 

10 

40 

3.50 

5.18 


Reflectors TN-114-TN-214 are paint enameled tin, green outside, white inside, fit the cluster back, and 
require no holders. 




List No. TN-II4 


Llet No. H-115 


List No. 

H-316 



ENAMELED TIP 




List 

Size of 

Type of 

Std. 

Weight 

Mfrs. List 

W. E. List 

No. 

Reflector 

Cluster 

Pkg. 

Lbs. 

Price 

Price 

TN-114 

14 ins. 

1, 7 or K 

10 

7 

$0.60 

$0.89 

TN-214 

14 ins. 

2 

10 

7 

.60 

.89 

TN-116 

16 ins. 

1, 7 or K 

10 

7 

.70 

1.04 


Reflectors H-115-H-813 are porcelain enameled steel, white both sides, fit the wireless cluster back, 
and require no holders. Nos. H-316 and H-318 have deep neck. 


ENAMELED STEEL 


H-813 

13 ins. 

8 

10 

11 

$1.20 

$1.77 

H-115 

15 ins. 

1, 7 or K 

10 

12 

1.20 

1.77 

H-215 

15 ins. 

2 

10 

12 

1.20 

1.77 

H-118 

18 ins. 

1, 7 or K 

10 

14 

2.00 

2.96 

H-316 

16 ins. 

3T 

10 

20 

/i>80 

2.66 

H-318 

18 ins. 

3T 

10 

25 tized by 

2.10 

3.11 
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X-RAY STORE WINDOW SEARCHLIGHTS 

(STANDARD FOR SHOW WINDOW LIGHTING) 

In the design of these reflectors sufficient room has been allowed for cleaning without removing lamps 
from reflectors, thus reducing the lamp breakage to a minimum. 

The inside glass protection to the silver plating is easily cleaned by simply wiping (inside of reflector 
only) with a damp cloth. They need not be cleaned as frequently as other types, and should never be im¬ 
mersed m water. 



Jupiter No. 610 Jove No. 600 

The Jupiter 

FOR 100 WATT MAZDA C LAMPS 

The “Jupiter," a more concentrating reflector than the “Jove,” is used for the brilliant illumination of 
show windows whose height equals above twice their depth. 

List --Dimensions, Inches-* Size of Holder Std. W.E. List 

No. Width Depth Height Inches Pkg. Each 

Jupiter 610 10 10 y 8 75* 3 —A 12 $6.80 


The Jove 

FOR 100 WATT MAZDA C LAMP 

The “Jove” is a scientifically correct window lighting reflector with a high temperature backing, designed 
especially for use with a 100 watt gas-filled Type O lamp. 

List 



Width 

10 


Depth 

m 


- . 

Size of Holder 

Std. 

W. E. List 

Height 

Inches 

Pkg. 

Each 

7% 

CO 

i 

> 

12 

$6.80 


Jumbo 




S-99 Hoodette 


FOR DIRECT LIGHTING—WITH SPECIAL HOLDER 
For 500, 750 and 1000 Watt Mazda C Lamps 

The Jumbo is designed for the illumination of very large interiors, such as armories, coliseums, erecting 
shops, etc. W.E. List 

List No. Each 

53 unit No. 770 reflector and holder arranged for 500 watt Mazda C lamp, each. $42.50 

54 unit No. 770 reflector and holder arranged for 750 and 1000 watt Mazda C lamp, each. ... 42.50 

Units are complete as shown in illustration. 9 


Hoodette for Wall Cases 


The Hoodette is placed at the inside upper front edge of the case where it is hidden by the framework. 
The socket, which is the same type as used with the Scoopette, takes a small 15 watt lamp. We cannot 
over-emphasize the great saving in cost the use of these lamps makes possible with Scoopette and Hoodette 
equipment. 

DESCRIPTION 


Height, including socket, 4*4 inches. Depth, front to back, 5*4 inches. Width of reflector. 3H inches 
For 15 watt G-16^ candelabra base lamp. Holder, special supplied with reflector. Standard package 
quantity 10. Shipping weight of standard package quantity, 10 lbs. W. E. List 


List No. 

S-99 Hoodette unit including reflector socket, socket cover, shade holder^ by .vjQO£7l.C. 

Lighting Fixture* and Accessories 135 & 139 


Each 

$4.68 
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X-RAY STORE WINDOW SEARCHLIGHTS 



Scoop No. 777 
For Square Windows 


Hood No. 730 
For Shallow Windows 


Scoop Reflector 

The scoop reflector was designed for windows of medium size where the depth is approximately equal 
to the height. With this reflector the 60 watt lamp gives the best results. This reflector gives a downward 
light of 275 candle power and throws very little light out on to the sidewalk. 


List 

No. 

Width 

—Dimensions, Inches— 
Depth 

Height 

Size of Holder 

Inches 

Std. 

Pkg. 

W. E. List 
Each 

777 

9 

7H 

6?4 

2^-0 

16 

$5.10 


Hood Reflector 

This hood reflector is designed to light low, shallow windows as efficiently as the helmet lights higher 
windows of the same type. The design of this hood reflector is such as to produce a high concentration 
in the window—cutting the light off sharply at the window plate. 

The hood closely follows correct window lighting principles. It is installed at the ceiling near the 
glass front, hides the lamp and practically eliminates unpleasant glare. 








W. E. 

List 

-- 

—Dimensions, Inches— 

-„ 

Size of Holder 

Std. 

Reflector 

No. 

Width 

Depth 

Height 

Inches 

Pkg. 

Onlv 

730 

9 

9'A 

5Vs 

2^-0 

15 

$5.10 


Poke Bonnet No. 750 
For Low, Deep Windows 



Midget No. 510 
For Very Small Windows 



Poke Bonnet Reflector 

This is a sectional trough reflector with an adjustable holder which is easily attached to either the 
ceiling or transom bar. The lamps are held in this reflector by a nickel-plated twin socket. The largest 
lamp bulb which can be used in this reflector is a 60 watt Mazda lamp. 

This reflector is especially adapted to the lighting of low, deep windows, where the reflectors cannot 
be placed more than 6 to 10 feet above the bottom of the window. 


List 

Size 

Std. 

W. E. List 

No. 

Inches 

Pkg. 

Complete 

750 

14 x 7 x - 3Jq 

8 

$11.04 


Midget Reflectors 

It uses the 25 watt tubular Mazda lamp, and is the ideal reflector for lighting display cases, small 
store windows, wall cases, cornices, pictures, etc. Shade holder is supplied with this reflector. 


W. E. List 

List --Dimensions, Inches-» Size of Holder Std. With Holder 

No. Length Height Inches Pkg. t Each 

510 6% 1% 1 h /% Digitized by fefiiOOQlC $1.08 
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Western Electric 

X-RAY REFLECTORS 


Mail Orders Filled 
at Prevailing Prices 


FOR DIRECT LIGHTING 



No. 555 A Small Distributor No. 570 A Distributor 

Using 25, 40. 50 and Using 100 Watt Mazda 

60 Watt Lamps B or C Lamps 




No. 575 A Distributor 
Using 200 Watt Mazda C Lamps 


Distributing Reflectors 


The X-Ray line of distributing reflectors, known as the Beehive type, are designed along the latest 
scientific lines. They give a wide spread of light and hide the lamp from view without sacrificing the 
efficiency. This line is especially well adapted for the illumination of factories, shops of all kinds, gymna¬ 
siums, armories, indoor ball and tennis courts, pressrooms, power houses, foundries, etc. 



List 

No. 

555 

570 

575 


Size of Holder 
Inches 

S l 4 —A 
3'A-A 


Std. 

Pkg. 

36 

16 

8 


W. E. List 
Each 
$1.70 
2.98 
4.08 


-Dimensions, Inches- 

Height 

5 l A 
6 % 

8 


Diameter 

6 ^ 

VA 

m 


Size of Lamp 
Watts 

25, 40 and 60 
100—B or C 
200—C 


No. 700 

A Semi-Concentrator 
Using 100 Watt Lamps 


No. 696 

Concentrator 

Using 25, 40, 50, and 60 Watt Lamp# 


No. 710 

A Concentrator 

Using 200 Watt Mazda C Lamps 


Semi-concentrating Reflectors 

The No. 700 reflector, which is similar in design to the No. 696, as illustrated, is called a semi-con- 
centrating reflector because it does not spread the light as far as the distributing reflectors, and yet does 
not confine the light into such a small area as do the concentrating reflectors shown. The No. 700 reflector 
is used with a 100 watt lamp. 


List 

No. 

*-Dimensions, Inches- 

Diameter Height 

-> Size of Holder 
Inches 

Size of Lamp 

Watts 

Std. 

Pkg. 

W. E. List 
Each 

700 

10 sy 2 

2H 

100—B * 

18 

$2.56 


Concentrating Reflectors 

The concentrating reflectors should be used whenever a very intense light is wanted over a small area 
such as over desks, counters, special machinery, etc. 

The small reflector, No. 696, will take care of the 25, 40, 50 and 60 watt sizes, while No. 710 was de¬ 
signed for 200 watt Type C lamps. 


List 

No. 

--Dimensions, Inches- 

Diameter Height 

Size of Holder 
Inches 

Size of Lamp 

Watts 

Std. W. E. List 

Pkg. Each 

696 

8 5 

2K 

25, 40, 50 and 60 

Goggle *4 ~26 

710 

11 Vi 

3'A 

200—C z 

l ighting Fixture* and Accessories 
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SCOOPETTE FOR SHOW CASES 

The Scoopette was designed primarily for showcase lighting. It is used with the equipment, complete 
from floor outlet to lamp, as shown. Any show case can be lighted with Scoopettes. 

The problems which have been successfully solved in 
the development of this equipment are: The least possible 
obstruction to a clear view of the interior of the case; even 
and efficient illumination with complete concealment of 
lamp; low current consumption and maintenance; smallest 
possible amount of heat in case; reasonable cost and ex¬ 
pense of illumination; absolute safety from fire risks; com¬ 
plete equipment, floor out¬ 
let to lamp. 




Lighting Unit No. S-100 


l X RAY £>COOPETTC. 
A a 7ZO 

'/$ WATT TUNGSTEN 
LAMP 

G l/«r 3ul3 
CAN0&LA8RA DAGC 


Scoopette Lighting Unit 


W. E. List 

List No. Price Each 

S-100 Scoopette Lighting Unit including reflector socket and cover housing for reflector and* 

special clip. $4.68 


Complete Show Case'Lighting Outfits 

The list prices given are tor finished material necessary for equipping square end cases of various sizes 
mentioned with number of Scoopettes specified. Material includes a special insulating joint, a push button 
switch, a special switch box, which is easily installed, all tubing, elbows, T fittings, Scoopettes, straps or 
brackets for supporting tubing, cap for end of tubing and sufficient special flexible No. 18 stranded wire to 
wire entire case. Prices do not include assembling, wiring, installing or lamps. 

Table of List Prices and List Numbers 

Wood frame or all glass cases having square ends. 


List No. 

Length 

Number 

Degrees 

Overall Length 

W. E. List 

for Back 

of 

of 

of 

Including 

Complete 

Entrance 

Case 

Scoopettes 

Brightness 

Elbow and Cap 

Outfit 

S-46G-2 

4 ft. 

2 

Bright 

45 ins. 

$24.14 

S-70G-2 

,6 ft. 

2 

Average 

69% ins. 

25.00 

S-70G-3 

6 ft. 

3 

Bright 

69 % ins. 

30.94 

S-70G-4 

6 ft. 

4 

Very bright 

68% ins. 

37.14 

S-94G-3 

8 ft. 

3 

Average 

93% ins. 

31.62 

S-94G-4 

8 ft. 

4 

Bright 

92% ins. 

38.20 

S-94G-5 

8 ft. 

5 

Very bright 

93% ins. 

43.86 

S-118G-4 

10 ft. 

4 

Average 

116% ins. 

38.68 

S-118G-5 

10 ft. 

5 

Bright 

117% ins. 

44.80 

S-118G-6 

10 ft. 

6 

Bright 

116% ins. 

51.26 

S-118G-7 

10 ft. 

7 

Very bright 

117% ins. 

58.22 

S-142G-5 

12 ft. 

5 

Average 

141% ins. 

45.82 

S-142G-6 

12 ft. 

6 

Bright 

140% ins. 

51.86 

S-142G-7 

12 ft. 

7 

Bright 

140% ins. 

58.56 

S-142G-8 

12 ft. 

8 

Very bright 

141% ins. 

64.26 


The prices given above are for stock outfits, including stock lengths of % inch No. 18 gauge brass 
tubing, finished. In some cases it may be necessary to cut tubing to insure that the outfit fits the case 
properly. The charge for cutting, threading and reaming is 17 cents per tube. If tubing cannot be 
run straight through the back post, offset fitting No. S-103 is necessary, add $1.19 list to price given. 

Above list prices are based on equipments for cases 24 inches wide and 30 inches high, inside meas¬ 
urements. Where cases are wider than 24 inches or higher than 30 inches, inside measurements, add 
5 cents list for every 2 inches or fraction thereof. 

We can supply from stock equipment for curved and odd length cases. 

If the show cases in which the Scoopette equipment is to be installed do not conform with the 
standard sizes given in the tables, send for the special dimension blank so as to gng exact information. 
This is very necessary to insure that the equipment will exactly fit the case. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


LIGHTING ACCESSORIES 




Electric Adapter Electric Adapter Two Ball Adjuster 

Electric Adapter 

The device consists of an attachment or ferrule which is easily adjusted to fit any size candlestick. On 
this is fastened a Cutler hammer push button socket. The socket is equipped with 6 feet of parallel silk 
covered cord and Benjamin No. 903 attachment plug. The two standard finishes are polished nickel and 
brush brass. Six of these devices packed in a carton. List Price 

List No. Per Doz. 

3296 Electric adapter. . . $20.00 

Two Ball Cord Adjusters 

This is a mechanical appliance for automatically taking the slack off a drop-light and permitting its 
being extended to three times its length. It consists of an upper and lower ball each concealing a porcelain 
pulley; the lower ball acts as a counter balance to the lamp. 

Style A, finished gold bronze, aluminum, ^nd black. 

Style B, finished plain brass, oxidized brass, and nickel plated. List Price 


List No. 
420908 
420909 
420910 
420911 


908 Style A “Two Ball” Adjuster. $2.00 

909 Style B “Two Ball” Adjuster. 2.80 

910 Special Finish Style A. 2.40 

911 Special Finish Style B. 3.00 

Adjusters equipped with lead balls to carry heavy shades or special lamps, add 60 cents to the list price. 




No. 4635 No. 6778 

Cord Adjusters 

List 

No. 

1403 Black Enamel, for % A inch cord, ball adjuster. 

4635 Black Enamel, for Y% inch cord or reinforced, ball adjuster. 

6778 For A inch cord (wood), two ball adjuster. 

5044 Black Enamel, for % inch cord (wood), dumb bell adjuster. 
2608 Shellac Finish (wood), A inch cord, dumb bell adjuster.. . . 

5559 Q. & S. Cord Adjuster, red fibre, for inch cord. 

5403 Stewart Cord Adjuster, for Lamp Cord. 

.... Stewart Cord Adjuster, for Show Window Cord. 

Lighting Fixture* and Accessories 75 & 76 



No. 5403 


--Li^t Price——- 

Each per 109 

. $0.05 $1.50 

.10 3.50 

.25 9.00 

V.15 6.00 

.08 3.00 

.05 1.50 

^. Ar> 12.00 

Digitized by 00.00 
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Western Electric 

SILK SHADE 


PORTABLE LAMPS 



Tfp* No. 15 Type No. 25 Type No. 35 


Portable Mahogany Lamps 

The stands of these lamps are of solid mahogany, well finished and of selected stock. Each lamp is 
(fitted with V% inch iron pipe from top to bottom, which insures the socket always being tight. It also pre¬ 
vents the wooden shaft from warping. 

The shades ate of one layer of heavy silk poplin and are trimmed with iqetal galloon of popular width 
and design. These shades can be furnished in any of the following four colors: gold, old rose, nile green and 
pink. They are made on tinned wire frames and all joints soldered, and all wires are wrapped in the same 
color of material as the shade. 

Type No. 15. This is a desk or boudoir lamp equipped with one pull chain socket, six feet of silk 
parallel cord and attachment plug. The total height of the lamp and shade is 15 inches and the diameter of 
base is 5 inches. The diameter of the shade is 8 inches, and a spring fixture to fit over the lamp bulb is 
included. 

Type No. 25. This is a table lamp, equipped with one pull chain socket, six feet of silk parallel cord 
and attachment plug. The total height of thcf lamp and shade is 20 inches and the diameter of base is 
6 % inches. The diameter of the shade is 14 inches, and a spring fixture to fit over the lamp bulb is included 
It may be used as a reading lamp when equipped with a 40 watt tungsten lamp. 

Type No. 35. This is a library lamp equipped with two pull chain sockets, six feet of silk parallel cord 
and attachment plug. The total height of the lamp and shade is 28 inches and the diameter of base is 8 
inches. The diameter of the shade is 18 inches. The shade attaches solidly to the cluster box on top of 
the lamp and is held in place by a brass knob. 

List —List Price Each—- 

No. Description ^Retail Prices EachLots of 3 Lots of 1 Doz. 

15 Portable complete with cord shade and plug. $5.25 $10.00 $8.30 $7.70 

25 Portable complete with cord shade and plug. 8.25 16.00 13.60 12.90 

35 Portable complete with cord shade and plug. 12.00 24.00 20.50 19.90 

Notb: Each base is packed in a separate box and each shade is packed in separate box. 

Portables Nos. 1, 2 and 3 may be assorted. 

Delivery F. O. B. New York City. For warehouse deliveries write pjeanbt house, q 
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Western Electric 

LIGHTING SPECIALTIES 


Mail Orders Filled 
at Prevailing Prices 



Wallace Portable Lamp 


WALLACE PORTABLE LAMP 

This cut shows assembled and collapsed views of the Wallace 
Portable Lamp. 

The collapsed view shows how readily it can be packed in a 
trunk or grip. It is equipped with a spiral spring concealed in the 
base by means of which the lamp may be hung or attached to any 
desired object and with a rubber suction cap for holding it to window 
panes, mirrors and other non-porous surfaces. The socket is con¬ 
nected to the base by a screw connection which allows an angle adjust¬ 
ment of 180 degrees. This makes it possible to keep the lamp vertical 
with the base in any position. It is equipped with a push button 
socket, gray button for “On,” black button for “Off.” This lamp will 
stand anywhere or you can hang or stick it any place. Also the lamp 
and shade can be tilted up or down or sideways. It is finished in 
either brush brass, nickel or bronze finish. It is furnished a 
10 foot cord and Benjamin 903 Plug. 


Wallace Portable Electric Lamp, complete with 10 foot cord and 
No. 903 Plug. 



Carton Std. Pkg. 
1 12 



Retail List Price 
Price Each Each 

$3.00 $5.00 



Adapr-A-Lit* 
Ball and Socket 


The Adapt-A-Lite 

The Adapt-A-Lite is an electric lighting appliance consisting of a handsomely finished brass ball, contain¬ 
ing a winding mechanism and a drum, with a capacity of 10 feet of insulated lamp cord. This light stays 
“put” at any fraction of the cord length, and a slight pull operating the release draws the cord gently into 
the device and lands the lamp without jar. The lamp does not revolve, nor does the cord twist during the 
winding operation. The device screws into the fixture socket in place of lamp, and there it conveniently 
remains, instantly available whenever an emergency demands a portable light. In addition to the portable 
equipment each Adapt-A-Lite is furnished with a metal shade and universal clamp which furnishes a support 
for the lamp and provides means for hanging from the side walls, frame of the bed or allows it to be clamped 
to the outer edge of desk or table when the cord is extended. By manipulating the shade the eye can be 
shielded from lamp glare as the light may be thrown in any desired direction. The Adapt-A-Lite may be 
attached to any’socket. It is always in place and after momentary use need not be stored in some out-of- 
the-way place. 

Retail Price List Price 


Each Each 

Adapt-A-Lite clamp socket and shade, brush brass finish. $3.50 $7.00 

Ball and socket only. 2.50 5.00 

Universal clamp only .. .75 1.50 

Adjustable shade only . ... { . .50 1.00 

Note: The price ofthe Adapt-A-Lite is less lamp. 
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FARIES ADJUSTABLE FIXTURES 
Desk Portables 



No. 1012 No. 3184 No. 3187 


No. 1012 ADJUSTABLE PORTABLE 


Made with large tubing and adjustable to any position 


-List Price Each-* 


List 




Std. 

Less 


12 and 

No. 


Height 

Finish 

Pkg. 

Than 3 

3 to 12 

Over 

1012 

Adjustable Portable. 

. 18 ins. 

Brush brass 

12 

$3.20 

$2.00 

$1.80 

1012 

Adjustable Portable. 

18 ins. 

Ox. copper 

12 

3.52 

2.20 

1.98 

3187 

Combination Portable and Bracket. 

. 11 ins. 

Brush brass 

12 

2.60 

1.50 

1.35 

3187 

Combination Portable and Bracket. 

11 ins. 

Ox. copper 

12 

4.06 

3.38 

3.16 

3184 

Adjustable Portable. 

9 ins. 

Brush brass 


10.20 

7.80 

7.20 

3184 

Adjustable Portable. 

9 ins. 

Ox. copper 


11.80 

8.58 

7.92 


Desk Portables 



No. 1857 


No. 1857 SWINGING PORTABLE 

With slate base and glass hood, white inside, green outside. 


List 

No. Finish 

1857 Swinging Portable, wired. Brush brass 

1857 Swinging Portable, wired. Ox. copper 


Std. List Price Each 
Pkg. Wired 

6 $9.80 

6 ; 10.78 


Delivery F. O. B. Factory, Decatur, Ill. For warehouse deliveries write nearest housCf* 

19 & 26 Fixture* end Acceeaorlee 
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Western Electric 

FLEXIBLE PORTABLES AND ARMS 


Mail Orders Filled 
at Prevailing Prices 



No. 540 No. 1532 No. 153 


List Flexible Portables and Arms 

No. Extends Finish 

1947 Flexible Portable, 9 in. flexible tube. 20 ins. Brush brass 

1947 Flexible Portable, 9 in. flexible tube. 20 ins. Ox. copper 

If furnished with 9 feet reinforced silk cord, socket and plug, add $2.00 to list. 

153 Flexible Portable.. . 26 ins. Brush brass 


153 Flexible Portable. 26 ins. Ox. copper 

tl532 Portable, extends any direction 34 inches. Height 26 inches....... Brush brass 

fl532 Portable, extends any direction 34 inches. Height 26 inches. Ox. copper 

For 1532 wired with 9 feet silk cord, socket and plug, add $2.68. 

155 Flexible, portable base, height 8 in. Brush brass 

155 Flexible, portable base, height 8 in. Ox. copper 

540 Flexible arm 12 in., male thread each end, % in. iron. Brush brass 

540 Flexible arm 15 in., male thread each end, Y% in. iron. Brush brass 

540 Flexible arm 18 in., male thread each end, % in. iron. Brush brass 

154 Flexible arm 9 in., male thread each end, Y% in. iron. Brush brass 

154 Flexible arm 12 in., male thread each end, Y% in. iron. Brush brass 

154 Flexible arm 15 in., male thread each end, l /i in. iron. Brush brass 

154 Flexible arm 18 in., male thread each end, Y% in. iron. Brush brass 

154 Flexible arm 24 in., male thread each end, y% in. iron. Brush brass 


fPrices do not include shades, lamps, shade holders, sockets or wiring. 


Std. 

{List Pries 

Pkg. 

Each 

6 

$3.00 

6 

3.30 

12 

t3.16 

12 

|3.48 

6 

4.46 

6 

4.90 

12 

1.68 

12 

1.84 


2.16 


2.64 


3.24 


1.20 


1.44 


1.76 


2.16 

., 

2.88 



•; f rfi ? 


hf r 


. I NH'i I 


Flexible Arm for Portable Lamps Flexible Arm for Factory Lighting 

List No. Almond Flexible Portables and Arms *List Price Each 

12 With 12 in. Almond Flexible Arm.,. $8.00 

69 With 6 in. elevated stem, 9 in. Almond Flexible Arm. 8.00 

Flexible Arms for portable lamps; H inch pipe thread each end. Has H inch hole all the way through. 
Flexible Arms for factory lighting; Y% inch pipe thread each end. Has H inch hole all the way through. 

6 in. Flexible Arm.*List Price Each $1.30 15 in. Flexible Arm.*List Price Each $2.20 

9 in. Flexible Arm.*List Price Each 1.50 18 in. Flexible Arm.*List Price Each 2.70 

12 in. Flexible Arm.*List Price Each 1.80 24 in. arm and longer, $1.80 per foot. 

Note: Arms for portable lamps and factory lighting are the same price. 

•Delivery *F. O. B. Factory, Ashburnham, Mass. For warehouse deliveries, write nearest house, 
JDelivery F. O. B. Factory, Decatur, Ill. For warehouse deliveries write nearest house. 
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PORTABLE LAMPS 
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No. 300 



No. 500 


Lyhne Office and House Type 

No. 300 Type Lamp ia especially adapted for office use on roll or flat top desks. It is durable, effi- 
cient, inexpensive and perfectly plain. It cannot catch dust and has no fragile glass parts. 

No. 500 Type Lamp is designed to fill the want for a handsomely finished artistic portable, which is 
also a scientific lighting device for use in the home as a reading, sewing, piano or study lamp. 


List 


Mfrs. List 

*W. E. List 

No. 


Each 

Each 

300 

Full brush brass. 

... $5.00 

$6.68 

302 

' Full nickel. 

.... '5.00 

6.68 

303 

Full oxidized copper.. . 

... 5.00 

6.68 

500 

Flemish brass. 

... 8.00 

10.68 


List 


Mfrc. List *W. E. List 

No. 


Each 

Each 

501 

Statuary bronze... 

... $8.00 

$10 68 

502 

Verde antique. 

.... 8.00 

10 68 

503 

Oxidized silver. . . . , 

_ 10 00 

13 34 




No.g700 



No. 600 


Lyhne Bracket and Floor Type 

No. 700 Type Lamp is a floor lamp which can be used for reading, sewing or piano. Also unexcelled 
for draftsmen, dentists, etc. Its optically perfect parabolic reflector and adjustable opaque shade always 
throw a powerful light just where you want it—never in your eyes. The base is 814 inches in diameter 
and very solid. 

No. 600 Type Lamp has a telescoping swinging, double-jointed arm. It is adjustable and can be 
attached to the top or side of any desk or table or to the wall. It is specially.adapted for draftsmen, dentists 
and engravers. 

List No. 

700 Full brush brass, height 35 to 65 inches. $ 8.00 

702 Full nickel finish, height 35 to 65 inches. 8.00 

703 Full oxidized copper, height 35 to 65 inches. 8.00 

600 Brush brass finish: length closed, 14 inches; extended, 30 inches. 6.25 

602 Full nickel finish; length closed, 14 inches; extended, 30 inches. 6.25 

603 Full oxidized copper finish, length closed, 14 inches, extended, 30 inches. 6.25 
Note: All of the above are equipped with socket, 6 feet of cord and Benjamin attachment plug. 

• Delivery F. O. B. Factory, Bridgeport, Conn. For warehouse deliveries write nearest house. 

31 29 Lighting Fixture* and A ~ 


Mfrs. List 
Each 


W.E. List 
♦Each 
$10 68 
10.68 
10 68 
8.34 
8.34 
8.34 
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Western Electric 

FARIES ADJUSTABLE PORTABLES 


Mail Orders Filled 
at Prevailing Prices 



No. 63 No. 2234 


ADJUSTABLE PORTABLES 


List 



Length 


Std. 

♦List Price 

No. 


Height 

Arm 

Finish 

Pkg. 

Each 

63 

One Arm Portable, extra heavy base 

. . 24 ins. 

13 ins. 

Brush brass 

12 

t$4.00 

63 

One Arm Portable, extra heavy base . . . 

. . 24 ins. 

13 ins. 

Ox. copper 

12 

f4 40 

2233 

Two Arm Portable, extra heavy base. . .. 

. . 24 ins. 

13 ins. 

Brush brass 

12 

*5.eo 

2233 

Two Arm Portable, extra heavy base. . .. 

. . 24 ins. 

13 ins. 

Ox. copper 

12 

J6.16 

No. 2233 same as 63 portable, but furnished with two arms 





2234 

One Arm Portable, extra heavy base. . . . 

. 24 ins. 

13 ins. 

Brush brass 

12 

f4.80 

2234 

One Arm Portable, extra heavy base . . . 

. . 24 ins. 

13 ins. 

Ox. copper 

12 

t5.28 

64 

Two Arm Portable, extra leavy base. . . . 

. . 24 ins. 

13 ins. 

Brush brass 

12 

J6.40 

64 

Two Arm Portable, extra heavy base . . . 

.. 24 ins. 

13 ins. 

Ox. copper 



64 

Two Arm Portable, extra heavy base . . 

. . 24 ins. 

13 ins. 

Ox. copper 

12 

J7.04 


If ring is desired on the above, add 15 cents to list, 
flf above are desired wired add $2.40 each. 

JIf above are desired wired add $3.20 each. 

Note: The above prices do not include shades, lamps, shade holders, sockets or wiring. 


No. 1792 ADJUSTABLE PORTABLE 

Made with large tubing. Adjustable to any position. Extends 34 inches over all. 

List Std. *List Price 

No. Height Finish Pkg. Each 

1792 Adjustable Portable. 20 ins. Brush brass 6 $5.26 

1792 Adjustable Portable. 20 ins. Ox. copper 6 5.78 

If wired with 9 feet silk cord, socket and plug, add $3.00 to list. Prices do not include shades lamps, 
shade holders, sockets or wiring. 

•Delivery F. O. B. Factory, Decatur, Ill. For warehouse deliveries write nearest house 
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Faries 

PORTABLES 

With Adjustable Green Glass Shades, White Opal Reflecting Surface Inside, Made of Cast and 

Sheet Brass 




No. 6245 


Desk or Table Portables 


List Size Lamp 

No. Watts 

3254* Stand lamp, height 18 in. 25 or 60 

3254* Stand lamp, height 18 in. 25 or 60 

3245 Stand lamp, height 16H in. 25 or 60 

3245 Stand lamp, height 16H in. 25 or 60 


Finish 

Brush brass 
Ox. copper 
Brush brass 
Ox. copper 


Std. fList Price 

Pkg. Wired 

6 $19.60 

6 21.56 

6 20.30 

6 22.34 



No. 3356 No. 3347 


Desk or Table Portables 


List 

No. 

3256 

3256 

3247 

3247 


Portable for flat top desk 
Portable for flat top desk 
Portable for flat top desk 
Portable for flat top desk 


Finish 

Brush brass and black 
Ox. copper 

Brush brass and black 
Ox. copper 


Std. 

Pkg. 

6 

6 

6 

6 


fList Price 
Wired 
$28.00 
30.80 
28.70 
31.58 


Size Lamp 
Watte 
25 or 60 
25 or 60 
25 or 60 
25 or 60 

Wiring includes 9 feet reinforced silk cord, pull chain, socket and plug. 

Bases of portable are covered with felt and will not mar or scratch a desk. 

The above are always shipped wired unless otherwise specified. 

•No. 3254 must be screwed to desk and is wired with fixture wire. 

fDelivery F. O. B. Factory, Decatur, I1L For warehouse deliveries write nearest house. 
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Western Electric 


Mall Order* Filled 
at Prevailing Price* 


Faries 

PORTABLES 

With Adjustable Green Glass Shades, White Opal Reflecting Surface Inside, Made of Cast and 

Sheet Brass 



No. 3348 No. 3244 


No. 3348 No. 3244 

Desk or Table Portables 

List Size Lamps Std. *List Price 

No. Watts Height Finish Pkg. Wired 

3248 Portable. 25 or 60 15 in. Brush brass and black 6 $11.90 

3248 Portable. 25 or 60 15 in. Ox. copper 6 13.66 

3244 Portable. 25 or 60 16H in. Brush brass and black 6 14.00 

3244 Portable. 25 or 60 16in. Ox. copper 6 15.40 



No. 325S No. 3246 

Desk or Table Portables 


No. 325S No. 324* 

Desk or Table Portables 

List Size Lamp Std. •List Price 

No. Watts Height Finish Pkg. Wired 

3255 Portable. 25 or 60 16H in. Brush brass and black 6 $21.00 

3255 Portable. 25 or 60 16 H in. Ox. copper 6 21.70 

3246 Portable. 25 or 60 15 H in. Brush brass and black 6 21.70 

3246 Portable. 25or 60 15J^in. Ox. copper 6 25.40 


Bases of portables are covered with felt and will not mar or scratch the desk. 

Wiring includes 9 feet reinforced silk cord, pull chain, socket and plug. 

The above are always shipped wired unless otherwise specified. 

•Delivery F. O. B. Factory, Decatur, HI. For warehouse deliveries write nearest house. 
Lighting Fixture* and Accessories 23 











Quantity Prices 
Quoted on Request 


Western Electric 


485 


FARIES PORTABLES 


With adjustable green glass shades. White opal reflecting surface inside. 



No. 3342 


No. 3258 



Desk Clamp and Wall Bracket 


list 

No. Finish 

3242 Desk Clamp, square tubing, fits any desk up to 15 inches.Brush brass 

3242 Desk Clamp, square tubing, fits any desk up to 15 inches.Ox. copper 

Wired with 9 ft. silk cord, key socket, plug and green glass shade. 

32581 Wall Bracket, extends 7 inches.Brush brass 

3258t Wall Bracket, extends 7 inches... .Ox. copper 


Wired with fixture wire and pull chain socket and green glass shade. 


*—List Price—. 
Std. Pkg. Wired 
6 $9.46 

6 10.40 

6 7.70 

6 8.48 



No. 3068 



No. 3240 


Adjustable Portable 

3068 Swing Portable.Extends 12 in. 

3068 Swing Portable.Extends 12 in. 

3240 Swing Portable.Extends 12 in. 

3240 Swing Portable.Extends 12 in. 

Wired with 9 ft. silk cord, key socket, plug and green glass shade. 


Brush brass 
Ox. copper 
Brush brass 
Ox. copper 



$ 10.22 

11.24 

10.16 

11.18 



No.v3243 

Adjustable Portables 

3243 Swing Portable.Extends 12 in. 

3243 Swing Portable.Extends 12 in. 

Wired with 9 ft. silk cord, key socket, plug and green glass shade. 

3249 Swing Portable.Extends 11 in. 

3249 Swing Portable.Extends 11 in. 

Wired with 9 ft. silk cord, pull chain socket, plug and green glass shade. 


No. 3249 



Brush brass 

6 

$10.50 

Ox. copper 

6 

11.56 

Brush brass 

6 

12.60 

Ox. copper 

6 

13.86 



No. 3250 No. 3251 


Piano and Desk Portable 


3250 

Fancy Cast Portable. 

.Extends 12 in. 

Brush brass and black 

6 

$16.80 

3250 

Fancy Cast Portable. 

.Extends 12 in. 

Ox. copper 

6 

18.48 

3251 

Fancy Cast Portable. 


Brush brass and black 

6 

12.60 

3251 

Fancy Cast Portable. 


Ox. copper 

6 

13.86 


Wiring includes 9 feet re-inforced silk cord, key socket and plug and green glass shade. 

Note: The above are for 25 to 60 watt lamp. 

Prices indude Pull Sockets, on Nos. 3250 and 3251. Key Sockets on balance. 

J Wired with fixture wire and pull chain socket. 

Delivery F. O. B. Factory, Decatur, 11L For warehouse deliveries write nearest house. 

22 Mahting Flxtproa and AccoMorlea 
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Western Electric 

FARIES ADJUSTABLE FIXTURES 
Desk Portables 


Mail Orders Filled 
at Prevailing Prices 



No. 3067 


No. 3067 DESK PORTABLE 


Swinging portable with vertical adjustment and adjustable metal hood frosted inside, slate base. 
For roll-top desk or piano. 


List 

No. 

3067 Swinging Portable, wired... 

3067 Swinging Portable, wired 


Finish 

Brushed Brass 
Ox. Copper 


Std. "List Price 
Pkg. ' Each 
12 $ 8.20 

12 9.00 



No. 8S5 No. 1842 


No. 885 DESK PORTABLE 


Fits any desk up to 15 inches. Adjustable metal hood, frosted inside. 


No. Finish 

885 Desk Clamp, wired. Brushed Brass 

885 Desk Clamp, wired. Ox. Copper 


Std. *Liat Price 
Pkg. Each 
6 $6.50 

6 7.16 


No. 1842 DESK PORTABLE 

Fits any desk up to 15 inches. Glass hood, white inside, green outside. 

1842 Desk Clamp, wired. Brushed Brass 6 $9.10 

1842 Desk Clamp, wired. Ox. Copper 6 10.02 

•Delivery F. O. B. Factory, Decatur, Ill. For warehouse deliveries write nearest house. 



No. 97 DESK CLAMP 

list Std. List Prices Each 


No. 


Finish 

Pkg. 

Less than 6 

6-12 

12 and over 

97 

Desk Clamp.... 


12 

$0.72 

$0.56 

$0.50 

97 

Desk Clainp. 


12 

.80 

.62 

.55 


•Delivery F. O. B. Factory, Decatur, Ill. For warehouse deliveries write nearest house. 

Lighting flxtorw and Acc—orl— 20 
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FLOOR LAMPS 



No. 31S5 No. 03080 


Western Electric 


Floor Portables 

The two styles Western Electric Portables No. 3185 and No. 03080 shown are new lamps that will save 
your eyes and increase your comfort. 

No. 3185 Portable is furnished with a removable glass ash tray attachment which is clamped to the side of 
the tube and can be adjusted to any height. It has a heavy base nine inches in diameter and the bottom is 
covered with a felt pad so that it won’t mar a polished floor. The stem is of heavy tubing and is adjustable 
from 2^5 to 5 feet in height. The inside of reflector is aluminum finish and the outside is brush brass to 
match the other part of the portable. 

No. 03080 Portable is exactly the same as the No.[3185 style except it is furnished without the glass ash 
tray attachment. 

These portables can be used at back of chairs as a reading lamp, also as piano lamp sand especially desir¬ 
able as a bedroom or sickroom lamp. 





Stuatary Bronze 

•Ust Price 

lilt 


Std. 

or 

Eaeh 

No. 


Pkg. 

Verde Antique 

Brush Brass 

3185 

Western Electric Floor Portable, with ash tray. 

12 

$12.58 

810.40 

03080 

Western Electric Floor Portable, without ash tray. . . 

12 

11 00 

9 10 


•Price complete with socket, 6 feet silk cord and plug. 

13 Lighting Fixtures end AccfMOflff 
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Western Electric 

FARIES WALL BRACKETS 


Mail Orders Pilled 
at Prevailing Prices 



No. 173 No. 3112 No. 3114 


Electric Wall Brackets 


List 

No. Finish 

173 Electric wall bracket, extends 5 in. Brush brass 

173 Electric wall bracket, extends 5 ins. Ox. copper 

3112 Electric wall bracket, extends 6 ins. Brush brass 

3112 Electric wall bracket, extends 6 ins. Ox. copper 

3114 Electric wall bracket, extends 6 ins. Brush brass 

3114 Electric wall bracket, extends 6 ins. Ox. copper 


♦List Price Each-s 


Less 

6 to 

12 and 

Than 6 

12 

Over 

$0.90 

$0.63 

$0.57 

1.00 

.70 

.63 

1.60 

1.12 

1.00 

1.76 

1.23 

.95 

2.00 

1.40 

1.26 

2 20 

1.54 

1.52 



No. 3113 No. 3111 



Electric Wall Brackets 

<-*List Price Each 

List 




Less 

6 to 

No. 


Tubing 

Finish 

Than 6 

12 

3113 

Electric wall bracket, extends 10 ins. 

... Vi in. 

Brush brass 

$1.80 

$1.26 

3113 

Electric wall bracket, extends 10 ins. 

... Vi m. 

Ox. copper 

2.00 

1.40 

3111 

Electric wall bracket, extends 10 ins. 

... Vi in. 

Brush Drass 

1.80 

1.26 

3111 

Electric wall bracket, extends 10 ins. 

1 2 in. 

Ox. copper 

2.00 

1.40 


*» —^ Ik 4 —i 



No. 180 





No. 537 


Swine Wall Brackets 

*-*List Price Each 

List 



Std. 


Less 

6 to 

No. 


Extends 

Pkg. 

Finish 

Than 6 

12 

180 

One swing, heavy cast base. 

.. 12 ins. 

12 

Brush brass 

$2.50 

$2.00 

180 

One swing, heavy cast base. 

.. 12 ins. 

12 

Ox. copper 

2.76 

2.20 

537 

One swing, canopy 4^ ins. 

.. 15 ins. 

12 

Brush brass 

3.00 

2.40 

537 

One swing, canopy 4^ ins. 

.. 15 ins. 

12 

Ox. copper 

3.30 

2.64 


Prices do not include shades, lamps, shade holders, sockets or wiring. 

♦Delivery F. O. B. Factory, Decatur, Ill. For warehouse deliveries write nearest house. 

Ugbtinft Fixturot and Accosaojrie? 15 


12 and 
Over 
SI. 14 
1.26 
1.14 
1.26 


12 and 
Over 
$ 1.88 
2.08 
2.26 
2.48 
















Quantity Prices 
Quoted on Request 


Western Electric 

FARIES ADJUSTABLE BRACKETS 
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No. 1062-A No. 3325 


Adjustable Brackets 

*-*List Price Each-^ 


List 




Std. 

Less 

3 to 

12 and 

No. 


Extends 

Finish 

Pkg. 

Than 3 

12 

Over 

13 

Adjustable bracket. 

. 9 ins. 

Brush brass 

12 

$1.00 

$0.80 

$0.75 

13 

Adjustable bracket... 

. 9 ins. 

Ox. copper 

12 

1.10 

.88 

.82 

1062A 

Adjustable bracket. 

. 15 ins. 

Brush brass 

12 

3.00 

2.40 

2.26 

1062A 

Adjustable bracket. 

. 15 ins. 

Ox. copper 

12 

3.30 

2.64 

2.48 

3325 

Adjustable bracket. 

. 13 ^ ins. 

Brush brass 

12 

3.00 

2 40 

2.26 

3325 

Adjustable bracket. 


Ox. copper 

12 

3.30 

2.64 

2.48 



No. 1779 No. 539 


Adjustable Brackets 

--*List Price Each— 


List 




Std. 

Less 

3 to 

12 and 

No. 


Extends 

Finish 

Pkg. 

Than 3 

12 

Over 

1770 

One swing bracket, canopy 4 ins. 

12 ins. 

Brush brass 

12 

$3.00 

$2.40 

$2.26 

1770 

One swing bracket. 

12 ins. 

Ox. copper 

12 

3.30 

2.64 

7 2.48 






Less 

3 to 

6 and 






Than 3 

6 

Over 

539 

Square swing bracket. 

12 ins. 

Brush brass 

6 

$6.00 

$4.80 

$4.50 

539 

Square swing bracket. 

12 ins. 

Ox. copper 

6 

6.60 

' 5.28 

4.96 



No. 1962 No. 1952 


Adjustable Brackets 

a --*List Price Each-* 


List 

No. 


9 

Extends 

Finish 

Std. 

Pkg. 

Less 
Than 3 

3 to 

12 

12 and 
Over 

1062 

Large tubing, crowfoot and 3x4^ 
in. canopy.. 

24 ins. 

Brush brass 

12 

$3.00 

$2.40 

$2.26 

1062 

Large tubing, crowfoot and 3x4}^ 
in.canopy. 

24 ins. 

Ox. copper 

12 

3.30 

2.64 

2.48 

1052 

Large tubing, heavy cast base. 

18 ins. 

Brush brass 

12 

3.00 

2.40 

2.26 

1052 

Large tubing, heavy cast base. 

18 ins. 

Ox. copper 

12 

3.30 

2.64 

2.48 


Note: Prices do not include shades, lamps, shade holders, sockets or wiring. 

•Delivery F. O. B. Factory, Decatur, Ill. For warehouse deliverietfwffc nearest house 


16 Lighting Fixtures and _ 
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Western Electric 


Mail Orders Pilled 
at Prevailing Prices 


FARIES WALL BRACKETS AND TUBES 



List 

No. 


Finish 

Std. 

Pkg. 

•- *Lia 

Less than 

6 

t Price Each 
6 to 

12 

12 and 
Over 

158 

Switchboard Bracket, extends 5 ins. 

Brush brass 

12 

$0.90 

$0.63 

$0 57 

158 

Switchboard Bracket, extends 5 ins. 

Ox. cdpper 

12 

1.00 

.70 

.63 

158 

Switchboard Bracket, extends 5 ins. 

Pol. copper 

-12 

1.20 

.84 

.75 

1695 

Switchboard Bracket, extends 6 ins., spread 
5^6 ins. 

Brush brass 

12 

1.54 

1.54 

1.38 

1695 

Switchboard Bracket, extends 6 ins., spread 
5 l /2 ins. 

Ox. copper 

12 

1.70 

1.70 

1.52 


No. 2239 No. 71 No. 8* 

Electric Bracket Tubes 


♦List Price Each- 






Brush Brass 


Oxidized Copper 


List 

No. 


Size 

Std. 

Pkg. 

Less than 
12 

12 to 

24 

24 and 
Over 

Less than 
12 

12 to 

24 

24 and 
Over 

2239 

Electric Bracket Tubes. .. 

5 ins. 

24 

$0.36 

$0 27 

$0.25 

$0.40 

$0.30 

$0.28 

71 

Electric Bracket Types... 
Electric Bracket Tubes. .. 

6 ins. 

24 

.34 

.25 

.23 

.37 

.28 

.26 

71 

8 ins. 

24 

40 

.30 

.28 

.44 

.32 

.31 

71 

Electric Bracket Tubes... 

10 ins. 

24 

.48 

.36 

.33 

.53 

.40 

.33 

80 

Electric Bracket Tubes... 

6 ins. 

24 

.34 

.25 

.23 

.37 

.28 

.26 

80 

Electric Bracket Tubes... 

8 ins. 

24 

.40 

.30 

.28 

.44 

.32 

.31 

80 

Electric Bracket Tubes. .. 

10 ins. 

24 

.48 

.36 

.33 

.53 

40 

.37 



Electric Bracket Tubes 

Fan Arms 


-*List Price Each- 

Brush Brass Oxidized Copper 


List 



Size 

Std. 

Less than 

12 to 

24 and 

Less than 

12 t6 

24 and 

No. 


Length 

Tube 

Pkg. 

12 • 

24 

Over 

12 

24 

Over 

7350 

Fan Arm ... 

.. 7\4 ins. 

14 iron 

24 

$1.00 

.75 

.70 

$1.10 

.82 

.77 

7352 

Fan Arm. . 

.. 7 Yi ins. 

\4 iron 

24 

.80 

.60 

.56 

.88 

.66 

.61 


Note: These tubes are always shipped in brush brass finish and the smallest size listed unless other¬ 
wise ordered. ^ 


♦Delivery F. O. B. Factory, Decatur, III. For warehouse deliveries write nearest house. 
Lighting Fixture* and Accessories 87 





































No. 2731 Female 
No. 2732 Male 


No. 11>84 Female 
No. 2913 Male 


No 


Bracket Plates 


List 

No. 

2731 

2732 
1684 
2913 

t95 

45 


-{List Price Each- 


Female, bracket plates, tapped V% iron . 
Male, bracket plates, tapped V% iron.. . 
P'emale, bracket plates, tapped y iron. 
Male, bracket plates, tapped y iron.. . 
Female, bracket plates,tapped y iron. . 
Female, bracket plates, tapped y iron. 
\i x /x inch male or female. 


Size 

Brush Brass 

Ox. Copper 

Ins. 

Less than 10 

10 and Over Less than 10 10 and Over 

3V 2 xVA 

$0.34 

$0.23 

$0.37 

$0.27 

3V 2 x1H 

.34 

.23 

.37 

.27 

3V 2 xV/ 2 

.32 

.22 

.35 

.25 

3Mxl ^ 

.32 

.22 

.35 

.25 


.10 

.07 

.11 

.08 

2M*1 

.20 

.14 

.21 

.15 


No. 6—2H Inch Bate 


No. 7—For H Inch Pipe 


Ball Joint Wall Plates 

These wall plates are attachable to any flat surface and are for use with reflectors 
for directing the lamp's rays at different angles. They are very useful in window- 
lighting. Made of brass and bronze and carefully insulated. 

No. inch Base <- *List Price Each-* 

List Standard 

Description Unfinished Finishea 

4 % inch base, for attachment over conduit box. $2.00 $2.50 

2 y inch base, for attachment to woodwork or plaster. 1.40 1.70 

Base, for attachment to % inch pipe. 1.80 2.10 


Note* Standard finishes are old brass, oxidized copper, polished brass and nickel, 
add 10%. 

♦Delivery F. O. B. Factory, Worcester, Mass. 

{Delivery F. O. B. Factory, Decatur, Ill. For warehouse deliveries write nearest house. 

Li fhHBfl Fixture* and Acceaeorfee 6 & 88 


For special finishes 
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Mail Order* Filled 
at Prevailing Prices 


Western Electric 

FARIES CEILING AND WALL FIXTURES 


No. 2725 Female—No. 797 Male 


No. 2912 


List 

No. 

*2725 

*797 

2912 


Wall Plates 


Tapped 


-{List Price Each- 


Female, wall plate. y in. 


*For electric pendant or bracket over gas outlet without insulating joint. 


Size 

Brush Brass 

Less than 10 and 

Ox. Copper 

Less than 10 and 

Ins. 

10 

Over 

10 

Over 

3iHs x 

$0.70 

$0.45 

$0 77 

$0.54 

3%x3% 

.70 

.45 

.77 

.54 

4!4xlJ4 

.40 

.28 

-44 

.31 











Quantity Prices 
Quoted on Request 


Western Electric 

FARIES CEILING FIXTURES 
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No. 1003 


No. 637 


No. 3385 


Ceiling and 

No. 635 

With Four Screw Holes 
Used with Receptacle 6^ x 2 
For 3 l /i Inch Glass 


•List Price Each 


List 


Less than 

12 to 

50 and 

No. 


12 

50 

Over 

635 

Brush brass 

... $0.60 

$0.42 

$0.36 

6350 

Black. 

.60 

.42 

.36 

635A 

Unfinished. 

.50 

.35 

.30 


NO. 636 

With Four Screw Holes 
6}£ x 2. For 4 Inch Glass 

636 Brush brass. SO.68 $0:47 $0.41 

636C Black.68 .47 .41 

636A Unfinished.58 .41 .35 


NO. 8013 

Used with Receptacle x 3 
For 6 Inch Glass 

8013 Brush brass. $2.00 $1.40 $1.20 

8013C Black. 2.00 1.40 1.20 

8013A Unfinished. 1.80 1.26 1.08 


Porch Bands 

* NO. 636D 

With Four Screw Holes 
6^x2 

Made of Sheet Copper for Outdoor Work 
For 4 Inch Glass 

•List Price Each 

List Less than 12 to 50 and 

No. 12 50 Over 

636E Polished copper.... $0.78 $0.55 $0.47 

636F Black.78 .55 .47 

636D Unfinished. .68 .47 .41 

NO. 1003 

Used with Receptacle 5x1}^ 

For 3^ Inch Glass 

1003 Brush brass. $0.60 $0.42 $0.36 

1003C Black. .60 .42 .36 

1003A Unfinished.50 .35 .30 


NO. 637 

Used with Receptacle 6x2j^ 

For 2Inch Glass 

637 Brush brass. $0.70 $0.49 $0.42 

637A Unfinished.60 . 42 . 36 


No. 635D 

With Four Screw Holes 
6^x2 

For Inch Glass 

635E Polished copper.... $0.70 $0.49 $0.42 II 635D Unfinished. $0.60 $0.42 $0.36 

635F Black.70 .49 .42 || 


Canopies 


List •List Price Each 

No. Finish Less than 12 12 to 50 50 and Over 

2383 Canopy 4H * 3 in., with ring.Brush brass $0.56 $0.39 $0.36 

2385 Canopy 4% x 4J4 in*» with ring.Brush brass .70 .49 .44 

Note: Do not fail to specify size of slip ring desired. 

Brush brass finish always shipped unless otherwise specified. 

•Delivery F. 0. B. Factory, Decatur, I1L For warehouse deliveries write nearest nouiep 

c ' ,‘c °5 Lighting Fixture* and Accessories 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


MACALLEN CANOPY INSULATORS 



Hexagonal Canopy Insulator With Metal Ring Canopy Insulator 


The Macallen Square Canopy Insulators 


List 

STANDARD BROWN COMPOUND 

List Prirc 

1 List WHITE COMPOUND 

List Price 

No. 

* Size 

Each 

No. 

Size 

Each 

Sq-B-12 

3 ins. 

SO. 40 

Sq-W-12 

3 ins. 

$0 50 

Sq-B-13 

3V* ins. 

.44 

Sq-W-13 

3*4 ins. 

.56 

Sq-B-14 

3 1 -2 ins. 

.48 

Sq-W-14 

3»a ins. 

.62 

Sq-B-15 

3*4 ins. 

.52 

Sq-W-15 

3*4 ins. 

.68 

Sq-B-16 

4 ins. 

.56 

Sq-W-16 

4 ins. 

.74 

Sq-B-17 

4U ins. 

.60 

S q .W-17 

4 \i ins. 

.80 

Sq-B-18 

4 1 5 ins. 

.64 

Sq-W-18 

4*4 ins. 

.86 

Sq-B-19 

4?4 ins. 

.68 

Sq-W-19 

4*4 ins. 

.92 

Sq-B-20 

5 ins. 

.72 

Sq-W-20 

5 ins. 

.98 

Sq-B-21 

5*4 ins. 

.80 

Sq-W-21 

5 l 4 ins. 

1.06 

Sq-B-22 

5 1 2 ins. 

.88 

Sq-W-22 

5*4 ins. 

1.14 

Sq-B-23 

5*,i ins. 

.96 

Sq-W-23 

5*4 ins. 

1.22 

Sq-B-24 

6 ins. 

1.04 

Sq-W-24 

6 ins. 

1.30 


Macallen Hexagona 

Canopy Insulators 


HX-B-16 

4 ins. 

$0.56 

HX-W-16 

4 ins. 

$0.74 

HX-B-17 

4 *4 ins. 

.60 

HX-W-17 

4)4 ins. 

.80 

HX-B-18 

4 *4 ins. 

.64 

HX-W-18 

4 *4 ins. 

.86 

HX-B-19 

4 *4 ins. 

.68 

HX-W-19 

4% ins. 

.92 

HX-B-20 

5 ins. 

.72 

HX-W-20 

5 ins. 

.98 

HX-B-21 

5)4 ins. 

.80 

HX-W-21 

514 ins. 

1.06 

HX-B-22 

5*4 ins. 

.88 

HX-W-22 

5*4 ins. 

1.14 

HX-B-23 

5*4 ins. 

.96 

HX-W-23 

5*4 ins. 

1.22 

HX-B-24 

6 ins. 

1.04 

HX-W-24 

6 ins. 

1.30 


Canopy Insulator with Metal 

Ring 


2150 

4 ins. 

$0.32 

2250 

4 ins. 

90.48 

2151 

4*4 ins. 

.33 

2251 

4 *4 ins. 

.49 

2152 

4*4 ins. 

.34 

2262 

4 \4 ins. 

.50 

2153 

4 3 i ins. 

.35 

2253 

4*4 ins. 

.51 

2154 

4 *4 ins. 

.36 

2254 

4*4 ins. 

.52 

2155 

4*4 ins. 

.37 

2255 

4*4 ins. 

.54 

2156 

4 ■ 1 4 ins. 

.38 

2256 

4*4 ins. 

.56 

2157 

4% ins. 

.39 

2257 

4 Y% ins. 

.58 

2158 

5 ins. 

.40 

2258 

5 ins. 

.60 

2159 

5*4 ins. 

.42 

2259 

5*4 ins. 

.62 

2160 

5 *4 ins. 

.44 

2260 

5*4 ins. 

.64 

2161 

5H ins. 

.46 

2261 

b*4 ins. 

.66 

2162 

5*4 ins. 

.48 

2262 

5*| ins. 

.68 

2163 

bH ins. 

.50 

2263 

5 fi /g ins. 

.70 

2164 

5 s i ins. 

.52 

2264 

5*i ins. 

.72 

2165 

5 14 ins. 

.54 

2265 

b!4 ins. 

.74 

2166 

6 ins. 

.56 

2266 

6 ins. 

.76 


Old Style or Double Groove Canopy Insulators 


1291 

4 ins. 

SO.32 

1301 

4 ins. 

90.50 

1292 

4*4 ins. 

.36 

1302 

4)4 ins. 

.55 

1293 

5 ins. 

.40 

1303 

5 ins. 

.60 

1294 

b]4 ins. 

.50 

1304 

b)4 ins. 

.70 

1295 

6 ins. 

.60 

1305 

6 ins. 

.80 

1296 

(5)4 ins. 

.70 

1306 

6)4 ins. 

.90 

1297 

7 ins. 

.80 

1307 

7 ins. 

1.08 

1298 

7)4 ins. 

.90 

1308 

7)4 ins. 

1.26 

1299 

8 ins. 

1.04 

1309 

8 ins. 

1.14 

1247 

8)4 ins. 

1.18 

1316 

8)4 ins. 

1.62 

1248 

9 ins. 

1.32 

1317 

9 ins. 

1.80 

1290 

10 ins. 

1.64 

1318 

10 ins. 

2.20 


The Macallen Round Canopy Insulator 


B- 9 

2)4 

and 

2)4 ins. 

$0.20 

W- 9 

2)4 and 

2^ 

ins. 


90.30 

B-10 

2*4 

and 

2)4 ins. 

.21 

W-10 

2*4 and 

2*4 

ins. 


.32 

B-ll 


and 

2 *A ins. 

.22 

W-ll 

2*4 and 

2 H 

ins. 


.34 

B-12 

and 

3 ins. 

.23 

W-12 

2 14 and 

3 

ins. 


.36 

B-13 

2)4 

and 

3*4 ins. 

.24 

W-13 

3W and 

3)4 

ins. 


.38 

B-14 

3 H 

and 

ins. 

.25 

W-14 

3 % and 

3)4 

ins. 


.40 

B-15 

3*4 

and 

3% ins. 

.26 

W-15 

3*4 and 

3*4 

ins. 


.42 

B-16 

3 14 

and 

4 ins. 

.28 

W-16 

3 14 and 

4 

ins. 


.44 

B-17 

4*4 

and 

4*4 ins. 

.30 

W-17 

4)4 and 

» 

ins. 


.46 

B-18 

4*4 

and 

4*2 ins. 

.32 

W-18 

4*4 and 

ins. 


.48 

B-19 

4*4 

and 

4H ins. 

.34 

W-19 

4*4 and 

4 H 

ins. 


.52 

R-20 

4 14 

and 

5 ins. 

.36 

W-20 

4 14 and 

ft 

ins. 


.56 

B-21 

5)4 

and 

5)4 ins. 

.40 

W-21 

5*4 and 

5 U 

ins. 


.60 

B-22 

5*4 

and 

5*4 ins. 

.44 

W-22 

5*4 and 

5*4 

ins. 


.64 

B-23 

6 H 

and 

5*4 ins. 

.48 

W-23 

5*4 and 

5*4 

ins. 


.68 

B-24 

54 

and 

6 ins. 

.52 

W-24 

ft 14 and 

6 

ins. 


.72 

B-25 

6)4 

and 

6)4 ins. 

.56 

W-25 

614 and 

6 H 

ins. 


.76 

B-26 

6*4 

and 

6)4 ins. 

.60 

W-26 

6*4 and 

6)4 

ins. 

;le 

.80 

B-27 

6% 

and 

6*4 ins. 

.66 

W-27 

6% and 
z $14 and 

6 H 

ins. 

.88 

B-28 

6 14 

and 

7 ins. 

.72 

W-28 

7/1 

ins. 

.96 

Delivery F. O. 

B. Factory 

, Boston, Mass. 

For warehouse deliveries write nearest house. 
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Western Electric 

MACALLEN INSULATING JOINTS 

NEW ARMORED TYPE 

Combination Joints 

The Macallen Company have produced a new form of insulating joint which is the result of much 
research and experience. They have studied the weak points of every insulating joint ever made, and are 
satisfied that* this new joint overcomes every objection from a mechanical or electrical point of view. 

This joint is the most compact, has the greatest mechanical strength and the highest insulating qualities 
of any insulating joint ever produced. 

The annored portion of this joint, being octagonal in shape, makes it extremely easy to install. _ The 
metal portions are all steel, the octagonal portion being made of seamless drawn steel tubing, and the nipples 
turned from steel rod. 

These joints are regularly inspected and labeled under the supervision of the Underwriters' Labora¬ 
tories, Inc., under the direction of the National Board of Fire Underwriters. 



No. 7501 No. 7521 No. 7601 No. 7621 No. 7031 

F3r Combination With Male and With Iron Hickey With Brass Hickey For Brass Tubing 

Fixtures Female Thread 

JOINTS FQR COMBINATION FIXTURES 


List No. 

Size 

List Price 

List No. 

Size 

List Price 

7501. 


$0.72 

7509... 

. Hx A 

$2.50 

7502. 

AxA 

.72 

7510... 

. %x H 

2.50 

7503. 

Ax A 

.72 

7511... 

. l x A 

3.50 

7504. 

HiH 

1.00 

7512... 

. 1 X % 

3.50 

7505. 

AxA 

1.00 

7513... 

. 1 ~xl 

3.50 

7506. 

Axa 

1.00 

7514... 

. l'AxlX 

7.50 

7507. 

AxA 

1.00 

7515... 

. lAxl A 

9.60 

7508. 

v*x a 

2.50 

7516... 

. 2 x 2 

14.40 


COMBINATION 

JOINTS 

b MALE 

AND FEMALE 


7521. 

•A FxHM 

$0.72 

7528... 

. Va F x H M 

$2.90 

7522. 

«FiMM 

.72 

7529... 

%Fxy 2 M 

2.90 

7523. 

*A¥x*AM 

.72 

7530... 

. A F X y M 

2.90 

7524. 

AFxAM 

1.00 

7531... 

. 1 Fx^M 

4.00 

7525. 

HFxJiM 

1.00 

7532... 

. 1 Fx^M 

4.00 

7526. 

HFx^M 

1.00 

7533. . . 

. 1 F x 1 M 

4.00 

7527. 

AFxAM 

1.00 





With male end same size as or larger than female end, same price. 


ELECTROLIER OR SEPARABLE JOINTS 


7601. 

*AxA 

$0.80 7607. 

Ax A 

$1.15 

7602. 

HxA 

.80 7608. 

Ax A 

3.20 

7603. 

*Ax»A 

.80 7609. 

Ax A 

3.20 

7604. 

AxA 

1.10 7610. 

Ax A 

3.20 

7605. 

Ax A 

1.10 7611. 

l x A 

4.50 

7606. 

Ax'A 

1.10 7612..-. 

1 X 1 

4.50 


ELECTROLIER OR SEPARABLE JOINTS 





With Brass Hickeys 



7621. 

Ax A 

$0.95 7625. 

AxA 

$1.35 

7622. 

% AxA 

.95 7626. 

AxA 

1.35 

7623. 

AxA 

.95 7627. 

AxA 

1.45 

7624. 

AxA 

1.35 




ELECTROLIER OR SEPARABLE JOINTS 
With Hickeys Tapped Brass Tube Sizes 


7631. 


$0.80 

7635. 

y iron x % brass 

$1.10 

7632...,. 

. iron x A brass 

.80 

7636..,. 

y iron x A brass 

1.10 

7633.. 

. % iron x y brass 

.80 

7637... 

y iron x \ 2 brass 

1.10 

7634 . 

. % iron x % brass 

.80 

7638. 

y iron x?s brass 

1.10 


Brass tubing sizes given above are outside measurements, and are tapped to Macallen’s standard 
sizes. 


•Delivery F. O. B. Factory, Boston, Mass. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Etectric 

MACALLEN INSULATING JOINTS 


NEW ARMORED TYPE 

Blank Joints 


With Hickey 



Plain Joint Male and Female 

Thread 



ELECTROLIER OR SEPARABLE JOINTS 


With 

Malleable Iron Male Thread Hickeys 1 

1 With Bra** Male Thread Hickey* 

List No. 

Size 

"List Price 

List No. 

Size 

•List Price 

7681... 

. .. Ax A 

$0.80 

7691. 

. AxA 

$0.95 

7682... 

. AxA 

.80 

7692. fc ... 

. AxA 

.95 

7683... 

. AxA 

.80 

7693. 

. A x A 

1.05 

7684... 

. AxA 

1.10 

7694. 

. AxA 

1.25 

7685... 

. AxA 

1.10 

7695 . 

. AxA 

1.25 

7686... 

. AxA 

1.10 

7696...... 

. Ax A 

1.25 


Insulating Joints Used for 

Above 


List No. 

Size 

•List Price 

List No. 

Size 

‘List Price 

7703. .. 

. axa 

$0.72 

7706 . 

. Hx*A 

$1.00 


For Nos. 7681-2-3-7691-2-3 



For Nos. 7684-5-6-7694-5-6 


Malleable Iron Hickeys For Above 1 


Brass Hickeys For Above 


List No. 

Size 

"List Price 

List No. 

Size 

•List Price 

1535... 

.. VbFxVsM 

$0.10 

1534 . 

. HFxH M 

$0.40 

1536. .. 

. .... A F * A M 

.10 

1508 . 

. M F x M 

.40 

1539... 


.15 

1510. 


.50 


The above hickeys are tapjled on male end % inch standard iron pipe size, and are interchangeable on 
all insulating joints listed above. 


BLANK JOINTS FOR EXTERNALLY WIRED FIXTURES 


List No. 

Size 

•List Price 

List No. 

Size 

•List Price 

7701. 

. HxA 

$0.72 

7709. 

. Ax A 

$2.50 

7702. 

. Ax A 

.72 

7710. 

. Ax A 

2.50 

7703. 

. A x A 

.72 

7711. 

. 1 x A 

3.50 

7704. 

. AxA 

1.00 

7712. 

. l x A 

3.50 

7705. 

. Ax A 

1.00 

7713. 

. 1 xl 

3.50 

7706. 

. Ax A 

1.00 

7714. 

. lAxlA 

7.50 

7707. 

. AxH 

1.00 

7715. 

. lAxlA 

9.60 

7708. 

. Ax A 

2.50 

7716. 

. 2 x 2 

14.40 


BLANK 

JOINTS, MALE AND 

FEMALE 


List No. 

Size 

•List Price 

List No. 

Size 

•List Price 

7721. 

. HFxHM 

$0.72 

7728. 

. A F x A M 

$2.90 

7722. 

. AFxAM 

.72 

7729. 

. AFx AM 

2.90 

7723. 

. *AFx%M 

.72 

7730. 

. AFx AM 

2.90 

7724. 

. AFxAM 

1.00 

7731. 

. 1 Fx MM 

4.00 

7725. 

. J^Fx^M 

1.00 

7732. 

. 1 Fx %M 

4.00 

7726. 

. J^Fx^M 

1.00 

7733. 

. 1 F x 1 M 

4.00 

7727. 

. HFx^M 

1.00 




List No. 

Sit* 

•List Price 

List No* 

Six* 

•List Prioe 

7734. 

. AMxAV 

$0.72 

7736. 

. A M x A F 

$1.00 

7735. 

. HMj^F 

.72 

7737. 

. AMxAF 

1.00 

423601. 

. HMx«F 

.72 

7738. 

. AMxAF 

1.00 


"Delivery F. O. B. Factory, Boston, Maas. For warehouse deliveries write nearest house. 
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Western Electric 

MACALLEN INSULATING JOINTS 




Stud Stud with Hickey Hickey 

Insulated Fixture Studs 

List No. Size Malleable Iron *List Price Each 

1335 Vs . $0.75 

1339 M .75 

1340 Vs .75 

Furnished to order in composition brass. 

Insulated Fixture Studs With Hickeys 

List No. [Size Malleable Iron 'List Price Each 

1329 Vs .$0.90 

1330 \i . 90 

1334 Vs ...90 

These studs are secured to the box with four screws and are designed to fit the “Bossert” and other 
standard outlet boxes. HickcyS 

Malleable Iron 


List No. Size List Price Each 

1450 $0.10 

1451 .10 

1452 x .10 

1453 Hxy s .13 

1454 VsxH .13 


List No. 

Size 


List Price Each 

List No. 

1455 

X* 

X 

$0.15 

1597 

1461 

Yl x 

X 

.18 

1464 

1462 

Yl X 

X 

.18 

1457 

1463 

Y x 

X 

.18 

1465 

1456 

Y x 

X 

.20 

1458 


Size 
Va x 

% A x 

H* 

1 x 

1 X 1 


List Price Each 
Vs $0.40 

Y .42 

Va .50 

Va .55 

.60 


The above hickeys will not fit insulating joints the nipples of which are tapped with special straight 
threads. 


m 


Joints for Gas Mains and interior Conduits Sectional View of Joint for Conduits 

Insulating Joints for Gas Service Mains and Interior Conduits 

They are insulated on the interior surface to prevent moisture lodging around the mica insulation 
where they are used on gas service mains. 




List 

Composition Brass 

*List Price 

List 

Malleable Iron 

•List Price 

No. 

Size 

Each, 

No. 

Size 

Each 

1624 

5*x Va 

$3.80 

1634 

VaX Va 

$2.80 

1625 

1 X1 

6.40 

1635 

1 xl 

3.90 

1626 

WaxWa 

8.80 

1636 

WaxWa 

8.00 

1627 

lYxiY 

14.80 

1637 

IHxIH 

10.00 

1628 

2 x2 

24.40 

1638 

2 x2 

14.80 

1629 

2Hx2H 

48.80 

1639 

2Hx2H 

32.80 

1630 

3 x3 

72.80 

1640 

3 x 3 

48.80 


Blank Joints for Insulating Metal Rods 

Tapped Machine Sizes 
These joints should not be used where the voltage exceeds 500. 


List- 

Composition Brass 

•List Price 

List 

Malleable Iron 

•List Prioe 

No. 

Size 

Thread 

Each 

No. 

Size 

Thread 

Each 

1643 

Xx X 

13 U. S. S. 

$1.40 

1653 

'Ax 'A 

13 U. S.S. 

$1.00 

1644 

X 

11U. S. S. 

1.90 

1654 

X x X 

11U.S.S. 

1.20 

1645 

*Ax *A 

10 U. S. S. 

2.80 

1655 

*A% *A 

10 U.S.S. 

1.60 

1646 

Xx X 

9U.S.S. 

3.20 

1656 


9 U. S.S. 

2.20 

1647 

1 x 1 

8U.S.S. 

4.80 

1657 

lxl 

8U.S.S. 

3.00 


Larger or smaller sizes or tapped to 16th sizes to order. Whitworth and other special threads to order. 
•Delivery, F. 0. B. Factory, Boston, Mass. For warehouse deliveries write nearest house. 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


Western Electric 

MACALLEN INSULATING JOINTS 

Malleable Iron 



Insulated Eye 



Insulated Hook 



Iron Crowfoot 


Insulated Crowfoot 



List 

No. 

Sit* 

1391 

Min.. 

1392 

M>n.. 

1393 

Min.. 

1401 

M in. • 

1402 

Min.. 

1403 

M in. • 


Insulated Hooks and Eyes for Suspending Electric Fans, Etc. 


Insulated Hooks 

List 

Price 

Each 

.. $ 1.00 

. 1.30 

. 2.70 


Insulated. Eyes 


List 


No. 

Six* 

1395 

Min. 

1396 

Min. 

1397 

Mm. 


Insulated Crowfoot 


$0.90 

.90 

.90 


1404 Yi in 

1405 K in 


List 

Price 

Each 

$1.00 

1.30 

2.70 


$1.20 

2.50 



Double Separable Electrolier Joints 

These joints are designed to use with straight elec¬ 
tric fixtures in places where fixtures cannot be 


turned. 

List List Price 

No. Size Each 

1341 . $1.30 

1342 % x V\ in. 1.30 

1343 3 /§ x 3 8 in. 1.30 

1344 Yz x in. 1.40 

1345 YzxYa in. 1.40 

1346 Yi x ? s in. 1.40 

1347 HxH in.. 1.60 


Separable Electrolier Tripod Joints 

For conduits, with passage for wires through in¬ 


sulation. 

List List Price 

No. Size Each 

1351 HxHin . $1.20 

1352 HxXin . 1.20 

1353 %x%in . 1.30 

1354 Yi x Y» in. 1.30 

1355 YzxH in. 1.30 

1356 YxHin . 1.40 

1357 YxYz in.. 1.30 

1359 Mx^in . 1.80 


Combined Electrolier Tripod and Hickey Separable Joints 

With double outlets for wires and no passage through insulation. 


1361 

M x M in. 



.. $1.30 

1365 

Yi X 14 in. 


. $1.40 

1362 

M x M m . 



1.30 

1366 

M x M in . 


1.40 

1363 

% x 3 s in. 



1.30 

1367 

M X M m . 


1.60 

1364 

M * M in. 



1.40 







Iron Crowfoot 



Iron Tripod 



Iron Dupods 


List 


List Price 

List 



List Price 

List 


List Price 

No. 

Tapped Diam. 

per 100 

No. 

Tapped 

Diam. 

per 100 

No. 

Tapped Diam. 

per 100 

591 

M 2M 

$5.60 

586 

M . 

2M 

$6.10 

597 

M 

$7.50 

592 

M 2M 

5.60 

587 

M 

2M 

6.10 

598 

M 

7.50 

593 

M 2M 

5.60 

588 

M 

2M 

6,10 

599 

: J4 |... 

7.50 


' o --■■ ^ ’ --- ■-- - w 

Delivery F. O. B. Factory, Boston, Mass. For warehouse deliveries write nearest house. 
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WHITE ADJUSTABLE FIXTURES • 

Wall Brackets 




STYLE IF BRACKET 

This bracket as illustrated is made for attaching to wall where wiring is open. Total extension 36 inches. 


*List 

List Price 

No. Description Each 

IF Bracket as shown, less shade socket and wiring. Standard finishes. $9.00 

IF Fitted with base (F.O.) for 4 inch outlet box. 11.50 

IF Fitted with base (F.P.) for attaching to Y% inch pipe. 9.50 


STYLE 3F BRACKET 

This bracket is made for attaching to woodwork or plastering where wiring is concealed. Base plate is 
V/i inches in diameter, with insulated bushing for cord. Total extension 36 inches. 

3F Bracket as shown, less shade, socket and wiring. Standard finishes.. $10.00 



Style 7F 



Style 8F 


STYLE 7F BRACKET 


This bracket has adjustable joints at wall and lamp, but does not telescope. Extension 16 inches. 


•List 

List * • Price 

No. Description Each 

7F Bracket as shown, less shade, socket and wiring. Standard finishes. $6.50 

7F Fitted with base (F.O.) for 4 inch outlet box.* 9.00 

7F Fitted with base (F.P.) for attaching to % inch pipe. 7.00 


STYLE 8F BRACKET 

This bracket is telescoping and universally adjustable. Length: Closed 15 inches; fully extended 24 
inches. 


8F Bracket as shown, less shade, socket and wiring. Standard finishes. $7.50 

8F Fitted with base (F.O.) for 4 inch outlet box. 10.00 

8F Fitted with base (F.P.) for attaching to Ys inch pipe. 8.00 

STYLE 9F BRACKET 

Same as style 8F, but with longer extension. Length: Closed 20 inches; fully extended 34 inches. 

9F Bracket, less shade, socket and wiring. Standard finishes. $8.50 

9F Fitted with base (F.O.) for 4 inch outlet box. 11.00 

9F Fitted with base (F.P.) for attaching to Y% inch pipe... 9.00 


Note: Standard finishes on the above fixtures are old brass, oxidized copper, polished brass or nickel 
For special finishes add 10%. 

•Delivery F. O. B. Factory, Worcester, Mass. For warehouse deliveries write nearest house. 
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Western Electric 

WHITE ADJUSTABLE FIXTURES 
Factory Ceiling Pendants 


Mail Orders Filled 
at Prevailing Prices 





Universally adjustable at base, cone-joint and wrist-joint. Wiring through lamp arm oniy. Prices 
are for black finish and do not include shade, socket or wiring. 




-Length- 

-n *List 

- 

-Length- 


•List 

List 

Main Arm 

Lamp Arm 

Price 

List 

Main Arm 

Lamp Arm 

Price 

No. 

Feet 

Feet' 

Each 

No. 

Feet 

Feet 

Each 

420105 

3 

2 

$4.00 

420115 

8 

3 

$6.60 

420106 

3M 

2 

4.20 

420116 

m 

3 

6.80 

420107 

4 

2y 2 

4.50 

420117 

9 

3 

7.00 

420108 

4 M 

2'A 

4.70 

420118 

9'A 

3 

7.20 

420109 

5 

2'A 

4.90 

420119 

10 

3 

7.40 

420110 

5 'A 

2'A 

5.10 

420120 

10A 

3 % 

7.60 

420111 

6 

2'A 

5.30 

420121 

11 

3 ^ 

8.20 

420112 

6A 

2'A 

5.50 

420122 

li'A 

SV2 

8.40 

420113 

7 

2'A 

5.70 

420123 

12 

3A 

8.60 

420114 

7'A 

2'A 

5.90 








STYLE AW 

PENDANT 




Similar to Type A, but adapted for 

wiring through both main 

arm And lamp arm. Black finish. 


420124 

3 

2 

$4.90 

420134 

8 

3 

$7.60 

420125 

3'A 

2 

5.10 

420135 

SA 

3 

7.80 

420126 

4 

2'A 

5.40 

420136 

9 

3 

8.00 

420127 

4H 

2A 

5.60 

420137 

9'A 

3 

8.20 

420128 

5 

2'A 

5.80 

420138 

10 

3 

8.40 

420129 

5A 

2A 

6.00 

420139 

10J^ 

3 

8.60 

420130 ' 

6 

2'A 

6.20 

420140 

11 

3 

8.80 

420131 

6A 

2'A 

6.40 

420141 

HA 

3 

9.00 

420132 

7 

2'A 

6.60 

420142 

12 

3 

9.20 

420133 

7'A 

2'A 

6.80 








STYLE AC 

PENDANT 





Similar to Type AW, but adapted for attachment over outlet box in conduit installations. 

Black finish. 

420143 

3 

2 

$5.50 

420148 

5'A 

2'A 

$6.60 

420144 

3M 

2 

5.70 

420149 

6 

2'A 

6.80 

420145 

4 

2'A 

6.00 

420150 

6'A 

2'A 

7.00 

420146 

4H 

2A 

6.20 

420151 

7 

2A 

7.20 

420147 

5 

2'A 

6.40 

420152 

7A 

2A 

7.40 




STYLE AR PENDANT 




Similar to Type AW, but adapted for use with eleat and molding wiring. 

Black finish. 


420153 

3 

2 

$4.80 

420158 

5'A 

2A 

$5.90 

420154 

3A 

2 

5.00 

420159 

6 

2 A 

6.10 

420155 

4 

2'A 

5.30 

420160 

6'A 

2'A 

6.30 

420156 


2'A 

5.50 

420161 

7 

2A 

6.50 

420157 

5 

2A 

5.70 

420162 

7'A 

2A 

6.70 


Note: Blade finish sent unless otherwise ordered, on all factory fixtures, but they can be furnished 
in any finish desired for use in hospitals, offices, etc. Prices in finishes other than black on request 
•Delivery F. O. B. Factory, Worcester, Mass. For warehouse deliveries write nearest house. 
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WHITE ADJUSTABLE FIXTURES 
Factory Ceiling Pendants 


501 



Style IXK 



STYLE IXK PENDANT 

This style of pendant has full range of movement in every direction, and is especially designed for use 
over drafting tables and in stock and packing rooms where the principal adjustments are on a vertical 
plane. The middle arm gives the fixture range over a great area. Cord runs through all three arms 
insuring perfect protection. The disk joint is fitted with a powerful compensating spring which nicely 
balances the whole. Prices are for black finish only, and do not include shades, sockets or wiring. 





-Length- 






-Length- 




Height of 

Main 

Middle 

Lamp 

•List 


Height of 

Main 

Middle 

Lamp 

•List 

Lilt 

Room 

Arm 

Arm 

Arm 

Price 

List 

Room 

Arm 

Arm 

Arm 

Price 

No. 

Feet 

Feet 

Feet 

Feet 

Each 

No. 

Feet 

Feet 

Feet 

Feet 

Each 

420042 

8 

1 

1H 

2 

$6.00 

420049 

11H 

4 H 

2H 

3 

$8.00 

420043 

8H 

1H 

1H 

2 

6.20 

420050 

12 

5 

3 

3H 

9.20 

420044 

9 

2 

2 

2H 

6.70 

420051 

12H 

5H 

3 

3^ 

9.40 

420045 

9H 

2H 

2 

2 K 

6.90 

420052 

13 

6 

3 

3^ 

9.60 

420046 

10 

3 

2 

2H 

7.10 

420053 

13H 

OH 

3 

3 H 

9.80 

420047 

10H 


2H 

3 

7.60 

420054 

14 

7 

3 

3H 

10.00 

420048 

11 

4 

2H 

3 

7.80 








STYLE IXKK PENDANT 

This pendant is similar to Style IXK, except that it has two lights. 





-Length- 






—Length- 




Height of 

Main 

Middle 

Lamp 

•List 


Height of 

Main 

Middle 

Lamp 

•List 

List 

Room 

Arm 

Arm 

Arm 

Price 

List 

Room 

Arm 

Arm 

Arm 

Price 

No. 

Feet 

Feet 

Feet 

Feet 

Each 

No. 

Feet 

Feet 

Feet 

Feet 

Each 

420055 

8 

1 

1 H 

2 

$12.20 

420062 

ny 2 

4H 

2 H 

3 

$14.40 

420056 

8 H 

1 H 

1 H 

2 

12.40 

420063 

12 

5 

3 

3H 

„ 16.00 

420057 

9 

2 

2 

2H 

13.00 

420064 

12J4 


3 

3H 

16.30 

420058 

9H 

2H 

2 

2H 

13.20 

420065 

13 

6 

3 


16.60 

420059 

10 

3 

2 

2 H 

13.40 

420066 

13J4 


3 

3H 

16.70 

420060 

ioh 

3k6 

2H 

3 

14.00 

420067 

14 

7 

3 

3H 

19.20 

420061 

u 

4 

2H 

3 

14.20 








Nora: Black finish sent unless otherwise ordered, on all factory fixtures, but they can be furnished in 
any finish desired for use in hospitals, offices, etc. Prices in finishes other than black on request. 

•Delivery F. O. B. Factory, Worcester, Mass. For warehouse deliveries write nearest house. 
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Mail Orders Filled 
at Prevailing Prices 



STYLE C WALL FIXTURE 


This wall fixture is made for extensions up to 8 feet. The ball and socket joint at the base is seated in a 
cone bearing so that the fixture can be swung through more than 180 degrees, as well as up and down, thus 
securing wide range. Prices cover black finish only, and do not include shade, socket or wiring. 


List 

Main Arm 

-Length-» 

Lamp Arm 

•List 

Price 

List 

Main Arm 

-Length-* 

Lamp Arm 

•List 

Price 

No. 

Feet 

Feet 

Each 

No. 

Feet 

Feet 

Each 

420068 

2Yi 


$4.50 

420071 

4 

3 

$5.20 

420069 

3 

3 

4.80 

420072 

m 

3 

5.40 

420070 

3H 

3 

5.00 

420073 

5 

3 

5.60 


STYLE B WALL FIXTURE 


This fixture is a light form fori use over benches, desks, etc. It has a ball-and-socket base-joint, 
cone { and wrist-ioint, giving considerable range of adjustability. Prices cover black finish only, and do 
not mclude shade, socket or wiring. 

420074 1)4 1J4 13.40 420077 3 2J4 $4.20 

420075 2 154 3.60 420078 354 2J4 4.40 

420076 254 2 3.90 420079 4 2J4 4.60 



STYLE G WALL FIXTURE 


This fixture is made for extensions up to 14 feet. It is designed to secure extra strength of base joint 
and has a very wide range of adjustment. Both upper and lower arms are insulated through their entire 
length, thus affording protection to the cord. 


List 

Main Arm 

-Length-» 

Lamp Arm 

•List 

Price 

List 

Main Arm 

-Length-a 

Lamp Arm 

•List 

Price 

No. 

Feet 

Feet 

Each 

No. 

Feet 

Feet 

Each 

420080 

1H 

1J4 

$5.00 

420088 

5 

3 

$6.80 

420081 

2 

2 

5.30 

420089 

5H 

3 

7.00 

420082 

2)4 

2 

5.50 

420090 

6 

3 

7.20 

420083 

2)4 

254 

5.70 

420091 

6H 

3 

7.40 

420084 

3 

3 

6.00 

420092 

7 

3 

8.00 

420085 

3)4 

3 

6.20 

420093 

7)4 

3 

8.20 

420086 

4 

3 

6.40 

420094 

8 

3 

8.40 

420087 

4H 

3 

6.60 

420095 

SH 

3 

8.60 


STYLE H WALL FIXTURE 

This fixture permits the upper arm to be turned up or down to a vertical position parallel to the walL 
The fixture can be folded up against the wall from any position and at any angle. 

420096 154 m $5 30 420101 3}4 3 $6.60 

420097 2 2 5.60 420102 4 3 6.80 

420098 2H 2 5.80 420103 4H 3 7.00 

420099 2J4 254 6 10 420104 5 3 7.20 

420100 3 3 6.40 

Note: Black finish sent unless otherwise ordered, on all factory fixtures, but they can be furnished 
in any finish desired for use in hospitals, offices, etc. Prices in finishes other than black, on request. 

•Delivery F. O. B. Factory, Worcester, Mass. For warehouse deliveries write nearest house. 
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WHITE ADJUSTABLE FIXTURES 
Factory Bench Type 



Style ID Style 3D 

STYLE ID BENCH FIXTURE 

This fixture is for direct attachment to work bench. Can be furnished with base for side attachment 
instead of regular base. Wires through lamp arm only. Height 24 inches, spread 25 inches. 


List 

List Price 

No. Description Each 

ID Fixture as shown, less shade, socket and wiring. Plain black finish. $4.60 

STYLE 3D BENCH FIXTURE 

This fixture is much heavier in construction than the No. ID, and is thoroughly insulated for wiring 
through the upright as well as the lamp arm. Height 24 inches, spread 26 inches. 

3D Fixture as shown, less shade, socket and wiring. Plain black finish. $5.60 



Style 4D Style 1DD 

STYLE 4D BENCH FIXTURE 


This fixture is arranged for clamping on bench or lathe. Clamp is adjustable for receiving thicknesses 
varying from one to four inches. It is quickly and easily adjusted. The fixture is firm and rigid and will 
stand tne most severe usage. Regular size has 24 inch upright, 8 inch crank arm and 18 inch lamp arm. 


List 

List Price 

No. Description Each 

4D Fixture as shown, less shade, socket and wiring. Black finish. $6.30 

STYLE 1DD BENCH FIXTURE 


This style of fixture is exceptionally convenient and useful where the work is spread over a considerable 
area on a bench or large desk. The regular size of the fixture has a 28 inch upright, 7 inch crank arms and 
18 inch lamp arms. 

1DD Fixture as shown, less shade, socket and wiring. Black finish. $9.00 

Note: Black finish sent unless otherwise ordered, on all factory fixtures, but they can be furnished 
in any finish desired for use in hospitals, offices, etc. Prices in finishes other than black, on request. 
•Delivery F. O. B. Factory, Worcester, Mass. For warehouse deliveries write nearest house. 
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WHITE FACTORY ADJUSTABLE FIXTURES 



STYLE 3P FLOOR PORTABLE 

This floor portable is designed especially to meet the requirements of surgeons, dentists oculists and 
the like. 

List No. Description *List Price 

3P Portable as shown, less shade, socket and wiring, regular finish, black japanned base and 

upright, nickel arms... $14.00 

3P Same, m old brass, white enamel, oxidized copper, polished brass or nickel. 18.00 

3P Portable wired complete (with parabola shade key socket, 12 feet of silk cord and separable 

plug.) Black japanned base, standard joint with nickel arm. 18.00 

STYLE SP FLOOR PORTABLE 

This floor portable is very heavily constructed to withstand the roughest handling in machine shops, 
mills, automobile repair shops and garages. Prices cover black finish only, and do not include shade, socket 
or wiring. 

SP Portable. Height of upright 5}^ feet, length of lamp arm 2H feet. $9.00 

SP Portable wired complete with key socket, 25 ft. of heavy reinforced cord and separable plug. 13.50 



Style IRE 



Lighting Fixtures and Accessories 


STYLE IE FLOOR STANDARD 

This fixture is designed for use where it is necessary to 
lead wires from the floor to the lamp. The fixture is very 
rigid and strong and will withstand the severest usage. It u 
especially adapted for use in shops having extremely high 
ceilings. Prices cover black finish only, and do not include 
shade, socket or wiring. 



-- 

- Length- 


♦Lift 

List 

Upright 

Crank 

Lamp 

No. 

Arm—Feet 

Arm—Feet 

Arm — Feet 

Price 

420166 

4H 

10 

IX 

$6.40 

420167 

5 

10 

IX 

6.70 

420168 

5X 

10 

2 

7.10 

420169 

6 

10 

2 

7.40 

420170 

6H 

10 

2X 

7.80 


STYLE 

1EE FLOOR 

STANDARD 


Same as Style IE, but with two lights. 

v $12.00 

420171 

4 X 

7 

l X 

420172 

5 

7 

ix 

12.30 

420173 

5X 

7 

2 

12.80 

420174 

6 

7 

2 

13.10 

420175 

6 X 

7 

2X 

13.60 


Note: Black finish sent unless otherwise ordered, on all 
factory fixtures, but they can be furnished in any finish desired 
for use in hospitals, offices, etc. Prices in finishes other than 
black, on request. 

♦Delivery F. O. B. Factory, Worcester, Mass. For 
warehouse deliveries write nearest house. 
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LUt No. 701C List No. 772C List No. 780C 


Single Units 

FOR 100 TO 500 WATT MAZDA C LAMPS 

Sockets are National Electrical Code Standard Schedule 2C 

Fixtures 701C-714C include ventilated hoods and holders of material as listed, stalactite globe of correct 
density, and two piece easy to wire porcelain socket with Benjamin lamp grip. Flange is securely attached 
to hood so that support of fixture does not depend on socket. 100-200 watt fixtures have one piece hood, 
while 300-500 watt fixtures have two-piece hood to provide for greater ventilation. Fittings are regularly 
supplied for V 2 inch pipe; % inch may be ordered without change in price, or % inch at an advance of 
$0.17 list. Mfrs. list $0.10. _ * 

Ventilation. Globes are regularly furnished with hole in bottom, in line with general practice, although 
globe ventilation is rarely necessary on account of the adequate provision made in Benjamin fixture hoods. 
Globes without hole will be furnished when specified, without change in price. Globes list as follows: 7x5 
inches, $1.19; Mfrs. list $0.70; 8x6 inches, $1.53; Mfrs. list $0.90. Spherical globes of same dimensions 
may be ordered without advance in price. 


List 

Kind of 


Length Fixture Size of Globe 

Size of Lamps 

Mfrs. 

W. E. List 

No. 

Hood 

Finish 

Inches 

Inches 

Watts 

List 

Price 

701C 

Copper 

Natural 

12 

7x5 

100, 200 

$2.30 

$3 91 

703C 

Copper 

Black enamel 

12 

7x5 

100, 200 

2.40 

4.08 

705C 

Brass 

Brushed 

12 

7x5 

100, 200 

2.50 

4.25 

707C 

Steel 

Black enamel 

12 

7x5 

100, 200 

1.80 

3.06 

708C 

Copper 

Natural 

13H 

8x6 

300, 400, 500 

3.20 

5.44 

710C 

Copper 

Black enamel 

13 H 

8x6 

300, 400, 500 

3.30 

5.60 

712C 

Brass 

Brushed 

13H 

8x6 

300, 400, 500 

3.40 

5.78 

714C 

Steel 

Black enamel 

WA 

8x6 

300, 400, 500 

2.30 

3.91 


SUSPENSION STYLES 

Fixtures 772C-779C are like the above with chain suspension, 5x4 inch canopy, crowfoot, and % inch 
brass loop drilled to take No. 14 asbestos covered wire. For globes see above. 


772C 

Brass 

Brushed 

26 

7x5 

100, 200 

$3.60 

$6.12 

773C 

Steel 

Black enamel 

26 

7x5 

100, 200 

2.90 

4.93 

778C 

Brass 

Brushed 

27 y 2 

8x6 

300, 400, 500 

4.50 

7.65 

779C 

Steel 

Black enamel 

2iy 2 

8x6 

300, 400, 500 

3.40 

5.78 


REFLECTOR STYLES 

Fixtures 780C-787C are substantially 701C-714C, with flat cone enameled steel reflector added. For 
18 inch reflector with Nos. 784C-787C, add $0.85 list; Mfrs. list $0.50. Reflectors are finished black. 


780C 

Copper 

Natural 

12 

7x5 

100, 200 

$3.30 

$5.60 

781C 

Copper 

Black enamel 

12 

7x5 

100, 200 

3.40 

5.78 

783C 

Steel 

Black enamel 

12 

7x5 

100, 200 

2.80 

4.76 

784C 

Copper 

Natural 

15 

8x6 

300, 400, 500 

4.70 

7.99 

785C 

Copper 

Black enamel 

15 

8x6 

300, 400, 500 

4.80 

8.16 

787C 

Prices 

Steel 

are less wires 

Black enamel 
and lamps. 

15 

8x6 

300,400,500 3.80 

Digitized by VjOOQIC 
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List No. 752G 




•>/ 

List No. 757C 



List No. 762G 


Single Units 

Sockets are National Electrical Code Standard Schedule 2C 

Fixtures 751C-764C have Benco porcelain lined socket, tapped Yi inch, ventilated deep holder, and 
stalactite diffusing globe as indicated. Sockets tapped % inch furnished without change in price. Globes 
are furnished with bottom opening. Benjamin lamp grip, to preveat loosening of lamps, furnished at an 
advance of $0.17 list ; Mfrs. list $0.10. Corresponding sizes of ball globes furnished without change in price. 
Standard finish is brush brass. 


List 

Length of 

Size of 

Size of Lamps 

--Globe 

Mfrs. List 

iOnly-* 

W. E. List 

*-Complete-- 

Mfrs. List W. E. List 

No. 

Fixture 

Globe 

Watts 

Price 

Price 

Price 

Price 

751C 

10 ins. 

6x4 ins. 

25, 40, 60 

$0.70 

$1.19 

$1.70 

$2.89 

752C 

11 ins. 

7x5 ins. 

100, 200 

.80 

1.36 

2.00 

3.40 

753C 

12 ins. 

8x6 ins. 

200 

.90 

1.53 

2.30 

3 91 

754C (Mogul) 

13 ins. 

8x6 ins. 

300, 400, 500 

.90 

1.53 

2.90 

4.93 


Fixtures 756C-758C have Benco porcelain lined socket with ventilated holder as indicated, standard 
8 inch stem of % inch brass tubing, 5x4 inch canopy and crowfoot. Additional length stems list at $0.51 
per foot; Mfrs. List $0.30. No. 759C has 12 inch stem of z /% inch iron pipe and % inch, brass casing. 
Additional length stems list at $0.85 per foot; Mfrs. List $0.50. For Benjamin lamp grip, add $0.17 
to list; Mfrs. List $0.10. For Benco pull chain socket with lamp grip, add $0.17 to list. Standard finish 
is brush brass. Prices do not include glassware. 


List 


Holder 

Length 

Size of Lamps 

Mfrs. List 

W. E. List 

No. 

Size 

Form 

Less Glass 

Watts 

Price 

Price 

756C 

2\i ins. 

O 

11 ins. 

25, 60 

$1.55 

$1.32 

757C 

2% ins. 

H 

12 ins. 

100 

1.70 

2.89 

758C 

3)4 ins. 


12 ins. 

200 

1.75 

2.98 

759C (Mogul) 

3)4 ins. 


16 ins. 

300,500 

2.75 

4.68 


CHAIN SUSPENSIONS 

Fixtures 761C-764C have Benco socket, ventilated holder as listed, chain suspension extending 14 
inches from socket to top of canopy, 5x4 inch canopy, and crowfoot. Extra length chains list at $0.85 per 
foot; Mfrs. List $0.50. Stalactite globes of sizes indicated, with bottom opening, furnished regularly,but 
ball globes in corresponding sizes can be supplied without change in price. Chain loops are drilled to take 
No. 14 asbestos covered wire. Standard finish is brush brass. 


-Globe Only-» --Complete* 


List 

Length of 

Size of 

Size of Lamps 

Mfrs. List 

W. E. List 

Mfrs. List 

W.E.List 

No. 

Fixture 

Globe 

Watts 

Price 

Price 

Price 

Price 

761C 

23 ins. 

6x4 ins. 

25, 40, 60 

$0.70 

$1.19 

$2.80 

$4.76 

762C 

24 ins. 

7x5 ins. 

100, 200 

.80 

1.36 

3.10 

5.27 

763C 

26 ins. 

8x6 ins. 

200 

.90 

1.56 

3.40 

5.78 

764C (Mogul) 

27 ins. 

8x6 ins. 

300, 400, 500 

.90 

1.53 

4.00 

6.80 

Prices are 

less wires and lamps. 
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BENJAMIN LIGHTING FIXTURES 



List No. 515P ListfNo. 22H List No. 322P 


Cluster Ceiling Units 

Schedule 2 

Fixtures 512P-516P have cluster body, opal reflector, and adjustable sub-base which may be attached 
directly to ceiling or outlet box. Removable strap is also provided, tapped for V% inch iron pipe for 
connecting with fixture stud. For fixtures less reflector, deduct $0.84 list; Mfrs. List $0.60. Standard 
finish is brush brass. 


TYPE 1 BODY 


List 

No. of 

Size of 

Size of 

Mfrs. List 

W. E. Li*t 

No. 

lights 

Reflector 

Lamps, Watts 

Price 

Price 

512P 

2 

14 ins. 

25 to 100 

$2.70 

$3.78 

513P 

3 

14 ins. 

25 to 100 

2.95 

4.14 

514P 

4 

14 ins. 

25 to 100 

3.20 

4.48 

515P 

5 

14 ins. 

25 to 100 

3.45 

4.84 

516P 

6 

14 ins." 

25 to 100 

3.70 

5.18 


Fixtures 22H-16H are provided with cluster body less flange. 15 inch porcelain enameled steel 
reflector is included in price. Reflector is placed between clyster back and ceiling. 

Fixtures 322P-323P have ornamental sub-base with 15 inch opal reflector. Standard finish is brush 


brass. 

List Cluster Body Mfrs. List W. E. List 

No. Type No. Description Price Price 

22H 2 2 light fixture, with 15 in. enameled steel reflector. $2.25 $3.16 

23H 2 3 light fixture, with 15 in. enameled steel reflector. 2.80 3.92 

12H 1 2 light fixture, with 15 in. enameled steel reflector. 2.80 3.92 

13H 1 3 light fixture, with 15 in. enameled steel reflector. 3.05 4.28 

14H 1 4 light fixture, with 15 in. enameled steel reflector. 3.30 4.62 

15H 1 5 light fixture, with 15 in. enameled steel reflector. 3.55 4.98 

* 16H 1 6 light fixture, with 15 in. enameled steel reflector. 3.80 5.32 


TYPE 2 BODY 


List 

No. of 

Size of 

Size of 

Size of Lamps 

Mfrs. List 

W. E. Lift 

No. 

Lights 

Reflector 

Base 

Watts 

Price 

Price 

322P 

2 

14 ins. 

6 x 3)4 ins. 

25 to 100 

$3.10 • 

$4 34 

323P 

3 

14 ins. 

6 x 3)4 ins. 

25 to 100 

3.35 

4.70 



List No. 333B 


Fixtures 332B-333B have cluster body, with ornamental sub-base, and opal 
ball globe. Globe only lists at $1.68; Mfrs. List $1.20 Standard finish is brush 


brass. 



TYPE 3 BODY 



List 

No. of 

Size of 

Size of 

Size of Lamps 

Mfrs. List 

W. E. List 

No. 

Lights 

Globe 

Base 

Watts 

Price 

Price 

332B 

2 

8 x 6H ins. 

9 ins. 

25 to 60 

$5.20 

$7.28 

333B 

3 

8 x 6)4 ins. 

9 ins. 

25 to 60 

5.45 

7.62 

Prices are less wires and lamps. 
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BENJAMIN INDUSTRIAL FIXTURES 



LUt No. 1234 



■. 24 '. 

List No. T784 



List No. 674 


Special Units 

Sockets and Clusters are National Electrical Code Standard Schedule 2 

Fixtures 1234-1236 have 20 inch two-way reflector with ventilated copper hood, and two-piece easy- 
to-wire porcelain socket with Benjamin Lamp Grip. As a scientifically constructed parabolic reflector it 
projects the light in opposite directions, thereby adapting the fixture for an economical lighting of narrow 
passages, such as occur in warehouses and stock rooms. Its weatherproof qualities recommend it for out¬ 
door use in the lighting of roadways, alleys, railroad crossings, bridges, tunnels and platforms. Prices are 
less wires and lamps. 


List 

No. of 

Size of 

Size of Lamps 

Mfrs. List 

W.E.List 

No. 

Lights 

Reflector 

Watts 

Price 

Price 

1234 

1 

20 ins 

60 

$6.00 

$8.40 

1235 

1 

20 ins. 

100 

6.50 

9.10 

1236 

1 

20 ins. 

200 

7.00 

9.80 


Fixtures T784-T804 are designed for use in mills and other places where high mounting height is pref¬ 
erable. They have shallow parabolic porcelain enameled steel reflector, clear glass globe, weatherproof 
porcelain connecting block, and suspension loop. Globe may be removed, or suspended and held in position 
by •means of rod passing through hollow support. Fixtures are wired. For fixtures less crossarm and sus¬ 
pension fitting, deduct $2.10 list. Mfrs. List $1.50. 


List 

No. of 

Size of 

Size of 

Size of Lamps 

Mfrs. List 

W. E. Lilt 

No. 

Lights 

Reflector 

Globe 

Watts 

Price 

Price 

T-784 

4 

24 ins. 

ll%xl0% ins. 

100 

$14.00 

$19.60 

T-785 

5 

24 ins. 

11% x 10% ins. 

100 

14.30 

20.02 

T-794 

4 

24 ins. 

Less globe 

100, 200 

11.50 

16.10 

T-795 

5 

24 ins. 

Less globe 

100 

11.80 

16.52 

T-804 

4 

24 ins. 

12% x 11 ins. 

200 

14.50 

20.30 


Cargo Lights 

Fixtures 674-676 are designed for special service around wharves, steamship holds, in building and 
general construction work. Metal parts are non-corrosive and durable. Fixtures consist of a 16 inch 
copper hood—white enameled inside, black on outside—with Type 1 cluster body, and a strong galvanized 
iron guard. Rope suspension fitting facilitates ready adjustment. Prices are less wires and lamps. 


List No. of 

No. Lights 

674 4 

675 5 

676 6 

Lighting Fixtures and Accessories 


Size of Size of Lamps 

Reflector Watts 

16 ins. 25, 40, 60 

16 ins. 25, 40, 60 

16 ins. 25. 40, 60 

55 


Mfrs. List W. E. List 

Price Price 

$12.00 $16.80 

12.25 T 17.16 

bjLaO 17.50 
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BENJAMIN STORE AND OFFICE FIXTURES 

Sockets are National Electrical Code Standard 



Ceiling Units Schedule 2 

Benjamin ceiling units embody the principles of fixture uniformity plus expansibility. Uniformity is 
secured through a fixed type of base, and expansibility through the variety of sizes offered by Type “S’* screw 
threaded interchangeable shade holders. 

Fixtures with 3 x /i inch holder will accommodate 200 watt Mazda C lamps, but it is necessary that 12 
inches of No. 14 asbestos covered wire be inserted between house wires and fixture terminals, to prevent high 
temperatures in the former. When specified, proper length of wire will be furnished, unattached, without 
extra charge. Where No. 14 approved wire is used with keyless sockets, no insulating joint or ring is required. 
For Benjamin lamp grip add $0.14 list. Mfrs. List $0.10. 

ENAMELED STEEL BASES 

Fixtures 4302-4306 have easy-to-wire porcelain socket and white enameled steel base held by screw 
threaded ring on outside of socket shell, making it unnecessary for screws to pass through the enamel. Shade 
holders are covered by white enameled cap. 


List 

Size of 

Size of 

Form of 

Size of Lamps 

Mfrs. List 

W. E. Lit! 

No. 

Base 

Holder 

Holder 

Watts 

Price 

Price 

4302 

10 ins. 

2 ins. 

O 

25, 40, 60 

$4.25 

$5.96 

4304 

10 ins. 

2 l /i ins. 

H 

100 

4.35 

6.10 

4306 

10 ins. 

3 M ins. 


200 

4.40 

8.16 


BRUSH BRASS BASES 

Fixtures 4312-4342 have easy-to-wire socket, brass base and heavy steel strap for attaching to outlet 
box or ceiling. Interchangeable shade holders can be used with this unit. 


List 

Size of 

Size of 

Form of 

Size of Lamps 

Mfrs. List 

W. E. Lit! 

No. 

Base 

Holder 

Holder 

Watts 

i Price 

Price 

4312 

10 ins. 

Less holder 



$2.60 

$3.64 

4340 

10 ins. 

2 ins. 

O 

25, 40,60 

2.75 

3.86 

4341 

10 ins. 

ins. 

H 

100 

2.90 

4.06 

4342 

10 ins. 

3J4 ins. 


200 

2.95 

4.14 


Fixtures 4314-4345 are essentially those above with 8 instead of 10 inch bases. They are furnished with 
strap for attaching to outlet box. For holders only, see below. 


List 

Size of 

Size of 

Form of 

Size of Lamps 

Mfrs. List 

W. E. List 

No. 

Base . 

Holder 

Holder 

Watts 

Price 

Price 

4314 

8 ins. 

Less holder 



$2.00 

$2.80 

4343 

8 ins. 

2 ins. 

O 

25, 40, 60 

2.15 

3*02 

4344 

8 ins. 

2 yi ins. 

H 

100 

2.30 

3.22 

4345 

8 ins. 

3 ins. 


200 

2.35 

3.30 


Benco pull chain sockets with Benjamin lamp grip supplied with any of above fixtures at an advance 
of $0.56 list. Mfrs. list $0.40. 

Prices are less wires, lamps and glassware. 
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BENJAMIN STORE AND OFFICE FIXTURES 


Mail Orders Filled 
at Prevailing Prices 




A Method of Attaching 


Ceiling Units 

BRUSH BRASS BASES Schedule 2 

Fixtures 4316-4319 have brass base with Benco porcelain-lined socket permanently attached. Un¬ 
like the units shown on preceding page the socket is uncovered. Fixtures are supplied with strap for attach¬ 
ing to outlet box. For Benjamin lamp grip, a device to prevent loosening of [lamps, add $0.14 list. Mfrs. 
list $0.10. Benco Pull Chain Socket with Lamp Grip incorporated in fixture at an advance of $0.56 list. 
Mfrs. list SO.40. Standard finish is brush brass. 


List 

Size of 

Size of 

Form 

Size of Lamps 

Mfrs. List 

W. E. List 

No. 

Base 

Holder 

Holder 

Watts 

Price 

Price 

4316 

6 ins. 

Less holder 



$1.10 

$1.54 

4317 

6 ins. 

2 }4 ins. 

O 

25, 40, 60 

1.25 

1.76 

4318 

6 ins. 

2 ins. 

H 

100 

1.40 

1.96 

4319 

6 ins. 

3)4 ins. 


200 

1.45 

2.04 


CEILING UNITS 
One-piece Shell and Holder 

Fixtures 361-382 have brass or copper body with holders as indicated, supporting strap, and two- 
piece, easy-to-wire porcelain receptacle. The latter completely encloses connections, making insulating joint 
unnecessary where approved No. 14 rubber covered wire is used. 

The shell may be attached or removed after connections have been made by merely loosening the screws 
of the top rim. 

Three methods of attaching are possible: 

1. Directly to the ceiling or wooden block by means of wood screws. 

2. To the ceiling plate, either by a lock-nut to pipe support, or by strap to fixture stud. 

3. Directly to outlet box, thus taking the place of cover. 

Benjamin Lamp Grip is furnished at an advance of $0.07 list. Mfrs. list $0.05. Standard finish 
of brass body is brush; copper body is natural finish. 


BRASS BODY—LESS GLASSWARE 


List 

Size of Size of 

Form 

Size of Lamps 


Mfrs. List 

W. E. List 

No. 

Base Holder 

Holder 

Watts 


Price 

Price 

361 

6 ins. 2)4 ins. 

O 

25, 40, 60 


$1.50 

$2 10 

371 

6 ins. 2)4 ins. 

H 

100 


1.70 

2.38 

381 

6 ins. 3)4 ins. 


100 


1.80 

2 52 


Holders for Brush Brass Fixtures 





Brush Brass Holders 



Schedule 3 

List 



List 

Std. 

Wt, 

W. E. List 

No. 

Size 


Price 

Pkg. 

Lbs. 

Price 

*4377 

2)4 ins. Form “O” Holder.. 


. $0.20 

50 

2 

$0.21 

*4378 

2)4 ins. Form "H” Holder. 


.35 

50 

3 

.42 

*4379 

3)4 ins. Holder. 


.40 

50 

8 

.49 

*4380 

4 ins. Holder. 


.70 

50 

9 

.98 

*4381 

5 ins. Holder. 


. 1.00 

50 

9 

1.40 

*4382 

6 ins. Holder.. 


. 1.20 

50 

13 

1.68 

•Ventilated. 


Digitized by 
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BENJAMIN SPECIALTIES 
Lock Guards 


511 


PENDENT TYPE Schedule 2 



No. 1386 

(.Pendent Guard 


These guards have a grooved band and eye-bolt for at¬ 
taching to the head of an enameled steel reflector. The band has 
a hinged connection, and a catch on the opposite side for hold¬ 
ing the .guard in position. Padlock may be passed through the 
rim and eye-bolt for locking. Lock nut on the bolt furnishes 
means for attaching ground wire when it is desirable to protect 
lamps against static currents. These pendent guards cover the 
entire range of Benjamin standard fixtures with enameled steel 
reflectors. Their depth is designed with reference to the largest 
lamps likely to be used. The diameter of the reflector determines 
the diameter of the guard. Flat cone and bowl type reflectors 
of the same diameter will take the same size guard. 


List 

Size 

Size 

Mfrs. List 

W. E. List 

No. 

Diam. 

Depth 

Price 

Price 

1377 

6 ins. 

1)4 ins. 

$0.90 

$1.26 

1378 

7 ins. 

1}4 ins. 

1.00 

1.40 

1380 

8 ins. 

\Vi ins. 

1.10 

1.54 

1382 

9 ins. 

154 ins. 

1.20 

1.68 

1383 

10 ins. 

254 ins. 

1.30 

1.82 

1384 

11 ins. 

\ % A ins. 

1.40 

1.96 

1386 

12 ins. 

2J4 ins. 

1.50 

2.10 

1388 

14 ins. 

4 ins. 

1.60 

2.24 

1390 

15 ins. 

6J4 ins. 

2.00 

2.80 

1392 

16 ins. 

5 ins. 

2.30 

3.22 

1394 

18 ins. 

554 ins. 

2.80 

3.92 

1396 

20 ins. 

7 ins. 

3.60 

5.04 

1398 

22 ins. 

7J4 ins. 

4.20 

5.88 



No. 1356 
Coiling Guard 


CEILING TYPE 

Guards 1350-1360 have hinge adapted for attaching to the 
ceiling by two wood screws, and a fastening plate opposite the 
hinge, likewise attached by screws. The plate is designed to 
receive a loop on the guard, thus providing supporting means. 
Padlock may be used if desired. When in position, guard 
renders the attaching screws inaccessible; released, it swings clear 
of the fixture, making it easy to clean or change lamps. Wire 
parts are of strong steel, tinned after welding. Fittings are gal¬ 
vanized. Guards with dagger (f) are furnished on special 
order only, and require two weeks' notice. Prices are less brass 
padlock shown. 


List 

Size 

Size 

Mfrs. List 

W. E. List 

No. 

Diam. 

Depth 

Price 

Price 

fl350 

10 ins. 

7 ins. 

$1.20 

$1.68 

tl352 

12 ins. 

8 ins. 

1.40 

1.96 

tl354 

14 ins. 

9 ins. 

1.60 

2.24 

1356 

16 ins. 

6J4 ins. 

1.80 

2.52 

1358 

18 ins. 

%% ins. 

3.00 

4.20 

1360 

20 ins. 

11 ins. 

4.00 

5.60 



LUt No. 1364 
Colling Guard 


Guards 1362-1374 have strong cylindrical upper guard 
adapted for attaching to the ceiling by three or more screws, 
and a lower or shallower portion hmged to it at the bottom. 
They are particularly designed for single unit ceiling fixtures. 
Where necessary to prevent removal, screws may be soldered 
in position. Lower part may be swung clear of the fixture 
while changing or cleaning lamps. Wire parts are of strong steel, 
tinned after welding. Fittings are galvanized. Guards with 
dagger (f) are furnished on special order only, and require two 
weeks’ notice. Prices are less brass padlock shown. 

Cylindrical Hinged 

Guard Guard 


List 

Diam. 

Depth 

Diam. 

Depth 

Mfrs. List 

W. E List 

No. 

Ins. 

Ins. 

Ins. 

Ins. 

Price 

Price 

11362 

11 

8 

11 

IH 

$1.60 

$2.24 

tl364 

11 

10 

11 

m 

1.70 

2.38 

tl366 

11 

12 

11 

154 

1.80 

2.52 

tl368 

14 

10 

14 

4 

2.20 

3.08 

11370 

14 

12 

14 

4 

2.50 

3.50 

fl372 

18 

12 

18 

5H 

4.20 

5.88 

tl374 

18 

16 

18 

5H 

4.80 

6.72 


Note: Prices given do not include brass padlock. For 
padlock and two keys, add $0.70 list. lk&MV4 $0.50. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


GAS AND VAPOR-PROOF FIXTURES 


Sockets are National Electrical Code Standard 



List No. 1555 List No. 1580 List No. 1566 


Gas and Vapor-proof Fixtures 

Schedule 2 

Benjamin Gas and Vapor-proof Fixtures are single units with the lamp tightly enclosed as a protective 
measure. They are safety lights for industrial plants, such as powder mills, benzol plants, paint manufac¬ 
tories, and other places subjected by exposed lights to danger from explosive gases or dust accumulation. 
They are protected units for use on steam vessels, around wharves and other marine service. A special 
gasket between globe and hood makes the fixture tight. 

Fixtures 1553-1558 consist of cast iron hood tapped for Y /i inch stem, two-piece, easy-to-wire porcelain 
receptacle with Benjamin lamp grip, screw threaded enclosing globe, aluminum globe holder, and reflector 
as indicated. Iron parts are galvanized. 


With Flat Cone Reflectors 


List 

No. 

Size of 
Reflector 

Diam. of 

Globe 

Size of Lamps, 
Watts 

Mfrs. List 

Price 

W.E.Ust 

Price 

1553 

15 ins. 

4 ins. 

25, 40, 50, 60 

$4.00 

$5.60 

1555 

16 ins. 

5 ins. 

75, 100 

5.00 

7.00 

1557 

18 ins. 

6}^ ins. 

150 

6.00 

8.40 

1558 

18 ins. 

8 ins. 

200, 250 

6.50 

9.10 

Fixtures 1578-1580 are 

the same as above, with shallow bowl porcelain enameled steel reflector sub- 

stituted. No. 1580 is for Mazda C lamps only. 






With Shallow Bowl Reflectors 



List 

No. 

Size of 
Reflector 

Diam. of 

Globe 

Size of Lamps, 
Watts 

Mfrs. List 

Price 

W. E. List 
Price 

1578 

15 ins. 

5 ins. 

75, 100 

$5.50 

$7.70 

1579 

16 ins. 

8 ins. 

150, 200, 250 

6.50 

9.10 

1580 (Mogul) 

18 ins. 

10 ins. 

300, 400, 500 

7.50 

10.50 

Fixtures 

1563-1570 are 

without reflectors, otherwise the same as 

above. No. 1570 is for 

Mazda C 


lamps only. 


Without Reflector 


-Globe Only-> --Complete* 


List 

Diam. of 

Size of Lamps, 

Mfrs. List 

WE Urt 

Mfrs. List 

W. E. List 

No. 

Globe 

Watts 

Price 

Price 

Price 

Price 

1563 

4 ins. 

25, 40, 50, 60 

$0.50 

$0.70 

$2.20 

$3.08 

1565 

5 ins. 

75, 100 

.80 

1.12 

3.20 

4.48 

1566 

6 j'g ins. 

150 

1.50 

2.10 

3.50 

4.80 

1568 

8 ins. 

150, 200, 250 

2.00 

2 80 

4.00 

5.60 

1570 

10 ins. 

300, 400, 500 

2.50 

3.50 :ized by 
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Moisture and Dustproof Fixtures Schedule 2 

Fixture* 617-631 are moistureproof units consisting of weatherproof porcelain-lined socket, non- 
corroding globe holder, special gasket and screw threaded enclosing globe as indicated. Bushing tapped for 
Yi inch stem. For Benjamin lamp grip, add 14 cents list. 


List 

--Size of Globe-» 

Color of 

Size of Lamp9 

Mfrs. List 

W. £. List 

Mfrs. List W. E. Lift 

No. 

Diam. 

Depth 

Globe 

Watts 

Globe Only 

Globe Only 

Complete 

Complete 

617 

3% ins. 

4 H ins. 

Clear 

25, 40 

SO.40 

$0.59 

SI. 30 

$1.90 

628 

4 ins. 

5 ins. 

Clear 

40, 60 

.50 

.74 

1.50 

2.20 

630 

5 ins. 

6 ins. 

Clear 

100 

.80 

1 16 

1.90 

2.78 

631 

4 ins. 

5 ins. 

Ruby 

40, 60 

2.40 

3.51 

3.40 

4.97 

1415 

Screw wire 

guard for 4 x 5 in. globe. 




1.00 

1.46 


Moistureproof Outlet Box Units 634-648 have galvanized cast iron outlet box with pipe openings 
tapped either Y inch or % inch, as specified, non-corroding globe holder, screw-threaded deep enclosing globe, 
and porcelain receptacle. A special gasket renders the fixture moisture-tight. List prices apply to two- 
way outlet box; for three-way box, add 14 cents list; for four-way, add 28 cents list. 


List 

--Size of Globe-* 

Color of 

Size of Lamps 

Mfrs. List 

W. E. List 

Mfrs. List 

W. E. List 

No. 

Diara. 

Depth 

Globe 

Watts 

Globe Only 

Globe Only 

Complete 

Complete 

634 

4 ins. 

5 ins. 

Clear 

25, 40, 60 

SO. 50 

$0.74 

$1.50 

$2.20 

646 

5 ins. 

6 ins. 

Clear 

100 

.80 

1.16 

1.90 

2.78 

647 

4 ins. 

5 ins. 

Ruby 

25, 40, 60 

2.40 

3.51 

3.40 

4.97 

648 

2 way box, less globe and holder. . . . 




.80 

1.17 

1415 

Screw wire guard for 4 x 5 in. globe. 




1.00 

1.46 


DUSTPROOF FIXTURES 

Fixtures 883-894 are dustproof devices for use in foundries, mills, etc. They have 20 inch porcelain 
enameled steel reflector, standard 8 inch stem of Yi inch iron pipe, separable suspension fitting, and globe as 
indicated. A special gasket between globe and reflector renders them dustproof. Globe may be removed, 
or suspended and held in position by means of rod passing through hollow support. For Benjamin lamp grip, 
add 7 cents per outlet. Iron parts are galvanized. 


List 

No. of 

Size of 

Size of Lamps 

Mfrs. List 

W. E. List 

Mfrs. List 

W. E. List 

No. 

Lights 

Globe 

Watts 

Globe Only 

Globe Only 

Complete 

Complete 

883 

3 

10 % x 11% ins. 

60, 100 

$2.00 

$2.92 

$10.25 

$13.32 

884 

4 

10J 4 x 11% ins. 

60, 100 

2.00 

2.92 

10.55 

13.72 

885 

5 

10% x 1134 ins. 

60, 100 

2.00 

2.92 

10.85 

14.10 

886 

6 

10% x 11 % ins. 

60 

2.00 

2.92 

11.15 

14.50 

894 

4 

11 x 12% ins. 

200 

2.50 

3.67 

11.05 

14.36 


Prices are less wires and lamps. 
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Mail Orders FlUed 
at Prevailing Prices 


THE AGLITE AND BRASCOLITE FIXTURES 



No. S-10487 No. S-10489 No. S-10491 


“Aglite” All Glass Fixtures 

The Aglite all glass fixtures will not crack, check, discolor or become tarnished. 


List List Price 

No. Receptacle Shade Switch Each 

S-10487 1 No No $2.70 

S-10488 1 No 1 5.02 

S-10489 1 1 No 3.82 

S-10490 1 • 1 1 6.16 



No. S-10493 


List List Price 

No. Receptacle Shade Switch Each 

S-10491 1 1 No $3.98 

S-10492 1 1 1 6.30 

S-10497 2 1 No 6.30 

S-10498 2 11 8.62 



No. S-10495 



“Aglite” All Glass Fixtures 

Being constructed of all white glass Aglite fixtures harmonize perfectly with hospital furniture, produc¬ 
ing an illumination that is pleasing and restful. 

List List Price List List Price 

No. Receptacle Shade Switch Each No. Receptacle Shade „• Switch Each 
S-10493 2 No No $4.96 S-10495 2 2 No $7.80 

S-10494 2 No 1 7.28 S-10496 2 2 1 10.12 

The above prices are for fixtures complete, excepting lamps. 

If switch is desired specify whether turn or full chain is wanted. 


Type MD 


Type ND 


Type MD AND ND BRASCOLITES 

ROSE DECORATED BOWLS IN NATURAL COLORS 
REFLECTOR, WHITE ENAMEL STEEL 


Type 

Size 

Outside 

Diameter 

Bow r l 

Shpg. 

Weight 

List Price 
Each 

MD 

100 or 200 watt medium socket, any std. finish. 

.. 16 ins. 

12 ins. 

20 lbs. 

$23.76 

MD 

200 or 300 watt medium socket, any std. finish* 

19 ins. 

14 ins. 

35 lbs. 

29.04 

ND 

100 or 200 watt medium socket, any std. finish. 

.. 16 ins. 

12 ins. 

20 lbs. 

25.14 

ND 

200 or 300 watt medium socket, any std. finish*. ... 

19 ins. 

14 ins. 

35 lbs. 

32.34 


•Mogul socket for 19 inch size $1.32 additional. 

Delivery F. O. B. Factory, St. Louis, Mo. For warehouse deliveries write nearest house. 


Llahtlna Fixture* and Accauorie* 158-1 & 158-2 
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Type NB 



Type OB 


Type NB 

BAND, DULL BRASS FINISH 
Reflector White Enameled Steel 




Outside 

Diameter 

Inches 

Bowl 

Inches 

List 

Price 

401 

60 

100 

watt, medium receptacle. 

.... 11 

6 

$11.22 

100 1 
200 J 

\ watt, medium receptacle. 

.... 16 

8H 

13.86 

200 1 
300 J 

\ watt, medium receptacle ‘.... 

.... 19 

nyi 

18.48 

88 

watt, Mogul receptacle. 

.... 23 

W4 

26.40 


* Mogul receptacle for 19 inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 
Finishes other than specified will delay shipment. 


Type OB 

BAND, CHAIN AND CANOPY, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 



r 

Outside 

Diameter 

Inches 

Bowl 

Inches 

List 

Price 

40 1 
60 

100 J 

watt, medium receptacle. 

.... 11 

6 

$15.84 

100 1 
200 J 

^ watt, medium receptacle. 

.... 16 

8H 

18.48 

200 1 
300 J 

> watt, medium receptacle*.... 

19 

11H 

24.76 

400 1 
500 J 

> watt, Mogul receptacle. 

.... 23 

nx 

32.68 


‘Mogul receptacle for 19 inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 
Finishes other than specified will delay shipment. 

Standard lefigth, 4 feet. Additional length per foot, 66 cents. 



Type PB 


Type PB 

BAND, CHAIN AND CANOPY, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 



• 

Outside 

Diameter 

Inches 

Bowl 

Inches 

List 

Price 

401 

60 

100 

> watt, medium receptacle. 

.... 11 

6 

$17.16 

100 1 
200 J 

^ watt, medium receptacle. 

.... 16 


19.80 

200 1 
300 J 

watt, medium receptacle*.... 

.... 19 

11H 

25.08 

400 1 
500 J 

> watt, Mogul receptacle. 

.... 23 

14H 

33.00 


‘Mogul receptacle for 19 inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 

Standard length, 4 feet. Additional length per foot, 66 cents. 
Finishes other than specified will delay shipment. 

Delivery F. O. B. St. Louis, Mo. For warehouse deliveries write 
nearest house. 
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dAA . —. «. mau vraere riueo 

Western Electric at Prevailing Price* 

BRASCOLITES 



Type IB 



Type JB 


Type IB 

BAND AND ORNAMENTS, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 


40) 

60 > watt, medium receptacle. 

100 j 

Outside 

Diameter 

Inches 

11 

Bowl 

Inches 

6 

List 

Price 

$13.86 

200 } watt > medium receptacle. 

.... 16 


17.16 

300 } watt » medium receptacle*.... 

.... 19 


21.78 

| watt, Mogul receptacle. 

.... 23 

14^ 

29.70 


♦Mogul receptacle for 19 inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 
Finishes other than specified will delay shipment. 


Type JB 

BAND, ORNAMENTS, CHAIN AND CANOPY, BRUSH 
BRASS FINISH 

Reflector, White Enameled Steel 


40) > 

60 V watt, medium receptacle. 

100 J 

| watt, medium receptacle. 
300 } watt » medium receptacle * 
| watt, Mogul receptacle. . 


Outside 

Diameter 

Inches 

Bowl 

Inches 

List 

Price 

11 

6 

$18.48 

16 

SH 

21.78 

19 


28.06 

23 

14 'A 

35.98 


♦Mogul receptacle for 19 inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 
Standard length, 4 feet. Additional lengths, per foot, 66 cents. 



Type KB 

' Lighting Fixtures and Accessories 


Type KB 

BAND, ORNAMENTS, CHAINS AND CANOPY, BRUSH 
BRASS FINISH 


Reflector, White Enameled Steel 


40) 

60 V watt, medium receptacle. 

100 J 

200 } wa ^» medium receptacle. 
200 1 

300 J wa ^» medium receptacle * 
| watt, Mogul receptacle.., 


Outside 

Diameter 

Inches 

Bowl 

Inches 

List 

Price 

11 

6 

$19.80 

16 


23.10 

19 

U'A 

28.36 

23 

14H 

18.15 


♦Mogul receptacle for 19 inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 

Standard length, 4 feet. Additional lengths, per foot, 66 cents. 
Delivery F. O. B. St. Louis, Mo. For warehouse deliveries write 


nearest house. 


Digitized by" 
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Type FB 



Type GB 


Type FB 


BAND, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 



Outside 

Diameter 

Inches 

Bowl 

Inches 

List 

Price 

40) 

60 > watt, medium receptacle.. 

100 j 

.... 11 

6 

$14.52 

200 } wa ^> medium receptacle..... 

.... 16 

8 X 

17.82 

200 1 

300 i wa ^» medium receptacle*.... 

.... 19 

im 

11.72 

500 } wa ^» Mogul receptacle. 

.... 23 

U'A 

32.34 


•Mogul receptacle for 19 inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 


Type GB 

BAND, CHAIN AND CANOPY, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 



Outside 

Diameter 

Bowl 

List 


Inches 

Inches 

Price 

40 ) 

60 >• watt, medium receptacle. 

.... 11 

6 

$19.14 

100 J 




200 } watt » medium receptacle. 

.... 16 


22.44 

200 1 

300 } watt » medium receptacle*-- 

19 

11H 

29.70 

500 } watt » Mogul receptacle. 

.... 23 

14H 

38.62 


•Mogul receptacle for 19 inch size, $1,.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 
Standard length, 4 feet. Additional lengths, per foot, 66 cents. 



Type HB 


Type HB 

BAND CHAINS, AND CANOPY, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 



Outside 

Diameter 

Inches 

Bowl 

Inches 

List 

Price 

40) 

60 V watt, medium receptacle. 

100 J 

.... 11 

6 

$20.46 

200 } watt > medium receptacle. 

.... 16 

SH 

23.76 

300 } watt » medium receptacle*. 

.... 19 

11 A 

30.04 

500 } watt > Mogul receptacle. 

.... 23 

14H 

38.94 


•Mogul receptacle for 19 inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 

Standard length, 4 feet. Additional lengths, per foot, 66 cents. 

Delivery F. 0. B. St. Louis, Mo. For warehouse deliveries write 

pigitized by VjUVJV Lv^ 

nearest house. 
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Type EG 

Lighting Fixtures and Accessories 


Western Electric 
BRASCOLITES 


Mail Orders Filled 
at Prevailing Prices 


Type AC 

x BAND AND ORNAMENTS, BRUSH BRASS FINISH 


Reflector, 

White Porcelain 

Outside 

Diameter 

Bowl 

List 


Inches 

Inches 

Price 

100 watt, medium receptacle. . 

. 15 

8X 

$18.48 

200 watt, medium receptacle. . 

. 15 

8H 

18.48 

•200 watt, medium receptacle. . 

. 18H 

liK 

27.06 

•300 watt, medium receptacle. . 

. 18 M 

un 

27.06 

•Mogul receptacle for 18H inch size, $1.32 additional. 


Pull switch concealed in body and wired, $1.98 additional. 


Finishes other than specified will delay shipment. 




Type DC 

CHAIN AND CANOPY, BRUSH BRASS FINISH 


Reflector, 

White Porcelain 

Outside 

Diameter 

Bowl 

List 


Inches 

Inches 

Price 

100 watt, medium receptacle. . 

. 15 

8 M 

$23.10 

200 watt, medium receptacle. . 

. 15 

8 M 

23.10 

•200 watt, medium receptacle. . 

. 18K 

11K 

33.32 

•300 watt, medium receptacle. . 

. 18 x 

Utt 

33.32 


•Mogul receptacle for 18 H inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 
Standard length, 4 feet. Additional lengths, per foot, 66 cents. 


Type EC 

CHAINS AND CANOPY, BRUSH BRASS FINISH 
Reflector, White Porcelain 



Outside 

Diameter 

Bowl 

List 


Inches 

Inches 

Price 

100 watt, medium receptacle. 

... 15 

8 H 

$24.42 

200 watt, medium receptacle. 

... 15 

8K 

24.42 

•200 watt, medium receptacle. 

... 18K 

UK 

33.66 

•300 watt, medium receptacle. 

... 18K 

liK 

33.66 


•Mogul receptacle for 18H inch size, $1.32 additional. 

Pull switch concealed in body and wired, $1.98 additional. 

Standard length, 4 feet. Additional length, per foot, 66 cents. 
Delivery F. 0. B. St. Louis, Mo. For warehouse deliveries write 
nearest house. 


160 




















Quantity Prices 
Quoted on Request 


Type LC 


Type JD 


Bankerlite—Indirect Illumination 


Type VA 


Western Electric 


519 


BRASCOLITE 

Type LC 

BODY METAL, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 


Size 

40) 

60 V watt, medium socket. 

100 j 

100 ) 

200 \ watt, medium socket. 


250 J 


Outside 


List 

Diameter 

Bowl 

Price 

Ins. 

Ids. 

Each 

16 

8K 

$25.95 

19 

UH 

32.34 


Type JD 

BODY COMPO, ROSE GOLD FINISH 
Reflector, White Enameled Steel 


400 

500 


Size 


Outside 

Diameter 

Ins. 


Bowl 

Ins. 


Length 

Ft. 


Shpg. 

Weight 

Lbs. 


List 

Price 

Each 


. 28 16 5 

Additional length, per foot, $1.32. 

Type VB Bracket 

ALL METAL, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 


190 $118.80 


| watt. 


Extends 

Ins. 


Bowl 

Ins. 


Weight 

Lbs. 


List 

Price 

$19.14 


. 12 6H 32 

Type VA Bracket 

ALL METAL, BRUSH BRASS FINISH 
Reflector, White Enameled Steel 

100} watt . 12 31 

Indirect Illumination for Bank Cages, Etc. 

CAST AND SHEET METAL, STATUARY BRONZE FINISH 
Reflector, White Enameled Steel 


$14.52 


Extends Weight 

Ins. Length per Ft. 
Standard lamps, 25, 40 or 60 watt... 9 To Order 8 lbs. 

Sections over 18 inches, twin pull socket to each 24 inches, 
wired, complete, except lamps. Price per foot, steelj $7.92; 
brass or bronze, $11.88. Sections 18 inches or shorter with twin 
pull socket, two lights, wired, complete, except lamps. Price, 
steel, $11.88, brass or bronze, $17.82. 

Type RB 

BRACKET METAL, BAND COMPO, ROSE GOLD FINISH 


Size 


40) 

60 

100 ) 

100 
200 

Pull switch concealed in body and wired, 
$2.64 additional. 

Delivery F. O. B. Factory, St. Louis, Mo. 
For warehouse deliveries write nearest house. 


i Enameled Steel 

List 

Extends 

Bowl 

Length 

Price 

Ins. 

Ins. 

Ins. 

Each 

18 

7 

‘ 26 

$39.60 

20 

9 

26 

44.88 


Type VB 


,G 


Digitized by ’ 

Lighting Fixture 
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Western Electric 


Mai! Orders Filled 
at Prevailing Prices 


CUTTER RADIAL STREETHOOD BODIES 
For Street Lighting 

A Radial Streethood Body consists of a ventilated iron canopy threaded for % inch pipe or adapter or 
for IY\ inch pipe; a porcelain housing with attachments for either multiple or series sockets and a porcelain 
enameled radial reflector with or without diffusing glassware. The porcelain housing is made for use with 
either inner-wired or outer-wired fixtures and is covered with a weatherproof glaze of an attractive color. 
Wires leading to the socket may be tied securely in the rim of the porcelain thus eliminating the necessity of 
a crossarm. J Where list prices include sockets, Cutter lamp grip multiple sockets or Regent film sockets* 
will be supplied. 

18 INCH RADIAL BOWL STREETHOOD BODIES 
For 60, 80 and 100 C.PySeries and 300 Watt or Smaller Multiple 
Type C Mazda Lamps 

List List 



18 Inch Radial Bowl Streethood Body, 
Showing Use oft Simple Crossarm 
and Locknut for % Inch Goose¬ 
neck Suspension 



Distribution Curve for 100 C. P. Lamp 
and 18 Inch Radial Bowl Reflector 



20 Inch Flat Radial Streethood Body 



18 Inch Concentric Dome Body with 
Small Refractor 



No. for 

No. for 



Ship. 

List 

Min. 

1M In. 


Std. 

Wt., 

Price 

Pipe 

Pipe 

Description 

pi*. 

Lbs. 

Each 

20001 

20002 

Medium screw socket. . .. 

... 20 

13M 

$7.98 

20003 

20004 Mogul screw socket. 

... 20 

14 

8.40 

20005 

20006 

* Regent film socket. 

... 20 

14 M 

9.80 

20007 

20008 

Without socket. 

... 20 

12M 

7.28 


20 INCH RADIAL BOWL STREETHOOD BODIES 
For 60, 80 and 100 C.P. Series and 300 Watt or Smaller Multiple 
Type C Mazda Lamps 


20009 

20010 Medium screw socket. 

. 20 

14M 

$8.68 

20011 

20012 Mogul screw socket. 

. 20 

15 M 

9.10 

20013 

20014 *Regent film socket. 

. 20 

15 H 

10.50 

20015 

20016 Without socket. 

. 20 

14 

7.98 

20 INCH FLAT RADIAL STREETHOOD BODIES 



For Old Style Series and Small Multiple Lamps 


20033 

20034 Medium screw socket. 

. 20 

12M 

$6.93 

20035 

20036 Mogul screw socket. 

. 20 

12 'A 

7.35 

20037 

20038 * Regent film socket. 

. 20 

12M 

8.76 

20039 

20040 Without socket. 

. 20 

llVe 

6.23 


18 INCH CONCENTRIC DOME BODIES WITH SMALL HOLO- 
FHANE REFRACTOR 

For 60, 80 and 100 C.P. Type C Series Mazda Lamps 

22177 22178 Medium screw socket. 20 

22179 22180 Mogul screw socket. 20 

22181 22182 * Regent film socket. 20 

22183 22184 Without socket. 20 

18 INCH CONCENTRIC DOME BODIES WITH SMALL OPAL 
DIFFUSER 

For 60, 80 and 100 C.P. Type C Series Mazda Lamps 


20 

16M 

$12.53 

20 

17 

12.95 

20 

17M 

14.35 

20 

15M 

11.84 


22185 

22186 Medium screw socket. . . . 

... 20 

14M 

$9.03 

22187 

22188 Mogul screw socket. 

... 20 

15 

9.45 

22189 

22190 * Regent film socket. 

... 20 

15M 

10.85 

22191 

22192 Without socket. 

... 20 

13M 

8.33 


PARTS FOR STREETHOOD BODIES 




* 

Ship. 


List 



Wt, 

Price 

No. 

Description 


Lbs. 

Each 

20097 

in. canopy only. 


1 M 

$0.49 

20098 

1 l /i in. canopy only. 


1M 

.49 

20099 

z /i m. canopy only for insulating joint on 




Style B bracket. 


l M 

.49 

20750 

Porcelain housing. 


6K 

2.94 

21404 

18 in. radial bowl reflector. 


4« 

3.85 

21504 

20 in. radial bowl reflector. 


6 

4.55 

21507 

20 in. flat radial reflector. 


3H 

2.80 

22196 

18 in. concentric dome reflector with holder. 

4M 

4.55 

22197 

Small Holophane refractor. 


3 M 

4.55 

22198 

Small opal diffuser. 


1 Vi 

1.05 


Distribution Curve for 100 C. P. Series 
Lamp and 18 Inch Concentric 
Dome Reflector with Refractor 

Delivery F. O. B. Factory, South Bend, Ind. 

Street Lighting Appliances 


^Simple cfossarm No. 20752 with % inch locknut may be 
attached to canopy for inch gooseneck suspension. Add 42 cents 
to list price. 

•Standard film socket will be furnished in place of Regent when 
so ordered. r\r\rs\t> 

For warehouse deliveries write nearest house. 
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20 Inch Radial Bowl Streethood 
Body, with Extension 



18 Inch Radial Bowl Streethood 
Body with Large Sol-Lux Diffuser 



CUTTER STREETHOOD BODIES 
Radial and Concentric 

For 250, 400 and 600 C.P. Series and Large Multiple Type C 
Mazda Lamps 

Streethood bodies listed on this page are similar to thosq, listed 
on the previous page, but the reflectors are designed for larger lamps. 
The 20 inch radial bowl reflector with extension is used without re¬ 
fractor Or diffuser. Other reflectors shown on this page are equipped 
with hinged holders and are listed with large Holophane refractor or 
Sol-Lux diffuser. Where list prices’include sockets, Cutter lamp grip 
multiple sockets or Regent film series sockets will be supplied.* 

20 INCH RADIAL BOWL STREETHOOD BODIES WITH 
EXTENSION 

For 250, 400 and 600 C.P. Series and 400 Watt or Larger Mul¬ 
tiple Type C Mazda Lamps 


List 

List 


Ship. 


No. for 

No. for 


Wfc, 

List 

V\ In. 

IK In- 

Std. 

Lbs. 

Price 

Pipe 

Pipe Description 

Pkg. 

Pach 

Each 

20017 

20018 Medium screw socket. . . . 

... 20 

1SH 

$9.38 

20019 

20020 Mogul screw socket. 

... 20 

16H 

9.80 

20021 

20022 *Regent film socket. 

... 20 

1 <04 

11.20 

20023 

20024 Without socket. 

... 20 

15 

8.68 


18 INCH RADIAL BOWL BODIES WITH LARGE HOLO¬ 
PHANE REFRACTOR 


For 250, 400 and 600 C.P. Type C Series Mazda Lamps 


20049 

20050 

Medium screw socket. . . . 

... 20 

21% 

$19.53 

20051 

20052 

Mogul screw socket. 

... 20 

21% 

19.95 

20053 

20054 

•Regent film socket. 

... 20 

22 

21.35 

20055 

20056 

Without socket. 

... 20 

21 

18.83 


18 INCH RADIAL BOWL BODIES WITH LARGE SOL-LUX 
DIFFUSER 


For 250, 400 and 600 C.P. Type C Series Mazda Lamps 


22199 

22200 

Medium screw socket. 

... 20 

17% 

$11.83 

22201 

22202 Mogul screw socket. 

... 20 

17% 

12.25 

22203 

22204 

•Regent film socket. 

... 20 

18 

13.65 

22205 

22206 

Without socket. 

... 20 

17 

11.13 


24 INCH RADIAL BOWL STREETHOOD BODIES WITH 
ACORN DIFFUSER 


24 Inch Radial Bowl Streethood 
Body with Acorn Diffuser 



20 Inch Concentric Dome Streethood 
Body with Large Refractor 



it 4r 0 /r Jt 
Distribution Curve for 250 C.P. 
Lamp and Inch Radial Bowl Reflector 
with Large Refractor 


For 250, 400 and 600 C.P. Series and 400, 500, 750 and 1000 Watt 
Multiple Type C Mazda Lamps 


20025 20026 Medium screw socket. 20 26% 115.68 

20027 20028 Mogul screw socket. 20 27% 16.10 

20029 20030 *Regent film socket. 20 27% 17.50 

20031 20032 Without socket. 20 26 14.98 


If Acorn diffuser is not wanted, deduct $4.66 list. 

?0 INCH CONCENTRIC DOME BODIES WITH LARGE HOLO¬ 
PHANE REFRACTOR 

For 250, 400 and 600 C.P. Type C Series Mazda Lamps 


22207 22208 Medium screw socket. 20 21% $19.18 

22209 22210 Mogul screw socket. 20 22 19.53 

22211 22212 * Regent film socket. 20 22% 21.00 

22213 22214 Without socket. 20 20% 18.48 

20 INCH CONCENTRIC DOME BODIES WITH LARGE SOL- 
LUX DIFFUSER 

For 250, 400 and 600 C.P. Type C Series Mazda Lamps 

22215 22216 Medium screw socket. 20 17% $11.48 

22217 22218 Mogul screw socket. 20 18 11.90 

22219 22220 *Regent film socket. 20 18% 13.30 

22221 22222 Without socket. 20 16% 10.78 

PARTS FOR STREETHOOD BODIES 

20097 20098 Canopy only. 1% $0.49 

20750 Porcelain housing. 6% 2.94 

21502 18 in. radial bowl with holder. 7% 5.60 

21505 20 in. radial bowl with extension. 7 5.25 

22225 24 in. radial bowl with holder. 9 8.05 

21503 20 in. concentric dome with holder. 7% 5.25 

22223 Large Holophane refractor. 5% 9.80 

22224 Large Sol-Lux diffuser. 1% 2.10 


Simple crossann No. 20752 with % inch locknut may be attached to canopy for % inch gooseneck 
suspension. Add 42 cents to list price. 

•Standard film socket will be furnished in place of Regent when so ordered. 

Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliv^*^ z ^y|te^nearest house. 
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Western Electric 


MaU Orders Filled 
at Prevailing Prices 



CUTTER INCANDESCENT, BRACKETS 
For Street Hood Bodies 

• 

Brackets listed on this page are designed for streethood 
bodies listed on preceding pages. Prices cover brackets only. 
The list price of a complete fixture is obtained by adding to the 
price of the bracket, the price of the streethood body selected. 

STYLE A BRACKET 





Style A bracket consists of 4 foot gooseneck of inch pipe 
No. 21443 and grooved pole plate No. 21438 which allows inner 
wiring when desired. Brace arm on back of pole guides the line 
wires to the streethood body, where they may be fastened in holes 
in the rim of the porcelain housing or to crossarm No. 20752. 


List 

No. 

Description 

Std. 

Pkg. 

Ship. 
Wt., Lbs. 
Each 

List 

Price 

Each 

21521 

With brace arm.. 

. 20 

10 

*2.59 

21522 

Without brace arm. 

. 20- 

7 

1.82 


STYLE B BRACKETS 

Similar to Style A, with a Cutter High Voltage Insulating 
Joint to separate gooseneck and canopy. This insulating joint 
allows inner wiring. When outside wires are used, they are tied 
in holes in the rim of the porcelain housing. When ordering 
streethood bodies for Style B brackets, specify three-hole canopy 
No. 20099. 

21523 With brace arm. 20 13 *3.64 

21524 Without brace arm. 20 10 2.87 

MAJESTIC BRACKETS 

Made of 1K inch pipe with flat iron scroll and fancy grooved 
pole plate. Holds the lamp 4 feet from the pole. Scroll will be 
made of channel iron iipstead of flat iron when so ordered, at $1.20 
list additional. 

21525 Bracket, scroll and pole plate 

only.. 20 26 *5.60 

BOULEVARD TELESCOPE BRACKETS 

The % inch pipe telescopes into the 1 A inch pipe, allowing 
adjustments of 5 to 7 feet. A heavy three-hole pole plate with 
crossarm and porcelain elbow makes the bracket easy to put up 
and wire, serving also as a protection for the wires. The knurled 
set screw in the pipaand the pole step in the lower comer of the 
scroll are for the convenience of the lineman when renewing lamps. 

21526 With pony glass insulators. 20 33 *6.58 

SPARTAN STRAIGHT ARM BRACKETS 


Style A Bracket 


Majestic Bracket 


Boulevard Telescope Bracket 


Spartan Straight Arm Bracket 



Arcadian Bracket 


Consists of grooved pole plate, 4 foot arm of 1 A inch pipe, 
fancy headpiece and artistic flat iron scroll. Channel iron scroll, 
$1.20 list extra. 

21527 . Within inch nipple. 20 24 *4.55 

ARCADIAN BRACKETS 

A substantial 3 foot fixture made of 1 A inch (bore) pipe with 
three-hole pole plate, insulators, porcelain elbow (to prevent 
abrasion of wires) wrought iron scroll and cast iron headpiece. 

21528 With 1A inch nipple.. 20 17 *4.55 

ARCADIAN JUNIOR BRACKETS 

Similar to Arcadian, with 20 inch extension and pole plate 
used on Spartan Straight Arm Bracket. 

21529 With 1A inch nipple. 20 14 *3.15 



Imperial Bracket 
Street Lighting Appliances 


IMPERIAL BRACKETS 

A 4 foot arm of 1 A inch pipe with a quarter bend is threaded 
on the outer end for supporting streethood bodies with 1A inch 
canopies. A channel iron scroll will be furnished in place of flat 
iron for *1.30 list additional. 

21530 With grooved pole plate. 20 20 *4.20 

Delivery F. O. B. Factory, South Bend, Ind. For ware¬ 
house deliveries write nearest house. 

4 Digitized by vj005L0 
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CUTTER CENTER SUSPENSION STREETHOODS 






Style E Insulated Loop Suspension 

Consists of Style D, with a Cutter high voltage insulator between 
the arc ring and adapter. Recommended for circuits of over 2300 
volts. 


WITH 18 INCH RADIAL BOWL REFLECTOR 





Wt., 

List 

List 


Std. 

Lbs. 

Price 

No. 

Description 

Pkg. 

Each 

Each 

21571 

Medium screw socket. 

20 

16^ 

$8.33 

21572 

Mogul screw socket. 

20 

17 

875 

21573 

•Regent film socket. 

20 

17 Vx 

10.15 

WITH 18 INCH RADIAL BOWL AND LARGE REFRACTOR 

21574 

Medium screw socket. 

20 

24>4 

$19.88 

21575 

Mogul screw socket. 

20 

25 

20.30 

21576 

•Regent film socket. 

20 

25^ 

21.70 

WITH 18 INCH RADIAL BOWL AND SOL-LUX DIFFUSER 

21568 

Medium screw socket. 

20 

20^ 

$12.18 

21569 

Mogul screw socket... 

20 

21 

12.60 

21570 

•Regent film socket.. 

20 

21 V* 

14.00 


WITH 20 INCH RADIAL BOWL REFLECTOR 


21580 

Medium screw socket. 

20 

17 H 

$9.03 

21581 

Mogul screw socket. 

20 

isx 

9.45 

21582 

•Regent film socket. 

20 

18H 

10.85 

WITH 20 INCH RADIAL BOWL, WITH EXTENSION 

21583 

Medium screw socket. 

20 

18 H 

$9.74 

21584 

Mogul screw socket. . . 

20 

19 H 

10.15 

21587 

•Regent film socket. 

20 

19 H 

11.55 


WITH 24 INCH RADIAL BOWL REFLECTOR 


21588 

Medium screw socket. 

20 

20 X 

$10.78 

21589 

Mogul screw socket.:. 

20 

21 Vx 

11.20 

21590 

•Regent film socket. 

20 

21H 

12.60 

WITH 24 INCH RADIAL BOWL AND ACORN DIFFUSER 

21591 

Medium screw socket. 

20 

29?4 

$16.03 

21592 

Mogul screw socket. 

20 

30 M 

16.45 

21593 

•Regent film socket. 

20 

30^ 

17.85 

WITH 20 INCH FLAT RADIAL WAVE REFLECTOR 

21594 

Medium screw socket. 

20 

15 

$7.28 

21595 

Mogul screw socket. 

20 

16 X 

7.50 

21596 

•Regent film socket. 

20 

16H 

9.10 

WITH 

18 INCH CONCENTRIC DOME 

REFLECTOR AND 


SMALL HOLOPHANE REFRACTOR 


21601 

Medium screw socket. 

20 

19H 

$12.88 

21602 

Mogul screw socket. 

20 

20 

13.30 

21603 

•Regent film socket. 

20 

20 K 

14.70 

WITH 

20 INCH CONCENTRIC DOME 

REFLECTOR AND 


LARGE HOLOPHANE REFRACTOR 


21607 

Medium screw socket. 

20 

24 'A 

$19.53 

21608 

Mogul screw socket. 

20 

25 

19.95 

21609 

•Regent film socket. 

20 

25J< 

21.35 

WITH 

20 INCH CONCENTRIC DOME 

REFLECTOR AND 


LARGE SOL-LUX DIFFUSER 



21613 

Medium screw socket. 

20 

20M 

$11.83 

21614 

Mogul screw socket. 

20 

20^ 

12.25 

21615 

•Regent film socket. 

20 

21 

13.65 


STYLE EX—INSULATED LOOP SUSPENSION 

Consists of Style E with simple crossarm No. 20751. In order¬ 
ing, use List Nos. for Style E fixtures with prefix “EX.” Add 35 
cents to list prices and 1 l /i lbs. to shipping weights. 

SUSPENSION PARTS 

20751 Simple crossarm. 1H ' $0.35 

20753 Yt x A in. adapter. ^ .21 

20754 Arc ring with ^ in. stud. .14 

20755 H. V. insulator with iV in- studs. 2}4 1.26 

•Standard film socket furnished in place of Regent when so 

ordered. 

Delivery F. O. B. Factory, South Bend, Ind. For warehouse 
deliveries. 

6 Street Lighting Appliance# 


Style E with 18 Inch 
Radial Bowl Reflector 


Style EX with 18 Inch 
Radial Bowl Reflector 
and Simple Croeearm 


Style E with 1H Inch Radial 

Bowl Reflector and 
Sol-Lux Diffuser 


Style EX with 18 Inch 
Concentric Dome Reflector 
and Small Refractor 
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CUTTER CENTER SUSPENSION STREETHOODS 
Style F—Cable Grip Suspension 



Style F 18 inch Radial Bowl Reflector 



Style FX with 18 inch Radial Bo 
Reflector and Large Refractor 


Radial Bowl 



st £ 


effector and Acorn Diffuser 



Style FX with 20 inch Concentric 
Dome Reflector and Large Refractor 

Street Lighting Appliances 


Consists of a streethood body with % inch adapter and cable 
clamp. This clamp permits the cable to enter at one point on one side 
and at a higher or lower point on the other side so the fixture can be 
made level irrespective of the varying heights of cable attachments. 

With this style of fixture, no crossarm is used. The line wires 
are looped into holes in the rim of the porcelain and tied securely in 
place. Recommended for circuits of not more than 2300 volts. 


WITH 18 INCH RADIAL BOWL REFLECTOR 





Wt., 

List 

List 


Std. 

Lbs. 

Price 

No. 


Pkg. 

Each 

Each 

21843 

Medium screw socket. 

.. 20 

16 % 

$8.89 

21844 

Mogul screw socket. 

.. 20 

16 % 

9.31 

21845 

•Regent film socket.... 

.. 20 

17 

10.71 

WITH 

18 INCH RADIAL BOWL AND LARGE REFRACTOR 

21846 

Medium screw socket. 

20 

24 % 

$20.44 

21847 

Mogul screw socket. 

.. 20 

24% 

20.86 

21848 

•Regent film socket. 

20 

25 

22.26 

WITH 

18 INCH RADIAL BOWL AND SOL-LUX DIFFUSER 

21616 

Medium screw socket. 

.. 20 

20% 

$12.74 

21617 

Mogul screw socket. 

20 

20% 

13.16 

21618 

•Regent film socket. 

20 

21 

14.56 


WITH 20 INCH*RADIAL BOWL REFLECTOR 


21852 

Medium screw socket. 

20 

17% 

$9.59 

21853 

Mogul screw socket. 

.. 20 

17% 

10.01 

21854 

•Regent film socket. 

.. 20 

18 

11.41 

WITH 20 INCH RADIAL BOWL. WITH EXTENSION 

21855 

Medium screw socket. 

20 

18% 

$10.29 

21856 

Mogul screw socket. 

20 

19 

10.71 

21857 

•Regent film socket. 

.. 20 

1934 

12.11 


WITH 24 INCH RADIAL BOWL REFLECTOR 


21858 

Medium screw socket. 

20 

20% 

$11.34 

21859 

Mogul screw socket. 

20 

21 

11.76 

21862 

•Regent film socket. 

20 

21% 

13.16 

WITH 

24 INCH RADIAL BOWL AND ACORN DIFFUSER 

21863 

Medium screw socket. 

20 

29% 

$16.59 

21864 

Mogul screw socket. 

20 

30 

16.92 

21865 

•Regent film socket. 

.. 20 

30% 

18.41 

WITH 20 INCH FLAT RADIAL WAVE REFLECTOR 

21866 

Medium screw socket. 

.. 20 

15 

$7.84 

21867 

Mogul screw socket. 

20 

15% 

8.26 

21868 

•Regent film socket. 

20 

15% 

9.66 

WITH 

18 INCH CONCENTRIC 

DOME 

REFLECTOR AND 


SMALL HOLOPHANE REFRACTOR 


21619 

Medium screw socket. 

.. 20 

19% 

$13.44 

21620 

Mogul screw socket. 

20 

19% 

13.86 

21621 

•Regent film socket. 

20 

20 

15.26 

WITH 

20 INCH CONCENTRIC 

DOME 

REFLECTOR AND 


LARGE HOLOPHANE REFRACTOR 


21622 

Medium screw socket. 

20 

24% 

$20.05 

21623 

Mogul screw socket. 

.. 20 

24% 

20.51 

21624 

•Regent film socket. 

20 

25 

21.91 

WITH 

20 INCH CONCENTRIC 

DOME 

REFLECTOR AND 


LARGE SOL-LUX DIFFUSER 


21763 

Medium screw socket. 

.. 20 

20% 

$12.39 

21764 

Mogul screw socket. 

.. 20 

20% 

12.81 

21765 

•Regent film socket. 

.. 20 

21 

14.21 


STYLE FX—CABLE GRIP SUSPENSION 

Consists of Style F with a cable crossarm No. 20756. In order¬ 
ing use List Nos. of Style F fixtures with prefix “FX.” Add 56 cents 
to list and 2 lbs. to shipping weights. 

SUSPENSION PARTS 

20756 Cable crossarm. 2 $0.56 

20757 Cable grip clamp. .. 2% .70 

•Standard film socket furnished in place of Regent when so 

ordered. 

Delivery F. O. B. Factory, South Bend, Ind. For warehouse 
deliveries write nearest house. 
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CUTTER INVERTED CONE STREETHOOD BODIES 


For Street Lighting 

Inverted Cone Streethood Bodies are made in two sizes with 18 and 22 inch hoods, respectively. The 
same reflector is used with both. The reflector shape, which resembles the frustrum of an inverted cone, is 
designed to throw the reflected rays out at a distance where they are needed to help the direct rays of the 
lamp. The hood overlaps the reflector so that most of the light passing above the horizontal is redirected 
into useful planes. Distribution curves show that the 18 inch size gives splendid results with 60, 80 and 100 
candle power series lamps and small multiple lamps. The 22 inch size gives higher efficiency with the same 
lamps and is always recommended for 100 and 250 candle power series lamps. 

An inverted cone body consists of a hood top, reflector, hood fork with % inch rigid male nipple and with 
or without socket, according to list. 

The hoods and reflectors are made of special deep drawing steel and finished in either high-grade weather- 
resisting baked paint enamel or porcelain enamel. 

The hood fork has a flange near the top which fits directly beneath the upper portion of the hood. The 
% inch nipple is made a rigid part of the flange, projecting above it for connection to the crossarm of outer- 
wired brackets or to the hood flange which is screwed on the outer end of inner-wired brackets. 



18 Inch Inverted Cone 
Streethood Body 



22 Inch Inverted Cone 
Streethood Body 



CUTTER INVERTED CONE STREETHOOD BODIES 
With 18 Inch Hood—Paint Enamel Finish 


List 

No. 

21682 

21683 

21684 

21685 


21686 

21687 

21688 
21689 


21690 

21691 

21692 

21693 


21694 

21695 

21696 

21697 




Weight, 

List 


Std. 

Lbs. 

Price 

Description 

Pkg. 

Each 

Each 

Medium screw socket. 

. 20 


$2.66 

Mogul Screw Socket. 

. 20 

5X 

3.08 

•Regent Film Socket. 

Without socket. 

. 20 

. 20 

6 

*X 

4.48 

1.96 


With 18 Inch Hood—Porcelain Enamel Finish 


Medium screw socket. 

....... 20 

&x 

$4.76 

Mogul Screw Socket. 

. 20 

7 

5.18 

•Regent Film Socket. 

Without socket. 

. 20 

7X 

6.58 

. 20 

6X 

4.06 


With 22 Inch Hood—Paint Enamel Finish 


Medium screw socket. . . 

. 20 

7X 

$3.50 

Mogul Screw Socket. . .. 

. 20 

8 

3.92 

•Regent Film Socket.... 
Without socket. 

. 20 

. 20 

SH 

7 

5.32 

2.80 

With 22 Inch Hood- 

-Porcelain Enamel 

Finish 



Medium screw socket. 

. 20 

9X 

$5.88 

Mogul Screw Socket. 

. 20 

10 

6.30 

•Regent Film Socket. 

Without socket. 

. 20 

iox 

7.70 

. 20 

9 

5.18 


22 Inch Hood, Reflector and 
Regent Film Socket with 
Hood Fork and Inch 
Rigid Nipple 



jo •/ro /r jo- 

Distribution Curve for 80 C. P. 
Lamp and 18 Inch Inverted 
Cone Streethood Body 


EXTRA PARTS AND SPECIAL FINISHES 


21517 Hood flange for in. pipe, in. nipple. 
21718 Hood flange for % in. pipe, % in. nipple. 

21698 18 in. hood, paint enamqled. 

21699 18 in. hood, porcelain enameled. 

21705 18 in. hood, galvanized and painted... 


21709 22 in. hood, galvanized and painted... 

21710 Reflector, paint enameled. 20 

21711 Reflector, porcelain enameled. 

21712 Reflector, nickeled copper. 

21713 Hood fork, % in. rigid nipple. 

•See description of Regent Film Socket 

will be furnished when so ordered. 



X 

$0.21 


x 

.21 

20 

2X 

.84 

20 

3 

2.10 

20 

2V S 

1.40 

20 

3 

4.20 

20 

*X 

1.68 

20 

6X 

3.22 

20 

4X 

2.31 

20 

2X 

.84 

20 

2X 

1.68 

20 

2% 

4.90 

20 

X 

.28 

Standard Film Sockets 


Delivery F, O. B. Factory, South Bend, Ind. 


_ . . iv.yitized by VjOOQIC 

For warehouse deliveries write nearest house. 
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Mail Order* Filled 
at Prevailing Price* 


CUTTER INCANDESCENT BRACKETS 
For Streethood Bodies 


Brackets listed on this page are designed for use with Inverted Cone Streethood Bodies shown on pre¬ 
ceding page. Prices include crossarms which are threaded underneath for % inch nipple. Hood forks 
furnished with sockets for 18 and 22 inch Inverted Cone Streethood Bodies have rigid % inch hippies. The 
flanged portion of the hood fork fits the lower surface of the hood top, clamping it securely to the cross&rm. 
Prices do not include hoods, reflectors or sockets. Order Inverted Cone Streethood Bodies separately as 
listed on preceding page. 

STANDARD BRACKETS 



Has a 3 foot gooseneck of H inch pipe, pole plate and 
enameled wood crossarm with metal bound ends (to prevent 
splitting) and with wireable waste nut fastened to the arm. 
The brace arm shown on the back of the pole is used to guide 
the line wires to the crossarm. This method of wiring holds 
the fixture steady in stormy weather. 





Wt., 

List 

List 


Std. 

Lbs. 

Price 

No. 

Description 

Pkg. 

Each 

Each 

21923 

With brace arm. 

. 20 

10 

$2.45 

21924 

Without brace arm. 

. 20 

7 

1.68 



Iron Arm Bracket . 


RAILWAY BRACKETS 

Similar to the Standard Bracket, with a clamp for iron 
ripe in place of the pole plate. Prices below do not include 


brace arm. 

21925 For 2in. (bore) pipe. 20 8 $1.89 

21926 For 3 in. (bore) pipe. 20 9 2.03 

21927 For 4 in. (bore) pipe. 20 10 2.31 

21928 For 5 in. (bore) pipe. 20 11 2.59 


IRON ARM BRACKETS 

Similar to the Standard Bracket, with an iron crossarm 
supporting glass insulators. Prices do not include streethood 
bodies 

21931With brace arm. 20 13 $2.87 

21932 Without brace arm. 20 10 2.10 



Urban Bracket 



Inner-Wired Bracket 



Majestic Junior Bracket 


EASTERN BRACKETS 

Consists of the Iron Arm Bracket with a Cutter High 
Voltage Insulator between the gooseneck and iron crossarm. 
Prices do not include streethood bodies. 

21933 With brace arm. 20 16 $4.13 

21934 Without brace arm. 20 13 3.43 

URBAN BRACKETS 

The spreader on the end of the gooseneck has a fiber in¬ 
sulator to separate it from the streethood proper, thus reduc¬ 
ing the risk of leakage on circuits up to 600 volts. Furnished 
with 3 foot gooseneck of Yi inch pipe. Prices do not include 
streethood bodies. 

21935 With brace arm. 20 11 $3.15 

21936 Without brace arm. 20 8 2.38 


INNER-WIRED BRACKETS 


Consists of a 3 foot gooseneck of H inch pipe, H inch by 
% inch hood flange, and grooved pole plate. 

Wt., List 


List 

No, 

21941 

21942 


Description 
With brace arm. .. 
Without brace arm, 


Std. Lbs. Prioe 

Pkg. Each Each 

20 8H 12.10 

20 6H 1.33 


MAJESTIC JUNIOR BRACKETS 

A highly artistic fixture built on the same lines as Majestic 
Bracket (Trade No. 21525), but smaller, having a reach of 3 
feet from pole to lamp and with the arm made of H inch pipe. 
Designed for either inner or outer wiring.* 

21943 With hood flange. 20 15>i $3.85 

21944* Without hood flange. 20 15 3.64 


Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 
Street Lighting Apolii ncee 8 & 9 
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CUTTER CENTER SUSPENSION STREETHOODS 
With Inverted Cone Streethood Bodies 



Petite Pulley with Crossarm 
for Swinging Street hoods 



Looped Hood 



Cable Grip Suspension Streethood 



Center Hood used with 
Always Level Streethoods 



SWINGING STREETHOODS 

Consists of a Cutter Inverted Cone Streethood Body supported by a Petite 
Lamp-supporting PulUry. __ A Midget Pote Pulley guides the noisting rope to the 


Midget 

Changeable 

Pulley 


bottom of the pole. T&e Midget Changeable Pulley ma 1 
pulley or clamped to cable near the pole. Order pul 1 
Streethood Bodies separately. 

List JStd. 

No. Description Pkg. 

20413 Petite Pulley with crossarm. 50 

20414 Midget Pole Pulley. 100 

20415 Midget Changeable Pulley. 100 


ay be 
lleys 


and Inverted Cone 

Wgt. Lbs. List 
Each Price Each 
6* $2.10 
2* .84 

2 * .08 


LOOPED HOODS 

Consists of an Inverted Cone Streethood Body with looped crossarm. 
With 18 Inch Hood, Paint Enameled 



List 


List 


Ap|«*. 

List 

List 

Price 

List 

Price 

List 

Lbs. 

Price 

No. 

Each 

No. 

Each 

No. 

Eaoh 

Each 

Medium Screw Socket Mogul Screw Socket ‘Regent Film Socket 

21951. 

... $3.36 

21952. 

. $3.78 

21953. 

9 

$5.18 


With 18 Inch Hood, 

Porcelain Enameled 



21954. 

... $5.46 

21955. 

. $5.88 

21956. 

. 10 * 

$7.28 


With 22 Inch Hood, Paint Enameled 



21957. 

... $4.20 

21958. 

. $4.62 

21959. 

• UK 

$6.02 


With 22 Inch Hood, 

Porcelain Enameled 



21960. 

... $6.58 

21961. 

. $7.00 

21962. 

. 13* 

$8.40 


Standard package quantity, 20 of one style or List No. 

Cable Grip Suspension Streethoods 

A center span fixture with a crossarm, insulator and cable clamp supporting 
Inverted Cone Streethood Bodies. 

With 18 Inch Hood, Paint Enameled 

21963. $5.60 21964. $6.02 21965. 14* $7.42 

With 18 Inch Hood, Porcelain Enameled 

21966. $7.70 21967.!. $8.12 21968. 15* $9.52 

With 22 Inch Hood, Paint Enameled 

21969. $6 r 44 21970. $6.86 21971_1... 17 $8.26 

With 22 Inch Hood, Porcelain Enameled 

21972. $8.82 21973. $9.24 21974. 19 $10.64 

Standard package quantity, 20 of one style or List No. 

ALWAYS LEVEL STREETHOODS 

The two wires leading from the brace arm to the hood make up one side of the 
suspension, while cords passing over covered pulleys form the other side. Ad* 
justing clamps at the end of each cord are independently drawn up taut and 
locked together. These parts, together with the Center Hoods listed below, con¬ 
stitute Always Level Streethoods. 

EXTRA PARTS FOR ALWAYS LEVEL STREETHOODS 


List 


Std. 

Wt., Lbs. 

List Price 

No. 

Description 

Pkg. 

Each 

Each 

20399 

Iron pulley arm. 

. 75 

6 

$1.96 

20400 

Iron brace arm. 

. 75 

6 

1.68 

20401 

Adjusting clamp. 

. 200 

* 

.42 


CENTER HOODS 

The center part only of the Cutter Always Level Streethood described above. 
It consists of a spreader tip crossarm and an Inverted Cone Streethood Body. 

With 18 Inch Hood, Paint Enameled 
Medium Screw Socket Mogul Screw Socket ‘Regent Film Socket 


List 

No. 

21975. 

List 

Price List 

Each No. 

... $3.92 21976. 

List 

Price List 

Each No. 

$4.34 21977. 

Apjirox. 

Lbs. 
Each 
• 11* 

List 

Price 

Each 

$5.74 


With 18 Inch Hood, 

Porcelain Enameled 



21978. 

... $6.02 21979. 

$6.44 21980. 

. 13 

$7.84 


With 22 Inch Hood, Paint Enameled 



21981. 

... $4.76 21982. 

$5.18 21983. 

. 14 

$6.58 

21984. 

With 22 Inch Hood, 

... $7.14 21985... 

Porcelain Enameled 

$7.56 21986. 

. 17 

$8.96 


Standard package quantity, 20 of one style or List No. 

‘Standard Film Sockets furnished in place of Regent when so ordered. 

{Extra parts ordered to make complete fixtures, take same discounts as 
Auemoieo complete complete fixtures. 

Delivery F. 0. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 

10 Street Lighting Appliances 


Always Level Streethood 
Assembled Complete 
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Western Electric 


Mai! Orders Filled 
at Prevailing Prices 



Regent Receptacle and 
Mogul Base Socket with 
Film Holder 



Regent Film Socket 
No. 21467 Complete 



Medium Screw Base 
Lamp Grip Socket 


CUTTER REGENT FILM SOCKETS 
For Street Series Systems 

The film cutout used in the Regent Film Socket punctures uniformly and 
accurately at rated voltage. It is enclosed in the socket and protected against 
climatic conditions. It cannot creep or fall out as a result of the vibration of 
the fixture and lamp in service. 

The film holder is so designed that it is impossible to use any substitute in 
place of the regular film. Wood splinters, paper, etc., cannot be used. Films 
are easily renewed. 

On account of wind action and changing climatic conditions, the spring 
clips commonly used to support the socket and lamp deteriorate and allow the 
lamp to fall out. There are no spring clips used in the Regent Socket. 

The two screw shells and the center post form a combination that grips the 
lamp base and holds it securely in position, greatly reducing lamp breakage 
during inclement weather. 

Porcelain housings furnished with streethood bodies listed without socket 
are supplied with screws and nuts for supporting Regent Film Socket No. 21466. 
This socket is listed also with hood fork and % inch rigid male nipple for making 
combination fixtures of the inverted cone type, and with other fittings for mount¬ 
ing in old style fixtures previously installed. Three films furnished free with 
each socket. 


List 

No. 

Description. 

Std. 

Pkg. 

Ship. 
Wt., Lbs. 
Each 

List 

Price 

Each 

21466 

Receptacle, Mogul Base Socket and film holder. 

50 

l Vi 

$2.52 

21467 

Same, with % in. hood fork, rigid male nipple. . 
Same, with % in. hood fork, female thread. 

50 

IX 

2.80 

21468 

50 

IX 

2.80 

21469 

Same, with ? § in. hood fork, female thread. 

50 

m 

2.80 

21481 

Same, with in. low flange, female thread. ... 

50 

m 

2.80 

21482 

Lamp socket only, with film holder. 

50 

X 

.56 

21483 

Package of 50 silk films. 

500 films 

1.05 


LAMP GRIP MULTIPLE SOCKETS 

Cutter Lamp Grip Sockets are designed to meet the severe conditions found 
in outside service. The intense heat of the Type C lamps subjects the socket to 
greatly varying temperatures, ranging from several hundred degrees Fahrenheit 
when the lamp is burning, to below zero when the lamp is out. 

These changes in temperature, taking place while the socket shells are under 
tension, will quickly depreciate their spring qualities and cause them to split, 
unless they are made sufficiently strong and some provision provided to meet 
these conditions. 

The Cutter Lamp Grip Sockets are equipped with two vertical springs 
which engage the threads of the lamp collar, reenforce the socket shells and 
relieve the tension. These vertical springs grip the lamp base and prevent the 
lamp from working loose when subjected to vibration and the contraction and 
expansion caused by the variations in temperature. 

These springs also create an increase of positive contact between the lamp 
terminal and the socket. 

The terminals are easily accessible and very generously designed. 

The use of these sockets will greatly reduce lamp breakage and outages. 



List 

No. 

21400 

21402 


Description 


HOOD FORKS AND FLANGES 


Hood fork with % in. rigid male nipple. 


hood Bodies, 

21713 

21484 Hood fork with % in. female thread.. 100 

21485 Hood fork with % in. female thread. 100 

21486 Low flange with % in. female thread. 100 

Delivery F. O. B. Factory, South Bend, Ind. For 

Street Lighting Appliance# 11 & 12 


No. 21713 Hood Fork 
Complete 


Std. 

Wt., Lbs. 

List 

Price 

Pkg. 

Each 

Each 

200 

H 

$0.70 

150 

IX 

1.12 

Inverted Cone 

Street- 

100 

X 

$0.28 

100 

14 

.28 

100 

X 

.28 

100 

X 

.28 

* nearest house. 
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CUTTER BRACKETS 


Style A Gooseneck 



Style B Gooseneck 


14- In. Pole Grooved $£-in. Grooved 

Plate Pole Plate Pole Plate 

H-in. Wall Corner Plate Hood 

Flange Insulator 


Standard Crossarm 



Piece Parts 

List List 

GOOSENECKS 

Size 

Wt. 

List 

No. 

No. 

Length 

of 

Std. 

Lbs. 

Price 

Style 

A 

Style 

B 

Feet 

Pipe 

Inches 

Pkg. 

Each 

Each 

21362 

21365 

3 

B 

200 

2 14 

$0.70 

21363 

21366 

4 

150 

3Va 

.91 

21364 

21367 

5 

14 

125 

4J4 

1.12 

21439 

21442 

3 

H 

H 

150 

3H 

1.05 

21440 

21443 

4 

125 

4 X 

1.26 

21441 

21444 

5 

H 

100 

5H 

1.62 


CURVED POLE PLATES 


Standard Brace Arm 


List Std. Lbs. Price 

No. Description Pkg. Each Each 

20512 For H inch pipe. 500 1 $0.28 

21487 Grooved, for ]4 inch pipe. 400 1 .42 

21438 Grooved, for inch pipe.... 400 2# .56 

WALL FLANGES 

214S8 Threaded for H inch pipe.*.. 500 1 $0.28 

21489 To slip over H inch pipe. 500 1 .42 

21490 Threaded for inch pipe. 400 2 .42 

21491 To slip over % inch pipe. 400 2 .56 

CORNER PLATES 

21492 For M inch pipe. 300 2H $0.98 

21493 For % /i inch pipe. 200 2^4 .98 

HOOD INSULATORS 

With pipe cap above, H inch stud below. Used on high 
voltage and Eastern brackets. 

21494 With )4 inch pipe cap. 100 3 $1.26 

21495 With % inch pipe cap. 100 3 1.26 

STANDARD CROSSARMS 

An enameled wood crossarm with metal bound ends (to 
prevent splitting) and with the fittings bolted to the arm. 
This arm is used on the Cutter Standard and high voltage 
brackets. 

21496 With H inch pipe fitting (female 

thread) above and inch 

wireable waste nut below.. 200 2 $0.70 

STANDARD BRACE ARMS 

An enameled and metal bound wood arm for guiding the 
wires to streethoods. 

20507 With curved pole plate... 200 3 $0!77 

IRON CROSSARMS 



Shunt Box 


Used on the Cutter iron arm and Eastern brackets. Tapped 
in the top for ^ inch pipe. Has a wireway underneath 
threaded for % inch nipple. 

21497 With glass insulators.... f . 150 5 $1.12 

ANGLE CHANGE BRACE ARMS 

Mad- 4 of cast iron with curved pole plate and fixed pins. 
May be used on front or back of pole. 

21498 With glass insulators. 150 6 $1.12 

SHUNT BOXES 
Pole Type, with Brace Arm 

Has a reactance coil mounted in a weatherproof case in¬ 
sulated from the pole plate. The coil is for connecting in 
parallel with the Mogul multiple socket in the streethood and 
is designed to maintain constant current in a circuit without a 
regulator. Prices below are for 60 cycle coils. Prices for 25 
cycle coils will be furnished on application. 


List 

No. 

List 

No. 

C. P. 

Std. 

Wt. f 

Lbs. 

List 

Price 

3.5 or 4 

6.6 

Lamp 

Pkg. 

Each 

Each 

Amps. 

20495 

Amps. 

20501 

32 

15 

10 

$7.91 

20496 

20502 

40 

15 

11 

8.12 

20497 

20503 

60 

15 

12 

8.33 

20498 

20504 

80 

15 

13 

8.68 

20499 

20505 

100 

15 

14 

9.10 

20500 

20506 

200 

15 

16 

13.16 


An assortment of Cutter streethood and bracket parts 
amounting to $210.00 or over constitutes a standard package. 


Delivery F. O. B. Factory, South Bend, Ind. For ware¬ 
house deliveries write nearest house. 


13 


Street Lighting Appliances 
















CUTTFr 


530 


Western Electric 

CUTTER MAST ARMS 


Mail Orders Filled 
at Prevailing Prices 


Standard Package Quantity, 15 of One Style or List No. 




Junior Mast Arm 
with Triple Insulation Arm 



WIND-BRACED MAST ARMS 

The only side mast arms having braces to prevent the 
arm from rocking on the pole. They have two strain rods 
run over a wrought iron truss at the pole and through the 
eyes of a stiffening triangle. 

The base of the wrought iron truss has an extension 
brace which is bolted to the pole, while a similar brace 
(clamped to the piping) is bolted to the other side of the 
pole. These braces anchor the pipe firmly, and keep the 
fixture from swaying sideways in the wind. 

The mast arm proper can be partly assembled on the 
ground. The pole plate has a weatherproof pulley fastened 
to it, and the lamp-supporting pulley at the outer end 
makes this mast arm unusually complete. 


With Clamp Knob Only With Triple Insulation Arm 


Over- 


Wt., 

List 



Wt., 

List 

hang 

List 

Lbs. 

Price 

List 


Lbs. 

Price 

Feet 

No. 

Each 

Each 

No. 


Each 

Each 

8:. 

20586 

79 

$22.20 

20594.. 


83 

$24.23 

10. 

20587 

86 

23.70 

20595. . 


90 

25.73 

12. 

20588 

93 

26.63 

20596. . 


97 

28.65 

14. 

20589 

103 

28.13 

20597. . 

....... 

106 

30.23 

15. 

20590 

113 

28.88 

20598. . 


116 

30.90 

16. 

20591 

123 

29.63 

20599.. 


126 

31.65 

18. 

20592 

133 

31.13 

20600. . 


136 

33.15 

20. 

. 20593 

143 

32.63 

20601.. 


146 

34.65 


Standard Package Quantity, 15 of One Style or List No. 


JUNIOR MAST ARMS 

Designed to meet the demand for low p^Ved, yet com¬ 
plete and well braced mast arms. They have pole plates 
with weatherproof pulleys fitted direct to them and mast 
arm pulleys for lowering the lamps. Shipped complete 
with strain rods, strain arm, pipe and pulleys. 


6. 

.. 20618 

48 

$11.55 

20623. 

51 

$13.58 

8. 

20619 

57 

12 75 

20624. 

60 

14.78 

10. 

20620 

60 

13.95 

20625. 

63 

15.98 

12. 

20621 

67 

15.15 

20626. 

70 

17.18 

14. 

20622 

72 

16.28 

20627. 

75 

18.30 



Long Junior Maat Arm 
with Cutout Pulley 



Cadet Maat Arm 


Standard Package Quantity, 15 of One Style or List No. 


LONG JUNIOR MAST ARMS 

Similar to the Junior, but with double-braced strain arm. 
An extra support for the center of the pipe is furnished on 
14 foot and longer arms. 


Furnished with cutout pulley in place of lamp-support- 

_ ii -1_i •in op l* j. i j.'i: l 


ing pulley 

with clamp knob, for $10.86 list additional. 

6. 

20628 

52 

$13.18 

20637. 

55 

$14.78 

8. 

20629 

61 

14.42 

20638. 

64 

15.98 

10. 

20630 

64 

15.58 

20639. 

67 

17.10 

12. 

20631 

70 

16.82 

20640'.. 

73 

18.30 

14. 

20632 

79 

18.68 

20641. 

83 

20.10 

15. 

20633 

85 

19.30 

20642. 

89 

20.70 

16. 

20634 

90 

19.92 

20643. 

93 

21.30 

18. 

20635 

94 

20.70 

20644. 

98 

22.73 

20. 

20636 

100 

22.20 

20645. 

104 

24.23 


Standard Package Quantity, 15 of One Style or List No. 


CADET MAST ARMS 


Similar to Junior mast arms, but without the stiffening 
triangle. 


4. 

20698 

35 

$8.85 

20701. 

39 

$10.88 

6. 

20699 

40 

10.05 

20702. 

44 

12.08 

8. 

20700 

49 

11.25 

20703. 

53 

13.28 


Standard Package Quantity, 15 of One Style or List No. 


Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 



Nos. 20763 and 20773 



Nos. 20768 and 20778 



Bnd View with Supporting 
Knob Disconnected, as 
when Lamp is Lowered 
for .Trimming 


Western Electric 531 

CUTTER CUTOUT PULLEYS 

FOR SERIES OR MULTIPLE CIRCUITS 

An ingenious, simple and positive device which sustains the lamp and hold? 
it in contact independent of the hoisting rope. 

When the lamp is lowered, the circuit is closed. The circuit wires are run 
taut to the pulley and are never lowered. The lamp can be lowered straight 
down without interfering with trolley wires or other obstacles. 

Lamps can be cleaned, trimmed, adjusted or replaced on live circuits with 
perfect safety. The pulley acts as a positive insurance against accidents and 
protects expensive lamps from damage under adverse conditions. 

No ladders or poles to climb. 

It is designed particularly for use on very high voltage circuits either D.C. 
or A.C. 

The contacts are self-cleaning. 

There is nothing about the pulley to wear or get out of order. 

The switching and supporting features are entirely automatic and certain 
in operation. 

You pull the rope—the pulley does the rest. 

Recommended for use with wind-braced and long junior mast arms in place 
of outer mast arm pulleys. 


List No. 
For 

Series 

List No. 

For 

Multiple 

Std. 

wt. 

Price 

Circuits 

Circuits 

Description 

Pkg 

Lbs. 

Each 

20761 

20771 

Threaded for 1 34 in. pipe. 

10 

25 

$15.00 

20762 

20772 

Threaded for 2 in. pipe. 

10 

25 

15.00 

20763 

20773 

With cable clamp. . 

.. 10 

25 

15.00 

20764 

20774 

With 94 in. sleeve clamp. 

10 

25 

15.00 

20765. 

20775 

With l in. sleeve clamp. 

10 

25 

15.00 

20766 

20776 

With 1 J4 in. sleeve clamp. 

10 

25 

15.00 

20767 

20777 

With 134 in. sleeve clamp. 

.. 10 

25 

15.00 

20768 

20778 

With 134 in. mast arm clamp_ 

.. 10 

25 

15.00 

20769 

20779 

With 134 in. mast arm clamp. 

10 

25 

15.00 

20770 

20780 

With ceiling plate. 

.. 10 

25 

15.00 

Nos. 20761, 20762,20771 and 20772 are rigid and designed for use 

on inner- 


rope fixtures. Other styles are free to swing into line with hoisting rope. 

Use Cutter J4 inch Banner Core Rope or 34 inch ebony wire rope with these 
pulleys. 


JUPITER CUT-OUT PULLEYS FOR SERIES CIRCUITS 

Bailt along the same general lines as Cutter standard cut-out pulleys, but 
designed for extra heavy duty service. Recommended for D.C. and A.C. series 
circuits of 2300 volts or higher and for localities where atmospheric conditions 
demand extra high insulation and heavy current carrying parts. Made for rope 
or chain as ordered. 


List 


Std. 

wt. 

Price 

No. 

Description 

Pkg. 

Lbs. 

Each 

21470 

With cable clamp. 

. 10 

65 

$21.00 

21471 

With 1 34 in. mast arm clamp. 

. 10 

65 

21.00 

21472 

With 134 in. mast arm clamp. 

. 10 

65 

21.00 

21473 

With 2 in. mast arm clamp. 

. 10 

65 

21.00 


Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries 
write nearest house. 
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532 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 



CUTTER STREET FIXTURES 
Pulleys and Clamp Knobs 

LAMP-SUPPORTING PULLEYS 

Holds the lamp when raised and releases it when about 
to be lowered. Has a long swivel clamp to fit any size sus¬ 
pension wire or cable and a malleable iron clamp knob to 
hold the lamp. On raising the lamp, this knob is engaged 
by ridges on the sides of the pulley and takes all the strain off 
the rope. Another pull at the rope guides the knob out so 
that the lamp can be readily lowered. The action is entirely 
automatic. You pull the rope till it reaches a dead stop, and 
ihe pulley does the rest. There are no extra catches or 
fingers to bend out of shape or bind on the casing or to get 
clogged with sleet. It is the only weatherproof safety pulley 
that works every time. The clamp knob clamps any size 
rope up to H inch. 


Lamp-Supporting 
Pulley with 
Clamp Knob 


Clamp 

Knob 



Mast Arm 
Pulley 


Clamp Knob 
with High Voltage 
Insulator 



Inner-Rope 

Pulley 


List 

No. 

20782 

20783 

20784 

20785 


Description 

With clamp knob only. 50 

With high voltage insulator. 50 

With triple insulation arm. 50 

With Jupiter crossarm. 50 




•List 

Std. 

Wt. 

Price 

Pkg. 

Lbs. 

Each 

50 

9 

$2.18 

50 

12 

3.53 

50 

13 

4.20 

50 

16 

4.88 


60 

10 

$2.48 

60 

13 

3.83 

50 

14 

4.50 

50 

17 

5.18 

50 

10 

$2.48 

50 

13 

3.83 

50 

14 

4.50 

50 

17 

5.18 


Clamp Knob with 
Triple Insulation Arm 
•Delivery F. O. B. Factory, South Bend, Ind 
Street Lighting Appliances 


For galvanizing, add 75^per cent, to list price. 

MAST ARM PULLEYS 

A modification of the lamp-supporting pulley, having an 
extra strong single piece clamp, which fits the iron pipe of a 
mast arm and which also forms the headpiece, so that the 
strain rods can be run direct to it. 

For 1 inch (Bore) Pipe 

20786 With clamp knob only. 60 

20787 With high voltage insulator. 60 

20788 With triple insulation arm. 50 

20789 With Jupiter crossarm... 60 

For 1H inch (Bore) Pipe 

20790 With clamp knob only. 60 

20791 ‘With high voltage insulator.50 

20792 With triple insulation arm. 50 

20793 With Jupiter crossarm. 60 

For galvanizing, add 75 per cent, to list price. 

INNER-ROPE PULLEYS 

A lamp-supporting pulley with a hooded end clamp for 
use with mast arms in which the rope runs through the pipe. 
For 1)4 inch (Bore) Pipe 

20794 With clamp knob only. 50 

20795 With high voltage insulator. 60- 

20796 With triple insulation arm. 50 

20797 With Jupiter crossarm. 50 

For 1J4 inch (Bore) Pipe 

20798 With clamp knob only. 50 

20799 With high voltage insulator.50 

20800 With triple insulation arm. 50 

20801 With Jupiter crossarm. 50 

For galvanizing, add 75 per cent, to list price. 

CLAMP KNOBS 

20802 With hook only.100 

20803 With high voltage insulator. 

20804 With triple insulation arm.100 

20805 With Jupiter crossarm.100 

For galvanizing, add 75 per cent, tp list price. 

For warehouse deliveries write nearest house. 

17 


50 

14 

$2.70 

so- 

17 

4.05 

so 

18 

4.73 

50 

>e 

21 

5.40 

50 

14. 

$2.70 

50 

17 

4.05 

50 

18 

4.73 

50 

21 

5.40 

t price. 


100 

$0.45 

100 

4H 

1.80 

100 

6 

2.48 

100 

9 

3.15 



























Quantity Prices 
Quoted on Request 
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Western Electric 


CUTTER STREET FIXTURES 


Miscellaneous Pulleys 




Outrigger Pulley 


Swivel Pole 
Pulley 


Ceiling Pulley 


I n terchangeable 
Pulley 


OUTRIGGER PULLEYS 

A form of the lamp-supporting pulley, with a clamp to 
fit the pipe. Furnished with clamp knob. 


•List 

List Std. Wt. Price 

No. Description Pkg. Lbs. Each 

20806 For 94 in. (bore) pipe. 50 9 $2.15 

20807 For 1 in. (bore) pipe. 50 9 2.25 

20808 For \% in. (bore) pipe. 50 10 2.40 

20809 For 1J4 in. (bore) pipe. 50 10 2.48 

CEILING PULLEYS 

A form of the lamp-supporting pulley, with a plate for 
use on bridges or under beams in shops or yards. 

20810 With clamp knob only. 50 9 $2.48 

20811 With triple insulation arm. 50 13 4.50 

20812 With Jupiter crossarm. 50 16 5.18 


SWIVEL POLE PULLEYS 

A weatherproof pole pulley, swiveled so that it can 
swing sideways and keep in line with the hoisting rope. Has 
a strong malleable iron pole plate. 

20813 .. 100 4^ $1.13 

JUMBO POLE PULLEYS 

Similar to the above, but larger, to take J4 inch rope. 

20814 .•. 75 h\i $1.65 

DUPLEX POLE PULLEYS 

Consists of a pair of swivel pole pulleys fastened to a 
simple malleable iron pole plate. 

20815 . 50 8 $2.25 


INTERCHANGEABLE PULLEYS 



Duplex Pole Pulley 


A weatherproof pulley with a universal clamp made of 
malleable iron, which will grip any standard size of suspension 
wire or cable. By taking out the two bolts the clamp can be 
opened out so as to form a wall plate, which fits the curved 
surface of a pole and which is easily fastened in place by lag 
screws. When so used, it makes a swiveled pole pulley similar 
in action to the Cutter Swivel Pole Pulley. 

20816 . 100 4KS1.13 

JUMBO CHANGEABLE PULLEYS 

Similar to the interchangeable pulley, but larger, to take 
94 inch rope. 

20817 . 75 5H S1.65 


SLEEVE PULLEYS 



Sleeve Pulley Plain Roof Pulley 


A weatherproof pulley with a sleeve clamp to grip iron 


pipe. 

20818 For J4 in. (bore) pipe. 100 5}4 $120 

20819 For 1 inch (bore) pipe...100 b l A 1.28 

20820 For 1J4 inch (bore) pipe.100 5J4 1.35 

20821 For 1 Y% inch (bore) pipe. 100 6 1.43 

PLAIN ROOF PULLEYS 

A companion to the ceiling pulley, with a ceiling plate 
for bridges, beams, etc. 

20822 .'. 100 5J4 $1.35 


For galvanizing any of the above, add 75 per cent, to list 
price. 


•Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 
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Western Electric 

CUTTER STREET FIXTURES 


Mail Orders Filled 
at Prevailing Prices 


Pulleys and Windlasses 






Plain End Pulley Medium Pulley 


Pole Housing 


Combination Pole Windlass 


Combination Wall Windlass 

Pinion Handle 


PLAIN END PULLEYS 

A plain weatherproof pulley with an end clamp to fit 


mast arm pipes. 

♦List 

List Std. Wt. Price 

No. Description Pkg. Lbs. Each 

20823 For 1J4 in. (bore) pipe. 100 6 V* $1.35 

20824 For in. (bore) pipe. 100 6% 1.35 


MEDIUM PULLEYS 

A center suspension pulley with long supporting clamp 
and weatherproof casing, but with no safety features. Takes 
any size rope up to Yi mch in diameter and is second only to 
the Cutter Lamp-Supporting Pulley. 

20825 . 100 5H $1.13 


POLE HOUSING 

The pole plate and pulley casing are made in one piece, 
with the sheaves placed so the rope can run though the 
pipe, as with the Cutter Inner-Rope and Corporal Mast 
Arms. 

♦List 

List Std. Wt. Price 

No. Description Pkg. Lbs. Each 

20826 For 1M in. (bore) pipe. 75 6^ $1.80 

20827 For V/ 2 in. (bore) pipe. 75 6J* 1.80 

TAIL PULLEYS 

A companion to the pole housing for use with Cutter 
Inner-Rope and Corporal Mast Arms. 

20828 For 1 in. (bore) pipe. 75 $1.35 

20829 For 1)/£ in. (bore) pipe. 75 7 1.35 

COMBINATION POLE ^WINDLASSES 

These are self-locking safety windlasses which can be 
used either as plain or geared windlasses at the option of the 
trimmer. Can be used as plain windlass to lower the lamp 

a uicklv, and then by inserting the handle further into the 
rum, changed to a geared windlass to raise the lamp. These 
windlasses are perfectly safe for heavy lamps, the whole 
device being made as fool-proof as possible. 

The pinion handle is detachable so that it can be used 
with any number of windlasses. 

The drum will hold 60 feet of inch Ebony Wire Rope 
or 40*feet of % inch Banner Core Rope. 

Prices below do not include handle. 

♦List 

List Std. Wt Price 

No. Description Pkg. Lbs. Each 

20830 For wood poles. 25 22 $6.38 

20831 For 5 in. (bore) pipe. 25 24 6.75 

20832 For 6 in. (bore) pipe. 25 25 7.13 

20833 For 7 in. (bore) pipe. 25 27 7.50 

COMBINATION WALL WINDLASSES 

Similar to the combination pole windlass, but with a 
side plate for fastening to walls. 


20834 . 25 24 $6.75 

PINION HANDLES 

For combination pole and wall windlasses. 

20S35 . 25 4 $2.25 

For galvanizing any of the above, add 75 per cent, to list 
price. 


♦Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 
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CUTTER 




No. 20836 


No. 20837 



Strait) Arm 


STREET FIXTURES 


HIGH VOLTAGE INSULATORS 


High voltage insulators have a double petticoat porcelain 
bell, which forms a good watershed and gives high insulation 
even in wet weather. The rivets which fasten the metal 
cap to the porcelain pass under the elongated head of the bolt 
which supports the hood, so that this could not drop out even 
if the porcelain were broken with a hammer. The cap is 
sealed with insulating material and the extra petticoat gives 
a large surface insulation, making the device well suited for 
use on arc circuits exposed to weather, smoke or fumes. 

While designed especially for use on arc circuits of high 
voltage, the extra protection and the elimination of leakage 
afforded by this insulator make it a desirable one, even for 
circuits of comparatively low voltage. 


List 

No. 

20836 

20837 

20838 

20839 

20840 

20841 

For 

price. 


Std. Wt., Lbs. 

Description Pkg. Each 

With ring above and sister hook 

below. 100 4 

With ring above and ring below 100 4 

With clamp for wire rope above 

and with sister hook below. . 100 4 

With clamp for wire rope above 

and with ring below. 100 4 

With clamp for chain above and 

sister hook below. 100 4 

With clamp for chain above and 

ring below. 100 4 

galvanizing all iron parts, add 30 cents each 


List 

Each 

$1.35 

1.20 

1.65 

1.50 

1.65 

1.50 
to list 


Triple insulation arms have a high voltage insulator above 
an enameled wood arm, thus giving a triple insulation between 
the line wire and the supporting ring. 

The arm is coated with a baked enamel, which outwears 
paint in the weather, and has its ends bound by strong metal 
ferrules to prevent their splitting. Every part of the whole 
device is built for fine wear and high insulation, making it a 
fine insulating arm for all high voltage lamps, and the only 
low priced one adapted for use with alternating series lamps. 
It is second only to the Jupiter Cross-Arm. 


List 


List 


Std. 

Wt., Lbs. 

Price 

No. 

Finish 

Pkg. 

Each 

Each 

20852 

Enameled. 

. 75 

5 

$2.03 

20853 

Galvanized. 

. 75 

5 

2.40 


STRAIN ARMS 



Aa Furnished on Junior and Cadet Mast Arms 

Strain arms are made of wrought iron with a cast iron pole 

plate. 




List 

List 

Std. 

Wt., 


Price 

No. 

Pkg. 

Lbs. 


Each 

20746 

100 

fcH 


$1.80 



DOUBLE-BRACED STRAIN ARMS 
As Furnished on Long Junior Mast Arms 

Double-braced strain arms are longer than the regular 
strain arms and have side braces to prevent rofiking in high 
winds. 

List 

List Std. Wt. Price 

No. Pkg. Lbs. Each 

Double- braced Strain Arm 20747 50 .10 $3.00 

Delivery F. O. B. Factory, South Bend Ind. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CUTTER SOL-LUX PENDANTS 



Sol-Lux Junior Pendant 
with 18-Inch Reflector 
and Large Refractor 



Sol-Lux Junior Pendant 
with 18-lnch Reflector 
and Diffusing Bowl 



Sol-Lux Senior Pendant 
with Clear Pear Shaped 
Globe and Band Refractor 

Street Lighting Appliances 


For Type C 'Lamps 

STANDARD PACKAGE QUANTITY, 10 OF ONE STYLE OR TRADE 

NUMBER 

Cutter Sol-Lux senior and junior pendants are the same in all respects 
except for the size of the lower part of the casing forming the reflector and glass 
holder. Compensators are used with either style. The upper part of the cas¬ 
ing is made of iron with ornamental ribs forming ventilation for Type C lamps. 
The lower part of the casing is made of 20 gauge copper. All iron parts are 
finished with high-grade weather resisting black enamel and copper parts in 
gun metal finish. Reflectors are made of steel and porcelain enameled. 

The iunior pendant has a hinged holder for diffusing bowl or refractor or 
Sol-Lux diffuser. 

The senior pendant has a holder with bayonet attachment for pear-shaped 
globes and is furnished with or without 24 inch reflectors as ordered. 

Every Sol-Lux pendant has external binding posts and is wired for 6.6 or 
7.5 ampere line as specified. Compensators (auto-transformers) for 600 C.P. 
lamps have extra taps for 400 C.P. lamps. Likewise, compensators for 1000 
C.P. lamps have extra taps for 600 C.P. lamps as indicated by diagrams below. 
Compensators for 400 C.P., 15 ampere lamps may be wired for 12 ampere 
lamps. Furnished with Cutter Mogul lamp grip sockets. 



MXXU 


\*6€ul so&ffr 


1 


162-216 Watt 


rnd 




MOGUL $OCK£T\ 


300-500 Watt 


Connect lamps to taps 5 and 6. For 500W (1000 C.P.) lamp con- 

Connect one line to tap 6. nect socket to taps 5 and 7 and series 

Connect other line to: line to taps 1 and 7 for 6.6 ampere 

Tap 1 for 6.6 ampere line and service, and to taps 2 and 7 for 7.7 
15 ampere lamp, 400 C.P. ampere service. 

Tap 2 for 7.5. ampere line and 15 For 350W (600 C.P.) lamp con- 

ampere lamp, 400 C.P. nect socket to taps 6 and 7 and series 

Tap 3 for 6.6. ampere line and 12 line to taps 3 and 7 for 6.6 ampere 

ampere lamp, 400 C.P. service, and to taps 4 and 7 for 7.5 

Tap 4 for 7.5 ampere line and 12 ampere service, 
ampere lamp, 400 C.P. 

Sol-Lux Junior Pendants with Compensators 

With 18 Inch Reflector and Large Holophane Refractor 
For 400 C.P. For 600 C.P. For 1000 C.P. 


15 Ampere Lamp 

20 Ampere Lamp 

20 Ampere Lamp 

List 

Wt., Lbs. Price 

List Wt., Lbs. 

Price 

List Wt, Lbs. 

Price 

No. 

Each 

Each 

No. Each 

Each 

No. Each 

Each 

22025 

54 

$43.40 

22026 58 

$45.29 

22027 61 

$47.95 



With 18 Inch Reflector and Band Refractor 


22062 

52 

$43.40 

22063 56 

$45.29 

22064 59 

$47.95 



With 18 Inch Reflector and Sol-Lux Diffuser 


22043 

51 

$35.70 

22044 55 

$37.45 

22045 58 

$40.25 



With 18 Inch Reflector and Diffusing Bowl 


22052 

54 

$36.40 

22053 58 

$38.15 

22054 61 

$40.95 


Sol-Lux Senior Pendants with Compensators 

Without Reflector but with Pear-Shaped Opal Globe 

22031 45 $33.25 22032 49 $35.00 22033 52 $37.80 

With 24 Inch Reflector and Pear Shaped Opal Globe 
22034 55 $37.45 22035 59 $39.20 22036 62 $42.00 

With 24 Inch Reflector, Band Refractor and Clear Globe 
22046 59 $46.55 22047 63 $48.30 22048 66 $51.10 

Without Reflector but with Band Refractor and Clear Globe 
22072 49 $42.35 22073 53 $44.10 22074 56 $46.90 

Delivery F. O. B. Factory, South Bend, Ind. / For warehouse deliveries 
write nearest house. 
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CUTTER SOL-LUX PENDANTS 


FOR TYPE C LAMPS 

Standard Package Quantity, 10 of One Style or List Number 



Style C Pendant 
with Sol-Lux Diffuser 



\ 

Style C Pendant with Large 
Holophane Refractor 


50M£T 


Sectional View' 

Sol-Lux Style G Pendant 

Cutter Sol-Lux Style C pendants are lighter in weight than the ordinary 
arc lamp, but of sufficient weight to prevent excessive swaying in the wind. 
Sturdy and simple construction, minimum number of parts, ample ventila¬ 
tion, external binding posts and insulated suspension ring, make these 
pendants ideal for street lighting purposes. They are practically inde¬ 
structible. The casing is made entirely of high quality gray cast iron, ^tnd 
finished with weatherproof baked enamel. Equipped with Mogul screw 
lamp grip socket for multiple lamps or with compensators (auto trans¬ 
formers) for 15 and 20 ampere Type C Series Mazda lamps. (Regent film 
sockets are furnished for straight series lamps.) 

Shipped complete as listed, with 18 inch porcelain enameled steel 
reflector, hinged holder for refractor or Sol-Lux diffuser and with or without 
glassware as ordered.* 

Sol-Lux Style C Pendants without Compensators 

With Sol-Lux Diffuser 

. Mogul Screw Socket Regent Film Socket 




List 



List 

List 

Wt., Lbs. 

Price 

List 

Wt., Lbs. 

Price 

No. 

Each 

Each 

No. 

Each 

Each 

22101 

42 

$16.80 

22102 

43 

$18.20 


With 

Large Holophane Refractor 


22103 

48 

$24.50 

22104 

49 

$25.90 



With Band Refractor 


22105 

46 

$24.50 

22106 

47 

$25.90 



♦With Diffusing Bowl 



22107 

45 

$17.50 

22108 

46 

$18.90 


With Hinged Refractor Holder, without Glassware 


22109 

43 

$14.70 

22110 

44 

$16.10 




Style C Pendant 
Showing Hinged Holder 


Sol-Lux Style C Pendants with Compensators 

AND MOGUL SCREW SOCKETS 



Style C Pendant 
. with Diffusing Bowl 


State on order how fixture is to be wired for line and lamp. 

With Sol-Lux Diffuser 

For 400 C.P. For 600 C.P. For 1000 C.P. 

15 Ampere Lamp 20 Ampere Lamp 20 Ampere Lamp 



Wt., 

Lbs. 

List 


Wt., 

List 


Wt., 

List 

List 

Price 

List 

Lbs. 

Price 

List 

Lbs. 

Price 

No. 

Each 

Each 

No. 

Each 

Each 

No. 

Each 

Each 

22139 

45 

$29.40 

22140 

47 

$31.15 

22141 

52 

$37.95 



With Large Holophane Refractor 



22142 

51 

$37.10 

22143 

53 

$38.85 

22144 

58 

$41.65 




With Band Refractor 




22145 

49 

$37.10 

22146 

51 

$38.85 

22147 

56 

$41.65 




♦With Diffusing Bowl 




22148 

48 

$30.10 

22149 

50 

$31.85 

22150 

55 

$34.65 


With 

Hinged Refractor Holder without Glassware 


22155 

46 

$27.30 

22156 

48 

$29.05 

22157 

53 

$31.85 


♦Diffusing bowls are fastened with thumb screws; all other glassware 
with hinged holders. 


Delivery F O. B. Factory, South Bend, Ind. For warehouse deliveries jgpfe nearest house. 
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Western Electric 

CUTTER SOL-LUX FIXTURES 


Mail Orders Filled 
at Prevailing Prices 



Standard Bracket 
with Sol-lux Holder 
and Opal Globe 




Wall Bracket with Sol-lux Holder 
and Opal Globe ' 



For Type C Lamps—Bracket Styles 

Standard Package Quantity, 20 of One Style or List 
Number 

For 500 watt or smaller Type C lamps, use 6 x 10 inch opal 
globe or 6 x 8 inch Stalactite; for larger lamps, use 8 x 12 inch opal 
globe or Acorn Diffuser. 

STANDARD BRACKETS WITH SOL-LUX HOLDERS 

A simple form of bracket suspension, consisting of a 3 foot 
gooseneck of l /i inch pipe, with grooved wall plate, for inner wiring. 

The Sol-lux holder attached to the outer end is made of copper 
with gun metal finish. Furnished with Cutter Grip sockets, but 
not wired. 

Med. Screw Skt. Mogul Screw Skt. 



Wt. 






Lbs. 

List 

Price 

List 

Price 

Description 

Ea. 

No. 

Each 

No. 

Each 

With 6x lOin.opal globe. 

With 6 x 8 in. Stalactite. 

. 15 

30037 $8.$9 

30038 

$8.58 


30039 

7.55 

30040 

7.84 

With 8x12 in. opalglobe. 

. 17 

30041 

8.95 

30042 

9.15 

With 6 in. holder only. 

. 7 

30043 

5.69 

30044 

6.06 

With 8 in. holder only.. 

. 7 H 

30045 

6.06 

30016 

6.20 


For galvanized gooseneck, add 30 cents list; for galvanized 
pole plate, add 15 cents list. For sign on globe of less than 20 
letters, add $2.22 list; for 20 or more letters, add $4.44 list. 


SPARTAN JUNIOR BRACKETS WITH SOL-LUX 
HOLDERS 

An artistic and substantial bracket which holds the lamp 3 
feet from the wall. Made of 3-2 inch (bore) pipe, with wrought 
iron scrolls and grooved wall plate. The Sol-lux holder is made 
of copper and supplied in gun metal finish. Shipped complete 
with Cutter Grip sockets, but not wired. 

With6x 10 in.opal globe. 23 30047 $10.65 30048 $10.95 

With 6 x Sin. Stalactite.. ..i. 23 30049 9.92 30050 10.21 

With 8 x 12 in. opal globe. 15 30051 11.32 30052 11.61 

For 6 inch Universal Holder, deduct $1.85 from list with 6 
inch Sol-lux holder; for 8 inch Universal holder, deduct $1.85 
lrom list with 8 inch Sol-lux holder. For 6 x 15 inch reflector, 
add $1.85 to list; for 8 x 18 reflector, add $2.96. 

For galvanized bracket, add $1.03 list. For sign on globe, 
add $2.22 list for less than 20 letters; $4.44 list for 20 or more. 

WALL BRACKETS WITH SOL-LUX HOLDERS 

Consists of a 4 foot gooseneck of inch pipe with wall flange, 
allowing the pipe to extend 1 foot inside the wall and 3 feet out¬ 
side. Furnished complete, as shown, with a Sol-lux holder and 
Cutter Grip socket, but not wired. 

With6xlOin.opal globe. 16 30057 $8.88 30058 $9.18 

With 6 x 8 in. Stalactite. 16 30059 8.14 30060 8.43 

With8 x 12in. opal globe. 18 30061 9 54 30062 9.45 

With 6 in. holder only. 8 30063 6.28 30064 6.57 

With 8 in. holder only. 7H 30065 6.57 30066 6.87 

For galvanized gooseneck, add 37 cents list; for galvanized 
wall flange, add 22 cents list. For sign on globe, add $2.22 for 
less than 20 letters; $4.44 list for 20 or more. 


ENTRANCE BRACKETS 
With Sol-lux Concentric Dome Reflector 

Consists of a 4 foot gooseneck of % inch pipe, terminating in 
a vertical piece of l A inch pipe, which allows the hood to be raised 
for making connections. The wall flange slips over the pipe and 
fastens with a set screw. 


With Sol-lux Holder (4 Inch Fitter) and 20 Inch Concentric Doms 

Reflector 


With8x 12in.opal globe. 

With 4 in. holder only. 


.. 37 

30067 $15.74 

30068 

$16.02 


.. 24 

30071 9.25 

30072 

9.54 

With reflector, without globe.. 


. . 27 

30073 13.09 

30074 

13.36 


For galvanized bracket, add SI. 48 listO' 
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Quantity Prices 
Quoted on Request 


Western Electric 

CUTTER ORNAMENTAL POSTS 


539 



No. 23502 No. 23504 No. 23500 


Commonwealth Design 

Base, 18 inches square, 2 feet high; provided with hinged door and sufficient space for locating switch 
and cutout in base. Column, 8 inches octagon above the base, tapering to 4 inches octagon near the top. 
Height from ground to bottom of pendent globes, 11 feet; to top of top globe, 14 feet 3 inches; to top of 
globe on the 1 light post, 13 feet 6 inches. Distance from center to center of opposite globes, 36 inches. 
Pendent globes, 6 x 12 inches; top globe, 8 x 14 inches; globe for 1 light post, 8 x 16 inches. 


List 

No. of 

Std. 

Wt., Lbs' 

•List 

Price 

No. 

Lights 

Pkg. 

Each 

Each 

23500 

1 

20 

475 

$69.30 

23501 

2 

20 

560 

75.60 

23502 

3 

20 

560 

75.60 

23503 

4 

20 

665 

81.90 

23504 

5 

20 

665 

81.90 


For ground sections see listing elsewhere. Prices include sockets and glassware holders, but not glass¬ 
ware or wiring. 

•Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 
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Western Electric 

CUTTER ORNAMENTAL POSTS 


Mail Orders Filled ' 
at Prevailing Prices 



No. 21119 



No. 21121 



No. 2111 


Boulevard Design 

Base, 14 inches diameter, 2 feet 10 inches high; provided with two doors and sufficient space for 
locating switch and cutout in base. Column, 5J^ inches diameter above the base, tapering to incheB 
diameter near the top. Height, from ground to bottom of pendent globes, 10 feet; to top of top globe, 
13 feet 2 inches; to top of globe on the 1-light post, 12 feet 7 inches. Distance from center to center of 
opposite globes, 32 inches. Pendent globes, 6x10 inches; top globe. 6x12 inches; globe for 1-light post, 


8x14 inches. 

♦List 

list No. of Std. Wt, Lba Price 

No. Lights Pkg. Each Each 

21117 . 1 20 . 300 $44.10 

21118 . 2 20 335 52.28 

21119 . 3 20 335 52.28 

21120 . 4 20 375 59.85 

21121 . 5 20 375 59.85 


glassware or wiring. 

♦Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliyj^if^ write nearest house. 
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Quantity Prices 
Quoted on Request 


Western Electric 


541 


CUTTER ORNAMENTAL POSTS 



Continental 
No. 22055 


Colony 
No. 22065 


Colony 
No. 22068 


Arcadian 
No. 23160 


Arcadian 
No. 23169 


Arcadian, No. 23160 
with Extension Capital 

Single-light Posts for Type C High Efficiency Mazda Lamps 

The Continental Post is designed for “White Way” lighting, with Sol-lux Senior Top which accommo¬ 
dates compensators for 15 and 20 ampere series Mazda lamps. 

The Colony Post is a smaller size of the Continental 

The Arcadian Post is an original design of simple elegance embodying the latest idea of art. It is 
adapted to either business or residence districts of all cities and towns. Made in two sizes, designated 
Arcadian and Suburban, furnished with or without extension capital. Senior tops are used with the Arca¬ 
dian; Junior tops with Suburban. 

Standard Package Quantity, 20 of One Style Continental Colony 

List Wt., Lbs. Price List Wt., Lbs. Price 
Description No. Each Each No. Each Each 

With globe holder and Mogul screw socket. 22051 500 $66.53 22061 300 $44.47 

With Sol-lux ornamental top, Mogul screw socket.. . 22055 520 89.21 22065 320 63.37 

Same, with Regent film socket. 22056 521 90.47 22066 321 64.63 

With 16 inch diffusing ball, ventilator and Mogul 

socket. 22058 520 79.75 22068 320 57.71 

Same, with Regent film socket... 22059 521 81.01 22069 321 58.97 


•With 8 in. globe holder and medium screw socket.. 23157 

Same, with Mogul screw socket. 23158 

Same, with Regent film socket. 23159 

With octagonal, Mogul socket. 23160 

Same, with Regent film socket.. 23161 

With Sol-lux top, Mogul screw socket. . .,. 23162 

Same with Regent film socket.. 23163 

Extension capital for compensator coil furnished when so ordered for $1.89 list additional. 

•Prices do not include glassware, compensators, w iring, lamps or foundation bolts. 

Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 
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520 

521 

Arcadian 

500 

501 

502 

526 

527 
521 

522 


$66.15 

66.53 

67.79 

89.21 

90.47 

89.21 

90.47 


23164 

23165 

23166 
23167' 

23168 

23169 

23170 


Suburban 


350 

351 

352 

373 

374 

368 

369 


$50.40 

50.76 

52.03 

72.19 

77.45 

69.67 

70.93 














542 


Western Electric 

CUTTER ORNAMENTAL POSTS 


Mail Orders Filled 
at Prevailing Prices 



Single-light Posts for Type C High Efficiency Mazda Lamps 

The Capitol Post is a massive standard of highly artistic design built especially for the lighting of busi¬ 
ness districts with high candle power incandescent lamps. 

The Broadway Post is a massive standard of simple and artistic design. It is especially adapted to 
white way lighting in large cities. 

The Plaza Post is of the same design and dimensions as the Broadway, but shorter. 

Standard Package Quantity, 20 of One Style 

Wt., List Wt., List 

List Lbs. Price List Lbs. Price 


Description ' No. Each Each No. Each 

With Sol-Lux ornamental top, Mogul socket. 22075 600 $98.66 22097 500 

Same, with Regent film socket. 22076 601 99.92 22098 501 

With octagonal Senior top, Mogul socket. 22077 600 101.18 22084 500 

Same with Regent film socket. 22083 601 102.44 22087 501 

With 16 in. diffusing ball, ventilator and Mogul 
socket. 22078 600 90.22 22099 500 


Same, with Regent film socket. 22079 601 91.48 22100 501 

Broadway Plaza 

With Sol-lux Senior top, Mogul socket. 23763 600 $96.52 23769 525 

Same, with Regent film socket. 23764 601 97.78 23770 526 

With octagonal Senior top, Mogul socket. 23765 600 99.04 23771 525 

Same, with Regent film socket. 23766 601 100.30 23772 526 

With 16 in. diffusing ball, ventilator and Mogul 

socket. 23767 600 86.06 23773 525 

Same, with Regent film socket.... 23768 601 87.32 23774 526 


Use four 1 inch foundation bolts. 
Delivery F. O. B. South Bend, Ind. 


For warehouse deliveries write nearest house 


zle 


Each 

$90.22 

91.48 

92.74 

94.00 

39.88 

41.14 

$90.22 

91.48 

92.74 

94.00 

79.76 

82.02 
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Quantity Prices 
Quoted on Request 


Western Electric 

CUTTER ORNAMENTAL POSTS 


543 


Park View, with 16 Inch Park View, with Sol-lux Villa, with 16 Inch 

Diffusing Ball and Ventilator Junior Top Diffusing Ball and Ventilator 

Single-light Standards for Type C High Efficiency Mazda Lamps 

The Park View Post is designed especially for lighting parks, boulevards and entrances to public build¬ 
ings Base, 16 inches in diameter, 17 inches high. Column, 5)4 inches in diameter above the base, tapering 
to 3)4 inches in diameter near the top. Height to top of standard globe holder, 10 feet; to bottom of Sol-lux 
Junior Globe, 10 feet 3)4 inches; to top of ventilator on same, 12 feet 2)4 inches; to top of ventilator on 16 
inch ball globe, 12 feet. 

The Villa design has a base 17 inches in diameter, 18)4 inches high. Column, 5 inches in diameter above 
the base, tapering to 2J4 inches in diameter near the top. Height to top of standard globe holder, 10 feet; 
to top of ventilator on 16 inch ball globe, 12 feet. Standard globe holder has 8 inch fitter. 





Standard Package Quantity, 20 of One Style 


Description 

•With 8 in. standard globe holder and medium screw 

socket. 

•Same, with Mogul screw socket. 22436 

•Same, with Regent film socket. 22437 

With Sol-lux Junior top, Mogul socket. 22431 

Same, with Regent film socket.*. 22432 

With 16 in. diffusing ball, ventilator and Mogul 

Socket.... 

Same, with Regent film socket. 22434 

•Glassware and ventilators extra. Use three 54 inch foundation bolts. 

Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries yvfitl.ne©*© house. 
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-Pi 

List 

ark Vi 

Wt., 

Lbs. 

ew- 

List 

Price 

List 

-Villa- 

Wt., 

Lbs. 

List 

Price 

No. 

Each 

Each 

No. 

Each 

Each 

22435 

300 

$44.10 

22426 

300 

$44.10 

22436 

301 

44.48 

22427 

301 

44.48 

22437 

302 

45.74 

22428 

302 

45.74 

22431 

312 

64.26 




22432 

313 

65.52 




22433 

312 

57.71 

22429 

312 

57.71 

22434 

313 

58.98 

22430 

313 

58.98 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 



No. 1 with New No. 2 with New No. 2'with 16 inch No. 1 with New 

Sol-lux Sr. Top Sol-lux Jr. Top Diffusing Ball and Ventilator Octagonal Sr. Top 


No. 1 Standards are recommended for use with 8ol-lux Senior and Octagonal Senior Tops, No. 2 Standards for use with 
Sol-lux Junior and Octagonal Junior Tops. Ball globes having 8 inch fitters may be used with either standard. Prices 
below cover standard only with globe holder, porcelain disc and socket. Globes, ventilators and compensators arc listed on 
the next page. Use four foundation bolts, ££ inch to 1 inch diameter. 


8ockct 

Medium screw multiple socket. 

Mogul screw multiple socket. 

Regent film series socket. 

Delivery F. O. B. Factory, South Bend, Ind. 

Street Lighting Appliances 


Trade 

-No. 1 Standard* 
Shpg. Wt. 

Price 

Trade 

-No. 2 Standa 
Shpg. Wt. 

rd-* 

Price 

No. 

Lbs. Each 

Each 

No. 

Lbs. Each 

Each 

22580 

450 

$66.40 

22583 

350 

$58.84 

22581 

450 

66.78 

22584 

356 

59.22 

22582 

451 

68.04 

22585 

351 

60.48 

warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 


Western Electric 


545 


PARTS FOR CUTTER AND WESTERN ELECTRIC POSTS 



Sol-lux Senior Sol-lux Junior Western Electric Western Electric 

Ornamental Ornamental Casing with New Style Casing with New Style 

Top Top Sol-Tux Senior Top Octagonal Senior Top 


SOL-LUX ORNAMENTAL POST TOPS FOR TYPE C LAMPS 

Made in two sizes, designated Senior and Junior, respectively. The casings fit over cylindrical shanks 
3}^ inches in diameter and 5 inches high. Both have 8 inch globe fitters and accommodate compensators 
for 15 and 20 ampere Type C lamps. The Senior casing is made for poles with columns about 6 inches in 
diameter near the top; Junior casing, about 3 l A inches. Sol-lux Senior tops may be used on Capitol, Con¬ 
tinental, Broadway and Plaza columns; Junior tops on Chicago, Avenue, Riverside, Boulevard, Midway and 
Park View columns. 

Deduct $4.03 list from prices of 1 light posts for globe holder and medium screw socket and add prices 
of parts listed below. 

Height of Senior casing, 13 % inches; Junior casing, 12 inches. Height of Sol-lux Senior globe, 14 H 
inches; Sol-lux Junior globe, 13 inches. Height of Senior ventilator, 12 inches; Junior, 10 inches. Venti¬ 
lators are equipped with white enameled reflectors which direct the maximum amount of light into useful 
planes. 


List 

Description No. 

Sol-lux casing without socket*. 22477 

Sol-lux high efficiency globe. 22478 

Sol-lux ventilator with reflector. 22479 

Complete Sol-lux top, less socket*. 22480 


—Senior— 
Wt., Lbs. 

Price 

List 

-Jui 

Std. 

lior- 

Wt., Lbs. 

Price 

Each 

Each 

No. 

Pkg. 

Each 

Each 

30 

$8.82 

22481 

20 

20 

$6.30 

11 

9.45 

22482 

20 

9 

7.56 

9 

13.23 

22483 

20 

8 

11.30 

50 

31.50 

22484 

20 

37 

25.20 


*Add following list prices for sockets: Medium screw, 63 cents; Mogul screw, $1.01; Regent Film, $2.27. 
Compensators with Mogul screw sockets are listed below. 


Western Electric sol-lux ornamental post tops 

The Western Electric casing is equipped with 8 inch globe fitter and is designed for use with porcelain 
disc insulator, socket and compensator. Furnished with either the new style Sol-lux Senior or Junior globe 
with ventilator, or with the new style Octagonal lantern globes and ventilators in either the Senior or Junior 
sizes. The casing is 13 Vi inches high and fits a post column having a cylindrical shank 3 A inches outside 
diameter, 5 inches high. The globes are made of high efficiency glass and the ventilators are spun steel, porce¬ 
lain enameled black outside, white inside. These new style globes and ventilators may be used with Cutter 
posts listed on previous pages by deducting parts listed above and adding corresponding parts listed below. 


--Senior- 

List Shpg. Wt. 

Description No. Lbs. Each 

Western Electric casing only. 22165 28 

Porcelain disc with medium screw multiple socket. 

Same, with Mogul screw multiple socket. $2159 5 

Same, with Regent film series socket. 22160 6 

New Sol-lux globe. 22167 18 

New Sol-lux ventilator with reflector. 22168 10 

New Octagonal globe. 22373 18 

Trimmings for above. 22374 7 

Ventilator for above. 22375 5 

8 x 16 x 6 diffusing ball globe. 22359 18 


Price 

Each 

$6.30 

1.89 

3.15 

10.71 

9.45 

13.86 

2.52 

5.04 

10.71 


List 

—Junior— 
Shpg. Wt. 

Price 

No. 

Lbs. Each 

Each 

22165 

28 

$6.30 

22158 

5 

1.51 

22159 

5 

1.89 

22160 

6 

3.15 

22169 

14 

6.93 

22170 

9 

8.19 

22376 

14 

9.45 

22377 

6 

1.89 

22375 

5 

5.04 

22359 


10.71 


JSenior tops are designed for use with 300 watt or larger multiple lamps and 400 C.P. or larger series 
lamps. Junior tops are designed for use with 500 watt or smaller multiple lamps and 400 C.P. or smaller 
series lamps. For 5 and 20 ampere lamps add to list price of porcelain disc with Mogul multiple socket, 
$12.60 list for 400 C.P. coil, $14.61 list for 600 C.P. coil and $16.38 list for 1000 C.P. coil. For 250 C.P. 
reactance coil for 6.6. ampere circuit, add $11.34 list. All prices cover coils for 60 cycle frequency. 

Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 
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PARTS FOR CUTTER ORNAMENTAL POSTS 


Mail Orders Filled 
at Prevailing Prices 


Gas Post with 
Head 



Pothead 





Post Head with 
7x14 in. Diffusing Ball 


Post Head with 
Regent Film Socket 


Post Head with 
Reactance Coil 

POST HEADS 

Designed for converting gas posts into electric light standards. Fits gas post columns 
or steel poles of 2}* inch internal diameter. Equippki with Mogul socket and reactance 
coil (for use on series circuits without regulator) or with Cutter Lamp Grip Multiple 
Sockets or Regent film socket. A high voltage insulator protects all live parts from 
grounds. Globe holder has 7 inch fitter. Prices do not include globes. 



With Reactance Coils and Mogul Sockets 


List No. 

List No. 

Size of 




4 Amperes, 

6.6 Amperes, 

Lamp 

Std. 

Weight, 

Price 

60 Cycle 

60 Cycle 

C.P. 

Pkg. 

Lbs. 

Each 

23051 

23147 

32 

20 

21 

$14.61 

23052 

23148 

40 

20 

• 21}* 

14.80 

23053 

23149 

60 

20 

22 

15.12 

23054 

* 23150 

80 

20 

23 

15.87 

23055 

23151 

100 

20 

25 

16.13 

23056 

23152 

200 

20 

28 

20.41 


Regent Film Socket 
Wt., 

List Lbs. 

No. Each 

23155*. 20 


Price 

Each 

$8.57 



With Sockets Only 

Medium Screw Socket Mogul Screw Socket 

Wt., Wt., 

List Lbs. Price List Lbs. Price 

No. Each Each No. Each Each 

23153*. 18 $6.93 23154*. 19 $7.31 

♦Standard Package, 20. 

POTHEADS 

Has an iron bracket support for mounting in base of post. 

List Std. Wt., Lbs. Price 

No. Description Pkg. Each Each 

23156 In ordering, give external diameter of cables. 20 10 $3.78 

23156A Sealing Compound (1 pound for each). .15 

GROUND SECTIONS 

Prices of posts on preceding pages do not include foundation bolts or ground sections. 
When cast iron ground sections are used, bolts are supplied for fastening bases of posts to 
ground sections. Foundation bolts listed below. 

21138 Commonwealth and Midway. 20 

21144 Broadway, Plaza, Capitol, Continental, White Way, 

Residential, Park Way and Flaming Arc. 20 

21139 Avenue. 20 

21115 Chicago. 20 

21140 Riverside. 20 

21142 Park View and Colony. 20 

21116 Villa. 

21141 Boulevard. 20 

FOUNDATION BOLTS 

Prices cover round head machine bolts with hexagon nuts. Wrought washers are 
10 per cent, list extra. 


20 

225 

$20.16 

! 20 

225 

20.16 

20 

225 

20.16 

20 

225 

20.16 

20 

160 

16.38 

20 

150 

15.75 

20 

160 

16.38 

20 

110 

15.12 


Length, 


Length, 


Bolt, Ins. 

X In. 

Vs In. 

1 In. 

V4 In. 

Bolt, Ins. 

X In. 

H In. 

1 In. 

IK In. 

8 

$0.17 

$0.22 

$0.37 

$0.69 

18 

$0.30 

$0.39 

$0.57 

$1.07 

10 

.20 

.26 

.40 

.73 

20 


.44 

.63 

1.13 

12 . 

.22 

.30 

.45 

.81 

24 



.73 

1.26 

15 

.27 

.35 

.50 

.94 

.. 






Cast Iron 
Ground Section 

Delivery F. O. B. Factory, South Bend, Ind 
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For warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 


Western Electric 


CUTTER ORNAMENTAL NEWELS 
For Type C Lamps 



Sol-lux Gate Post Newels 


SOL-LUX GATE POST NEWELS 

These newels are made of the highest quality gray iron. They 
are of distinctive design and very appropriate for the lighting of 
gateways and private grounds, entrances of buildings, etc. 

Base, 14 inches in diameter, 24 inches high. Column, 5 inches 
in diameter above base, tapering to 3M inches in diameter near the 
top. Height from base plane to bottom of side globes, 3 feet 8 
inches; to bottom of center globe, 4 feet inches; to bottom of 
globe of 1 light newel, 3 feet 8 inches. Distance from center to 
center of opposite globes, 30 inches. Designed for 6 x 9 inch or 
6 x 10 inch side globes, and 6 x 12 inch or 6 x 14 inch top globe. 

Prices below include medium screw sockets for side lamps and 
Mogul screw sockets for center lamps, unless otherwise specified. 
Prices do not include globes, ventilators, lamps, wiring or founda¬ 
tion bolts. Use three % inch bolts. 


List No. of Std. Wt., Lbs. List Price 

No. Lights Pkg. Each Each 

21817 . 1 20 125 $31.50 

21818 . 2 20 175 44.10 

21819 . 3 20 175 44.10 

21820 . 4 20 215 50.40 

21821 . 6 20 215 50.40 


SOL-LUX BRIDGE NEWELS 



Sol-lux Bridge Newels 


Similar in design to Sol-lux Gate Post Newel but higher. Base, 
14 inches in diameter, 24 inches high. Column, 5 inches in diame¬ 
ter above the base, tapering to 3^ inches in diameter near the top. 
Height from base plane to Bottom of side globes, 6 feet; to bottom 
of center globe, 6 feet 10^ inches; to bottom of globe on the 1 light 
newel, 6 feet. Distance from center to center of opposite globes, 
30 inches. Designed for 6 x 9 inch or 6 x 10 inch side globes and 
6x12 inch or 6 x 14 inch center globes. 

Arms may be reversed for pendent clusters. 

Prices below do not include globes, ventilators, lamps, wiring 
or foundation bolts. Use three % inch bolts. Prices 
include medium screw sockets for side lamps and Mogul 
screw sockets for top lamps. 


List 

No. of 

Std. 

Wt., Lbs. 

List Price 

No. 

Lights 

Pkg. 

Each 

Each 

21825. 

1 

20 

175 

$40.94 

21826. 

2 

20 

225 

53.54 

21827. 

3 

20 

225 

53.54 

21828. 

4 

20 

265 

59.84 

21829. 

5 

20 

265 

59.84 


GLOBES 


List 

Std. 

wt., 

Lbs. 

List 

Price 

No. Description 

Pkg. 

Each 

Each 

21830 6x9 in. diffusing ball. 

20 

6 

$2.20 

21842 6x10 in. diffusing ball. 

20 

7 

2.52 

21831 6x12 in. diffusing ball (without 
top fitter). 

20 

8 

3.15 


21832 6x12 in. diffusing ball (with 


hYi in. top fitter). 

20 

8 

3.15 

21833 6x14 in. diffusing ball (with 




b l /2 in. top fitter). 

20 

9 

4.42 

21791 8x16 in. diffusing ball (with 




6 in. top fitter). 

20 

10 

8.19 


VENTILATORS 




wt. 

List 

List 

Std. 

Lbs. 

Price 

No. Description 

Pkg. 

Each 

Each 

21792 With 6 in. fitter. 

'20 

9 

$5.04 


Delivery P- O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 
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4A * „ — # ~ Mail Orders Filled 

Western Electric at Prevailing Price* 

CUTTER BRACKETS, NEWELS AND TRAFFIC POSTS 

SOL-LUX WALL BRACKETS 
For Type C Lamps 

A massive bracket of highly artistic design. Wall plate, 2 
feet high, 6 inches wide. Distance from wall to center of lamp, 3 
feet. Height from bottom of shaft to top of ventilator on Sol-Lux 
Senior globe 6 feet 6J^ inches. 



Sol-lux Wall Bracket 



Metropolitan 

Newel 


Safety First" 
Traffic Poet 



List 

No. 

22542 


Std. 

Pkg. 


Ship. 

Wgt., Lbs., 
Each 


List 

Price 

Each 


22543 


375 $85.68 

380 88.20 

For weatherproof 


Description 

With Sol-Lux Senior top, Mogul 

socket. 20 

With octagonal Senior top, Mogul 

socket. 20 

For verde antique finish, add $6.30 list 
bronze paint add $12.60 list. 

METROPOLITAN NEWELS 
A newel of simple but artistic design, adapted for lighting the 
entrances of buildings or for bridges and public places. Base 14 
inches square, 2 feet high. Column 5 inches octagon above the 
base, tapering to 3H inches octagon near the top. Height from 
base to bottom of globe 7 feet; to top of ventilator on octagonal 
Junior globe 8 feet, 9 inches. Globe holder has 8 inch fitter. 
L T se four inch foundation bolts. 

22548 With octagonal Junior top, 

medium screw socket. 20 

Same, with Mogul screw socket. . 

Same, with Regent film socket.. . 

With Sol-Lux Junior top, medium 

screw socket. 20 

Same, with Mogul screw socket.. 

Same, with Regent film socket.. . 

For verde antique finish, add $6.30 list; for weatherproof 
bronze paint, add $12.60 list. 

“SAFETY FIRST” TRAFFIC POSTS 
By marking the centers of intersecting streets the rule of 
“keep to the right” is always enforced. These traffic posts are 
silent watchmen, always on the job. 

Base, 14 inches in diameter, 24 inches high. Column 5 
inches in diameter above the base, tapering to 3^ inches in 
diameter near the top. Height from base plane to bottom of 
globe on the 1 light newel, 6 feet. 

Prices of newels do not include globes, lamps, wiring or 
foundation bolts. These are listed separately below. 


22549 

22550 
22566 

22554 
. 22555 


20 

225 

$65.52 

20 

226 

65.89 

20 

227 

67.15 

20 

220 

63.00 

20 

221 

63.37 

20 

222 

64.62 


27000 

6 in. holder, medium multiple 
socket. 

20 

175 

$40.15 

27001 

8 in. holder, medium multiple 
socket. 

20 

176 

40.15 

21825 

6 in. holder, Mogul multiple 
socket. 

20 

176 

40.95 

27003 

8 in. holder, Mogul multiple 
socket. 

20 

177 

40.95 

27004 

6 in. holder, Regent film socket.. 

20 

177 

41.90 

27005 

8 in. holder, Regent film socket.. 

20 

178 

41.90 

27006 

6 x 12 in. ruby globe, extra. 

20 

8 

10.08 

27007 

8 x 14 in. ruby globe, extra. 

20 

9 

15.12 

21831 

6 x 12 in. diffusing ball, extra_ 

20 

8 

3.15 

22489 

8x14 in. diffusing ball, extra... . 

20 

9 

4.41 


Set of three % x 12 in. foundation 
bolts. 

20 


.68 

20938 

Fixed pin clamp arm. 

20 

”6 

1.01 

20942 

Pinless damp arm. 

20 

6^ 

1.01 


COMMERCE NEWELS 



A massive newel designed especially for bridges and entrances 
to large buildings, etc. Base, 21 x 35inches. Height from 
ground to bottom of pendent globes 4 feet 6 inches; to top of 
eagle ornamentation on top globe 9 feet 6 inches; to top of eagle 
* ornamentation on 1 light newel, 8 feet. Pendent globes, 

8 x 14 inches; top globe, 8 x 20 inches; globe for 1 light newel 
8 x 20 inches. Prices below include medium screw base sockets, 
glassware as above specified and eagle oramentation, but not 
foundation bolts. Use four inch foundation bolts. 

22561 llight. 20 475 

22563 3 light. 20 550 

Commerce Newel 22565 5 light. 20 625 

Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house, 

Street Lighting Appliances 44-2 


$157.50 

170.10 

189.00 
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MIDGET BRACKETS 

A light cast iron bracket designed for small sizes of lamps 
which do not require ventilation. Has a threaded stem for 
attachment to crowfoot or conduit. Diameter of wall canopy, 
h x /\ inches. Distance from end of stem to center of globe, 6 
inches. Equipped with inch holder and medium screw 
socket, but not wired. 


List 

Std. 

Wt., 

Lbs. 

Price 

No. Description 

Pkg. 

Each 

Each 

21835 With 4 x 8 in. diffusing globe. . 

.. 20 

12 

$5.98 

21836 Without globe. 

.. 20 

7 

4.09 


REVERSIBLE BRACKETS 

When ventilation is not necessary, this bracket may have the 
globe hang downward. In this position, the bracket has the same 
artistic lines and correct proportions as in the position illus¬ 
trated. Distance from wall to center of globe, 2 feet. Distance 
between centers of wall plates, approximately 20 inches. Fitted 
with 8 inch globe holder. 

Prices do not include globe, ventilator or wiring. 



4 Light Commerce 
JBracket 



3 Light Corridor 1 Light Corridor 
Bracket Bracket 


21248 Medium screw socket. 20 65 $18.90 

21837 Mogul screw socket. 20 65 19.27 

21791 8 x 16 in. diffusing ball (with 6 in. 

top fitter). 20 19 8.19 

21792 Ventilator, with6 in. fitter. 20 9 5.04 


COMMERCE BRACKETS 

A massive fixture of distinctly artistic and classical design. 
Particularly adapted for lighting fronts of fine structures, such 
as banks and office buildings, clubs, libraries, etc. 

Wall plate, 9 inches wide, 20 inches high. Distance from 
wall to center of top globe, 14 inches. Height to bottom of 
globe of 1 light bracket, 33 inches; to bottom of center globe of 
3 and 4 light brackets, 41 inches. Distance from center to cen¬ 
ter of opposite globe, 30 inches. 

For side lamps use 6x9 inch or 6 x 10 inch globe. For center 
lamps use 6 x 12 inch or 6 x 14 inch globe. 

Prices below do not include lamps, globes, ventilators or 
wiring. Medium screw sockets are furnished for side lamps, 
Mogul screw sockets for center lamps, unless otherwise specified. 


21838 1 light. 

21839 3 light. 

21840 4 light. 

21830 6 x 9 in. diffusing ball. 

21842 6 x 10 in. diffusing ball. 

21831 fix 12 in. diffusing Dali (without top 

fitter). 

22476 6 x 12 in. diffusing ball (with 6 in. 

top fitter). 

22480 6x14 in. diffusing ball (with 6 in. 

top fitter). 

21792 6 in. ventilator. 


20 

90 

$25.20 

20 

145 

37.80 

20 

155 

40.95 

20 

6 

2.20 

20 

7 

2.52 

20 

8 

3.15 

20 

8 

3.15 

20 

9 

4.41 

20 

9 

5.04 


CORRIDOR BRACKETS 

Distance from wall to center of globe of the 1 light bracket, 
10 inches. Distance from center to center of opposite globes of 
the 3 light bracket, 16 inches. Height over all, 40 inches. 
Globe holders have 6 inch fitters for 6 x 8 inch side globes and 
6 x 10 inch center globes. 

Prices below include globe holders and medium screw sockets, 
but not the globes or wiring. 


21245 1 light. 20 65 

21246 3 light. 20 110 

21247 4 light. 20 135 

21841 6 x8 in. diffusing ball. 20 5 

21842 6 x 10 in. diffusing ball.. by V. >O© 10 


$18.90 

26.46 

30.24 

1.89 

2.52 


Delivery F. O. B. Factory, South Bend, Ind. For warehouse deliveries write nearest house. 


AQ 
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Mail Orders Filled 
at Prevailing Prices 


Western Electric 


INSULATING MATERIALS 



Victor Tape 



Amazon Tapo 



Watem Electric “S" Tape 


Insulating Tapes 

VICTOR TAPES 

These are commercial grades of tape which we furnish regularly in 
half-pound rolls, l A inch wide. This weight sometimes varies, but very 
slightly. We furnish under this same brand both a friction tape and a 
rubber splicing compound. Therefore it is always necessary to specify 
whether friction tape or splicing compound is desired. The standard width 
of all tapes is fi inch, but on special orders we can furnish the Victor 
friction tape either H inch, 1 inch, l\i inches, 1H inches or 2 inches 
wide. 


VICTOR FRICTION TAPE VICTOR SPLICING COMPOUND 


Description List Price 
in. Black Tape, per lb.. SI. 00 
J i in. Black Tape, per 50 lb. 

case. 30.00 

li in. Black Tape, per 100 
lb. box. 56.00 


Description List Price 
in. Rubber Tape, per lb. $1.60 
% in. Rubber Tape, per 50 

lb. case. 55.00 

% in. Rubber Tape, per 100 
lb. box. 90.00 


Note: Victor Splicing Compound, *A inch wide, 35 mils thick, in ^ lb. 
rolls, contains 50 to 55 feet per lb. packed in foil and cartons. Shipped. 
100 lbs. in wood case and 50 lbs. in fiber case. 


AMAZON TAPES 

These tapes are of excellent quality and meet the requirements of 
those desiring something better than a regular commercial product. The 
price is accordingly somewhat higher than our Victor tapes. 


AMAZON FRICTION TAPE AMAZON SPLICING COMPOUND 


Description List Prioe 
in. Black Tape, per lb.. $1.30 
in. Black Tape, per 50 lb. 

case... 42.00 

in. Black Tape, per 100 
lb. box.... 80.00 


Description List Price 
% in. Rubber Tape, per lb. $2.00 

in. Rubber Tape, per 50 

lb. case. 65.00 

in. Rubber Tape, per 100 
lb. box. 120.00 


Note: Amazon Splicing Compound, inch wide. 40 mils thick, in Yi 
lb. rolls, contains 40 to 45 feet per lb. packed in foil ana cartons. Shipped, 
100 lbs. in wood case and 50 lbs. in fiber case. 


WESTERN ELECTRIC “S” TAPE 

This tape is made of the highest quality material. The sheeting is of 
select stock and is well impregnated by calendar coats of green friction, and 
on top of these is spread a high grade green compound, making the tape as 
high if not higher, in resistance to leakage, than any other on the market. 
It nas exceptionally long life, good fiber, high dielectric and tensile strength. 
It will be wound on the Western Electric blue core, 8 oz. net to the z /\ inch 
width, H lb. roll packed in tinfoil. 

Description List Price 

Z A in. Western Electric “S” Tape (Standard Case, 25 lbs), per lb.. $1.40 

% in. Western Electric “S” Tape, per 50 lbs. 47.00 

in. Western Electric “ S” tape, per 100 lbs. 88.00 


GRIMSHAW TAPES 

M inch, M lb. Rolls 


List 

No. 

Description 

List Price 

per lb. per 100 lbs. 

460004 

Black Friction. 

$2.30 

$150.00 

460005 

White Friction. 

2.30 

150.00 

460006 

Splicing Compound... . 

2.50 

170.00 

460011 

Black Weatherproof. 


P. & B. 

H inch, M 


OKONITE TAPES 
H inch, H lb. Rolls 

List List Price 

No. Description per lb. per 100 lbs. 

460007 Manson Black Friction. $1.80 $100.00 

460008 Manson White Friction. 1.80 100.00 

460009 Okonite Splicing Comp. 2.50 160.00 

TAPE 
lb. Rolls 

. $1.30 $60.00 


COMPETITION FRICTION TAPE 
% A inch, yi lb. Rolls 

List Prioe 

per lb. per 100 lbs. 
460012 Black Friction.$1.50 $88.00 

Insula tins and Sold aria a Material* $ 


COMPETITION SPLICING COMPOUND 

yi inch, r A lb. Rolls 

List Price 


per lb. per 100 lbs. 
460013 Competition Rubber.. .^4*140 $150.00 




















Quantity Prices 
Quoted on Request 


Western Electric 
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Western-Electric Soldering Paste 

This is a superior quality of soldering paste. It will not corrode or injure in any way the material that 
is to be soldered. It takes the place of injurious acids and is equally effective. It may be applied with a 
rag, a stick or even with the fingers. It is particularly intended for those who prefer a soldering flux in 
paste form rather than the soldering stick, and in cases where it is inconvenient to heat the joint m order 
to apply the stick flux. 

--List Price Each-* 


List 

No. 

460016 

2-oz. tin cans. 

460017 

4-os. tin cans. 

460018 

H lb. tin cans 

460019 

1-lb. tin cans. 

460020 

5-lb. tin cans. 


36 

Less than 12 12 to 36 and Over 

$0.50 $0.28 $0.22 

.70 .42 .36 

*-Net Prices Each-* 

Less than 100 lbs. 

5 lbs. 5 to 100 lbs. and Over 
$1.10 $0.70 $0.60 

1.80 1.30 1.10 

6.00 5.20 



List No. 

460021 Tube Flux 


Tube Flux 

A soldering flux, not a substitute for solder. A non-corrosive 
soldering flux put up in convenient form. 

The spout in the tube is aluminum and allows the paste to be 
applied directly to the joint at the same time with the heat with¬ 
out soldering up the vent. This is an important feature. 

Description List Price 

. $0.40 each $2.88 per doz. 



Miscellaneous Soldering Paste 

HIGHLAND 

List No. Description List Prices 

460022 2-oz. tin boxes. $0.70 each $2.88 per doz. 

460023 1 lb. tin boxes. 2.00 per lb. 160.00 per 100 lbs. 


CRESCENT 


460025 2 Vi-oz . t in boxes. $0.50 each 

460026 HHb. tin boxes. 1.10 per lb. 

460027 1-lb. tin boxes. 1.80 per lb. 


$1.68 per doz. 
60.00 per 100 lbs. 
110.00 per 100 lbs 



460028 

460029 

460030 


460031 

460032 

460033 



460034 

460035 

460036 


460037 

460038 

460039 


BURNLEY 


2-oz. tin boxes. $0.50 each $1.68 per doz. 

4-oz. tin boxes.70 each 2.52 per doz. 

1-lb. tin cans. 1.80 each 100.00 per 100 lbs. 


ALLEN’S 


2-oz. tin boxes. $0.50 each $1.68 per doz. 

4-oz. tin boxes. .70 each 2.52 per doz. 

1-lb. tin boxes. 1.80 each 110.00 per 100 lbs. 


YAGER’S 

2-oz. tin boxes. 

^-lb. tin cans. 

1-lb. tin cans. 


$0.50 each 
1.10 each 
1.80 each 


$1.68 per doz. 
2.52 per doz. 
110.00 per 100 lbs. 


STAR 


2-oz. tin boxes. $0.50 each .68 per doz. 

4-oz. tin boxes. .70 each 2.52 per doz. 

1-lb. tin boxes. 1.80 each 110.00 per 100 lbs. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



SOLDERING ACCESSORIES 
Soldering Salts 

Our soldering salt combines in soluble crystal form the most 
efficient soldering agents known to chemistry. It dissolves 
readily in water and does not give off any obnoxious odors or 
gases. Directions for dissolving in water to make a soldering 
agent of proper strength are included with each package. 


List No/ Description List Price 

Western-Electric Each per lOOLbs. 

460040 ^-lb. cans. $1.10 $60.00 

460041 1-lb. cans. 1.80 110.00 

Yager’s 

460043 H-lb. bottles....... $1.10 $60.00 

460044 1-lb. bottles... 1.80 112.00 

460045 5-lb. bottles..'.. 4.00 180.00 

Allen’s 

460046 H-lb. bottles. $1.10 $60.00 

460047 1-lb-bottles. 1.80 110.00 

460048 5-lb. bottles. 4.00 180.00 

Crescent 

460049 J^-lb. bottles. $1.10 $60.00 

460050 1-lb. bottles. 1.80 110.00 



Western-Electric Soldering Stick 

This soldering stick is made under the same formula as our 
paste and put up in a neat substantial package. Its use is very 
convenient as it can be carelessly carried in the workman’s tool 
kit or pocket. To apply this stick it is only necessary to heat 
the joint to be soldered and rub it with the bared end of the stick. 

List Pries 

List No. Description Each per Dos. 

460052 Western-Electric Soldering Stick.. . $0.50 $1.68 

Miscellaneous Soldering Sticks 


List Price 

Lilt No. Description Each per Dox. 

460053 Crescent. $0.50 $1.68 

460054 Star.50 1.68 

460055 Allen’s.50 1.68 

460056 Yager’s.50 1.68 


Solderall 

A complete solder, and non-corrosive fluid. Combined in 
paste form and put up in convenient collapsible tubes. 


List Price 

List No. Description Each per Dox. 

460058 Solderall. $1.00 $10.00 



List No. 
460060 
460061 


460062 

460063 


460064 


460065 


460066 


Bar and Wire Solder 

List Pries 
per Lb. 

Strictly Half and Half Bar Solder.\ Prices oti 

Strictly Half and Half Wire Solder./ application 

W.-E. Resin Core Solder 

Resin Core Solder in H-lb. boxes.. 

Resin Core Solder, on 1-lb. Bpools 
Resin Core Solder, on 2-lb. spools 
Resin Core Solder, on 5-lb. spools 
Resin Core Solder, on 10-lb. spools 


Prices on 
application 


Cable SolderKK^ le 

460067 W.-E. Cable Solder .Prices on application 






































Quantity Prices 
Quoted on Request 
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CENTRAL STATION SUPPLIES 
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Commutator Polish 
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Trotter’s Commutator Compound 

This compound is an article of merit. Particularly adapted as a lubricant for carbon or woven wire, 
dynamo or motor brushes. A very small application required. 


List Price 

list No. Each per Doz. 

460068 Small size sticks 4^ x % ins. $0.60 $2.52 

460069 Large size sticks 4 ^ x Y% ins. 1.10 4.56 



Early's 

pmimutfiW 
jj Cvment 

L 




,1 ffC '*. 


1*^3 « 

P Price 


$2.001 


*U**C6. < 


Allen’s Commutator Lubricant 

The Allen Commutator Lubricant contains no acid or destructive ingredient; is made 
of pure chemicals, and can be safely used on dynamos generating high potentials. When¬ 
ever cutting, heating, sparking, or wearing of the commutator is noticed, a very slight 
application of the Allen Commutator Lubricant to the revolving surface of the commu¬ 
tator will restore a normal working condition and give a ‘‘bright, clean face.” 


List Price 

List No. Each per Doz. 

460070 Allen’s Commutator Lubricant. $0.60 $2.70 

Early’s Commutator Cement 

List Price 

List No. Each per Doz. 

461002 Small size, 2^ x 5%, weight 1 lb. $4.00 $16.80 


461003 Large size, 5 x 10H> weight 7 lbs. 18.00 84.00 


Emery Cloth 

Sheets 9 x 11 inches 


List No. 

Mfr. No. 

Weight 

Ream 

Reams in 
Bundle 

List Price 
per Quire 

List No. 

Mfr. No. 

Weight 

Ream 

Reams in 
Bundle 

List Price 
per Quire 

460072 

Crocus 

30 lbs. 

2H 

$5.98 

460076 

1 

45 lbs. 

2 

$5.08 

460073 

00 

32 lbs. 

2Vt 

5.98 

460077 

I'A 

47 lbs. 

2 

5.20 

460074 

0 

34 lbs. 

2 K • 

5.98 

460078 

2 

52 lbs. 

2 

5.40 

460075 

a 

41 lbs. 

2 Vt 

5.98 

460079 

2X 

75 lbs. 

m 

5.58 


Emery Paper 

Sheets 9 x 11 inches 




Weight 

Reams in 

List Price 

f 

| 


Weight 

Reams in 

List Price 

List No. 

Mfr. No. 

Ream 

Bundle 

per Quire 

List No. 

Mfr. No. 

Reals 

Bundle 

per Quire 

460080 

00 

19 lbs. 

5 

$3.80 

460084 

m 

33 lb?. 

3 

$3.96 

460081 

0 

20 lbs. 

5 

3.80 

460085 

2 

37 lbs. 

2X 

4.06 

460082 

A 

26 lbs. 

5 

3.80 

460086 

2H 

40 lbs. 

2 

4.16 

460083 

1 

31 lbs. 

4 

3.90 







Sand Paper—First Quality 

Sheets 9 x 11 inches 


LiatNo. 

Mfr. No. 

Weight 

Ream 

Reams in 
Bundle 

List Price 
per Quire 

List No. 

Mfr. No. 

Weight 

Ream 

Reams in 
Bundle 

List Price 
per Quire 

460087 

00 

15 lbs. 

5 

$3.80 

460092 

2 

37 lbs. 

2 

$4.04 

460088 

0 

17 lbs. 

5 

. 3.80 

460093 

2 X 

43 lbs. 

2 

4.12 

460089 

X 

20 lbs. 

4 

3.80 

460094 

3 

50 lbs. 

IX 

4.26 

460090 

1 

24 lbs. 

3 

3.90 

460095 

3 h 

28 lbs. 

ix 

4.44 

460091 

IX 

27 lbs. 

2 

3.96 

5 

D 

jaitized by vjOOQIS 

Insulating and Soldaring 

Material* 









554 


Western Electric 

INSULATING MATERIAL 


Mail Orders Filled 
at Prevailing Prices 


Cotton Sleeving 


Cotton Sleeving is used for insulating and protecting armature coils. It is regularly furnished in white, 
but can be supplied in red, blue, or black at a small additional cost. 




Yards 

List Price 



Yards 

List Price 

List No. 

For Wires 

per Lb. 

per Lb. 

List No. 

For Wires 

per Lb. 

per Lb. 

1 

11-12-13 

230 

82.30 

8 

1-2 

65 

82.30 

2 

7-8-9 

180 

2.30 

9 

1-2 

95 

2.70 

3 

9-10 

175 

2.60 

10 

1-0 

65 

2.20 

4 

5-6-7 

225 

2.70 

11 

1-0 

65 

2.50 

5 

5 

100 

2.30 

12 

2-No. 0 

50 

2.90 

6 

3-4 

135 

2.60 

13 

6-7 

150 

2.70 

7 

3-4 

120 

2.50 






Put up in 10 lb. units and special 5 and 1 lb. units. 


Plain Linen Tape 


This is a good quality of calendered linen tape without friction or insulating compound. It is regularly 
furnished in rolls containing 36 lineal yards or will be furnished in other lengths when desired. 



Width 

Thickness 

Yards 

List Price 


Width 

Thickness 

Yards 

List Price 

List No. 

Ins. 

Ins. 

per Roll 

Gr.Yds. 

List No. 

Ina. 

Ins. 

per Roll 

Gr.Yds. 

11820 

X 

.007 

72 

81*40 

8843 

H 

.005 

72 

81.60 

14002 

1 

.007 

72 

1.70 

7703 


.005 

72 

1.90 

10470 

X 

.005 

36 

1.10 

9298 

u 

.005 

72 

2.00 

8769 

% 

.005 

36 

1.30 

8844 

1 

.005 

72 

2.20 

8841 

X 

.005 

36 

1.40 









Extra 

Quality Linen 

Tape 




A similar tape to that described above, but of extra fine quality and close texture. 

It is also 

regularly 

furnished in rolls containing 36 lineal yards, but will be furnished in other lengths when desired. 



Width 

Thickness 

Yards 

List Price 


Width 

Thickness 

Yards 

List Price 

List No. 

Ina. 

Ins. 

per Roll 

Gr.Yds. 

List No. 

Ins. 

Ins. 

per Roll 

Gr.Yds. 

4826 


.007 

72 

81.70 

4896 

X 

.007 

72 

83.00 

3737 

% 

.007 

36 

2.00 

10535 

l 

.007 

72 

3.70 

4308 

*A 

.007 

36 and 72 

2.40 







No. 4308 can be furnished in varied winds if ordered in lots of 25 gross yards or more of a pattern. 


Standard Linen Tape 


Is superior in quality to plain linen but not equal to extra quality, as it is not as closely woven and 
possesses somewhat less potential strength. 


List No. 
13870 


Width Thickness Yards List Price 
Ins. Ins. per Roll Gr.Yds. List No. 
X .007 36 81.70 13871 


Width Thickness 

Ins. Ins. 

1 .007 


Yards List Price 
per Roll Gr.Yds. 
36 82.00 


Star Cotton Tape'or Webbing 


A plain cotton tape of good Quality without compound. It is furnished regularly in rolls containing 
36 lineal yards or will be furnished in other lengths when desired. 



Width 

Thickness 

Yards 

List Price 


Width 

Thickness 

Yards 

List Price 

List No. 

Ina. 

Ins. 

per Roll 

Gr.Yds. 

List No. 

Ins. 

Ins. 

per Roll 

Gr.Yds. 

5918 

H 

.013 

36 

81.30 

5906 

1 

.013 

36 

82.20 

5821 

a 

.013 

36 

1.60 

9562 

ix 

.013 

72 

3.30) 

5727 

*A 

.013 

36 

1.90 







Standard Cotton Tape or Webbing 


A similar tape to that described above, but of extra fine quality and close texture. It is also regularly 
furnished in rolls containing 36 lineal yards or will be furnished in other lengths when desired. 


Width 

List No. Ins. 

4254 X 

3736 X 


Thickness Yards 

Ins. per Roll 
.013 1000 

.013 72 


Insulating and Soldaring Materials 


List Price 
Gr.Yds. 
81.60 
2.40 


List No. 
13100 


9 


Width 

Ins. 

X 


Thickness Yards 

Ins. per RoO 
.013^ 36 

Digitized by VjOOQIC 


List Price 
Gr.Yds. 
83.1tt 



Quantity Prices 
Quoted on Request 


Western Electric 

BINDING TAPES 
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Stay Binding or Webbing 

This is a plain cotton webbing somewhat heavier and stronger than the ordinary cotton tape. It is 
used largely for field coil winding. Furnished in rolls containing 72 lineal yards. Made in two weights as 
listed below: 


List 

» 

Width 

Regular 

Thickness 

Yards 

i 

List Price 

List 

Width 

Heavy 

Thickness 

Yards 

List Price 

No. 

Inches 

Inches 

per Roll 

Gr. Yds. 

No. 

Inches 

Inches 

per Roll 

Gr. Yds. 

6291 

1 

.013 

36 

$3.10 

8730 

1 

.019 

72 

$3.20 

6290 

l X 

.013 

36 

3.70 

9982 

IX 

.019 

72 

4.00 

6289 


.013 

36 

4.30 

1613 


.019 

72 

4.60 





9999 

2 

.019 

36 

7.20 


Surgical Web Tape 

Surgical Web is a superior grade of stay binding, closely woven, herringbone weave, and possesses 
considerable tensile strength. 

Extra Quality 


List 

Width 

Thickness 

Yards 

List Price 

List 

Width 

Thickness 

Yards 

List Price 

No. 

Inches 

Inches 

per Roll 

Gr. Yds. 

No. 

Inches 

Inches 

per Roll 

Gr. Yds. 

7699 

X 

.022 

36 

$2.60 

8870 

IX 

.022 

36 

$6.50 

5281 

X 

.022 

36 

3.50 

9058 

2 

.022 

36 

8.70 

5224 

l 

.022 

36 

4.40 

10449 

2H 

.022 

36 

10.30 

5298 


.022 

36 

5.40 






Non-Elastic Webbing 

Non-Elastic Web is a good quality stay binding which is suitable for general use. 


List 

Width 

Thickness 

Yards 

List Price 

List 

Width 

Thickness 

Yards 

List Price 

No. 

Inches 

Inches 

per Roll 

Gr. Yds. 

No. 

Inches 

Inches 

per Rolls 

Gr. Yds. 

4092 

X 

.030 

36 

$3.10 

4096 

IX 

.030 

36 

$5.30 

4094 

H 

.030 

36 

3.80 

3940 

m 

.030 

36 

6.30 

10177 

Vi 

.030 

36 

4.30 

4098 

2 

.030 

72 

8.70 

3862 

1 

.030 

36 

4.60 







Plain Silk Tape 

Silk Tape is used for general insulating purposes, particularly when the available space is extremely 
limited. It is furnished in rolls containing 36 lineal yards, in black, white and colors. Unless otherwise 
specified, white tape will always be furnished. 


List 

Width 

Thickness 

Yards 

List Price 

List 

Width 

Thickness 

Yards 

List Price 

No. 

Inches 

Inches 

per Roll 

Gr. Yds. 

No. 

Inches 

Inches 

per Roll 

Gr. Yds. 

15841 

X 

.006 

1000 

$3.10 

12519 

% 

.006 

72 

$5.90 

12821 

X 

.006 

1000 

3.80 

14734 

X 

.006 

72 

6.90 

11216 

A 

.006 

72 

4.40 

16299 

1 

.006 

72 

8.80 

16604 

X 

.006 

72 

4.90 







Varnished Tape 


Also Known as Linotape or Oiled Linen Tape 

An electrical insulating tape extensively used in coil winding, cable splicing and other high tension 
work, having high insulating and moisture resisting qualities. The coating consists of films of oxidized 
linseed oil, and is furnished straight or bias cut, in rolls containing 72 lineal yards, each roll coated with 
paraffine to exclude moisture. 


Width 


1 

Wa 

1% 


n 

n 

n 

it 

it 

n 


-List Price per 144 Yds.—. 
No. 10-L No. 10-B 


^—List Price per 144 Yds.-—. 
No. 10-L No. 10-B 

Cut Straight 

Cut Bias 

Width 

Cut Straight > 

Cut Bias 

$1.62 

$1.90 

2 ". 

. $4.60 

$5.68 

1.90 

2.16 

2X" . 

. 5.14 

6.22 

2.44 

2.88 

2X" . 

. 5.68 

6.92 

2.98 

3.52 

2Vx" . 

. 6.48 

7.56 

3.52 

4.06 

4.32 

4.86 

3 ". 

. 7.02 

8.38 


Note: The thickness is .010 in. Approximate weight 1 in. wide, 2% lbs. per gro. yds. 

Unless otherwise specified, biased tape vpll be furnished. Can be furnished .007 in. or .012 in. thick. 

10 Insulating and Soldering Materials 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


VULCANIZED FIBER 
Sheet Fiber 

RED, GRAY OR BLACK 
Special Colors One Cent per Pound Extra 
Approximate size of sheeta .005 to . 120 inch thick, 48 x 80 inches. 

H to % inch thick, 44 x 70 inches. 

H to 2 inch thick, 46 x 76 inches. 


Manufacturer's List Special Discounts on Application 


List 

Thickness 

v- 

List 

Price 

List 

Thickness 

A ?sr 

List 

Price 

List 

Thickness 

A S£T 

List 

Price 

No. 

Inches 

per Sheet 

per Lb. 

No. 

Inches 

per Sheet 

per Lb. 

No. 

Inches 

per Sheet 

per Lb. 

460962 

.005 

2 

SO.60 

460969 

.075 

11 

$0.35 

460371 

% 

138 

$0.49 

460963 

.010 

2 

.50 

460970 

.100 

15 

.35 

460372 

1 

155 

.56 

460357 

.015 (A) 

m 

.40 

460362 

X 

A 

20 

.35 

460373 

IX 

165 

.70 

460964 

.020 

4 

.35 

460363 

30 

.36 

460971 


195 

.85 

460965 

.025 

4 X 

.35 

460364 

X 

40 

.36 

460972 

1 

215 

1.05 

460359 

.030 (A) 

5 

.35 

460365 


50 

.36 

460973 

l X 

235 

1.30 

460966 

.035 

6 

.35 

460366 

zi 

60 

.36 

460974 

1% 

255 

1.60 

460967 

.040 

7 X 

.35 

460368 

H 

80 

.38 

460975 

ix 

275 

2.10 

460968 

.045 (A) 

8 

.35 

460369 

% 

100 

.41 

460976 

IX 

295 

3.10 

460360 

.060 

10 

.35 

460370 

X 

120 

.44 

460980 

2 

315 

4.10 


Hard Vulcanized Fiber Rods 

COLORS, RED, BLACK AND GRAY 
Manufacturer's List Special Discounts on Application 


List 

Diameter 

No. Ft. 

List Price 

List 

Diameter 

No. Ft. 

List Price 

List 

Diameter 

No. Ft. 

List Price 

No. 

in Ins. 

per Lb. 

per Ft. 

No. 

in Ins. 

per Lb. 

per Ft. 

No. 

per Lb. 

in Ins. 

per Ft. 

461048 

A 

241.43 

$0.15 

461383 

X 

5.43 

$0.40 

460390 

IX 

1.12 

$5.00 

461049 

X 

135.80 

.15 

461384 

H 

4.49 

.50 

461391 

• IX 

.943 

8.00 

460376 

A 

60.36 

.15 

461385 

X 

3.77 

.65 

461392 

l X 

.803 

10.00 

461377 

X 

33.95 

.15 

460977 

u 

3.22 

.80 

461393 

IX 

.693 

15.00 

461378 

A 

21.73 

.16 

460386 

X 

2.77 

1.00 

460979 

IX 

.604 

25.00 

461379 

X 

15.09 

.18 

460978 

H 

2.42 

1.25 

460394 

2 

.530 

35.00 

461380 

A 

11.09 

.22 

460387 

l 

2.12 

2.00 

461059 

2X 

.420 

45.00 

461381 

X 

8.49 

.28 

460389 

IX 

1.68 

3.00 

401060 

2X 

.340 

60.00 

461382 

A 

6.71 

.35 

461054 

IX 

1.36 

4.00 






Intermediate sizes at price of next larger size. 

Rods turned from glued up stock IX inch diameter and over will take one half the list price of rods from solid stock. 


FIBER TUBING 


Manufacturer's List Special Discounts on Application 
Inside .-Thickness of Wall- 


Diam. 

A 

• A 

X 

A 

A 

A 

X 

A 

A 

H 

X 

S 

$0.20 

$0.30 

$0.40 









.20 

.30 

.40 









S 

.10 

.14 

.18 

.22 

.26 







A 

.10 

.15 

.19 

.24 

.28 







X 

.11 

.16 

.21 

.26 

.31 







A 

.11 

.17 

.22 

.28 

.33 







X 

.12 

.18 

.24 

.30 

.36 

.42 

.48 






.13 

.20 

.26 

.32 

.39 

.46 

.52 





u 

.14 

.21 

.28 

.35 

.42 

.49 

.56 





u 

.15 

.23 

.30 

i37 

.45 

.52 

.60 





tg 

.16 

.24 

.32 

.40 

.48 

.56 

.64 





If 

.17 

.26 

.34 

.42 

.51 

.60 

.68 





X 

.18 

.27 

.36 

.45 

.54 

.63 

.72 





H 

.It 

.29 

.38 

.47 

.57 

.66 

.76 





1 

.20 

.30 

.40 

.50 

.60 

.70 

.80 





1 u 

•2? 

.33 

.44 

.55 

.66 

.77 

.88 





1 u 

.24 

.36 

.48 

.60 

.72 

.84 

.96 





i|u 

.26 

.39 

.52 

.65 

.78 

.91 

1.04 





lX 

.28 

.42 

.56 

.70 

.84 

.98 

1.12 





144 

.30 

.45 

.60 

.75 

.90 

1.05 

1.20 





IX 

.32 

.48 

.64 

.80 

.96 

1.12 

1.28 





IX 

.34 

.51 

.68 

.85 

1.02 

1.19 

1.36 





2 

.36 

.54 

.72 

.90 

1.08 

1.26 

1.44 

$1.62 

$1.80 



2X 

.38 

.57 

.76 

.95 

1.14 

1.33 

1.52 

1.71 

1.90 



2X 

.40 

.60 

.80 

1.00 

1.20 

1.40 

1.60 

1.80 

2.00 



2X 

.42 

.63 

.84 

1.05 

1.26 

1.47 

1.68 

1.89 

2.10 



2X 

.44 

.66 

.88 

1.10 

1.32 

1.54 

1.76 

1.98 

2.20 



2X 

.46 

.69 

.92 

1.15 

1.38 

1.61 

1.84 

2.07 

2.30 



2X 

.48 

.72 

.96 

1.20 

1.44 

1.68 

1.92 

2.16 

2.40 



2X 

.50 

.75 

1.00 

1.25 

1.50 

1.75 

2.00 

2.25 

2.50 



3 

.52 

.78 

1.04 

1.30 

1.56 

1.82 

2.08 

2.34 

2.60 

$2l 86 

$3.12 

3X 

.54 

.81 

1.08 

1.35 

1.62 

1.89 

2.16 

2.43 

2.70 

2.97 

3.24 

3X 

.56 

.84 

1.12 

1.40 

1.68 

1.96 

2.24 

2.52 

2.80 

3.08 

3.36 

3X 

.58 

.87 

1.16 

1.45 

1.74 

2.03 

2.32 

2.61 

2.90 

3.19 

3.48 

3X 

.60 

.90 

1.20 

1.50 

1.80 

2.10 

2.40 

2.70 

3.00 

3.30 

3.60 

3X 

.62 

.93 

1.24 

1.55 

1.86 

2.17 

2.48 

2.79 

3.10 

3.41 

3.72 

3X 

.64 

.96 

1.28 

1.60 

1.92 

2.24 

2.56 

2.88 

3.20 

3.52 

3.84 

3X 

.66 

.99 

1.32 

1.65 

1.98 

2.31 

2.64 

2.97 

3.30 

3.63 

3.96 

4 

.68 

1.02 

1.36 

1.70 

2.04 

2.38 

2.72 

3.06 

3.40 

3.74 

4.08 

4X 

.70 

1.05 

1.40 

1.75 

2.10 

2.45 

2.80 

3.15 

3.50 

3.85 

4.20 

iX 

.72 

1.08 

1.44 

1.80 

2.16 

2.52 

2.88 

3.24 

3.60 

3.96 

4.32 

4X 

.74 

1.11 

1.48 

1.85 

2.22 

2.59 

2.96 

3.33 

3.70 

4.07 

4.44 

4X 

.76 

1.14 

1.52 

1.90 

2.28 

2.66 

3.04 

3.42 

3.80 

4.18 

4.56 

4X 

.78 

1.17 

1.56 

1.95 

2.34 

2.73 

3.12 

3.51 

3.90 

4.29 

4.68 

4X 

.80 

1.20 

1.60 

2.00 

2.40 

2.80 

3.20 

3.60 

4.00 

4.40 

4.80 

4X 

.82 

1.23 

1.64 

2.05 

2.46 

2.87 

3.28 

3.69 

4.10 

4.51 

4.92 

5 

.84 

1.26 

1.68 

2.10 

2.52 

2.94 

3.36 

3.78 

4.20 

4.62 

5.04 

bX 

.86 

1.29 

1.72 

2.15 

2.58 

3.01 

3.44 

3.87 

4.30 

4.73 

5.16 

bX 

.88 

1.32 

1.76 

2.20 

2.64 

3.08 

3.52 

3.96 

4.40 

4.84 

5.28 

bX 

.90 

1.35 

1.80 

2.25 

2.70 

3.15 

3.60 

4.05 

4.50 

4.95 

5.40 

bX 

.92 

1.38 

1.84 

2.30 

2.76 

3.22 

3.68 

4.14 

4.60 

5.06 

5.52 

bX 

.94 

1.41 

1.88 

2.35 

2.82 

3.29 

3.76 

4.23 

4.70 

5.17 

5.64 

b% 

.96 

1.44 

1.92 

2.40 

2.88 

3.36 

3.84 

4.32 

4.80 

5.28 

5.76 

bX 

.98 

1.47 

1.96 

2.45 

2.94 

3.43 

3.92 

4.41 

4.90 

5.39 

5.88 

6 

1.00 

1.50 

2.00 

2.50 

3.00 

3.50 

4.00 

4.50 

y 5.00 

6.50 

6.00 


Insulating and Soldaring Materials 
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Quantity Prices 
Quoted on Request 


Western Electric 


ELECTRICAL INSULATING MICA 

INDIA AND AMBER 
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Size 

List 
Price 
per Lb. 

Size 

List 
Price 
per Lb. 

Size 

List 
Price 
per Lb. 

Size 

List 
Price 
per Lb. 

Size 

List 
Price 
per Lb. 

1 x 3 

$3.00 

nix 9 

$13.50 

Wax 5** 

$9.50 

2 xll 

$16.25 

2^x 6 

$11.00 

1 x 4 

5.00 

V/ixlO 

15.25 

IK* 6 

10.00 

2 x 12 

17.00 

2Hx 6H 

11.50 

1 x 4** 

5.50 

IKxll 

15.50 

IK* 6}* 

10.25 

2*4 x 2*4 

4.50 

2Mx 7 

11.50 

1 x 5 

7.50 

1*4x12 

16.25 

Wax 7 

10.75 

2*4 x 2*4 

4.75 

2Mx 7H 

12.00 

1 x 5** 

8.00 

mx 2 

3.00 

ik* m 

11.25 

2*4 x 3 

6.25 

2Mx 8 

12.50 

I x 6 

8.50 

nix 2 *4 

3.25 

iy 4 * 8 

11.75 

2*4 x 3*4 

6.50 

2Hx 8M 

13.00 

1 x 6** 

9.50 

1 'Ax 3 

3.50 

IK* 

12.25 

2*4 x 4 

7.50 

2^x 9 

14.75 

1 x 7 

10.00 

IHx 3*4 

4.00 

IK* 9 

14.00 

2*4 x 4*4 

8.25 

2^x10 

16.50 

i x m 

10.50 

iy 3 x 4 

6.00 

1J4x10 

15.75 

2*4 x 6 

9.50 

2^x11 

16.75 

I x 8 

11.00 

lHx 4*4 

6.50 

1^x11 

16.00 

2*4 x 6*4 

10.00 

2^x12 

17.50 

00 

H 

11.50 

Dix 5 

8.50 

1^x12 

16.75 

2*4 x 6 

10.50 

Wax 3 

7.00 

1 x 9 

13.25 

l'Ax 5*4 

9.00 

2x2 

4.00 

2*4 x 6*4 

11.00 

Wax Zy 2 

7.75 

1 x 10 

15.00 

nix 6 

9.25 

2 x 2V 2 

4.25 

2*4 x 7 

11.25 

Wax 4 

8.50 

1 xll 

15.25 

nAx 6 y 2 

10.00 

2x3 

6.00 

2*4 x 7*4 

11.75 

Wax Wt 

9.00 

1 x 12 

16.00 

1 l Ax 7 

10.50 

2x3 y 2 

6.25 

2*4 x 8 

12.25 

2%x 5 

10.50 

nix 3 

3.25 

1 Ax 7*4 

11.00* 

2x4 

7.00 

2*4 x 8*4 

12.75 

Wax 5H 

11.00 

nix 3 *4 

3.50 

l nix 8 

11.50 

2x4 y 2 

8.00 

2*4 x 9 

14.50 

2 z /i x 6 

11.50 

i y*x 4 

5.50 

nix 8*4 

12.00 

2x5 

9.25 

2*4x10 

16.25 

Wax 6^ 

11.50 

nix 4*4 

6.25 

! lHx 9 

13.75 

2x5}* 

9.75 

2*4x11 

16.50 

2^x 7 

11.75 

nix 5 

8.00 

i nixio 

15.50 

2x6 

10.25 

2*4x12 

17.25 

2^x 8 

13.00 

nix 6*4 

8.50 

D4*u 

15.75 

2 x 6}* 

10.50 

2*4 x 2*4 

6.00 

2%x 9 

15.00 

i y*x 6 

9.00 

D4xl2 

16.50 

2x7 

11.00 

2*4 x 3 

6.50 

2^x10 

16.75 

iy*x 6i4 

9.75 

l)ix 3 

4.50 

2 x7H 

11.50 

2*4* 3*4 

7.00 

234x11 

17.00 

i y*x 7 

10.25 

nix 3A 

6.00 

2x8 

12.00 

2*4 x 4 

8.00 

2 % /i x 12 

17.75 

Dix 7*4 

10.75 

nix 4 

6.50 

2 x 8}* 

12.50 

2*4x 4*4 

8.50 

3x3 

7.50 

nix 8 

11.25 

nix m 

7.50 

2x9 

14.25 

2*4 x 6 

10.00 

3x3^ 

8.75 

nix 8 )4 

11.75 

nix 5 

8.75 

2 x 10 

16.00 

2*4x 5*4 

10.50 

3 x 4 

9.50 


Size 

List 

Price 
per Lb. 

Size 

List 

Price 
per Lb. 

Size 

List 

Price 
per Lb. 

Size 

List 
Price 
per Lb. 

3 x 4*4 

$9.75 

3*4 x 3*4 

$9.25 

4 x 12 

$18.50 

5*4 X 6*4 

$15.50 

3x5 

11.00 

3*4x 4 

10.00 

4*4x 4*4 

11.50 

5*4x 7 

16.50 

3 x 5H 

11.50 

3*4x 4*4 

10.50 

4** x 5 

12.00 

5**x 8 

16.75 

3x6 

12.00 

3 y 2 x 5 

11.25 

4*4 x 6*4 

12.50 

6)4 x 9 

17.00 

3 x 6^ 

12.50 

3*4x 6*4 

11.75 

4*4x 6 

13.50 

i 5*4x10 

18.00 

3x7 

13.00 

3Hx 6 

12.50 

4*4 x 6*4 

14.00 

6*4x11 

18.25 

3x8 

13.50 

3*4x 6*4 

13.00 

4*4 x 7 

14.50 

5*4x12 

19.25 

3x9 

15.25 

3*4 x 7 

13.50 

4)4 x 8 

15.00 

6x6 

16.00 

3 x 10 

17.00 1 

3yx 8 

13.75 

4*4 x 9 

15.75 

6 x 6*4 

16.25 

3 xll 

17.25 

3*4 x 9 

15.25 

4*4x10 

17.50 

6x7 

17.00 

3 x 12 

18.00 

, 3*4x10 

17.00 

: 4*4x11 

17.75 | 

'6x8 

17.50 

3*4x 3*4 

9.00 

3*4x11 

17.25 

! 4*4x12 

18.75 

6x9 

18.00 

3*4 X 3*4 

9.50 1 

1 3*4x12 

18.25 

1 5 x 5 

13.50 

6 x 10 

21.50 

3*4x 4 

10.00 

4x4 

10.50 

i 5 x 5** 

14.00 

6 xll 

22.50 

3*4 x 4*4 

10.50 

4x4** 

11.00 

5x6 

14.50 

6 x 12 

23.50 

3*4x 6 

11.50 | 
12.00 

4 x 5 

11.50 

5 x 6J* 

15.00 

7x7 

18.00 

3*4x 6*4 

' 4 x 5** 

12.00 

; 5 x 7 

15.50 

7x8 

18.50 

3*4 x 6 

12.50 1 

4x6 

13.00 

5x8 

16.00 

i 7 x 9 

19.00 

3*4x 6*4 

13.00 

4x6** 

13.50 

5x9 

16.25 

7 x 10 

22.50 

3*4x 7 

13.50 ; 

4x7 

14.00 ; 

5 x 10 

17.75 

7 xll 

23.50 

3*4 x 8 

1 13.75 | 

4x8 

14.25 

! 5 xii ; 

18.00 

7 x 12 

25.50 

3*4x 9 

15.50 ; 

14x9 

15.50 'I 5 x 12 

19.00 

| 8 x 8 

19.50 

3*4x10 

17.25 1 

4 x 10 

17.25 j 

6*4 x 5*4 

14.25 

8x9 

20.00 

3*4* 11 
3*4x12 

17.50 ; 
18.25 | 

| 4 xll i 

, i 

17.50 

6*4 x 6 

15.00 

1 8 xlO 

23.50 


Special sizes will be cut to order and will take the list price of the next larger size. 
For Uncut India or Amber Mica, see following page. 
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INSULATING MATERIAL 


Hard Rubber Sheets 

Grade No. 1001. Black hard rubber sheet, designed for thin sheets only. Dimensions, 20 x 48 inches 
or 20 x 24 and 20 x 12 inches. Thickness, .014 inch to .047 inch inclusive. 

Grade No. 1010. Black hard rubber sheet. Medium quality of sheet designed for miscellaneous uses. 
Standard dimensions, trimmed, 24 x 48 inches. Thickness, .046 inch to 1.50 inch. 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


List 


Grade 

Net Prices 

List 


Grade 

Net Prices 

No. 

Thickness 

No. 

per Lb. 

No. 

Thickness 

No. 

per Lb. 

460981 

A in- 

1001 

$4.50 

460859 

H in. 

1010 

$3.00 

460850 

A in. 

1001 

3.80 

460860 

A in. 

1010 

3.00 

460851 

A in- 

1010 

3.10 

460861 

Yi in. 

1010 

3.00 

460852 

A in. 

1010 

3.00 

460862 

A in. 

1010 

3.00 

460854 

Vi in. 

1010 

3.00 

460863 

% in. 

1010 

3.00 

460855 

A in. 

1010 

3.00 

460864 

% in. 

1010 

3.00 

460856 

A in. 

1010 

3.00 

460865 

V% in. 

1010 

3.00 

460857 

% in. 

1010 

3.00 

460866 

1 in. 

1010 

3.00 

460858 

A ». 

1010 

3.00 






Hard Rubber Rods 

Grade No. 2000. Black Hard Rubber Rod. Standard length 2 foot rough; diameter 0.56 inch and less. 
Grade No. 2007. Black Hard Rubber Rod. Dimensions 0.56 inch to 1.50 inch diameter. 


List 


Grade 

Net Prices 

List 


Grade 

Net Prices 

No. 

Diameter 

No. 

per Lb. 

No. 

Diameter 

No. 

per Lb. 

460868 

Ys in. 

2000 

$3.50 

460877 

H in. 

2007 

$3.00 

460869 

A in. 

2000 

3.30 

460878 

% in. 

2007 

3.00 

460870 

M in. 

2000 

3.00 

460879 

Hin. 

2007 

3.00 

460871 

A in. 

2000 

3.00 

460880 

Vs in. 

2007 

3.00 

460872 

yi in. 

2000 

3.00 

460881 

H in. 

2007 

3.00 

460873 

A in. 

2000 

3.00 

460882 

1 in. 

2007 

3.00 

460874 

% in. 

2000 

3.00 

460883 

\M in. 

2007 

3.00 

460875 

A in. 

2000 

3.00 

460884 

1 Y in. 

2007 

3.00 

460876 

Y% in. 

2007 

3.00 









Soft 

Rubber Tubing 




List 

Inside 

Covers 

B.&S. 

Feet 

List 

Price 

List 

Inside 

Covers 

B.&S. 

Feet 

List 

Price 

No. 

Diameter 

Wire 

per Lb. 

per Lb. 

No. 

Diameter 

Wire 

per Lb. 

per Lb. 

460890 

A in. 

14 

30 

$2.40 

460892 

A in * 

6 

15 

$2.40 

460891 

M in. 

10 

20 

2.40 

460893 

% in. 

4 

12 

2.40 


Corrugated Rubber Matting 

Grade No. 1 for dynamos and switchboards. 


List 


Wt. per 

List Price 

List 


Wt. per 

List Price 

No. 

Thickness 

Sq. Yd. 

per Lb. 

No. 

Thickness 

Sq. Yd. 

per Lb. 

460937 

A in- 

6 lbs. 

$1.50 

460941 

A in. 

23 lba. 

$1.50 

460938 

Y% in. 

8H lbs. 

1.50 

460942 

H in. 

28 lbs. 

1 50 

460939 

A m. 

13 y 2 lbs. 

1.50 

460943 

A in. 

32% lbs. 

1.50 

460940 

H in. 

ISH lbs. 

1.50 

460944 

Yi m. 

37% lbs. 

1.50 


Improved Paper Sleeves 


List 



List Price 

List 



List Price 

No. 

Style 

Dimensions 

per 1000 

No. 

Style 

Dimensions 

per 1000 

460894 

2HA 

H x 2 % ins. 

$2.80 

460897 

18A 

J4 x 18 ins. 

$9.50 

460895 

3 B 

A x 3 ins. 

2.80 

460898 

18B 

A X 18/jkn, 

9.50 

460896 

3 C 

A x 3 . ins. 

2.80 

160899 

18C 

A x 18 ins. 

9.50 


Insula tint and Soldering Materials 




Quantity Prices 
Quoted on Request 
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Western Electric Ajax Insulating Varnish 

BLACK AIR DRYING 

A jet black, lustrous moistureproof varnish, a good insulator, and possesses the maximum amount of elas¬ 
ticity possible to secure in a black, cjuick, air drying varnish. It is used for dipping new armature and field 
coils and also for repair work requiring a varnish which will dry quickly without baking. It air dries in one- 
half hour. 


List No. ‘List Price Per Gal. 

461002 Barrels (50 gallons). $2.28 

461003 5 gallon cans. 3.20 

461004 1' gallon cans. 4.10 


Western Electric Ajax Air Drying Finishing Varnish 

A lustrous, deep black spirit finishing varnish, oilproof, waterproof, durable, it keeps in perfect solu¬ 
tion. It is used as a finishing coating for all kinds of electrical apparatus to prevent absorption of lubri¬ 
cating oils and moisture. It air dries in from 10 to 15 minutes independent upon method of application 


and thickness of coat. 

461005 Barrels (50 gallons). $2.30 

461006 5 gallon cans. 5.60 

461007 1 gallon cans. 6.90 


Western Electric Underwriters’ Black 

ACID RESISTING INSULATING PAINT 

* This paint gives a high gloss finish which is flameproof and impervious to moisture. It is used for meter 
boards, switchboards, moldings, aerial and underground cables, service boxes, street car trucks, motor 
frames and all kinds of electrical wiring. It air dries in one half hour. 


461008 Barrels (50 gallons). $2.40 

461009 5 gallon cans. 3.54 

461010 1 gallon cans. 4.50 


Western Electric Ajax Insulating Varnish 

CLEAR .QUICK BAKING 

Designed expressly for quick repairs to motor, generator and transformer windings. For bare metal 
surface and sheet fiber of every description. It is clear oil and weatherproof, extremely penetrative and 
elastic. It is a high insulator, and is acidproof and free from acids. 

461011 Barrels (50 gallons). $3.28 

461012 5 gallon cans. 4.40 

461013 1 gallon cans.. 5.30 


Western Electric Ajax Oilproof Core Plate Baking Varnish 


Elastic, heat resisting, clear enamel, proof against oil, water and acid. It is used for separating and 
insulating the metal laminations used in building up the cores of oilcooled transformers. Baked in 5 minutes 
at 250 degrees Fahrenheit. 


461014 Barrels (50 gallons). $3.08 

461015 5 gallon cans. 4.40 

461016 1 gallon cans. 5.30 


Western Electric Ajax No. 1 Clear Air Drying Insulating Varnish 

It is clear, elastic, extremely penetrative and oilproof. Is a high insulator, and produces a uniform 
homogeneous film. Especially adapted for use in electrical repair shops not eauipped with baking facilities. 
Used for armature, field and magnet coils, molding, switch bases and fiber sheet insulation. Air dries in 


6 hours. 

461017 Barrels (50 gallons). $3.40 

461018 5 gallon cans... 4.60 

461019 1 gallon cans.. 5.60 


Western Electric Ajax No. 2 Clear Air Drying Insulating Varnish 

Similar to No. 1, but is superior to it in flexibility, moisture proof and oilproof qualities and heavier in 
body. Air dries in 13 to 20 hours. 

461020 Barrel (50 gallons). $3.72 

461021 5 gallon cans. 5.20 

461022 1 gallon cans. Digitized byV>£*QO . 6.20 

♦Delivery F. O. B. Cleveland or New York. For warehouse deliveries write nearest house. 
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Mall Orders Filled 
at Prevailing Prices 


Western Electric 

AJAX INSULATING MATERIAL 

\ 

Western Electric Ajax Clear Air Drying Finishing Varnish 

Ajax clear insulating varnish is oilproof, waterproof, durable and keeps in perfect solution. It is used 
as a finishing coating for all kinds of electrical apparatus to prevent absorption of lubricating oils and mois¬ 
ture. It air dries in from 10 to 15 minutes, dependent on method of application and thickness of coat. 


List *List Price 

No. per Gal. 

461023 Barrels (50 gallons). $4.40 

461024 5 gallon cans. 5.60 

461025 1 gallon cans. 6.90 

Western Electric Ajax, Black Air Drying Core Plate Varnish 

Designed exclusively for the insulation of armature, field and air cooled transformer laminations against 
Eddy or Foucault currents. Coat of usual thickness will air dry in 5 minutes. 

461026 Barrels (50 gallons). $1.90 

461027 5 gallon cans. 3.30 

461028 1 gallon cans. 4.30 

Western Electric Ajax Insulating Varnish Coillac 

A black baking insulating varnish for general coil work and insulating purposes. Combines high gloss 
with great elasticity and puncture resistance. 

461029 Barrels (50 gallons). $2 .76 

461030 5 gallon cans. 3.90 

461031 1 gallon cans. 5.00 


Western Electric Ajax Black Acidproof Paint 

This is an acidproof, waterproof and flameproof paint. Designed for use on battery boxes, switch¬ 
boards, switch handles, cable connections and connection boxes. Also adapted for use on armature and 
field coils in repair shops not equipped with baking ovens. It air dries in 8 hours. 


461032 Barrels (50 gallons). $2.16 

461033 5 gallon cans. 3.30 

461034 1 gallon cans. 4.00 


Western Electric Ajax Black Elastic Baking Insulating Varnish 

Black, plastic, oilproof, suitable for insulating high voltage, generator windings, oil cooled transformer 
coils and street railway motor armature and field coils which are subjected to continued vibrations and vary¬ 


ing loads. 

461035 Barrels (50 gallons). $3.56 

461036 5 gallon cans.. 4.70 

461037 1 gallon cans. 6.70 


Western Electric Ajax Clear Elastic Baking Insulating Varnish 


A clear, tough, elastic, high heat resisting varnish. Designed expressly for insulating—form wound 
armatures and field coils that are brushed while winding and as finishing—coat for completed armatures 
and field coils. Excellent material for treating automobile ignition cables, canvas linen, cotton tapes, etc. 


461038 Barrels (50 gallons). $3.56 

461039 5 gallon cans. 4.70 

461040 1 gallon cans.t. 5.70 


Western Electric Ajax Black Quick Baking Insulating Varnish 

Elastic, high gloss, quick baking varnish, oil and waterproof. Adaptable for quick repairs to motors, 
generators, transformers, and as insulator for high voltage windings of large cross sections. 

461041 Barrels (50 gallons). $3.00 

461042 5 gallon cans.. 4.00 

461043 1 gallon cans. 5.10 


WesternjElectri'C Ajax Pot Head Compound or Filling Compound 

Less than 

Last 3 Gallons 3 to 10 10 Gallons 

No. (24 Lbs.) Gallons and Over 

461044 Pothead Compound or Filling Compound. $0.50 $0.34 $0.28 

♦Delivery F. O. B. Cleveland or New York. For warehouse deliveries write nearest house. 
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INSULATING MATERIALS 

Lustralac is a quick air drying insulating varnish and can be used on armature on field coil work. It 
is particularly valuable for varnishing general repair work. It should be reduced with benzine. 


List No. List Price per Gallon 

461069 Barrels (50 gallons). $2.70 

461070 5 gallon cans. 4.10 

461071 1 gallon cans. 5.20 

Armalac is a high-grade insulating compound used for insulation of armature and field coils. 

List No. List Price per Gal. 

460902 In barrels.*. $2.00 

460903 In cans, 1, 2, 5, or 10 gallons. 2.50 

Insullac is a quick-drying transparent insulating varnish which has high non-conductive qualities, 
list No. List Price per Gal. 

460907 In barrels. $3.10 

460908 In cans, 1, 2, 5 or 10 gallons. 3.60 

Enamelac is a quick-drying glossy black insulating varnish for general use around the electric power 
station; used on moldings, switchboards, junction boxes, controller cases, etc. 

List No. List Price 

460911 In barrels.per gal. $1.40 

460912 In cans, 1, 2, 5 or 10 gallons.per gal. 1.90 


P. St B. No. 1 Compound 


P. St B. No. 2 Compound 


No. 1 is used where an almost immediate drier and greatest amount of penetration possible is desired. 


List No. Description List Price per Gal. 

460924 One gallon cans.$4.20 

460925 Five gallon cans. 3.84 

460926 Barrel lots of about 50 gallons.... 2.90 


List No. Description List Price per Gal. 

460927 One gallon cans. $3.38 

460928 Five gallon cans. 3.24 


460929 Barrel lots of about 50 gallons.... 2.50 


“Delta” tape is particularly adapted for rewinding ribbon wound cords used for railway, motor and 
controller work where high temperature and severe conditions are to be met. 


List 

No. 

Thick¬ 

ness 

Mils. 

Width 

Ins. 

Approx. Feet 

Approx. 

Pnctr. 

Voltage 

List Price 
per Lb. 

List 

No. 

Thick¬ 

ness 

Mils. 

Width 

Ins. 

Approx. Feet 

B 

List Price 
per Lb. 

per Lb. 

per Roll 

per Lb. 

per Roll 

460267 


X 

351 

161 

2500 

$3.50 

460274 

15 

IX 

119 


3500 

$3.50 

460268 


1 

264 

161 

2500 

3.50 

460275 

15 

l'A 

99 


3500 

3.50 

460269 


l X 

211 

161 

2500 

3.50 

460277 

20 

X 

140 


4400 

3.50 

460270 


l X 

176 

161 

2500 

3.50 

460278 

20 

1 

105 


4400 

3.50 

461064 | 

12 

■X 

290 

140 

2900 

3.50 

460279 

20 

IX 

84 


4400 

3.50 

461065 

12 

1 

218 

140 

2900 

3.50 

460280 

20 

l'A 

70 

80 

4400 

3.50 

461066 

12 

IX 

175 

140 

2900 

3.50 

460282 

25 

X 

111 

64 

5000 

3.50 

461068 

12 

l'A 

146 

140 

2900 

3.50 

460283 

25 

1 

83 

64 

5000 

3.50 

460272 

15 

X 

198 

107 

3500 

3.50 

460284 

25 

IX 

67 

64 

5000 

3.50 

460273 

15 

l 

149 

107 

3500 

3.50 

460285 

25 

l'A 

56 

64 

5000 

3.50 


Furnished in rolls 5 inches in diameter, with a Yi inch hole at center, unless otherwise specified 


“Delta” sheeting is intended for use where large pieces of insulating material are required, but iden¬ 
tical with 11 Delta” tape in properties, texture and finish. It is 8 inches wide and furnished in rolls 5 inches 
in diameter, with a Vi inch hole at center, unless otherwise specified. 


List 

No. 

Thckns. 

Mils. 

Approx. Feet 

Approx. 

Puncture 

Voltage 

E 

List 

No. 

Thckns. 

Mils. 

Approx. Feet 

Approx. 

Puncture 

Voltage 

List Price 
per Lb. 

per Lb. 

per Roll 

per Lb. 

per Roll 

460287 

mm 

33 . 

140 

2500 1 

$3.00 

460289 

20 

13 

70 

4400 

$3.00 

461067 

: gn 

27 


2900 

3.00 

460290 

25 

10 

56 

5000 

3.00 

460288 

Ha 

19 

93 

3500 

3.00 








“Delta” Insulating Varnish is a compound for insulating coils designed to run at high temperatures 
List No. Less Barrel Lots Barrel Lots Five-Barrel Lots 

460291 Insulating Varnish, per gallon. $3.00 $2.00 $1.80 


“Delta” Plastic Compound is used for smoothing the surface and filling cavities of field coils prior to 
applying the outer insulation. 


List No. 

460292 Plastic Compound 


* Uigitized 


List Price per Lb. 

^Google * 150 
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Mail Orders Filled 
at Prevailing Prices 


INDIA MICANITE PLATE 

NO. 1 INDIA MICANITE PLATE 
For Molding 

No. 1 India Micanite Plate is made of very thin films of India mica cemented together with pure shellac 
and carefully surfaced to a uniform thickness. 

When heated it becomes flexible and in that condition can readily be formed into such shapes as conical 
and band rings for commutators, troughs for armature slots, spools for magnets, and the thinner sheets rolled 
into tubes. Upon cooling it regains its rigidity. It is also used for flat work where high temperature is not 
a factor, such as transformer insulation, etc. 

It is not intended for insulation between the copper bars of commutators, and must not be used for that 
purpose. 

For commutator bar insulation we furnish special Micanite Plate. 


Stock Thicknesses of 18 x 36 Inch No. 1 Plate 


List 


List 

Thickness 

Approx. Lbs. 

Aver. Punct. 

Price 

No. 

Inches 

per Sheet 

Voltage 

per Lb. 

1200 

.010 

.503 

9540 

$2.25 

1201 

.015 

.748 

14310 

2.25 

1202 

.020 

.946 

19080 

2.25 

1203 

.025 

1.21 

23850 

1.90 

1204 

.030 

1.53 

28620 

1.90 

1205 

A 

1.64 

29765 

1.90 

1206 

.035 

1.68 

33390 

1.90 


No. 1 Plate in standard size 18 x 36 inch sheets 


List 

Thickness 

Approx. Lbs. 

Aver. Punct. 

List 

Price 

No. 

Inehes 

per Sheet 

Voltage 

per Lb. 

1207 

.040 

2.17 

38160 

$1.90 

1208 

.045 

2.25 

42930 

1.90 

1209 

t A 

2.42 

44645 

1.90 

1210 

.050 

2.64 

47700 

1.90 

1213 

A 

3.32 

59625 

1.90 

1216 

A 

4.92 

89390 

1.90 

1217 

Vs 

6.22 

119250 

1.90 


be furnished of any special thickness at following 


prices: 

.025 in. thick or over.$1.90 per lb. .024 in. thick or under.$2.25 per lb. 

Sheets of special size or shape at slight increase over above prices. 


NO. 11 INDIA MICANITE PLATE 
For Molding 

No. 11 India Micanite Plate is made of the same quality of India mica films and shellac that is used in 
the No. 1 plate, but is not quite as exact to thickness. 

It becomes flexible when heated, is readily molded into form, and is suitable for all general purposes 
where a slight variation in thickness is permissible, except commutator segments. It is not intended for 
insulation between the copper bars of commutators.- 


Stock Thicknesses of 18 x 36 Inch No. 11 Plate 


1218 

.010 

.503 

9540 

$2.15 

1225 

.040 

2.17 

38160 

$2.00 

1219 

.015 

.748 

14310 

2.15 

1226 

.045 

2.25 

42930 

2 00 

1220 

.020 

.946 

19080 

2.15 

1227 

A 

2.42 

44645 

2.00 

1221 

.025 

1.21 

23850 

2.00 

1228 

050 

2.64 

47700 

2 00 

1222 

.030 

1.53 

28620 

2.00 

1231 

A 

3.32 

59625 

2 00 

1223 

A 

1.64 

29765 

2.00 

1234 

A 

4.92 

89390 

2 00 

1224 

.035 

1.68 

33390 

2.00 

1235 

y% 

6.22 

119250 

2 GO 


No. 11 Plate in standard size 18 x 36 inch sheets can be furnished of any special thickness at following 
prices: 

025 in. thick or over.$2.00 per lb. .024 in. thick or under.$2.15 per lb. 

Sheets of special size or shape at slight increase over above prices. 


NO. 2 INDIA MICANITE PLATE 
For Commutator Segment Insulation 


No. 2 India Micanite Plate is made of very thin films of India mica cemented together with the smallest 
possible amount of pure shellac, and carefully surfaced to a uniform thickness. 

This plate is specially made to be cut into segments for insulating copper bars of commutators, and can¬ 
not be molded. 


Stock Thicknesses of 18 x 36 Inch No. 2 Plate 


1236 

.010 

.567 

9550 

$2.70 

1237 

.015 

.85 

14325 

2.70 

1238 

.020 

1.13 

19100 

2.70 

1239 

.025 

1.41 

23875 

2.23 

1240 

.030 

1.70 

28650 

2 23 

1241 

A 

1.76 

29800 

2.23 

1242 

.035 

1.98 

33425 

2.23 

1243 

.040 

2.27 

38200 

2.23 


1244 

.045 

2.55 

42975 

$2.23 

1245 

A 

2.65 

44695 

2.23 

1246 

.050 

2.83 

47750 

2.23 

1248 

.060 

3.4 

57300 

2.23 

1249 

A 

3.54 

59685 

2.23 

1252 

A 

5.3 

89485 

2.23 

1253 

Vs 

7.05 

119375 

2.23 


No. 2 Plate in standard size 18 x 36 inch sheets can be furnished of any special thickness at following 
prices: ^ 

025 in. thick or over..$2.23 per lb. .024 in. thick or^der.. 4.$2.70 per lb. 

Sheets of special size or shape at slight increase over above prices. 

Insulating sod Soldering Material* 30 
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Western Electric 

INDIA AND AMBER MICANITE PLATE 

NO. 22 INDIA MICANITE PLATE 
For Commutator Segment Insulation 

No. 22 India Micanite Plate is made of the same quality of India mica films and shellac that is used in 
the No. 2 Plate. 

This plate differs from No. 2 only in that the variation of thickness is not confined to such close limits. 
In practice it gives admirable service for commutator bar insulation, but cannot be molded. 

Stock Thicknesses of 18 x 36 Inch No. 22 Plate 


List 

Approx. 

Thickness, 

Approx. Lbs. 

Aver. Punct. 

List 

Price 

List 

Approx. 

Thickness 

Approx. Lbs. 

Aver. Punct. 

List 

Price 

No. 

Inches 

per Sheet 

Voltage 

per Lb. 

No. 

Inches 

per Sheet 

Voltage 

per Lb. 

1254 

.010 

.567 

9550 

$2.60 

1262 

.045 

2.55 

42975 

$2.15 

1255 

.015 

.85 

14325 

2.60 

1263 

A 

2.65 

44695 

2.15 

1256 

.020 

1.13 

19100 

2.60 

1264 

.050 

2.83 

47750 

2.15 

1257 

.025 

1.41 

23875 

2.15 

1266 

.060 

3.4 

57300 

2 15 

1258 

.030 

1.70 

28650 

2 15 

1267 

A 

3.54 

59685 

2.15 

1259 

A 

1.76 

29800 

2.15 

1270 

A 

5.3 

89485 

2.15 

1260 

.035 

1.98 

33425 

2.15 

1271 

H 

7.05 

119375 

2.15 

1261 

.040 

2.27 

38200 

2.15 






No. 22 Plate in standard size 18 x 36 inch sheets can be furnished of any thickness at following prices: 

.025 in. thick or over.$2.15 per lb. .024 in. thick or under.$2.60 per lb. 

Sheets of special size or shape at slight increase over above prices. 


NO. 3 AMBER MICANITE PLATE 
For Commutator Segment Insulation 

No. 3 Amber Micanite Plate is made of very thin films of Canadian amber mica cemented together with 
pure shellac and carefully surfaced to a uniform thickness. This plate is in every way identical with the No. 
2 India Plate, except in the mica. This being Canadian amber, the plate is softer and presents less liability 
of failure to wear down evenly with the copper. For commutators containing a larger number of bars, or 
where the insulation is thicker than or where copper bars and brushes are Bofter than those usually em¬ 
ployed, we recommend the use of No. 3 Plate instead of No. 2. 

This plate cannot be molded. 


Stock Thicknesses of 18 x 36 Inch No. 3 Amber Plate 


1272 

.020 

1.17 

16600 

$4.00 

1278 

.045 

2.64 

37350 

$3.40 

1273 

.025 

• 1.47 

20750 

3.40 

1279 

A 

2.74 

. 38845 

3.40 

1274 

.030 

1.76 

24900 

3.40 

1280 

.050 

2.94 

41500 

3.40 

1275 

A 

1.83 

25895 

3.40 

1282 

.060 

3.52 

49800 

3.40 

1276 

.035 

2.05 

29050 

3.40 

1283 

A 

3.67 

51875 

3.40 

1277 

.040 

2.35 

33200 

3.40 






No. 3 Plate in standard size 18 x 36 inch sheets can be furnished of any special thickness at following 
prices: 

.025 in. thick or over.$3.40 per lb. .024 in. thick or under.$4.00 per lb. 

Sheets of special size or shape at slight increase over above prices. 


NO. 33 AMBER MICANITE PLATE 
For Commutator Segment Insulation 

No. 33 Amber Micanite Plate is made of the same quality of Canadian amber mica films and shellac that, 
is used in the No. 3 Plate. 

This plate differs from No. 3 only in that the variation in thickness is not confined to such close limits 
In practice it gives admirable service for commutator work. 

This plate cannot be molded. 


Stock Thicknesses of 18 x 36 Inch No. 33 Amber Plate 


1284 

.020 

1.17 

16600 

$3.92 

1290 

.045 

2.64 

37350 

$3.57 

1285 

.025 

1.47 

20750 

3 57 

1291 

A 

2.74 

38845 

3.57 

1286 

.030 

1.76 

24900 

3.57 

1292 

.050 

2.94 

41500 

3.57 

1287 

A 

1.83 

25895 

3.57 

1294 

.060 

3.52 

49800 

3.57 

1288 

.035 

2.05 

29050 

3.57 

1295 

A 

3.67 

51875 

3.57 

1289 

.040 

2.35 

33200 

3.57 







No. 33 Plate in standard size 18 x 36 inch sheets can be furnished of any special thickness at following 
prices: 

.025 in. thick or over.$3.57 per lb. .024 in. thick or under. 


Sheets of special size or shape at slight increase over above prices. 
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INDIA MICANITE PLATE AND CLOTH 


NO. 4 INDIA MICANITE PLATE 

This plate is made for flat work and for purposes where extreme accuracy of thickness is not important. 
It is suitable for all kinds of bases, round ana square washers, and for all kinds of apparatus not subjected 
to high heat. 

Its non-liability to fracture under extreme vibration is a valuable feature for marine work. It does not 
take a screw threaa, but can be drilled and turned. 

No. 4 Plate is not furnished thinner than A inch. 


List 

No- 

1296 

1297 

1298 

1299 

1300 

1301 

1302 


Stock Thicknesses of 18 x 36 Inch No. 4 Plate 

Approximate Thickness. Approximate Lbs. Average Punct. 

Inches per Sheet Voltage 

A 2.95 50000 

A 4.3 75000 

y 8 5.9 100000 

A 9.85 150000 

X 13.2 200000 

% 19.1 300000 

V 2 25.7 400000 


List Price 
per Lb. 
$1.52 
1.52 
1.52 
1.52 
1 52 
1.52 
1.52 


No. 4 Plate in standard size 18 x 36 inch sheets can be furnished of any special thickness at following 
prices: 

A in. thick or over.$1.52 per lb. 

Sheets of special size or shape at slight increase over above prices. 


NO. 5 FLEXIBLE MICANITE PLATE 

No. 5 Flexible Micanite is made of very thin films of India mica cemented together with a special insulat¬ 
ing cement of great flexibility and adhesiveness. This article in many ways presents mica in its most con¬ 
venient and economical form for electrical insulation. It can be formed or bent to shape without the applica¬ 
tion of heat. 

It is an excellent insulator for armature slots, armature, magnet and commutator cores, transformers, 
field coils, etc. 

It can be stripped up into narrow widths, and when used in conjunction with Linotape makes a most 
efficient insulation for all kinds of conducting wires and cables. 


Stock Thicknesses of 36 x 36 Inch No. 5 Plate 


List 

Approximate Thickness, 

Approximate Lbs. 

Average Punct. 

List Price 

No. 

Inches 

per Sheet 

Voltage 

per Lb. 

1303 

.005 

.575 

2940 

$2.22 

1304 

.010 

.967 

5880 

1.90 

1305 

.015 

1.43 

8820 

1.66 

1306 

.020 

1.84 

11760 

1.66 

1307 

.025 

2.24 

14700 

1.66 

1308 

.030 

2.64 

17640 

1.66 

1309 

A 

3.04 

18345 

1.66 

1313 

A 

6.03 

36755 • 

1.66 

1314 

a 

12 

73500 

1.66 


No. 5 Plate in standard size 36 x 36 inch sheets can be furnished of any special thickness at following 
prices: 

.015 inj thick or over.$1.66 per lb. .010 to .014 in. thick.$1.90 per lb. 

.009 in. thick or under.$2.22 per lb. 

Sheets of special size or shape at slight increase over above prices. 

NO. 20 MICANITE CLOTH 

No. 20 Micanite Cloth is made with 1, 2 or 3 layers of high-grade India mica films, carefully cemented 
together with overlapping edges into sheet form, the sheet being faced on one side with cotton doth and on 
the other side with Japanese paper. 

It is an excellent composite insulation, and is often used in conjunction with Empire cloth and paper, 
fish paper, etc., for transformers, field magnets, armature cores, etc. 

In strip form it is an efficient mica insulation for wrapping all sorts of conductors. When applied in 
this manner it is usual to bind it in position with Linotape or the ordinary friction tape. 


Stock Thicknesses of No. 20 Micanite Cloth 


List 

Approximate Thickness, 

Layers 

Approximate Lbs. 

List Price 

No. 

Inches 

of Mica 

per Roll 

per Lb. 

1315 

.008 

1 

2.8 

$1.84 

1316 

.011 

2 

4.2 

1.72 

1317 

.014 

3 

5.4 

1.68 


NO. 21 MICANITE CLOTH 
Extra Flexible 

No. 21 Micanite Cloth is identical with No. 20 Micanite Cloth except that the material is made with a 
very thin rubber tissue as a binder between the layers of mica, cloth and paper. 



Stock Thicknesses of No. 

21 Micanite Cloth 


List 

Approximate Thickness, 

Layers 

Approximate Lbs. 

List Price 

No. 

Inches 

<5f Mica 

per Roll 

per Lb. 

1318 

.008 

1 

2.1 

$2.56 

1319 

.011 

2 

3.5 

3.16. 

1320 .014 
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INSULATING MATERIAL 

NO. 24 MICANTTE PAPER 

No. 24 Micanite Paper is of the same nature as No. 20 Micanite Cloth except that the material is faced 
on both sides with Japanese tissue paper instead of cotton cloth, the object being to supply an insulation 
thinner than Micanite Cloth, but retaining the same thickness of mica him. 


Stock Thicknesses of No. 24 Micanite Paper 


List 

Approximate Thickness, 

Layers 

Approximate Lbs. 

List Price 

No. 

Inches 

of Mica 

per Roll 

per Lb. 

1321 

.005 

1 

2.1 

$2.13 

1322 

.008 

2 

3.3 

1.96 

1323 

.011 

3 

4.4 

1.96 


NO. 25 MICANITE PAPER 
Extra Flexible 

No. 25 Micanite Paper is similar to No. 24 Micanite Paper except that the material is made with a very 
thin rubber tissue as a binder between the layers oi mica, cloth and paper, instead of an oil varnish, which 
is used as a binder in the No. 24 Micanite Paper. 


Stock Thicknesses of No. 25 Micanite Paper 


List 

Approximate Thickness, 

Layers 

Approximate Lbs. 

List Price 

No. 

Inches 

of Mica 

per Roll 

per Lb. 

1324 

.005 

1 

1.8 

$2.76 

1325 

.008 

2 

3. 

2.48 

1326 

.011 

3 

4.1 

2.28 


Any special thickness or size of the above materials made on order. 


NO. 26 ROPE PAPER AND MICA 


A composite insulation consisting of rope paper faced on one side with two layers of India mica films 
and tissue* paper. 

This material has a wide range of utility in the held of moderate voltages and temperatures. 

It is furnished in sheets 36 x 36 inches in the following stock thicknesses: 



Thickness of 

List . 

Raw Paper, 

No. 

Inches 

1327 

.003 

1328 

.005 

1329 

.010 


Approximate 

Finished Thickness, Layers 

Inches of Mica 

.007 2 

.010 2 

.015 2 


Approximate Oz. List Price 
per Sheet per Lb. 

$2.23 

12 1.66 

15 1.33 


NO. 27 PRESSBOARD AND MICA 

This material is composed of No. 1 pressboard faced on one side with two overlapping layers of India 
mica films and tissue paper. 

Mechanically the sheet possesses greater rigidity than No. 26 rope paper and mica, otherwise, the insula¬ 
tion is of the same order. 

It is furnished in sheets 36 x 36 inches and the following thicknesses are kept in stock: 


list 

Thickness of 

Raw Pressboard, 

Approximate 
finished Thickness, 

Layers 

Approximate Oz. 

List Price 

No. 

Inches 

Inches 

of Mica 

per Sheet 

per Lb. 

1330 

.007 to .008 

.012 

2 

14H 

$1.52 

1331 

.012 

.017 

2 

18 

1.24 

1332 

.015 

.020 

2 

21 X 

1.14 


NO. 29 FISH PAPER AND MICA 

This material consists of hsh paper faced on one side with two overlapping layers of India mica films and 
tissuepaper. The fish paper employed is also known as Fyberoid, Tarpon Paper, Peerless Paper, etc. 

This insulation is recommended when a material stronger than rope paper or pressboard is desired as 
a base for the mica films. 

It is furnished in sheets 36 x 47 inches, and the following thicknesses are kept in stock: 


List 

Thickness of 

Raw Fish Paper, 

Approximate 

Finished Thickness, 

Layers 

Approximate Lbs. 

List Price 

No. 

Inches 

Inches 

of Mica 

per Sheet 

per Lb. 

1350 

.005 

.010 

2 

1.2 

$1.52 

1351 

.007 

.012 

2 

1.4 

1.43 

1352 

.010 

.015 

2 

Digitized by ILjOOQIc 

1.29 

1353 

.015 

.020 

2 

1.14 
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INSULATING MATERIAL 

MICANITE TUBING 

We furnish square, oval, hexagonal and other special shaped tubing of any size for special insulating 
requirements; large round tubing for induction coils, specially treated tubes or bushings for apparatus 
immersed in oil, special heat-proof bushings rolled without cement for spark plugs, gas engines, etc. Net 
prices quoted on receipt of specification. 

Round Micanite Tubing is manufactured in various grades as follows: 

ENTIRE MICANITE TUBING 

This tubing is made entirely of Micanite with no paper whatsoever in its construction. It is recom¬ 
mended for high potential work; for apparatus subjected to sufficient heat to render paper objectionable. 
For sleeves for small commutators; brush holder studs, grid rheostat rods, etc. 

A thin covering of paper is applied, when requested, on the outside of the tube to guard against the scal¬ 
ing of the mica when mica washers or metal parts are to be assembled on the tubes. Such covering is less 
than 2 per cent, of the material. 

MICANITE AND RICE PAPER TUBING 

This tubing is composed of 85 .per cent. Micanite and 15 per cent, paper and is used universally where 
high-grade insulation is required. The small amount of paper does not materially affect the insulating 
qualities of the tube. It effects a saving in the cost of manufacture, enabling us to offer this grade at a lower 
price than the entire Micanite Tubing. 

ROUND MICANITE TUBING 


List price per foot in lengths of one foot and over. 
Lengths under one foot special prices. 


Inside 

Entire Micanite Tubes 



Inside Micanite and Rice Paper Tubes 

Diam. 

Thickness of Wall 



Diam. 

Thickness of 

Wall 


Ins. 

*In. 

Ain. 

Ain. 

X In. 

Ain. 

X In. 

Ins. 

Ain. 

Ain. 

Ain. 

Kin. 

X . 

... <0.19 

$0.24 

$0.30 

$0.41 

$0.59 

$0.86 

x . 

... $0.16 

$0.19 

$0.25 

$0.32 

A. 

.20 

.27 

.34 

.45 

.68 

.95 

A. 

.17 

.22 

.27 

.36 


.15 

.23 

.30 

.41 

.63 

.95 

% . 

.12 

.17 

.24 

.32 

A. 

.16 

.26 

.35 

.47 

.72 

1.03 

s. 

.13 

.19 

.27 

.38 


.17 

.26 

.35 

.47 

.77 

1.13 

y s . 

.14 

.19 

.28 

.40 

3 

.18 

.26 

.38 

.52 

.81 

1.17 

A - • 

.14 

.22 

.32 

.45 

X.'.'..'. 

.18 

.30 

.43 

.59 

.90 

1.26 


.16 

.25 

.36 

.50 


.20 

.32 

.45 

.63 

.99 

1.35 

A .. 

.17 

.26 

.36 

.52 


.20 

.35 

.50 

.68 

1.03 

1.49 

K . 

.17 

.27 

.41 

.56 

11 

.24 

.36 

.53 

.72 

1.13 

1.58 

H. 

.19 

.29 

.44 

.60 

K . 

.23 

.38 

.59 

.77 

1.22 

1.67 


.20 

.30 

.47 

.63 


.24 

.39 

.61 

.81 

1.26 

1.76 


.21 

.32 

.50 

.68 

% . 

.26 

.41 

.63 

.86 

1.35 

1.89 

y % . 

.23 

.32 

.53 

.72 

tt. 

... .27 

.42 

.68 

.90 

1.40 

1.94 

H. 

... .24 

.34 

.54 

.77 

1 . 

.30 

.45 

.74 

.99 

1.49 

2 07 

1 . 

.26 

.38 

.62 

.83 

1A. 

.31 

.49 

.78 

1.03 

1.62 

2.16 

1A. 

.27 

.41 

.63 

.86 

IK . 

.32 

.51 

.81 

1.08 

1.67 

2.25 

l y 8 . 

.28 

.43 

.68 

.90 

1A. 

... .34 

.54 

.85 

1.13 

1.71 

2.39 

i A. 

... .30 

.45 

.71 

.95 

ui . 

... .35 

. .56 

.88 

1.17 

1.80 

2.48 

ix . 

... .32 

.47 

.72 

.99 

1A. 

.36 

.58 

.95 

1.26 

1.89 

2.57 

1A. 

.32 

.49 

.77 

1.03 

IK . 

.38 

.60 

.95 

1.31 

1.94 

2.66 

IK . 

.35 

.50 

.80 

1.08 

1A. 

.38 

.62 

.96 

1.35 

2.02 

2.79 

1A. 

.35 

.53 

.83 

1.13 


.41 

.66 

1.03 

1.40 

2.12 

2.88 


.38 

.56 

.88 

1.17 

. 

1A. 

.42 

.68 

1.08 

1.44 

2.16 

2.97 

1A. 


.59 

.90 

1.22 

1 H . 

.44 

.70 

1.13 

1.49 

2.25 

.3.06 

IX . 


.61 

.95 

1.26 

m . 

.45 

.72 

1.17 

1.53 

2.34 

3.15 

1H. 


.62 

.99 

1.31 

IK . 

.45 

.74 

1.22 

1.58 

2.39 

3.24 

IX . 


.63 

1.01 

1.35 

if! . 

.47 

.77 

1.22 

1.62 

2.48 

3.33 

1H. 


.66 

1.03 

1.35 

l H . 

... .48 

.80 

1.26 

1.67 

2.57 

3.42 

lVs . 

!!! !!!!! 

.68 

1.07 

1.44 

itt. 

... .50 

.81 

1.35 

1.76 

2.62 

3.51 

ltf . 


.70 

1.08 

1.44 

2 . 

... .54 

.86 

1.44 

1.80 

2.70 

3.69 

2 . 

## 

.72 

1.16 

1.52 


Above list price applies only on orders of 50 feet and over of a size. 
For orders less than 50 feet but over 24 feet add 10 per cent, to list. 
For orders less than 24 feet add 20 per cent, to list. 


MICANITE AND ASBESTOS TUBING 

This tubing is composed of 60 per cent. Micanite and 40 per cent, of asbestos. It is intended for appar- 
1 atus subjected to moderate heating where a lower priced tube than the Entire Micanite Tubing will answer 
the requirements. It is used on grid rheostats, resistance boxes, etc. 

MICANITE AND ROPE PAPER TUBING 

This tubing is composed of 60 per cent. Micanite and 40 per cent, paper. It is recommended for appar¬ 
atus which is not subjected to enough heat to affect the paper and where the insulating requirements are 
fully met by a composite material of this kind. This grade has been adopted by many street railway com¬ 
panies for grid rheostat rods. 
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INSULATING MATERIAL 
Round 

MICANITE AND ASBESTOS TUBING . 
and 

MICANITE AND ROPE PAPER TUBING 


List price per foot in lengths of one foot and over. Lengths under one foot special prices. 


Inside 


rtf Wnil 


Inside 


-Thii^IniAae e\t till - ■ — 


Diam., 

Inches 

A Inch 
$0.13 

• 1 QlUaUoSa UI n Ml 1 

A Inch 

Y% Inch 

Diam., 

Inches 

A Inch 

1 OICKllooa OI vY ftli 

A Inch 

y% Inch 

y* 

$0.17 

$0.23 

tt 

$0.21 

$0.35 

$0.44 

A 

.14 

.19 

.26 

1 

.25 

.36 

.49 

H 

.13 

.18 

.26 

1A 

.26 

.40 

.53 

A 

.14 

.19 

.28 

i y% 

.26 

.43 

.56 

i 

.16 

.22 

.30 

1A 

.27 

.44 

.59 

.17 

.24 

.34 

IH 

.28 

.45 

.62 

X 

.18 

.26 

.35 

1A 

.30 

.48 

.64 

H 

.18 

.27 

.36 

l H 

.31 

.50 

.67 

k 

.19 

.29 

.41 

1A 

.32 

.53 

.71 

H 

.20 

.31 

.42 

1H 

.34 

.54 

.72 

X 

.20 

.37 

.44 






Above list applies only on orders of 50 feet and over of a size. 

For orders less than 50 feet but over 24 feet add 10 per cent, to list. 

For orders less than 24 feet add 20 per cent, to list. 

NO. 6 AND 7 MICANITE PLATES 
For Electric Heating Appliances 

We furnish Micanite Plates to meet the unusual requirements for insulation in electrical heating appli¬ 
ances, using a special cement adapted to withstand a high degree of heat. 

No. 6 India Micanite Plate is recommended for devices in which the heating elements attain the ordinary 
temperatures required for cooking utensils, small disc heaters, domestic flat irons, etc. 

No. 7 Amber Micanite Plate will stand a higher degree of heat than No. 6 ana should be used in devices 
where the elements are subjected to higher temperatures than the ordinary. 

Prices, etc., on application. 


NO. 32 MICANITE PAPER TAPE 

This paper is of the same order as No. 30 Micanite Paper Tape, except that the mica layer is faced on 
both sides with tissue paper, adding slightly to its thickness and mechanical strength. 

In thickness it runs from .005 to .007. 

The following widths are kept in stock: 


list 

Width, 

Approx. Thickness, 

Approx. Oz. 

List Price 

No. 

Inches 

Inches 

per Roll 

per Lb. 

1357 

H 

.005 to .007 

4H 

$3.71 

1358 

l 

.005 to .007 

6 

3.71 


Other widths made to order. 


MISCELLANEOUS APPLICATIONS OF MICANITE 
Transformer Insulation 

As most transformers of modem construction are immersed in oil, the Micanite used in this line of 
apparatus is treated to withstand the effect of oil. We have made a specialty of Micanite for this purpose. 
Unless specially treated, the oil will attack the cement and open up the plate. 

Armature Troughs, Molded to Shape 

The manufacturer is equipped to mold troughs of various shapes either from entire Micanite, rope paper 
and mica, fish-paper and mica, or fullerboard and mica. For apparatus of the Siemen & Halske ana similar 
types where the armature winding also serves as commutator bars, they are equipped to bake the troughs so 
as to furnish them of the same quality as standard commutator plate. 

Static Discs 

To get best results for static machines, a special grade of mica must be used. Experience has shown that 
all kinds of white mica are not suitable for this purpose. The manufacturer is very careful in selecting the 
proper quality and in finishing the discs we take all the necessary precautions to make them run true and well 
balanced. 

Special Micanite Plate for Condensers and Ozonators 

For thin purpose, they produce a plate from selected India mica containing the proper proportion of 
cement and treated to withstand as much as possible the moisture in the atmosphere which such apparatus 
appears very readily to attract. 
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INSULATING MATERIALS 


Micanite Tubes for Grid Resistance Insulation 


For West. 10)4 inch Grid Diverter, Screw and Clamp Type 


Micanite and Paper Tubes 

Micanite and Asbestos Tubes 

Entire Micanite Tubes 

List 

List Price 

List 

List Price 

List 

List Price 

No. 

Each 

No. 

Each 

No. 

Each 

39109 

$0.20 

39109A 

$0.20 

39109E 

$0.37 

39110 

.21 

39110A 

.21 

39110E 

.39 

39111 

.22 

39111A 

.22 

39111E 

.42 

39112 

.23 

39112A 

.23 

39U2E 

.44 

39113 

.25 

39113 A 

.25 

89113E 

.45 

39114 

.255 

39114A 

.255 

39114E 

.47 

39115 

.26 

39115A 

.26 

39115E 

.50 

39116 

.27 

39116A 

.27 

39116E 

.52 

39117 

.28 

39117A 

.28 

39117E 

.53 

39118 

.29 

39118A 

.29 

39118E 

.55 

39119 

.31 

39119A 

.31 

39119E 

.57 

44543 

.18 

44543A 

.18 

44543E 

.34 

44544 

.19 

44544A 

.19 

44544E 

.35 

44545 

.32 

44545A 

.32 

44545E 

.60 

44551 

.33 

44551A 

.33 

44551E 

.62 

44552 

.34 

44552A 

.34 

44552E 

.63 

44553 

.345 

44553A 

.345 

44553E 

.65 

44554 

.35 

44554A 

.35 

44554E 

.67 

44555 

.17 

44555A 

.17 

44555E 

.31 

55846 

.37 

55846A 

.37 

55846E 

.70 

55847 

.38 

55847A 

.38 

65847E 

.71 

55848 

.39 

55848A 

.39 

65848E 

.73 

55849 

.40 

55849A 

.40 

55849E 

.75 

55850 

.41 

55850A 

.41 

55850E 

.77 

55851 

.43 

55851A 

.43 

55851E 

.80 

55852 

.44 

65852A 

.44 

55852E 

.81 


Empire Oiled Cloths 

The f&brio base of Empire oiled cloth is a specially finished and closely woven cambric made from long fiber cotton; special 
attention being paid to its tensile strength. The coating consists of two or more films of pure oxidised oil, which is prepared 
under the manufacturer's own special process. 

The number of each grade, as will be noticed, gives an indication of the thickness. 


For Empire cloth cut into tape see under Linotape. 

Quality 

List of Raw Thickness 

Approx. 
Thickness 
of Oil 
Films 

—Approx. Dielectric Strength— 
After 

Before Baking 

Baking 48 Hours 

per .001 per .001 

List 
Price 
per 
Yard 
In 25 Yd. 

No. 

Fabric 

Inches 

Mm. 

Inches 

Inch 

Inch 

Roll Lots 

4 

Cambrio 

.004 

0.102 

.001 

1400 

1470 

$0.7 0 

5 

Cambric 

.005 

0.127 

.001 

1080 

1250 

.69 

50 

Cambrio 

.005 

0.127 

.001 

900 

1092 

.60 

500 

Cambrio 

.005 

0.127 

.001 

980 

1080 

.50 

7 

Cambrio 

.007 

0.178 

.003 

1171 

1470 

.75 

70 

Cambrio 

.007 

0.178 

.002 

945 

1030 

.63 

700 

Cambrio 

.007 

0.178 

.0025 

1070 

1080 

.56 

8 

Cambrio 

.008 

0.203 

.003 

1030 

1210 

.65 

80 

Cambrio 

.008 

0.203 

.003 

970 

1150 

.59 

800 

Cambrio 

.008 

0.203 

.0035 

1000 

1270 

.60 

10 

Cambric 

.010 

0.254 

.0045 

1100 

1166 

.70 

100 

Cambrio 

.010 

0.254 

.005 

1000 

1130 

.63 

1000 

Cambrio 

.010 

0.254 

.0055 

1080 

1210 

.59i 

12 

Cambric 

.012 

0.305 

.0065 

965 

1230 

.81 

120 

Cambric 

.012 

0.305 

.007 

1020 

114Q 

.75 

1200 

Cambrio 

.012 

0.305 

.0075 

1010 

1060 

.70 

15 

Cambric 

.015 

0.381 

.0095 

1020 

1240 

1.01 

150 

Cambric 

.015 

0.381 

.010 

1060 

1220 

.96 

1500 

Cambrio 

.015 

0.381 

..0105 

1050 

1080 

.88 


Empire Oiled Canvas and Ducks 

Noe. 155 and 16 are made on fabric bases that have been specially finished to insure smooth and even coating of the oil. 
Noe. 200 and 300 ducks have great resistance to mechanical wear and imperviousness to moisture, but do not have the same 
smooth surface as the other cloths. 


155 

Canvas 

.015 

0.381 

.007 

600 

740 

$1.01 

16 

Canvas 

.016 

0.406 

.005 

765 

730 

1.07 

200 

Duck 

.020 

0.508 


.... 

.... 

.81 

300 

Duck 

.030 

0.762 

.... 

.... 

.... 

1.14 


Empire Oiled Linen 

For purposes of insulation linen has no special advantage over cotton except that of resisting a slightly higher voltage for a 
given thickness. 

We furnish only one grade, the base being an imported Irish linen coated with double films of special oxidised Empire oil, 
and the fabric is thoroughly impregnated. 

6 Linen .006 0.152 . 002 1258 1373 $1.66 


Empire Oiled Silk 

Empire oiled silk has for a base a closely woven fabric of pure silk. 11 is an excellent insulation where a material possessing 
very high insulating qualities combined with extreme thinness and great flexibility is demanded. Two grades are manufactured, 
in two thicknesses. 


44 

Silk 

.004 

0.102 

.00175 

1230 

1330 

$1.20 

440 

Silk 

.004 

0.102 

.00175 

1350 

1450 

1.60 

66 

Silk 

.006 

0.152 

.00375 

1100 

1200 

1.35 

660 

Silk 

.006 

0.152 

.00375 

1230 

1330 

1.70 


All the above Empire cloths, etc., are furnished in rolls containing 25, 50, 100 yards or in any length desired. 

We cut any width of any of the above material to order provided order amounts to multiples of 72 square yards. 
For list of standard oiled tapes see under Linotape. 
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INSULATING MATERIAL 
Linotape 

Linotape is the registered trade-mark name under which we sell Empire Oiled Cloth in tape form. 

We cut tape in any width from Y% inch and above, from all the grades of Empire material. 

Linotape is an insulating tape of the highest order. Its virtue, as with the Empire material, rests in the 
multiplication of oxidized oil films on its surfaces, It has come into general use as the insulating medium 
for cables of all descriptions, and is used extensively in coil winding, cable splicing, bus bars, ana all high 
tension work. 

It is furnished in rolls guaranteed to contain 72 lineal yards, each roll coated on the edges with paraffin 
to exclude moisture and both straight and bias are continuous in the roll. 


BIAS CUT LINOTAPE 



No. 72 Thickness .007 Inches. 

No. 10 Thickness .010 Inches. 

No. 125 Thickness .012 Inches. 

Width 

List 

List Price 

List 

List Price 

List 

List Price 

Inches 

No. 

per 144 Yds. 

No. 

per 144 Yds. 

No. 

per 144 Yds. 

% 

1600 

SI. 35 

1630 

$1.45 

1665 

$1.78 

x 

1601 

1.56 

1631 

1.67 

1666 

1.99 

% 

1602 

1.89 

1632 

1.99 

1667 

2.37 

U 

1603 

2.20 

1633 

2.31 

1668 

2.74 

Vs 

1604 

2.53 

1634 

2.63 

1669 

3.12 

1 

1605 

2.80 

1635 

2.95 

1670 

3.50 

IX 

1606 

3.50 

1636 

3.70 

1671 

4.35 

IX 

1607 

4.19 

1637 

4.46 

1672 

5.27 



LENGTHWISE CUT LINOTAPE 




No. L Thickness 

.007 Inches. 

No. B Thickness .010 Inches. 

No. N Thickness 

.012 Inches. 

Width 

List 

List Price 

• List 

List Price 

List 

List Price 

Inches 

No. 

per 144 Yds. 

No. 

per 144 Yds. 

No. 

per 144 Yds. 

X 

2333 

SI.24 

2343 

$1.34 

2363 

$1.61 

X 

2334 

1.45 

2344 

1.56 

2364 

1.83 

% 

2335 

1.72 

2345 

1.83 

2365 

2.20 

X 

2336 

1.99 

2346 

2 09 

2366 

2.53 

Vs 

2337 

22.6 

2347 

2.42 

2367 

2.90 

1 

2338 

2.52 

2348 

2.69 

2368 

3.23 

IX 

2339 

8.17 

2349 

3.38 

2369 

4.03 

IX 

2340 

3.81 

2350 

4.09 

2370 

4.84 


Prices of widths greater than 1 % inches are proportionate to price of 1 inch width. All above linotape 
of %, 1 and 1% inch widths are carried in stock. Other widths furnished promptly on order. 

In addition to tapes listed above we will cut any width of any thickness of Empire cloth to order provided 
order amounts to multiple of 72 square yards. 


Empire Oiled Paper 

The line of Empire Oiled Papers is very complete, especially so in regard to its wide range of thicknesses 

The papers forming the bases all possess the greatest tensile strength consistent with their thickness and 
•have been selected for their uniformity of thickness, and freedom from deleterious chemicals such as sulphite, 
etc. The oil films with which they are coated are of exactly the same nature as the films on the Empire 
cloths, linen, etc. 

We draw special attention to the condenser papers which, on account of their extreme thinness and high 
tensile strength, are giving great satisfaction to the manufacturers of induction coils, and other delicate 
work. The thicker papers have been selected for their great tensile strength, density and evenness of texture. 

Furnished in rolls 36 inches wide, containing 25 or 50 yards, or in sheets 36 x 36. 






Approximate 

Approximate 






Thickness 

Dielectric 

List Price 

List 

(iiioliftr At <_ 




Strength 

per Yard 

Villainy OI 



— OI Ull 

No. 

Raw Paper 

Inches 

Min. 

Films, Inches 

per .001 

tn Roll Lots 

’ 101 

Condenser 

.0015 

0.038 

.0005 

1740 

$0.22 

102 

Condenser 

.002 

0.051 

.001 

1700 

.24 

103 

Condenser 

.003 

0.076 

.001% 

1460 

.26 

104 

Kraft 

.004 

0.102 

.002 

1350 

.28 

135 

Express 

.0045 

0.115 

.0015 

1150 

.22 

105 

Gray Rope 

.005 

0.127 

.002 ' 

1240 

.30 

106 

Bond 

.005% 

0.14 

.002% 

1250 

.40 

107 

Red Rope 

.007 

0.178 

.002 

1150 

.38 

109 

Gray Rope 

.009 

0.228 

.004 

1070 

.40 

110 

Express 

Fullerboard 

.010 

0.254 

.005 

980 

.43 

1111 

.011 

0.279 

.004 

800 

.47 

1113 

Cement Rope 

.013 

0.330 

.004 

810 

.52 

1114 

Fullerboard 

.014 

0.355 

.003 

785 

.68 

115 

118 

Red Rope 
Cement 

.015 

.018 

0.381 

0.457 

.010 

O03 ized by 

*sagi« 

.75 

.70 
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Mall Orders Filled 
at Prevailing Prices 


INSULATING MATERIAL 
* Untreated Papers, etc. 

Mico express paper is manufactured for us to micrometer gauge, thereby insuring uniform thickness. 
Special care is taken in preparing and beating the paper stock, and in calendering the sheets to provide a 


strong, tough paper. 
List 

No. Material 

2619 Express 

2620 Express ' 

2621 Express 


Thickness 

Width 
of Roll 
Inches 

Approx. Size *- 
Approx. Lbs. of Sheets 
of Roll Inches 

-Approx. 

per 100 

Sq. Yds. 

.003 

36 

120 

15 

.005 

36 

125 

25 

.009 

36 

125 

45 


per Sheet 


List 
Price 
per Lb. 


Price on 
application 


2629 

Red Rope 

.005 

36 

100 

27 

2630 

Red Rope 

.010 

36 

100 

47 

2631 

Red Rope 

.015 

36 

100 

69 


Mico red rope paper is manufactured from an all hemp stock, free from pin holes, and is guaranteed to 
contain no wood pulp. The coloring pigment is carefully selected and is free from deleterious matter. 

Price on 
application 

Mico cement rope paper is an uncolored, high finished hemp rope stock paper, especially recommended 
for strength and freedom from pin holes. 

36 100 19 

Price on 
application 

Mico fullerboard is a smooth, tough, dense, yellow insulating board, more pliable and not as hard as 
fiber, and a better insulator. It can be furnished in rolls in thicknesses up to . 017 at slight increase in prices. 


Price on 
application 


Mico fish paper is somewhat similar to hard fiber, but is a much better insulator and has greater flexi¬ 
bility. High temperatures do not affect it to the same extent as they do other insulating papers. 


2635 

Cement R 

.005 

36 

100 

19 

2637 

Cement R 

.007 

36 

100 

27 

2638 

Cement R 

.010 

36 

100 

38 

2640 

Cement R 

.015 

36 

100 

57 


2650 

Fullerboard 

.008 

32x36 

2651 

Fullerboard 

.010 

32 x36 

2652 

Fullerboard 

.012 

32x36 

2653 

Fullerboard 

.015 

32x36 

2654 

Fullerboard 

.017 

32x36 

2655 

Fullerboard 

.020 

32x36 

2656 

Fullerboard 

.032 

32x36 


2670 

Fish Paper 

.005 

46 

25 


28 

2671 

Fish Paper 

.007 

46 

25 


38 

2672 

Fish Paper 

.010 

46 

25 


53 

2673 

Fish Paper 

.015 

46 

25 


88 

2674 

Fish Paper 

.020 



36x48 


2675 

Fish Paper 

.025 



36x48 


2676 

Fish Paper 

A 



36x48 



Price on 
application 


Mico hard fiber is a 

tough, dense, hard, bonelike insulator of considerable value where it can be used 

in dry positions. 







2680 

Hard Fiber 

a 



36x48 


1.4 

2681 

Hard Fiber 

A 



36 x48 


2.7 

2682 

Hard Fiber 




36x48 


5.3 

2683 

Hard Fiber 

A 



36x48 


8 

2684 

Hard Fiber 

yk 



36x48 


10.5 Price 

2685 

Hard Fiber 

A 



36 x 48 


16 on 

2686 

Hard Fiber 

M 



36x48 


21 application 

2787 

Hard Fiber 

*A 



36x48 


31.5 

2688 

Hard Fiber 

'A 



36x48 


42.5 

2689 

Hard Fiber 

% 



36x48 


52.5 

2690 

Hard Fiber 

U 



36x48 


65 

Mico horn fiber is not chemically treated. 

It is more flexible than ordinary hard 

fiber; more ductile 

and better for slot insulation. 





2692 

Horn Fiber 

.005 

42 

150 


21 


2693 

Horn Fiber 

.010 

42 

150 


50 

Price on 
application 

2694 

Horn Fiber 

.015 

42 

150 


60 

2695 

Horn Fiber 

.020 

42 

150 


100 

2696 

Horn Fiber 

.025 

42 

150 


112 



Mico paraffin coated papers are valuable for slot insulation as the paraffin coating acts as a lubricant, 
as well as a protection from moisture. 


2700 

2701 

2702 

2703 

2704 

2705 


Express 
Express 
Fish Paper 
Fish Paper 
Fish Paper 
Fish Paper 


.005 

36 

100 

35 

.007 

36 

100 

50 

.005 

46 

100 

32 

.007 

46 

100 

44 

.010 

46 

100 

62 

.015 

46 

100 

98 


Price on 
application 


Mico fiber tubes and rods are furnished in either red or black. Special prices on receipt of specification. 
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INSULATING MATERIAL 
Untreated Cloths 

Mico Irish linen is a very thin imported linen cloth of high finish, free from nap, and considering its 
thinness, of considerable strength. 

Approximate 

List Approximate Yards 

No. Material Thickness Width per Roll 

2715 Irish linen...004 36 80 

Mico cambric is a good grade of cotton cloth with the well-known smooth cambric finish. 


2717 Cambric. 

Mico muslin is a soft finished thin cotton cloth. 

.005 

37 

100 

2720 Muslin. 

.007 

37 

100 


Mico sheeting is an exceptionally strong, soft finished cotton cloth made up without starch. 

2723 Sheeting.011 36 50 

Mico linen is a good grade of imported heavy Irish linen somewhat coarsely woven, but of considerable 
tensile strength. 

2726 Linen...012 35 40 

Mico drill is a weight between sheeting and 8 ounce duck. It has great strength, of soft finish and with¬ 
out starch filling. 

2730 Drilling. 017 29 120 

Mico 8 ounce duck is a strong light duck of superior quality. 

2735 Duck.020 36 120 

Mico 12 ounce duck is an exceptionally strong, heavy duck, useful for armature work, etc. 

2738 12^oz. duck.030 36 120 

. Prices on untreated cloths quoted on application. 


Mico Cement ' 

• 

Mico Cement is a special cement of high insulating value, water repellent, waterproof and flexible. 
This is a most satisfactory cement for sticking together oily, glossy surfaces such as that possessed by Lino- 
tape, Empire cloths and papers. 

For pasting labels onto oily or damp surfaces it has no equal. 

The “setting up” of Mico Cement is hastened by the application of heat, but its adhesive qualities are 
equally as good without it. 

Mico Cement has such excellent and unusual qualities that if trouble is being experienced with any other 
cement of whatever nature, we would advise giving Mico Cement a trial. New fields are continually being 
found for its use. 

Mico Cement requires a special solvent, which we also supply when it is necessary to reduce the consist¬ 


ency of the cement. 

List List Price 

No. Material How Furnished perGaL 

3075 Mico Cement. 1 qt. cans $4.00 

3076 Mico Cement. 1 gal. cans 3.50 

3077 Mico Cement. 5 gal. cans 3.00 


Mico Liquid Insulating Glue 

This is a special glue made for gluing tape ends and for similar purposes. Will not attract moisture and 
does not require heat for setting. 


3090 Mico glue 

3091 Mico glue 


Digitized by * ^ ^ a J‘ 04118 
. 5 gal. cans 

Inaulatina and M: 


$2.70 

2.45 
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SPECIAL FEATURES FOR SOCKETS-All Make* 


Mall Orders Filled 
at Prevailing Prices 





Sockets with 
Extra Long Keys 


Sockets with 
Metal Keys 


Sockets for 
Special Metal Keys 


Pull Sockets with 
Extension Chain Guides 


{Sockets with Extra Long Keys schedule “B" 

The key sockets listed in this Bulletin have keys % inch long, but can be fitted with longer keys on 
special order, which must specify distance desired between outside of shell and end of key. 

The following lengths are carried in stock: 

1 inch, same price and standard package as regular. Sockets with % inch and 1 inch keys may be 
assorted to make up standard package quantity. Sockets with keys longer than 1 inch may not be assorted 
with sockets having 7 A inch and 1 inch keys to make up standard package quantity. 

IK* 1H> 2 and 2J^ inches, add to list price of Standard sockets, 10 cents; to Mfrs. List, 5 cents. 
Standard package, 100 of one length. On orders for sockets with extra long keys, where the length is not 

given, we furnish iy a inch. {Socket* with Metal Key* 

We are prepared to fit to any key socket in this Bulletin a metal key as shown in illustration. This 
key is detachable, so that it may be given the same finish as the socket or fixture. The standard metal key 
measures % inch from the end to the shell. Longer keys will be furnished on special order. 

Sockets with metal keys not longer than 1 inch, add to list price of Standard sockets 17 cents; to Mfrs. 
List, 7 cents. 

Sockets with metal keys longer than 1 inch, add to list price of Standard sockets 29 cents; to Mfrs. 
List 12 cents. Standard package, 100 of one length. 

We are prepared to furnish sockets, as shown in the illustration, designed to receive a special key 
furnished by the fixture manufacturer, to match the fixture. The threaded metal part of the key mandrel 
is thoroughly insulated from the other parts of the socket. The screw is inch diameter, 26 threads. 

Add to list price of Standard sockets, 17 cents; to Mfrs. List 7 cents. Standard package, 100. 

{Pull Sockets with Extension Chain Guide* 

Pull sockets installed in husks or socket covers require extension chain guides to carry the chain free of 
cover and shade. The chain guide is not attached to the socket shell but to the socket mechanism. It is 
detachable and separable and can be removed for refinishing. By carrying a stock of various lengths of 
guides, it is possible to convert standard sockets into sockets with extension guides, making it unnecessary 
to carry a stock of completed sockets with various lengths of chain guides attached. The hole in the husk 
need not be more than A inch. The portion of the extension chain guide which is attached to socket 
extends less than inch outside of socket shell, making it possible to insert the socket in any husk, no matter 
how closely it follows the outline of shell. Extension cham guides of following lengths furnished from stock: 
%, 1,1 and 1 inches. Additional list price either assembled on sockets or loose, 29 cents* to Mfrs. 

List, 12 cents. Standard package quantity, 50 of one length or 100 of assorted lengths. Sockets with 
extension chain guides may not be combined with sockets having regular chain guides to make up a stan¬ 
dard package quantity. 

Pull Sockets with Chain* of Special Lengths 

The standard length of chain on all pull sockets, except miniature and candelabra is 
8 inches. Sockets with chains shorter than 8 inches will be billed at the same price as 
regular. For sockets with chains longer than 8 inches, add to list price per foot. 24 
cents; to Mfrs. List, 10 cents. For special finishes on chains longer than 8 inches, 
add to list price per foot 5 cents; to Mfrs. List, 2 cents. 

Pull Sockets with Silk Cord 

Pull sockets can be furnished with silk cord in any desired color instead of chain. 
For sockets with cords not longer than 8 inches, add to list price 12 cents; to Mfrs. List, 
5 cents. 

For sockets with cords longer than 8 inches, add to list price per foot, 36 cents; to 
Mfrs. List, 15 cents. 

Pull Sockets with Linen Cord 

Pull sockets can be furnished with a short chain and 3 feet of linen cord, complete 
with ball, similar to that regularly furnished with pull switch rosettes without extra 
charge. For cords longer than 3 feet, add to list price per foot, 3 cents; to Mfrs. 
List, 1 cent. 

{Pull Sockets with Insulated Chain 

Pull sockets can be furnished with insulated chain accomplished by inserting a 
piece of fiber rod in the chain about 2 inches below the chain guide. For sockets so 
equipped add to the list price, 36 centsj to Mfrs. List, 15 cents. 

The standard package quantity will be the same as for the Standard socket in 
A connection with which the insulated chain is ordered. 




{National Electrical Code Standard. 


chain is ordered. 


,oogi 
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Quoted on Request 
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Pull Socket Chain and Parts 
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Pkg. 


W.E. 

List 

‘Description 

Carton 

Std. 

Wt. 

Mfrs. 

List 

No. 

Quantity 

Pkg. 

Oz. 

List 

Pries 


Bead chain (per foot). 


1000 ft. 


$0.10 

$0.24 

5io 

Splicing link. 

200 

200 ft. 

4 

.025 

.06 

512 

Snap-lock ball. 

250 

250 ft. 

12 

.06 

.14 

516 

Snap-lock ball for Candelabra Chain.. .. 

250 

250 ft. 

12 

.06 


513 

Insulating link. 

100 

100 ft. 

6 

.06 

.1954 


^ Standard finish on the above is brush or old brass, which will be supplied when no other finish is 

specified. All other finishes will be special and will be charged extra as follows: Chain, $0.05 list 
per foot; Mfrs. List $0.02; balls and links, $0.05 each list. Mfrs. List $0.02. 

All New Wrinkle and Wrinklet Pull Sockets are supplied with the No. 512 Ball listed above. It 
No 512 may be detached and attached with the utmost ease, when necessary, but cannot be detaohed by any 

no ‘ og strain to which it will be subjected in service, no matter how severe. 

Chain Guides 

The Standard chain guide, when sold separately from the socket, will list at $0.12. Mfrs. List 
$0.05. Standard paokage, 250. Extension chain guides described on the opposite page, when sold separ¬ 
ately, will list at $0.29. Mfrs. List $0.12. Standard package, 50 of one length or 100 of assorted lengths. 
For special finishes on chain guides, add to list price $04)9. Mfrs. List $0.02. 

^Sockets for Gas Filled Lamps 

Sockets for gas filled lamps must be waxed with a compound whion will not soften under heat. The 
Mogul base sockets listed are regularly so made. For medium base sockets to be used with gas filled 
lamps, add to list price $04)7. Mfrs. List $0.03. 

1 ^Sockets with Lamp Grips 

All Mogul base sockets and most medium base sockets listed in this Bulletin can be equipped with 
a lamp grip, which effectually prevents the lamp from accidentaUy unscrewing. For sockets so equipped. 
No. 513 add to list price $0.12. Mfrs. List $0.05. 

Socket Cape with Special Bushings 

Most caps of brass shell sockets can be furnished with insulated bushing, as illustrated. The purpose 
of this construction is to provide a passage for the conductors when the support for the socket is a rod 
instead of a pipe or tube. For sockets so equipped, add to list price $04)5. Mfrs. List $0.02. 

Sockets and Receptacles in Special Finishes 

It is of great advantage to the electrical trade to be able to obtain on short notice sockets in various 
Socket Gap with special finishes. 

Special BushlnS To meet the demand for this class of goods we are now carrying in stock sockets in special finishes for 

• which there is a large demand, such as polished brass, oxidised copper, polished nickel, etc. 

In placing orders for special finishes which are not standardised, we suggest the submitting, at the same time, of a sample 
for our information. LIST OF SPECIAL FINISHES 

The standard finish of all brass shell sockets is brush brass, which will be supplied where no finish is specified. 

Regular and special finishes of one List No. may be assorted to make up standard package quantity which will be the same 
as though all were regular finish. 

List prices for devices bought knocked down will be as follows: 

For caps and bases, one half the list given in column A. For bodies, deduct from lists in columns A, B, C or D, one half 
the list for the same finish in column A. D 

A Key and Keyless C Pull Sockets and 

Key and Keyless Sockets and Wall Pull Sockets and Pull Wall Sockets 

Finish Sockets and Sockets with Shade- Pull Wall Sockets with Shade-Holder 

Wall Sockets Holder Attached Add to List Attached 


Add to List 
W. E. List Mfrs. List 


Add to List 
W. E.Ust Mfrs. List 


Pull Sockets and 
Pull Wall Sockets 
with Shade-Holder 
Attached 
Add to List 
W. E. List Mfrs. List 


Barff, bauer. $0.05 $0.02 $0.10 $0.04 $0.07 $0.03 $0 12 $0.05 

Brass, antique. * .10 .04 .14 .06 .24 .10 .29 .12 

Brass, brush. No advance No advance No advance No advance No advance No advance No advance No advance 

Brass, Flemish. .10 .04 .14 .06 .24 .10 .29 .12 

Brass, lemon. .10 .04 .14 .06 .24 .10 .29 .12 

Brass, old. No advance No advance No advance No advance No advance No advance No advance No advance 

Brass, oxidized. 10 .04 .14 .06 .24 .10 .29 .12 

Bra*s, polished. No advance No advance No advance No advance No advance No advance No advance No advance 

Bronze, acid. .14* .06 .19* .08 .24 .10. .29 .12 

Bronze, antique. .14* .06 .19* .08 .24 .10 .29 .12 

Bronze, English. .14* .06 .19* .08 .24 .10 .29 .12 

Bronze, gold . .14* .06 .19* .08 .24 .10 .29 .12 

Bronze, hardware . . .14* .06 .19* .08 .24 .10 .29 .12 

Bronze, Japanese. .14* .06 .19* .08* .24 .10 .29 .12 

Bronze, old English... .14* .06 .19* .08 .24 .10 .29 .12 

Bronze, polished. .14* .06 .19* .08 .24 .10 .29 .12 

Bronze, Pompeiian.. . .14* .06 .19* .08 .36 .15 .41 .17 

Bronze, statuary. .10 .04 .14 .06 .24 .10 .29 .12 

Copper, acid. .10 .04 .14 .06 .24 .10 .29 .12 

Copper, antique. .10 .04 .14 .06 .24 .10 .29 .12 

Copper, mottled. .10 .04 .14 .06 .24 .10 .29 .12 

Copper, old. .10 .04 .14 .06 .24 .10 .29 .12 

Copper, oxidized. .10 . 04 .14 . 06 .14 . 06 .19 . 08 

Copper, polished. .10 .04 .14 .06 .24 .10 .29 .12 

Enamel, white. .14* .06 .19* .08 .24 .10 .29 .12 

Gilt, burnished. .14* .06 .19* .08 .24 .10 .29 .12 

Gilt, Etruscan . .14* .06 .19* .08 .24 .10 .29 .12 

Gilt. Ormolu. .14* .06 .19* .08 .24 .10 .29 .12 

Gilt, polished.. .05 . .02 .10 .04 .07 .03 .12 .05 

Gilt, rich . .05 .02 .10 .04 .07 .03 .12 .05 

Gold. Roman. .14* .06 .19* .08 .24 .15 .41 .17 

Gold, satin . .14* .04 .19* .08 .24 .15 .41 .17 

Gun metal . .14* .06 .19* .08 .24 .15 .41 .17 

Iron, wrought. .05 .06 .10 .04 .07 .03 .12 .05 

Nickel, brush. .14* .06 .19* .08 .24 .10 .29 .12 

Nickel, polished. .10 .04 .14 .06 .14 .06 .19 .08 

Sand blast, any.14* .06 .19* .08 .38 .15 .41 .17 

Silver, butler’s. .14* .06 .19* .08 .38 .15 .41 .17 

SUvcr, ground. .14* .06 .19* .08 .38 .15 .41 .17 

Silver, oxidized. .14* .06 .19* .08 .38 .15 .41 .17 

Silver, polished. .14* .06 .19* .08 .38 .15 .41 .17 

Steel, polished. .14* .06 .19* .08 .24 .10 .29 .12 

Verde-antique.. .14* .06 .19* .08 .36 .15 .41 .17 

•When ordered in lots of 500 of one Catalogue No. and one finish, this list will be reduced $0.05. 

*M. E. C. Standard. 3 y y Wiring Devices 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“NEW WRINKLE” SOCKETS 


















No. 10 

250 Wefts. 250jVolts 



Key and Keyless Sockets Schedule “B” 


Description 


{Body, without cap or base. 

tWith H in- cap. 

IWith \i in. cap. 

iWith H in. cap. 

JWith VS in. cap. 

iWith Vs in. male cap. 

IWith W in. male cap. 

IWith Vs in. male cap. 

iWith H i n. male cap. 

I With Vi in. fixture cap... . 
iWith Vi in. fixture cap.... 

iWith Vi in. angle cap. 

iWith Vi in. angle cap. 

iWith Vi.in. angle cap. 

iWith Vi in. angle fixture cap 
iWith Vi in. angle fixture cap 

iWith pendant cap. 

iWith strain relief cap. 

iWith attachment plug. 

jWith cleat base. 

iWith slotted base. 

iWith small concealed base. 
iWith large concealed base. . 
iWith angle concealed base. 
iWith base for Vi and Vi in. 

condulets. 

{With base for Vi in. con¬ 
dulets . 

{With base for Vi and Vi in. 

taplets. 

iWith wood molding base.. 
iWith one way National 

base. 

iWith two way National 


With small covered base... 

: With large covered base. . . 

: With 3in. box base. 

: With 4 ix. >x base. 

With 3 Vi in. pancake base. 

: With 4 in. pancake base. . . 
With concealed rosette base 
iWith cleat rosette base.. . . 
With 2 wire molding 

rosette base. 

With 3 wire molding 

rosette base. 

With combination rosette 

base. 

With cleat base covered 

connections. 

With canopy tap base. 


SP Key 8ocket 

Keyless Socket 

List 

No. 

Car 

ton 

Std 

Pkg 

Mfre 

List 

Com¬ 

plete 

W. E. 
List 
Com¬ 
plete 

List 

No. 

Car 

ton 

Std 

Pkg 

Mfrs 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

10 

25 

500 

$0.26 

10.62 

13 

25 

500 


$0 55 

AA-10 

25 

mm 

.3? 

.79 

AA-13 

25 

500 

.30 

.72 

AB-10 

25 

250 

.42 

KS3 

AB-13 

25 

250 

.39 

.95 

AC-10 

25 

250 

.39 

.94 

AC-13 

25 

250 

.36 

.87 

AD-10 

25 

250 

.45 

1.08 

AD-13 

25 

250 

.42 

1 02 

AE-10 

25 

500 

.3 c 

.79 

AE-13 

25 

500 

.30 

.73 

AF-10 

25 

250 

.42 

1 01 

AF-13 

25 

250 

.39 

.95 

AG-10 

25 

^1 

.42 

1,01 

AG-13 

25 

250 

.39 

.95 

AH-10 

25 

250 

.4* 

1.15 

AH-13 

25 

250 

.45 

1.09 

AK-10 

25 

250 

.3£ 

.94 

AK-13 

25 

250 

.36 

.87 

AL-10 

25 

250 

.42 

1 01 

AL-13 

25 

250 

.39 

.96 

AM-10 

25 

EEd 

.3* 

.91 

AM-13 

25 

100 

.35 

.85 

AN-10 

25 

100 

.47 

1 13 

AN-13 

25 

100 

.44 

1.07 

AP-10 

25 

100 

.44 

1,03 

AP-13 

25 

100 

.41 

.98 

AR-10 

25 

100 

.47 

1.05 

AR-13 

25 

100 

.41 

.98 

AS-10 

25 

100 

.47 

1.13 

AS-13 

25 

100 

.44 

1.07 

AT-10 

25 

500 

.33 

.79 

AT-13 

25 

500 

.30 

.73 

AU-10 

25 

Wi:ii 

.33 

.79 

AU-13 

25 


.30 

.73 

AV-10 

10 

Bill] 

.53 

1 27 

AV-13 

10 


.50 

1.20 

AW-10 

10 

m 1 

.49 

1 57 

AW-13 

10 


.46 

1.10 

AX-10 

10 

250 

.44 

1 05 

AX-13 

10 

250 

.41 

.98 

AY-10 

10 

Sretl 

.44 

1.05 

AY-13 

10 

371 

.41 

.98 

AZ-lOt 

10 

250 

.49 

1 17 

AZ-13t 

10 

250 

.46 

1.10 

BA-10 

10 

Ktt] 

.49 

1.17 

BA-13 

10 

100 

.46 

1.10 

BC-10 

10 

250 

.49 

1.17 

BC-13 

10 

250 

.46 

1.10 

BX-10 

10 

250 

.49 

1.17 

BX-13 

10 

250 

.46 

1.10 

BW-10 

10 

250 

.49 

1.17 

BW-13 

10 

250 

IB! 

1 10 

BB-10 

10 

250 

.44 

1.05 

BB-13 

10 

250 

.41 

.98 

BD-10 

10 

250 

.44 

1.05 

BD-13 

10 

250 

.41 

.98 

BE-10 

10 

250 

.44 

1 05 

BE-13 

10 

250 

.41 

.98 

BH-10 

10 

250 

.54 

1 29 

BH-13 

10 

250 

.51 

1.22 

BK-10 

10 

irom 

.03 

1 51 

BK-13 

10 

100 

.60 

1 44 

BL-10 

5 

mU 

.63 

1 51 

BL-13 

5 

100 

.60 

1 44 

BM-10 

1 

100 

.93 

2 23 

BM-13 

1 

100 

.90 

2 16 

BN-10 

5 

100 

.73 

1 75 

BN-13 

5 

100 

.70 

1 68 

BP-ib 

1 

100 

1.03 

2.47 

BP-13 

1 

100 

1.00 

2 40 

BR-10 

10 

100 

.75 

1.80 

BR-13 

10 

50 

.72 

1.72 

BS-10* 

10 

100 

.75 

1.80 

BS-13* 

10 

50 

.72 

1.72 

BT-10 

10 

100 

.75 

1.80 

BT-13 

10 

50 

.72 

1.72 

BU-10 

10 

m 

.75 

1.80 

BU-13 

10 

50 

.72 

1.72 

BV-10 

10 

100 

.75 

1.80 

BV-13 

10 

50 

.72 

1.72 

BY-10 

5 

50 

.68 

1.83 

BY-13 

5 

50 

.64 

1.53 

BZ-10 

10 

20 

.54 

1.29 

BZ-13 

m 

20 

mm 

1.20 


Standard finish is brush or old brass, which will be shipped when no finish is specified. 
Polished brass, when specified, will be furnished without extra charge. For special finishes, 
see listing elsewhere. 


For long keys, metal keys, sockets with threaded stems and other special sockets, see 
listing elsewhere. 


•Approved rating 2 amperes, 125 volts. 

fThis base is suitable for attachment to No. 500 Adaptiboxes. 

1 National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 


Western Electric 
NEW “WRINKLE” SOCKETS 


575 




No. 32. Keyless Socket with 
Spartan Outlet. Bach Outlet 
443 Watts, 250 Volts 


No. 31. Q. T. Key Socket with 
Spartan Outlet. Bach Outlet 
440 Watts, 250 Volts 


Key and Keyless Sockets Schedule "B” 






Description 



P TT n i 

J li Hi 

P ! ’ * 




L .7 

1 jj 



P ' 'j) 

7 T? nfl 

P ■ * 7 

7‘ T? Mift 


(■nB 



bill 


con- 


condulets 

4 With base for H in 

dulets. 

4 With base for H and H in 

taplets. 

*With wood moulding base. 
4 With one-way national base 
A With two-way national base] 
4 With small covered base. . 
4 With large covered base... 

A With 3in. box base. 

4 With 4 in. box base. 

*With 3in. pancake base. 
4 With 4 in. pancake base... 
With concealed rosette base) 

4 With cleat rosette base- 

With 2 wire moulding ro¬ 
sette base. 

With 3 wire moulding ro¬ 
sette base. 

With combination rosette 

base. 

4 With cleat base, covered 

connections. 

4 With canopy tap base. 


Keyless Socket With 


eyless So< 
Spartan 


Outlet 


Q. T. Key Socket With 
Spartan Outlet 


List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com¬ 
plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

32 

10 

100 

$0.48 




022 

$0.51 

$1.22 

AA-32 

10 

100 

.50 

■KZD 

' 

[il 

r? 

.58 

1.39 

AB-32 

10 

50 

.64 

1.53 

Bn 1 

[il 

& 

.67 

1.81 

AC-32 

10 

50 

.61 

1.46 

B? § 9 ? 

fil 


.64 

1.53 

AD-32 

10 

50 

.67 

wwn 

B.l tm 

Til 


.70 

1.68 

AE-32 

10 

50 

.55 

1.32 

Bn age 


i 

.58 

1.39 

AF-32 

10 

50 

.6 4 

1.53 

Br 1 

Tig 


| .6 T 1.61 

AG-33 

10 

50 

.6 4 

JE 

B/fes ' 

fig 

i 

.67 1.61 

AH-32 

10 

50 

.7( 

ffc 

Bj i 


i 

.73 

1.75 

AK-32 

10 

50 

.61 

It 

B.i 

[i| 

$ 

.64 

1.63 


10 

50 

.64 


Ip? 

Tig 

$ 

.67 

1.81 

AM-32 

10 

50 

.6( 

1.44 

AM-31 

10 

50 

.63 

1.51 

AN-32 

10 

50 

.61 

DZ3 

AN-31 

10 

50 

.72 

1.72 

AP-32 

10 

50 

.6( 

1.58 

AP-31 

10 

50 

.69 

1.65 

AR-32 

10 

50 

.66 

I 1.58 

AR-31 

10 

50 

.69 

1.65 

AS-32 

10 

50 

.61 

D3 

AS-31 

10 

lETH 

.72 

1.72 

AT-32 

10 

50 

.55 

1.32 

AT-31 

10 

50 

• 5s 

1.40 

AU-32 

10 

50 

.55 


AU-31 

10 

50 

.58 

1.40 

AV-32 

10 

50 

.75 

la If ft 

AV-31 

10 

60 

.78 

1.87 

AW-32 

10 

50 

.71 

V i 

AW-31 

10 

50 

.74 

1.77 

AX-32 

10 

50 


■ lift 

EEHI 

10 

50 

.69 

1.65 

AY-32 

10 

50 

.66 

fillft 

WESEa 

10 

60 

•S? 

1.65 

AZ-32t 

10 

50 

.71 

BJrii 

WtSS&fl 

10 

50 

.74 

1.77 

BA-32 

10 

50 

.71 

E 

BA-31 

10 

50 

.74 

1.77 

BC-32 

10 

50 

.71 

B 

BC-31 

10 

50 

.74 

1.77 

BX-32 

10 

50 

.71 

H 

BX-31 

10 

50 

.74 

1.77 

BW-32 

10 

50 

.71 


BW-31 

10 

50 

.74 

1.77 

BB-32 

10 

50 

.66 

■IJA 

BB-31 

10 

50 

.69 

1.86 

BD-32 

10 

50 

■Eli! 

■ lift 

BD-31 

10 

50 

.69 

1.65 

BE-32 

10 

50 


Kilo: 

BE-31 

10 

50 

.69 

1.65 

BH-32 

10 

50 

.76 

1.82 

BH-31 

10 

50 

.79 

1.88 

BK-32 

10 

50 

.85 

2.04 

BK-31 

10 

50 

.88 

2.10 

BL-32 

5 

131 

.85 

2.04 

BL-31 

10 

50 

.88 

2.10 

BM-32 

1 

50 

1.15 

2.78 

BM-31 

10 

50 

1.18 

2.82 

BN-32 

5 

50 

.95 


BN-31 

bi 

60 

.98 

2.35 

BP-32 

1 

50 

.25 


BP-31 

Kfl 

50 

1.28 

malm 

BR-32 

mm 

50 

.97 


BR-31 

Bi 

50 

1.00 

2 40 

B8-32* 

10 

50 

.97 

2.33 

BS-31* 

1 

50 

1.00 

2.40 

BT-32 

10 

IS 

.97 

2.33 

BT-31 

10 

50 

1.00 

2.40 

BU-32 

10 

50 

.97 

2.33 

BU-31 

10 

50 

1.00 

2.40 

BV-32 

10 

50 

.97 

2.33 

BV-31 

10 

50 

1.00 

2.40 

BY-32 

5 

50 

.84 

HjI 

BY-31 

5 

50 

.87 

2.08 

BZ-32 

10 

20 

.70 

1.68 

BZ-31 

Hi 

20 

.73 

1.75 


Standard finish is brush or old brass, which will be shipped when no finish is specified. 
Polished brass, when specified, will be furnished without extra charge. For special finishes, 
see listing elsewhere. 

For long keys, metal keys, sockets with threaded stems and other special sockets, see 
listing elsewhere. 

♦Approved rating, 2 amperes, 125 volts total load. 

fTnis base is suitable for attachment to No. 500 Adaptiboxes. 

A National Electrical Code Standard. 
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Western Electric 

NEW “WRINKLE” SOCKETS 


Mall Orders Filled 
at Prevailing Prices 






Hlfth Capacity Pull Socket, 
660 Watts, 250 Volts 


Pull Socket with Spartan Outlet 
Socket Outlet, 250 Watts, 250 Volts 
Spartan Outlet, 660 Watts, 250 Volts 


New “Wrinkle” Pull Sockets Schedule “B’ 



High Capacity Pull Sockets 


List Car- 
No. ton 



35 
AA-35 
AB-35 
AC-35 
AD-35 
AE-35 
AF-35 
AG-35 
AH-35 
AK-35 
AL-35 
AM-35 
AN-35 
A P-35 
AR-35 
AS-35 
AT-35 
AU-35 
AV-35 
AW-35 
AX-35 
AY-35 
AZ-35f 
BA-35 


10 100 
10 100 
10 100 
10 50 



25 

25 250 
25 100 
25 100 
25 50 

25 250 
25 100 
25 100 
25 50 

25 100 
25 100 
25 50 

25 50 

25 50 

25 50 

25 50 

25 250 
25 250 
10 60 
10 100 
10 100 
19 100 
10 100 
10 50 



♦Body, without cap or base. 

♦With H »n. cap. 

♦With H in. cap. 

♦With H in. cap. 

♦With 34 in. cap. 

♦With 34 in. male cap. 

♦With H in. male cap. 

♦With l A in. male cap. 

♦With 34 in. male cap. 

♦With 34 in. fixture cap. . . . 
♦With % in. fixture cap... . 

♦With A in. angle cap. 

♦With H in. angle cap. 

A With H in. angle cap. 

♦With 34 in. angle fixture cap 
♦With \i in. angle fixture cap 

♦With pendent cap. 

A With strain relief cap. 

'With attachment plug... . 

A With cleat base. 

A With slotted base. 

*With small concealed base . 
♦With large concealed base . 
A With angle concealed base . 
♦With base for H and 34 in. 

condulets. 

♦With base for in. con¬ 
dulets . 

♦With base for 34 and 34 in. 

taplets....'.. 

♦With wood moulding base 
♦With one-way national base 
♦With two-way national base 
♦With small covered base. . . 
♦With large covered base. . . 

♦With 334 in. box base. 

♦With 4 in. box base. 

♦With 3 >4 in. pancake base. 
♦With 4 in. pancake base. . . 
With concealed rosette base 
♦With cleat rosette base. .. . 
With 2 wire moulding ro¬ 
sette base. 

W’ith 3 wire moulding ro¬ 
sette base. 

With combination rosette 

base. 

With cleat base covered 

connections. 

With oanopy tap base. 


Standard finish is brass or old brass, which will be shipped when no finish is specified. 
Polished brass, when specified, will be furnished without extra charge. For special finishes, 
see listing elsewhere. 

Sockets regularly furnished with 8 inches of chain. For extra chain, cord instead of 
chain, extension chain guides, etc., see listing elsewhere. 

♦Approved rating 2 amperes, 125 volts. 

fTnia base is suitable for attachment to No. 500 Adaptiboxee. 

♦National Electrical Code Standard. 




















































Quantity Prices 
Quoted on Request 


Western Electric 
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4 ‘NEW WRINKLE” SOCKETS 

















No. II 

250 Watts, 250 Volts 


No. 12 

000 Watts. 250 Volts 


DP and QT Key Sockets Schedule “B” 


Description 


JBody. without cap or base. 

I With in. cap. 

With H in. cap. 

With H in. cap. 

With V* in. cap. 

With V% in. male cap. 

With in. male cap. 

With Y% in. male cap. 

With Yi in. male cap. 

With Y in- fixture cap.... 
IWith \4 in. fixture cap.... 

I With H in. angle cap. 

iW’ith M in. angle cap. 

I With H in- angle cap. 

JWith H in. angle fixture cap 
IWith \4 in. angle fixture cap| 

IWith pendent cap. 

IWith strain relief cao. 

IWith attachment pl'ig. 

IWith cleat base. 

IWith slotted base. 

IWith small concealed base. 
IWith large concealed base. 
IWith angle concealed base. 
IWith base for % and \ 2 In* 

condulets. 

IWith base for M in. con¬ 
dulets ... 

IWith base for Y and in 

taplets. 

IWith wood molding base . 
IWith one way National base 
I With two way National base] 
IWith small covered base... 
IWith large covered base.. . 

IWith 314 in. box base. 

IWith 4 in. box base. 

IWith 3Jr£ in. pancake base. 
IWith 4 in. pancake base.. . 

With concealed rosette base| 
IWith cleat rosette base. 
With 2 wire molding rosette] 
base 

With 3 wire molding rosette| 

base. 

With combination rosette| 

base 

With cleat base covered] 

connections. 

With canopy tap base 


DP Key Socket 

QT Key Socket 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mtrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com ¬ 
plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg 

Mfrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com ¬ 
plete 

11 

25 

500 

$0.26 

$0 62 

12 

25 

500 

$0.29 

$0 70 

AA-11 

25 

500 

.33 

79 

AA-12 

25 

500 

.36 

.88 

AB-ll 

25 

250 

.42 

roi 

AR-12 

25 

250 

.45 

1 08 

AC-11 

25 

1250 

.39 

94 

AC-12 

25 

250 

.42 

1 01 

AD-ll 

25 

250 

.45 

1.08 

AD-12 

25 

250 

.48 

1 16 

AH-11 

25 

500 

.33 

.79 

AE-12 

25 

500 

.36 

.88 

AF-11 

25 

250 

.42 

1 01 

AF-12 

25 

250 

.45 

1 08 

AG-11 

25 

250 

.42 

1 01 

AG-12 

25 

250 

.45 

1 08 

AH-11 

25 

250 

.48 

1.16 

AH-12 

25 

250 

.51 

1 24 

AK-11 

25 

250 

.39 

94 

AK-12 

25 

250 

.42 

1 01 

AL-11 

25 

250 

.42 

roi 

AL-12 

25 

250 

.45 

1 08 

AM-11 

25 

100 

.38 

.92 

AM-12 

25 

100 

.41 

1 00 

AN-11 

25 

100 

.47 

1 14 

AN-12 

25 

100 

.50 

1 20 

A P-11 

25 

100 

.44 

1 06 

AP-12 

25 

100 

.47 

114 

AR-11 

25 

100 

.44 

1 06 

AR-12 

25 

100 

.47 

1 14 

AS-11 

25 

100 

.47 

1.14 

AS-12 

25 

100 

.50 

1 20 

AT-11 

25 

500 

.33 

.79 

AT-12 

25 

500 

.36 

.88 

AU-11 

25 

500 

.33 

.79 

AL-12 

25 

500 

.36 

.88 

AV-11 

10 

50 

.53 

1 28 

A V -12 

10 

50 

.56 

1 30 

AW-11 

10 

250 

.49 

1 18 

AW-12 

10 

250 

.52 

1 20 

AX-11 

10 

250 

.44 

1 06 

AX-12 

10 

250 

.47 

1.14 

AY-11 

10 

250 

.44 

1 06 

AY-12 

10 

250 

.47 

1.14 

AZ-llt 

10 

250 

.49 

1 18 

AZ-121 

10 

250 

.52 

1.26 

BA-11 

10 

100 

.49 

1.18 

BA-12 

10 

100 

.52 

1.26 

BC-11 

10 

250 

.49 

1.18 

BC-12 

10 

250 

.52 

1.26 

BX-11 

10 

250 

.49 

1.18 

BX-12 

io 

250 

.52 

1.26 

BW-11 

10 

250 

.49 

118 

BW-12 

10 

250 

.52 

1.28 

BB-11 

10 

250 

.44 

1 06 

BB-12 

10 

250 

.47 

1.14 

BD-11 

10 

250 

.44 

1 06 

BD-12 

10 

250 

.47 

1.14 

BE-11 

10 

250 

.44 

1 06 

BE-12 

10 

250 

.47 

1.14 

BH-11 

10 

250 

.54 

1 30 

BH-12 

10 

250 

.57 

1.38 

BK-11 

10 

100 

.63 

1 52 

BK-12 

10 

100 

.66 

1.60 

BL-11 

5 

100 

.63 

1 52 

BL-12 

5 

100 

.66 

1 60 

BM-ll 

1 

100 

.93 

2 24 

BM-12 

1 

100 

.96 

2.32 

BN-11 

5 

100 

.73 

1 76 

BN-12 

5 

100 

.76 

1.84 

BP-11 

1 

100 

1.03 

2 48 

BP-12 

1 

100 

1.06 

2.56 

BR-ll 

10 

100 

.75 

1 80 

BR-12 

10 

100 

.78 

1.88 

BS-11* 

10 

100 

.75 

1.80 

BS-12* 

10 

100 

.78 

1.88 

BT-11 

10 

100 

.75 

1.80 

BT-12 

10 

100 

.78 

1.88 

BU-11 

10 

100 

.75 

1.80 

BU-12 

10 

100 

.78 

1.88 

BV-11 

10 

100 

.75 

1.80 

BV-12 

10 

100 

.78 

1.88 

BY-22 

5 

50 

.62 

1 48 

BY-24 

5 

50 

.65 

1 56 

BZ-22 

10 

20 j 

.48 

1 15 

BZ-10 

10 

20 

.61 

1 22 


* luir * 


Standard finish is brush or old brass which will be shipped when no finish is speci¬ 
fied. Polished brass when specified will be furnished without extra charge. For special 
finishes, see listing elsewhere. 

For long keys, metal keys, sockets with threaded stems and other special sockets, see 
listing elsewhere. 

•Approved rating 2 amperes, 125 volts. 

tThis base is suitable for attachment to No. 500 Adaptiboxes. 

I National Electrical Code Standard. 
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Western Electric 


MaU Order* Filled 
at Prevailing Price* 


“NEW WRINKLE” SOCKETS 
















No. 14 

250 Watts, 250 Volts 


No. 15 

250 Watts, 250 Volts 


glflZSSiJi 


Turn and Pull Sockets Schedule “B* 


Description 


Body, without cap or base. 




j in. cap 

[ in. cap. 

\ in. cap. 

I in. cap. 

, j in. male cap. 
iWith K in- male cap, 

JVVith in. male cap. 

JWith yi in. male cap 

I in. fixture cap .... 

[ in. fixture cap .... 
i in. angle cap 
[ in. angle cap 
. in. angle cap 
l in. angle fixture cap 
,i in. angle fixture cap| 
t With pendent cap.... 
JWith strain relief cap. 
jWith attachment plug. 

J With cleat base. 

I With slotted base.... 
IWith small concealed base. 
{With large concealed base. 

I With angle concealed base. 
JWith base for H and H in 

condulet. 

JWith base for H in. con- 

duleta. 

JWith base for H and M in 
ta plots. 

I With wood molding base. . 
With one way National base 
With two way National base| 

S With small covered base... 
With large covered base.. . 
With 334 in. box base.. . . 

With 4 in. box base. 

IWith 334 in. pancake base. 
JWith 4 in. pancake base. . 

With concealed rosette base] 
$With cleat rosette base. 
With 2 wire molding rosette 

base. 

With 3 wire molding rosette 

base. 

With combination rosette| 
base 

W'ith cleat base covered| 

connections . . 

With canopy tap base 


Turn Sockets 


Pull Sockets 


List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com¬ 
plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

14 

25 

100 

40.53 

$1 28 

15 

25 

250 

$0.53 

$1.28 

AA-14 

25 

100 

.00 

1 44 

AA-15 

25 

250 

.60 

1.44 

AB-14 

25 

50 

.69 

166 

AB-15 

25 

100 

.69 

1 66 

AC-14 

25 

50 

.66 

1 60 

AC-15 

25 

100 

.66 

1.60 

AD-14 

25 

50 

.72 

1 74 

AD-15 

25 

50 

.72 

1.74 

AE-14 

25 

50 

.60 

1 44 

AE-15 

25 

250 

.60 

1.44 

AF-14 

25 

50 

.69 

1 66 

AF-15 

25 

100 

.69 

1.66 

AG-14 

25 

50 

.69 

1 66 

AG-15 

25 

100 

.69 

1.66 

AH-14 

25 

50 

.75 

1 80 

AH-15 

25 

50 

.75 

1.80 

AK-14 

25 

50 

.66 

1 60 

AK-15 

25 

100 

.66 

1 60 

AL-14 

25 

50 

.69 

1 66 

AL-15 

25 

100 

.69 

1.66 

AM-14 

25 

50 

.65 

1 56 

AM-15 

25 

50 

.05 

1.56 

AN-14 

25 

50 

.74 

1 78 

AN-15 

25 

50 

.74 

1.78 

AP-14 

25 

50 

.71 

1 72 

AP-15 

25 

50 

.71 

1.72 

AH-14 

25 

50 

.71 

1 72 

AR-15 

25 

50 

.71 

1.72 

AS-14 

25 

50 

.74 

1.78 

AS-15 

25 

50 

.74 

1.78 

AT-14 

25 

50 

.60 

1.44 

AT-15 

25 

250 

.60 

1.44 

AU-14 

25 

50 

.60 

1 44 

AU-15 

25 

250 

.60 

1 44 

AV-14 

10 

20 

.SO 

1 92 

AV-15 

10 

50 

.80 

1.92 

AW-14 

10 

20 

.76 

1 84 

A W-15 

10 

100 

.76 

1.84 

AX-14 

10 

20 

.71 

1 72 

AX-15 

10 

100 

.711 

1.72 

AY-14 

10 

20 

.71 

1 72 

AY-15 

10 

100 

.71 

1.72 

AZ-14t 

10 

20 

.76 

1 84 

AZ-15f 

10 

100 

.76 

1.84 

BA-14 

10 

20 

.76 


BA-15 

10 

50 

.76 

1.84 

BC-14 

10 

20 

.76 


BC-15 

10 

100 

.76 

1.84 

BX-14 

10 

20 

.76 

1.84 

BX-15 

10 

100 

.76 

1 84 

BW-14 

10 

20 

.76 

1.84 

B W-15 

10 

100 

.76 

1.84 

BB-14 

10 

20 

.71 

1 72 

BB-15 

10 

100 

.71 

1 72 

BD-14 

10 

20 

.71 

1.72 

BD-15 

10 

100 

.71 

1 72 

BE-14 

10 

20 

.71 

1.72 

BE-15 

10 

100 

.71 

1 72 

BH-14 

10 

20 

.81 

1 96 

BH-15 

10 

100 

.81 

1 96 

BK-14 

10 

20 

.90 

2 16 

BK-15 

10 

50 

.90 

2.16 

RL-14 

5 

20 

.90 

2 16 

BL-15 

5 

50 

.90 

2 16 

BM-14 

1 

20 

1.20 

2 88 

BM-15 

1 

60 

1.20 

2 88 

BN-14 

5 

20 

1.00 

2 40 

BN-15 

5 

50 

1.00 

2 40 

BP-14 

1 

20 

1.30 

3 12 

BP-15 

1 

50 

1.30 

3 12 

BR-14 

10 

10 

1.02 

2 46 

BR-15 

10 

20 

1.02 

2 46 

BS-14* 

10 

10 

1.02 

2.46 

BS-15* 

10 

23 

1.02 

2.46 

BT-14 

10 

10 

1.02 

2.46 

BT-15 

10 

20 

1.02 

2.48 

BU-14 

10 

10 

1.02 

2.46 

BU-15 

10 

20 

1.02 

2.46 

BV-14 

10 

10 

1.02 

2 46 

BV-15 

10 

20 

1.02 

2.46 

BY-14 

5 

50 

.89 

2 40 

BY-15 

5 

50 

.89 

2.40 

BZ-14 

10 

20 

.75 

2 06 

BZ-15 

10 

20 

.75 

2.06 




Standard finish is brush or old brass, which will be shipped when no finish is specified 
Polished brass when specified will be furnished without extra charge. For special finishes 
see listing elsewhere. 

* Approved rating 2 amperes, 125 volts. 

tThis base is suitable for attachment to No. 500 Adaptiboxes. 

I National electrical code standard. 






























Quantity Prices 
Quoted on Request 


Western Electric 

“NEW WRINKLE” SOCKETS 


579 




No. 17 

Bottom Outlet, 250 Watte. 250 Volte 
Side Outlet, 660 Watte, 250 Volte 


No. 16 

250 Watte, 250 Volte 


Twin Pull Sockets 


Schedule 


Description 


Body, without cap or base.. 

With H in. cap. 

With Vt in. eap. 

With V* in. cap... 

With V* in. cap. 

With V* in. male cap. 

With Vl in. male cap. 

With V2 in. male cap. 

With H in. male cap. 

With H in. fixture cap. 

With Vi in. fixture cap. 

With V| in. angle cap. 

With Vi in. angle cap. 

With Vi in. angle cap. 

With H in. angle fixture cap. 
With in. angle fixture cap. 

With pendant cap....'.- 

With strain relief cap. 

With attachment plug. 

With cleat base. 

With slotted base. 

With small concealed base.. 
With large ooncealed base. . 
With angle concealed base.. 
With base for H and H in. 

condulets. 

With base for % A in. oondulet 
With base for H and H in. 

taplets. 

With wood molding base... 
With oneway National base. 
With two way National base 
With small covered base.... 
With large covered base.. . . 

With 334 in. box base. 

With 4 in. box base. 

With 334 in. pancake base. . 
With 4 in. pancake base.. .. 
With concealed rosette base. 

With cleat rosette base. 

With 2 wire molding rosette 

base. 

With 3 wire molding rosette 

base. 

With combination rosette 

base. 

With cleat case covered.con- 

nections. 

With canopy tap base. 


Twin Pull Socket 
Both Outlets Operate on 
and Off Simultaneously 

Mfrs. W.E. 
List Car- Std. List List 
No. ton Pkg. Com- Com¬ 
plete plete 

16 10 20 $1.08(2.66 
AA-16 10 20 1.15 2.78 

AB-16 10 20 1.24 2.98 

AC-16 10 20 1.21 2.92 

AD-16 10 20 1.27 3.06 

AE-16 10 20 1.15 2.78 

AF-16 10 20 1.24 2.98 

AG-16 10 20 1.24 2.96 

AH-16 10 20 1.30 3.12 

AK-16 10 20 1.21 2.92 

AL-16 10 20 1.24 2.98 

AM-16 10 20 1.20 2.88 

AN-16 10 20 1.29 3.10 

AP-16 10 20 1.26 3.04 

AR-16 10 20 1.26 3.04 

AS-16 10 20 1.29 3.10 

AT-16 10 20 1.15 2.78 

AU-16 10 20 1.15 2.78 

AV-16 10 20 1.35 3 24 

AW-16 10 20 1.31 3.16 

AX-16 10 20 1.26 3 04 

AY-16 10 20 1.26 3.04 

AZ-16* 10 20 1.31 3.18 

BA-16 10 20 1.31 3.18 

BC-16 10 20 1.31 3.16 

BX-16 10 20 1.31 3.16 

BW-16 10 20 1.31 3 16 

BB-16 10 20 1.26 3.04 

BD-16 10 20 1.26 3 04 

BE-16 10 20 1.26 3.04 

BH-16 10 20 1.36 3 28 

BK-16 10 20 1.45 3 48 

BL-16 5 20 1.45 3 48 

BM-16 1 20 1.75 4.2C 

BN-16 5 20 1.55 3 72 

BP-16 1 20 1.85 4.44 

BR-16 10 10 1.57 3.78 

BS-16 10 10 1.57 3.78 

BT-16 10 10 1.57 3.78 

BU-16 10 10 1.57 3 78 

BV-16 10 10 1.57 3 78 


Twin Pull Socket 
Side Outlet on all the Time; 
Bottom Outlet on and Off 

Mfrs. (W.E, 
List Car- Std. List List 
No. ton Pkg. Com-Com* 
plete piste 

17 10 20 $1.08 $2.60 

AA-17 10 20 1.15 2.7B 

AB-17 10 20 1.24 2 98 

AC-17 10 20 1.21 2.92 

AD-17 10 20 1.27 3 08 

AE-17 10 20 1.15 2.78 

AF-17 10 20 1.24 2.98 

AG-17 10 20 1.24 2.98 

AH-17 10 20 1.30 3.12 

AK-17 10 20 1.21 2.92 

AL-17 10 20 1.24 2 98 

AM-17 10 20 1.20 2 88 

AN-17 10 20 1.29 3.10 


1.31 3.18 
1.26 3 04 
1.26 3 04 
1.31 3.16 
1.31 3.16 


BC-17 10 20 
BX-17 10 20 

BW-17 10 20 

BB-17 10 20 

BD-17 10 20 

BE-17 10 20 

BH-17 10 20 

BK-17 10 20 

BL-17 5 20 

BM-17 1 20 

BN-17 5 20 

BP-17 1 20 

BR-17 10 10 

BS-17t 10 10 


1.31 3.18 
1.31 3.16 

1.31 3.18 
1.26 3.04 
1.26 3.04 
1.26 3.04 


1.55 3.72 
1.85 4.44 
1.57 3.78 
1.57 3.78 


BU-17 10 10 1.57 3.78 
BV-17 10 10 1.57 3.78 


BY-10 5 50 1.44 3.8M BY-13 5 50 1.44 3.1 

BZ-16 10 20 1.30 5.6fil BZ-17 10 20 1.3(M3.( 


Standard finish is brush or old brass, which will be shipped when no finish is specified. 
Polished brass, when specified, will be furnished.without extra charge. For special finishes, 
see listing elsewhere. 

Sockets are regularly furnished with 8 inches of chain. For extra chain, cord instead 
of chain, extension chain guides, see listing elsewhere. 

•This base is suitable for attachment to No. 500 Adaptiboxes. 
tApproved rating 2 amperes, 125 volts. 
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Western Electric 


Mail Order* Filled 
at Prevailing Price* 


‘NEW WRINKLE” ROSETTES 





rfCnOOnnJ* 

( _>-H BASE_ ) 
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No. 26 

3 Amperes, 250 Volts 



No. 25 


1 Ampere, 250 Volte 
3 Ampere, 125 Volte 


Rosette and Pull Switch Rosette 

Schedule “H** 


Rosette 


Description 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.EJ 

List 

Com¬ 

plete 

List 

No. 

Car¬ 

ton 

:std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

JBody, without cap or base. 

26 

10 

20 

10.13 

$0 38 

25 

10 

50 

30.53 

$1 54 

JWith A in. cap. 

AA-26 

10 

20 

.20 

.58 

A A-25 

10 

20 

.60 

1 74 

JWith A in. cap. 

AB-26 

10 

20 

.29 

.84 

AB-25 

10 

20 

.69 

2 00 

J With A in. cap. 

AC-26 

10 

20 

.26 

.76 

AC-25 

10 

20 

.66 

1 90 

I With A in. cap. 

AD-26 

10 

20 

.32 

.92 

AD-25 

10 

20 

.72 

2 08 

iWith A in. male cap. 

AE-2G 

10 

20 

.20 

.58 

AE-25 

10 

20 

.60 

1 74 

JWith A in* male cap. 

A F-26 

10 

20 

.29 

84 

AF-25 

10 

20 

69 

2 00 

iWith 'A in. male cap. 

AG-26 

10 

20 

.29 

:£ 

AG-25 

10 

20 

.69 

2 00 

IWith A in. male cap. 

AH-26 

10 

20 

.35 

1 02 

AH-25 

10 

20 

.75 

2 16 

JWith A in. fixture cap.... 

AK-26 

10 

20 

.26 

76 

AK-25 

10 

20 

.66 

1 90 

IWith A in. fixture cap.... 

AL-26 

10 

20 

.29 

.84 

AI.-25 

10 

20 

.69 

2 00 

iWith A in. angle cap. 

AM-2 6 

10 

20 

.25 

72 

AM-25 

10 

20 

. 65 

1 88 

JWith A in. angle cap. 

AN-26 

10 

20 

.34 

98 

AN-25 

10 

20 

.74 

2 14 

iWith A in. angle cap. 

A P-26 

10 

20 

.31 

90 

A P-25 

10 

20 

.71 

2 06 

JWith A in. angle fixture cap 

AR-26 

10 

20 

.31 

.90 

AR-25 

10 

20 

.71 

2 06 

JWith A in. angle fixture cup 

AS-26 

10 

20 

.34 

98 

AS-25 

10 

20 

.74 

2 14 

JWith pendent cap. 

AT-26 

10 

20 

.20 

58 

AT-25 

10 

20 

.60 

1 74 

JWith strain relief cap. 

AU-26 

10 

20 

.20 

58 

AU-25 

10 

20 

.60 

1 74 

JWith attachment plug. 

AV-26 

10 

20 

.40 

1 16 

AV-25 

10 

20 

.80 

2 32 

JWith cleat base. 

AW-26 

10 

20 

.36 

104 

AW-25 

10 

20 

.76 

2 20 

iWith slotted base. 

AX-26 

10 

20 

.31 

90 

AX-25 


20 

.71 

2 06 

JWith small concealed base. 

AY-26 

10 

20 

.31 

90 

AY-25 

10 

20 

.71 

2 06 

JWith large concealed base.. 

AZ-26t 

10 

20 

.36 

1 04 

AZ-25+ 

10 

20 

.76 

2 20 

jWith angle concealed base. 

BA-26 

10 

20 

.36 

1 04 

BA-25 

10 

20 

.76 

2 20 

JVY'ith base for A and A in. 











condulets. 

BC-26 

10 

20 

.36 

1 04 

BC-25 

10 

20 

.76 

2 20 

JWith base for A in* con- 











dulet. 

BX-26 

10 

20 

.36 

1 04 

BX-25 

10 

20 

.76 

2 20 

JWith base for A and A in. 











taplets. 

BW-26 

10 

20 

.36 

1 04 

BW-25 

10 

20 

.76 

2 20 

JWith wood molding base.. . 

BB-26 

10 

20 

.31 

90 

BB-25 

10 

20 

.71 

2 06 

IWith one way National base 

BD-26 

10 

20 

.31 

90 

BD-25 

10 

20 

.71 

2 06 

JWith two way National base 

BE-26 

10 

20 

.31 

90 

BE-25 

10 

20 

.71 

2 06 

JWith small covered base. . . 

BH-26 

10 

20 

.41 

1 18 

BH-25 

10 

20 

.81 

2 34 

JWith large covered base . . . 

BK-26 

10 

20 

.50 

1 44 

BK-25 

10 

20 

.90 

2 60 

JWith 3A in. box base. 

BL-26 

5 

20 

.50 

1 44 

BL-25 

5 

20 

.90 

2 60 

IWith 4 in. box base. 

BM-26 

1 

20 

.80 

2 32 

BM-25 

1 

20 

1.20 

3 46 

JWith 3A in. pancake base. 

BN-26 

5 

20 

.60 

1 74 

BN-25 

5 

20 

1.00 

2 88 

JWith 4 in, pancake base. . . 

BP-26 

1 

20 

.90 

2 60 

BP-25 

1 

20 

1.30 

3 76 

W- it h concealed rosette base 

BR-26 

10 

10 

.62 

1 80 

BR-25 

10 

20 

1.02 

2 94 

JWith cleat rosette base. . . . 

BS-26* 

10 

10 

.62 

1 80 

BS-25* 

10 

20 

1.02 

2 94 

With 2 wire molding rosette 











base. 

BT-26 

10 

10 

.62 

1.80 

BT-25 

10 

20 

1.02 

2 94 

With 3 wire molding rosette 











base. 

B U-26 

10 

10 

.62 

1 80 

BU-25 

10 

20 

1.02 

2 94 

With combination rosette 











base. 

BV-26 

10 

10 

.62 

1 80 

BV-25 

10 

20 

1.02 

2 94 

With cleat base covered 











connections. 

BY-26 

5 

50 

.49 

1 32 

BY-25 

5 

50 

.89 

2 71 

With canopy tap base. 

BZ-26 

10 

20 

.35 

98 

BZ-25 

10 

20 

.75 

2 38 


♦♦Pull Switch Rosette 





rfjjgsgs^ 


Standard finish is brush or old brass, which will be shipped when no finish is specified. 
Polished brass when specified will be furnished without extra charge. For special finishes, 
see listing elsewhere. 

♦♦Bodies are regularly furnished with short chain and 10 feet of best quality linen 
cord. Extra cord 2 cents list per foot. For extension chain guides, insulated chain, 
etc., see listing elsewhere. 

♦Approved rating 2 amperes, 125 volts. 

tTnis base is suitable for attachment to No. 500 Adaptiboxes. 

JNational Electrical Code Standard. 
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Western Electric 

\ 

“NEW WRINKLE” SWITCHES 


581 


■O 

No. 18 No. 19 

3 Amperes, 125 Volte 3 Amperes, 125 Volts 

1 Ampere, 250 Volts 1 Ampere, 250 Volts 















Key and Pull Wall Switches 

Schedule “H” 


Description 

••Key Wall Switch 

ttPull Wall Switch 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

IBody, without cap or base. 

18 

10 

50 

10.26 

SO .76 

19 

10 

50 

*0.53 

$1 54 

IWith Vi in. cap. 

AA-18 

10 

60 

.33 

.96 

AA-19 

10 

50 

.60 

1 74 

iWith Vi in. cap. 

AB-18 

10 

20 

.42 

1 22 

AB-19 

10 

20 

.69 

2 00 

IWith H in. cap. 

AC-18 

10 

20 

.39 

1.14 

AC-19 

10 

20 


1.92 

iWith Vi in. cap. 

AD-18 

10 

20 

.45 

1.3C 

AD-19 

10 

20 

.72 

2.08 

I With Vi in. male cap. 

AE-18 

10 

20 

.33 

.96 

AE-19 

10 

20 

.60 

1.74 

iWith Vi in* male cap...... 

AF-18 

10 

20 

.42 

1 22 

AF-19 

10 

20 

.69 

Flvl 

iWith Vi in. male cap. 

AG-18 

10 

20 

.42 

1.22 

AG-19 

10 

20 

.69 

Hful 

iWith Vi in* male cap. 

AH-18 

10 

20 

.48 

EKE 

AH-19 

10 

20 

.75 

2.16 

iWith Vi in. fixture cap.... 

AK-18 

10 

20 

.39 

1 14 

AK-19 

10 

20 

.66 

1 92 

iWith Vi in. fixture cap.... 

AL-18 

10 

20 

.42 

1 22 

AL-19 

10 

20 


2 00 

i With Hi in* angle cap. 

AM-18 

10 

20 

.38 

1 10 

AM-19 

10 

20 

.65 

1.88 

iWith in. angle cap. 

I With H in. angle cap. 

AN-18 

10 

20 

.47 

1.36 

AN-19 

10 

20 

.74 

2 14 

AP-18 

10 

20 

.44 

1.36 

AP-19 

10 


.71 

2 06 

IWith Vi in. angle fixture cap 

AR-18 

10 

20 

.44 

1.36 

AR-19 

10 

20 

.71 

2 06 

iWith Vi in. angle fixture cap 

AS-18 

10 

20 

.47 

1.36 

AS-19 

10 

20 

.74 

2 14 

JWith pendent cap. 

IWith strain relief cap. 

AT-18 

10 

20 

.33 

.96 

AT-19 

10 

20 

.60 

1 74 

AU-18 

10 

20 

.33 

.96 

AU-19 

10 

20 

.60 

1.74 

iWith attachment plug. 

AV-18 

10 

20 

.53 

1 54 

AV-19 

10 

‘20 

n 

2 32 

iWith cleat base. 

A W -18 

10 

20 

.49 

1.42 

AW-19 

10 

20 

.76 

2 20 

IWith slotted base. 

AX-18 

10 

20 

.44 

1.26 

AX-19 

10 

20 

.71 

EXlj 

|With small concealed base . 

AY-18 

10 

20 

.44 

1 26 

AY-19 

10 

20 

.71 

2.06 

IWith large concealed base.. 

AZ-18I 

10 

20 

.49 

1.42 

AZ-191 

10 

20 

76 

nn 

IWith angle concealed base. 

BA-18 

10 

20 

.49 

1.42 

BA-19 

10 

20 

.76 


IWith base for Vi and Vi in. 




.49 

* 






condulets. 

BC-18 

10 

20 


1.42 

BC-19 

10 

20 

.76 

2.20 

JWith base for Vi in. con- 




.49 

j 






dulet. 

BX-18 

10 

20 


1.42 

BX-19 

10 

20 

.76 

2.20 

iWith base for Vi and Vi in, 




.49 







taplets. 

BW-18 

10 

20 


1.42 

BW-19 

10 

20 

.76 


{With wood molding base.. 

BB-18 

10 

20 

.44 

1 26 

BB-19 

10 

20 

.71 

2 06 

IWith oneway National base 

BD-18 

10 

20 

.44 

1 26 

BD-19 

10 

20 

.71 

2 06 

iWith two way National base 

BE-18 

10 

20 

.44 

1 26 

BE-19 

10 

20 

.71 

2 08 

IWith small covered base... 

BH-18 

10 

20 

.54 

1.56 

BH-19 

10 

50 

.80 

2 34 

IWith large covered base... 

BK-18 

10 

20 

.63 

1 82 

BK-19 

10 

20 


2.60 

IWith 3 Vi in. box base. 

BL-18 

5 

20 

.63 

1 82 

BL-19 

6 

20 

.90 

2 60 

IWith 4 in. box base. 

BM-18 

1 

20 

.93 

2.68 

BM-19 

1 

20 

1.20 

3 46 

IWith 3 Vi in. pancake base. 

BN-18 

5 

20 

.73 

2 16 

BN-19 

5 

20 

1.00 

2 88 

iWith 4 in. pancake base... 

BP-18 

1 

20 

1.03 

2 98 

BP-19 

1 

20 

1.30 

3 78 

With concealed rosette base 

BR-18 

10 

10 

.75 

2.1? 

BR-19 

10 

10 

1.02 

2 94 

iWith cleat rosette base.. . . 

BS-18* 

10 

10 

.75 

2.16 

BS-19* 

10 

10 

1.02 

2.94 

With 2 wire molding rosette 




.75 

. 






base. 

BT-18 

10 

10 


2.16 

BT-19 

10 

10 

1.02 

2 94 

With 3 wire molding rosette 











base. 

BU-18 

10 

10 


2.16 

BU-19 

10 

10 

mm m 

2.94 

With combination rosette 








i 



base. 

BV-18 

10 

10 


2.16 

BV-19 

10 

10 

1.02 

2 94 

With cleat base covered 











connections. 

BY-18 

5 

50 


1.78 

BY-19 

pi 

50 

.89 

2 16 

With canopy tap base. 

BZ-18 

10 

20 


1.40 

BZ-19 

m 

11 

.75 

2.56 


Standard finish is brush or old brass, which will be shipped when no finish is specified. 
Polished brass when specified will be furnished without extra charge. For special finishes, 
see listing elsewhere. 

••For long keys, metal keys, switches with threaded stems, and other special sockets, 
see listing elsewhere. 

ttBodiea are regularly furnished with short chain and 10 feet of best auality linen 
cord. Extra cord 2 cents list per foot. For extension chain guides, insulated chain, etc., 
see listing elsewhere. 

•Approved rating 2 amperes. 125 volts. 

tTms base is suitable for attachment to No. 500 Adaptiboxes. 

tNational Electrical Code Standard. 
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Western Electric 

“NEW WRINKLE” SWITCHES 


Mall Orders FiUed 
at Prevailing Prices 
















No. 20 No. 27 

3 Amperes. 125 Volts 3 Amperes, 125 Volts 

1 Ampere. 250 Volts 1 Ampere. 250 Volts 

S. P. Pull and Electrolier Pull Ceiling Switch 

Schedule “H* 


Description 


y, without cap or base. 
{With y% in. cap. 

I With K in- cap. 

With H in. cap.. 

With in. cap. 

With in. male cap. 

With )4 in. male cap. 

With H in. male cap. 

With H in. male cap. 

I With in. fixture cap.... 

With H in. fixture cap.... 

With V6 in. angle cap. 

With in. angle cap. 

With.H in. angle cap. 

With % in. angle fixture cap 
With M in. angle fixture cap] 

With pendent cap. 

With strain relief cap. 

With attachment plug. 

With cleat base. 

With slotted base. 

With small concealed base. 
{With large concealed base.. 
jWith angle concealed base^ 
JWitn base for H and H in. 

condulets.[ 

IWith base for H in. con- 

dulet. 

IWith base for H and H in 

taplets. 

IWith wood molding base.. . 
IWith one way National base] 
J With two-way National bn 
IWith small covered base. 
IWith large covered base, 
iWith 3)4 in. box base.. . 

IWith 4 in. box base. 

I With 3)4 in. pancake base. 
IWith 4 in. pancake base. . . 

With concealed roBette base 
IWith cleat rosette base.. . . 
With 2 wire molding rosette 

base. 

With 3 wire molding rosette 

base. 

With combination rosette 

base. 

With cleat base covered| 

connections. 

With canopy tap base 


8. P. Pull Ceiling Switch 

Electrolier Pull Ceiling 
Switch 

Operating 1, 2. 1 and 2, Off 

List 

No. 

Car¬ 

ton 

Std 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg 

Mfrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com¬ 
plete 

20 

10 

50 

$0.53 

$1 54 

27 

10 

50 

$0 

.83 

$2 40 

AA-20 

10 

50 

.00 

1 74 

AA-27 

10 

50 


.90 

2 60 

AB-20 

10 

20 

k a 

2 OC 

AB-27 

10 

20 


.99 

2 88 

AC-20 

10 

20 

.66 

- E 

AC-27 

10 

20 



wsn 

AD-20 

10 

20 

.72 

BE 

AD-27 

10 

20 

1 

.02 

2.94 

AE-20 

10 

20 

.60 

1 74 

AE-27 

10 

20 


.90 

2 60 

AF-20 

10 

20 

.69 


AF-27 

10 

20 


.99 

2 88 

AG-20 

10 

20 

.69 


AG-27 

10 

20 


EE 

EXZj 

AH-20 

10 

20 

.75 

2 111 

AH-27 

10 

20 

1 

.05 

3 14 

AK-20 

10 

20 

.66 

it:' 

AK-27 

10 

20 


.96 

2.78 

AL-20 

10 

20 

.69 

BT7 

AI.-27 

10 

20 


.99 

2.88 

AM-20 

10 

£0 

.65 

HE 

AM-27 

10 

20 


.95 

2.74 

AN-20 

10 

20 

.74 

2 14 

AN-27 

10 

20 

1 

.04 

US 

A P-20 

10 

20 

.71 

HE 

A P-27 

10 

20 

1 

.01 

2 92 

AR-20 

10 

20 

.71 


AR-27 

10 

20 

1 

.01 

2 92 

AS-20 

10 

20 

.74 

2 14 

AS-27 

10 

20 

1 

.04 

frHi.'i] 

AT-20 

10 

20 

.60 

1 74 

AT-27 

10 

20 


.90 

Brl 

AU-20 

10 

20 

.60 

1.74 

AU-27 

10 

20 


.90 

2 60 

AV-20 

10 

20 

.80 

2 32 

AV-27 

10 

20 

1 

.10 

3 18 

AW-20 

10 

20 

.76 

2 20 

AW-27 

10 

20 

1 

.06 

3 08 

AX-20 

10 

20 

.71 

HE 

AX-27 

10 

20 

1 

.01 

2 92 

AY-20 

10 

20 

.71 


AY-27 

10 

20 

1 

.01 

2 92 

AZ-201 

10 

20 

.76 

2 20 

AZ-27t 

10 

20 

1 

.06 

3 96 

BA-20 

10 

20 

.76 


BA-27 

10 


1 

.06 

3.06 

BC-20 

10 

20 

.76 


BC-27 

10 


1 

.06 

3 06 

BX-20 

10 

20 

.76 


BX-27 

10 


1 

.06 

3.06 

BW-20 

10 

20 

.76 


BW-27 

10 


E 

.06 


BB-20 

10 

20 

.71 

2 00 

BB-27 

10 

20 

m 

.01 

2 92 

BD-20 

10 

20 

.71 

HE 

BD-27 

10 

20 


.01 

2 92 

BE-20 

10 

20 

.71 

Its 

BE-27 

10 

20 


.01 

2 92 

BH-20 

10 

20 

.81 

2 34 

BH-27 

10 

20 


.11 

3 20 

BK-20 

10 

20 

.90 

FTTT 

BK-27 

10 

20 


.20 

3.46 

BL-20 

5 

20 

.90 

2 60 

BL-27 

5 

20 


.20 

3 46 

BM-20 

1 

20 

1.20 

3 43 

BM-27 

1 

20 


.50 

4 32 

BN-20 

5 

20 

■Wit 

2 88 

BN-27 

5 

20 


.30 

3 78 

BP-20 

1 

20 

1.30 

3 76 

BP-27 

1 

20 

E 

EE 


BR-20 

10 

10 

1.02 

2 94 

BR-27 

10 

10 

1 

.32 

3 80 

B8-20* 

10 

10 

1.02 

2 94 

BS-27* 

10 

y 

1 

.32 

3.80 

BT-20 

10 

10 

1.02 

2 94 

BT-27 

10 

10 

1 

.32 

3 80 

BU-20 

10 

10 

1.02 

2 94 

BU-27 

10 

10 

1 

.32 

3.80 

BV-20 

10 

10 

TO 

«•« 

BV-27 

10 

m 

1 

.32 

3 80 

BY-20 

5 

50 

.89 

2 71 

BY-27 

5 

50 

1 

.19 

3 74 

BZ-20 

10 

20 

.751 

23* 

BZ-27 

10 

20 

1 

05 

3 45 




Standard finish is brush or old brass, which shall be shipped when no finish is specified. 
Polished brass when specified will be furnished without extra charge. For special finishes, 
see listings elsewhere. 

Bodies are regularly furnished with short chain and 10 feet of best quality linen cord. 
Extra cord 2 cents list per foot. For extension chain guides, insulated chain, etc., see 
listing elsewhere. 

* Approved rating 2 amperes, 125 volts. 

tThis base is suitable for attachment to No. 500 Adaptiboxes. 

{National Electrical Code Standard. 
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Western Electric 

“NEW WRINKLE” SWITCHES 


583 
















No. 2! 

3 Amperes, 125 Volte 
1 Ampere, 250 Volte 

S. P. and Electrolier 


No. 28 

3 Amperes, 125 Volte 
1 Ampere, 250 Volts 

Pull Fixture Switch 

Schedule “H’ 


S. P. Pull Fixture Switch 



Description 

List 

No. 

Car¬ 

ton 

_ 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 



21 

10 

50 

$0.68 

$ 1.96 

28 

10 

50 

80.98 

82 84 

lam 

4 in. cap. 

AA-21 



.75 

2.16 

AA-28 

10 

60 

1.05 

3.04 



AB-21 



.84 

2.42 

AB-28 

EE1 

20 

1.14 

3.30 



AC-21 



.81 

2.34 

AC-28 

ini 

20 

1.11 

3 20 

avit M 

4 in. cap. 

AD-21 


£ 

.87 

2.62 

AD-28 

10 

20 

1.17 

3 38 

IWith 

4 in. male cap. 

AE -21 

IB 

3j 

.75 

2.16 

AE-28 

10 

20 

1.05 

3 24 


4 in. male cap. 

AF-21 

|B 


.84 

2.42 

AF-28 

Bxa 

20 

1.14 

3 30 


4 in. male cap. 

AG-21 

|B 


.84 

2.42 

AG-28 

la 

20 

1.14 

3 30 

[fcy I? 

4 in. male cap. 

AH-21 

IB 

£ 

.00 

HTTA 

AH-28 

tta 

20 

1.20 

3 48 

ifvx ft 

<i in. fixture cap.... 

AK-21 

IB 


.81 

HET1 

AK-28 

10 

20 

1.11 


Iavx V 

in. fixture cap.... 

AL -21 

IB 


.84 

2.42 

AL-28 

10 

20 

1.14 

l $ 

lAVr V 

4 in angle cap. 

AM-21 

IB 


.80 

2.32 

AM-28 

10 

20 

mil; 

l % 

,ava ft 


AN-21 

Ifl 


.89 

2.58 

AN-28 

10 

20 

$Hi»] 


IavS 5 ft 


AP-21 

IB 


.8ft 

2.48 

A P-28 

10 

20 

bHi,i 

l £ 

I With H in. angle fixture cap 

AR-21 

IB 


.80 

2.48 

AR-28 

10 

20 

1.16 

3.34 

IWith M in. angle fixture cap 

AS-21 



.89 

2.68 

A 8-28 

10 

20 

1.19 

3 44 

{With 

pendent cap.. 

train relief cap. 

AT-21 



.75 

2.18 

AT-28 

10 

20 

1.05 

3.04 

IWith a 

AU-21 


FTil 

.75 

2.18 

AU-28 

10 

20 

1.05 

3 04 

IWith attachment plug. 

AV-21 


20 

.95 

2.74 

AV-28 

10 

20 

1.25 

3 60 

With cleat base. 

AW-21 


20 

.91 

2.62 

AW-28 

10 

20 

1.21 

EX3 

With slotted base. 

AX-21 


20 

.86 

2 48 

AX-28 

10 

20 

1.16 

3 34 


AY-21 


Hil 

.86 

2 48 

AY-28 

10 

20 

1.16 

3 34 

bS\ 51SilrW'tWuuSW m 

AZ-21t 


Kil 

.91 

2 62 

AZ-28t 

10 

20 

1.21 

EX2J 


BA-21 


wZw 

.91 

2.62 

BA-28 

10 

20 

1.21 

3.60 

mm i iMfi 

BC-21 

10 

20 

.91 

2.62 

BC-28 

10 

20 

1.21 

3.60 

{With base for X in. con- 
dulet. 

BX-21 

m 

20 

! 

.91 

2.62 

BX-28 

10 


1.21 

3.60 

{With base for X and X in. 
taplets. 

BW -21 

10 

20 

.91 

2.62 

BW-28 

10 


1.21 

3 50 

{With wood molding base... 

BB-21 

10 

20 

.86 

2.48 

BB-28 

10 

20 

1.16 

3 34 

{With one way National base 

BD-21 

10 

20 

.86 

2.48 

BD-28 

10 


1.16 

3 34 

iWith two way National base 

BE -21 

10 

20 

.86 

2.48 

BE-28 

10 


1.16 

3.34 


BH-21 

10 

20 

.96 

2.80 

BH-28 

10 


1.26 

3 84 

With large covered base. .. 

BK-21 

10 

20 

1.05 

3 04 

BK-28 

10 


1.35 

3.70 

With 3\i in. box base . 

BL-21 

5 

20 

1.05 

EE 

BL-28 

5 


1.35 

3.70 

With 4 in. box base. 

BM-21 

1 

20 

1.35 

3 90 

BM-28 

1 


1.65 

6.70 

With 3X in. pancake base. 

BN-21 

5 

20 

1.15 

3.32 

BN-28 

5 


1.45 

4.18 

With 4 in. pancake base. .. 

BP-21 

1 

20 

1.45 

4 18 

BP-28 

1 


1.75 

6.04 

With ooncealed rosette base 

BR-21 

10 

10 

1.17 

3 38 

BR-28 

10 


1.47 

4 24 

{With cleat rosette base.. . . 

BS-21* 

10 

10 

1.17 

3.38 

BS-28* 

10 

10 

1.47 

4.24 

With 2 wire molding rosette 
base. 

BT-21 

10 

10 

1.17 

3.38 

BT-28 

10 

10 

1.47 

4.24 

With 3 wire molding rosette 
base. 

BU-21 

10 

10 

1.17 

3.38 

BU-28 

10 

10 

1.47 

4.24 


combination rosette 

BV-21 

10 

10 

1.17 

3 38 

BV-28 

10 

10 

1.47 

4.24 

With cleat base covered 
connections. 

BY-21 

5 

50 

HS 

3 21 


5 

50 

1.34 

4 34 

With canopy tap base. 

i BZ-21 

10 

20 

.901 

2 88 


10 

20 

1.20l 

4 00 


Electrolier Pull Fixture 
Switch 


Standard finish is brush or old brass, which will be shipped when no finish is specified. 
Polished brass when specified will be furnished without extra charge. For special finishes, 
see listing elsewhere. 

Bodies are regularly furnished with short chain and 10 feet of best quality linen cord. 
Extra cord 2 cents list per foot. For extra chain, insulated chain, etc., see listing elsewhere. 
♦Approved rating 2 amperes, 125 volts. 

tTnis base is suitable for attachment to No. 500 Adaptiboxes. 
tNational Electrical Code Standard. 
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584 


Western Electric 


Mall Order* Filled 
at Prevailing Price* 


"NEW WRINKLE" SWITCHES 



No. 22 



No. 24 














3 Amperes, 125 Volts 
1 Ampere, 250 Volts 


3 Amperes, 125 Volti 
1 Ampere, 250 Volts 


Key and Pull Candle 


Switches 

Schedule “H” 


•♦Key Candle Switch 


Description 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com¬ 

plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

Ust 

Com¬ 

plete 

::Body, without cap or base. 

22 

10 

60 

10.53 

$0.78 

24 

10 

50 

$0.26 

$1 54 

: With yi in. cap. 

AA-22 

10 

60 

.60 

.98 

AA-24 

10 

50 

.33 

1 74 

::With yi in. cap. 

AB-22 

10 

20 

.69 

1 22 

AB-24 

10 

20 

.42 

2 00 

: : With in. cap. 

AC-22 

10 

20 

.66 

1 14 

AC-24 

10 

20 

.39 

1 90 

: W’ith in. cap. 

AD-22 

10 

20 

.72 

1.30 

AD-24 

10 

20 

.45 

2 06 

: W’ith in. male cap. 

AE-22 

10 

20 

.60 

.98 

AE-24 

10 

20 

.33 

1.74 

: With Y\ in. male cap. 

AF-22 

10 

20 

.69 

1.22 

AF-24 

10 

20 

.42 

2 00 

: With ¥% in. male cap. 

AG-22 

10 

20 

.69 

1 22 

AG-24 

10 

20 

.42 

2 00 

With Yt in. male cap. 

AH-22 

10 

20 

.75 

1.40 

AH-24 

10 

20 

.48 

2 18 

! With H in. fixture cap.... 

A K -22 

10 

20 

.66 

1 14 

AK-24 

10 

20 

.39 

1 90 

: W’ith *4 in. fixture cap.... 

AL-22 

10 

20 

.69 

1.22 

AL-24 

10 

20 

.42 

2 00 

: With in. angle cap. 

AM-22 

10 

20 

.65 

1 10 

AM-24 

10 

20 

.38 

1 90 

1 W’ith Yk in. angle cap. 

AN-22 

10 

20 

.74 

1 38 

AN-24 

10 

20 

.47 

2 14 

! With % in. angle cap. 

AP-22 

10 

20 

.71 

1.28 

AP-24 

10 

20 

.44 

2 06 

With Y% in. angle fixture cap 

AR-22 

10 

20 

.71 

1.28 

AR-24 

10 

20 

.44 

2 06 

With H in. angle fixture cap 

AS-22 

10 

20 

.74 

1 38 

AS-24 

10 

20 

.47 

2 14 

W’ith pendent cap. 

With strain relict cap. 

AT-22 

10 

20 

.60 

.90 

AT-24 

10 

20 

.33 

1 74 

AU-22 

10 

20 

.60 

90 

AU 24 

10 

20 

.33 

1 74 

With attachment plug. 

AV-22 

10 

20 

.80 

1 54 

AV-24 

10 

20 

.53 

2 32 

With cleat base. 

AW-22 

10 

20 

.76 

1 42 

A W’-24 

10 

20 

.49 

2 20 

With slotted base. 

AX-22 

10 

20 

.71 

1 28 

AX-24 

10 

20 

.44 

2 06 

! With small concealed base. 

AY-22 

10 

20 

.71 

1 28 

AY-24 

10 

20 

.44 

2 06 

W’ith large concealed base.. 

AZ-221 

10 

20 

.76 

1 42 

AZ-241 

10 

20 

.49 

2 20 

: W’ith angle concealed base. 

BA-22 

10 

20 

.76 

1 42 

BA-24 

10 

20 

.49 

2.20 

; W’ith base for H and H in. 
condulets. 

BC-22 

10 

20 

.76 

1.42 

BC-24 

10 

20 

.49 

2.20 

JW’ith base for % in. con- 
let . 

BX-22 

10 

20 

.76 

1.42 

BX-24 

10 

20 

.49 

2.20 

JWith base for H and in. 

taplets. 

BW-22 

10 

20 

.76 

1 42 

BW’-24 

10 

20 

.49 

2 20 

tW'ith wood molding base.. . 

BB-22 

10 

20 

.71 

1.28 

BB-24 

10 

20 

.44 

2 06 

1 W’ith one way National Basq 

BD-22 

10 

20 

.71 

1 28 

BD-24 

10 

20 

.44 

2 08 

X With two way National base 

BE-22 

10 

20 

.71 

1 28 

BE-24 

10 

20 

.44 

2 06 

IW’ith small covered base... 

BH-22 

10 

20 

.81 

1 58 

BH 24 

10 

20 

.54 

2 34 

I W’ith large covered base. . . 

BK-22 

10 

20 

.90 

1 82 

BK-24 

10 

20 

.63 

2 60 

$W : ith 3^ in. box base. 

BL-22 

6 

20 

.90 

1.82 

BL-24 

5 

20 

.63 

2 60 

IW’ith 4 in. box base. 

BM-22 

1 

20 

1.20 

2 68 

BM-24 

1 

20 

.93 

3 48 

TW’ith 3t£ in. pancake base. 

BN-22 

5 

20 

1.00 

2.12 

BN-24 

5 

20 

.73 

3 88 

JW’ith 4 in. pancake base. . . 

BP-22 

1 

20 

1.30 

2 98 

BP-24 

1 

20 

1.03 

3 78 

W’ith concealed rosette base 

BR-22 

10 

10 

1.02 

2.16 

BR-24 

10 

10 

.75 

2 94 

JW’ith cleat rosette base . . . 

BS-22* 

10 

10 

1.02 

2.16 

BS-24* 

10 

10 

.75 

2.94 

With 2 wire molding rosette 
base. 

BT-22 

10 

10 

1.02 

2.16 

BT-24 

10 

10 

.75 

2.94 

W’ith 3 wire molding rosette 
base. 

BU-22 

10 

10 

1.02 

2.16 

BU-24 

10 

10 

.75 

2.94 

W’ith combination rosette 
base. 

BV-22 

10 

10 

1.02 

2.16 

BV-24 

10 

10 

.75 

2.94 

W’ith cleat base covered 
connections. 

BY-22 

5 

50 

.89 

1 77 

BY-24 

5 

50 

.62 

2.71 

W’ith canopy tap base. 

BZ-22 

10 

20 

.75 

1.44 

BZ-24 

10 

20 

.48 

2 38 


ttPull Candle Switch 


Standard finish is brush or old brass, which will be shipped when no finish is specified. 
Polished brass when specified will be furnished without extra charge. For special finishes, 
see listing elsewhere. 

••For long keys, metal keys, switches with threaded stems, and other special sockets, 
see listing elsewhere 

ft Bodies are regularly furnished with 8 inches of chain. For extra chain, cord, instead 
of chain, extension chain guides, etc., see listing elsewhere. 

•Approved rating 2 amperes. 125 volts. 

tThis base is suitable for attachment to No. 500 Adaptiboxes. 

JNational Electrical Code Standard. 
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Quoted on Request 


Western Electric 


585 


“NEW WRINKLE” SOCKETS 


















No. 23 No. 29 

3 Amperes, 125 Volts 10 Amperes, 250 Volts 

1 Ampere, 250 Volts 


Turn Candle Switch and “Spartan” Plug 

Receptacle Schedule “H” 


Turn Candle Switch 


“Spartan'* Plug Receptacle 



Description 

List 

No. 

Car¬ 

ton 

Std. 

Pkg 

Mfrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com¬ 
plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com¬ 
plete 

JBody, 

without cap or base. 

23 

10 

30 

S0.6S 

$1 96 

29 

10 

20 

SO.38 

si. 10 

JWith 

>4 in. cap. 

AA-23 

10 

10 

.75 

2 h 

A A-29 

10 

20 

.45 

1.30 

JWith 

<i in. cap. 

AB-23 

10 

10 

.84 

2 42 

AB-29 

10 

20 

.54 

1 56 

JWith 

% in. cap. 

AC-23 

10 

10 

.81 

2 34 

AC-29 

10 

20 

.51 

1 48 

JWith 

A in. cap. 

AD-23 

10 

10 

.87 

2 52 

AD-29 

10 

20 

.57 

1 62 

JWith 

-4 in. male cap. 

AE-23 

10 

10 

.75 

2 1C 

AE-29 

10 

20 

.45 

1 30 

JWith 

4 in. male cap. 

AF-23 

10 

10 

.84 

2 42 

AF-29 

10 

20 

.54 

1 56 

JWith 

>4 in. male cap. 

AG-23 

10 

10 

.84 

2 42 

AG-29 

10 

20 

.54 

1 56 

JWith 

<4 in. male cap. 

AH-23 

10 

10 

.90 


AH-29 

10 

20 

.60 

1.74 

JWith 

\ in. fixture cap.... 

AK-23 

10 

10 

.81 

2 34 

AK-29 

10 

20 

.51 

1 48 

JWith 

4. in. fixture cap.. . . 

AL-23 

10 

10 

.84 

2 42 

AL-29 

10 

20 

.54 

1 58 

JWith 

A in. angle cap. 

AM-23 

10 

10 

.80 

2 32 

AM-29 

10 

20 

.50 

1 44 

JWith 

4 in. angle cap. 

AN-23 

10 

10 

.89 

2.5C 

AN-29 

10 

20 

.59 

1 70 

JWith 

A in. angle cap. 

A P-23 

10 

10 

.86 

2 4* 

A P-29 

10 

20 

.56 

1 62 

JWith 

A in. angle fixture cap 

AR-23 

10 

10 

.86 

2 4f 

AR-29 

10 

20 

.56 

1 62 

IWith H in. angle fixture cap 

AS-23 

10 

10 

.89 

2 5* 

AS-29 

10 

20 

.59 

1 70 

iWith pendent cap. 

JWith strain relief cap. 

AT-23 

10 

10 

.75 

2 1* 

AT-29 

10 

20 

.45 

1 30 

AU-23 

10 

10 

.75 

2 1* 

AU-29 

10 

20 

.45 

1 30 

I With attachment plug. 

AV-23 

10 

10 

.95 

2 72 

AV-29 

10 

20 

.65 

1 88 

I With cleat bas*. 

AW-23 

10 

10 

.91 

2 62 

AW-29 

10 

20 

.61 

1 76 

IWith slotted base.. 

AX-23 

10 

10 

.86 

2.46 

AX-29 

10 

20 

.56 

1 62 

I With small concealed base. 

AY-23 

10 

10 

.86 

2.4* 

AY-29 

10 

20 

.56 

1 62 

iWith large concealed base. 

AZ-23t 

10 

10 

.91 

2 62 

AZ-29t 

10 

20 

.61 

1 76 

iWith angle concealed base. 
JWith base for H and H in- 

BA-23 

10 

10 

.91 

2.62 

BA-29 

10 

20 

.61 

1.76 

oondulets. 

BC-23 

10 

10 

.91 

2.62 

BC-29 

10 

20 

.61 

1.76 

JWith base for % A in. condulet 
JWith base for ^ and % in. 

BX-23 

10 

10 

.91 

2.62 

BX-29 

10 

20 

.61 

1.76 

tapleta. 

BW-23 i 

10 

10 

.91 

2 62 

BW-29 

10 

20 

.61 

1.76 

“With wood molding base.. 

BB-23 

10 

10 

.86 

2.41 

BB-29 

10 

20 

.56 

1 82 

: With one way National base 

BD-23 

10 

10 

.86 

2 4* 

BD-29 

10 

20 

.56 

1 62 

: With two way National base 

BE-23 

10 

10 

.86 

2 41 

BE-29 

10 

20 

.56 

1 62 

With small covered base... 

BH-23 

10 

10 

.96 

2.78 

BH-29 

10 

20 

.66 

1 90 

With large covered base. . . 

BK-23 

10 

10 

1.05 

3 04 

BK-29 

10 

20 

.75 

2 16 

With 3 H in. box base. 

B 1.-23 

5 

10 

1.05 

3.04 

B 1,-29 

5 

20 

.75 

2 16 

With 4 in. box base. 

BM-23 

1 

10 

1.35 

Hi 

BM-29 

1 

20 

1.05 

3 04 

With 3)4 in. pancake base. 

BN-23 

5 

10 

1.15 

3 32 

BN-29 

5 

20 

.85 

2 46 

“With 4 in. pancake base. .. 

BP-23 

1 

10 

1.45 

4 18 

BP-29 

1 

20 

1.15 

3 32 

With concealed rosette base 

BR-23 

10 

10 

1.17 

3 38 

BR-29 

10 

10 

.87 

2 52 

JWith cleat rosette base.. . . 
With 2 wire molding rosette 

B8-23* 

10 

10 

1.17 

3.38 

BS-29* 

10 

* 

10 

.87 

2.52 

base. 

With 3 wire molding roeette 

BT-23 

10 

10 

1.17 

3.38 

BT-29 

10 

10 

.87 

2.52 

base. 

With 

combination rosette 

BU-23 

10 

10 

1.17 

3.38 

BU-29 

10 

10 

.87 

2.52 

base. 

With 

cleat base covered 

BV-23 

10 

10 

1.17 

3.38 

BV-29 

10 

10 

.87 

2.52 

connections. 

BY-23 

5 

50 

1.04 

3 21 

BY-29 

5 

50 

.74 

2.18 

With canopy tap base.... 

BZ-23 

10 

20 

.90 

2.88 

BZ-29 

10 

20 

mi 

1 1.85 


Standard finish is brush or old brass, which will be shipped when no finish is specified. 
Polished brass when specified will be furnished without extra charge. For special finishes, 
see listing elsewhere. 


* Approved rating 2 amperes, 125 volts. 

fThis base is suitable for attachment to No. 500 Adaptiboxes. 
J National Electrical Standard Code. 


























































Western Electric 

“WRINKLET” FIXTURE SOCKETS 

§>9 ifl 


Mail Orders Filled 
at Prevailing Prices 


No. 81 

660 W., 250 V. 


No. 80 

250 W.. 250JV. 


No. 82 

660 W., 250 V. 


I 


No. 83 

660 W..250V. 




No. 95 

660 W., 250 V. 


No. 85 

250 W.. 250 V. W 


No. 84 

250 W., 250 V. 


No. 96 

6 Amp., 125 V. 
3 Amp., 250 V. 


Bryant Sockets and Switches 


S.P. Push Button Socket 
Schedule 4 ‘B” 


S.P. Key Socket 
Schedule **B” 


No. 92 

3 Amp., 125 V. 
1 Amp., 250 V. 


Q.T. Key Socket 
Schedule **B*' 



Description 

y, without cap. 

l A in. cap. 

H in. cap. 

H in. cap. 

H in. male cap. 

yi in. male cap. 

li in. male cap....... 

y$ in. fixture cap. 

S iy in. fixture cap. 

in. angle cap. 

in. angle cap. 

yi in. angle cap. 

Y% in. angle fixture cap 
in. angle fixture cap 
pendent cap. 


List Std. 
No. Pkg. 



Std. Keyless Socket 
Schedule **B M 


Short Keyless Socket 
Schedule “B M 


Pull Socket 
Schedule “B” 


Body, without cap. 

With A in. cap. 

With in. cap. 

With yl in. cap. 

With in. male cap. 

With yi in. male cap. 

With yi in. male cap. 

With H in. fixture cap. 

With yi in. fixture cap. 

With yi in. angle cap. 

With in. angle cap. 

With in. angle cap. 

With y£ in. angle fixture.. . . 
With yi in. angle fixture cap 
With pendent cap. 



Turn Socket 
Schedule “B” 


Push Button Candle Sw. 
Schedule “H" 


Key Candle Sw. 
Schedule “H” 


Body, without cap. 

With A in. cap. 

With yi in. cap. 

With in. cap. 

:With yi in. male cap. 

With M in. male cap. 

With % in. male cap. 

:With H in. fixture cap. 

With yi in. fixture cap. 

:With yi in. angle cap. 

With yi in. angle cap. 

[With A in. angle cap. 

With yi in. angle fixture cap. 
W’ith y{ in. angle fixture cap. 
With pendent cap. 



50 

26 

JO 76 


92 

50 

33 

96 

WA 

-92 

20 

42 

1 22 

WB 

-92 

20 

39 

1 14 

wc 

-92 

20 

33 

96 

W K 

-92 

20 

42 

1 22 

W F 

-92 

20 

42 

1 22 

WG 

-92 

20 

39 

1 14 

W K 

-92 

20 

.42 

1 22 

WL 

-92 

20 

.38 

1 10 

W M 

-92 

20 

.47 

1 36 

W N 

-92 

20 

.44 

1 28 

wp 

-92 

20 

.44 

1 28 

WR 

-92 

20 

47 

1 36; 

ws 

-92 

50 

. 33 

.961 

WT 

-92 



Noth: Carton quantity of 25, except the Nos. 06, 92, 93 and 90 gr ps whicq are 10, 

Standard finish is brush or old brass, which will be shipped whenjnp finish is specified. Polished brass 
when specified will be furnished without extra charge. For special finishes, see listing elsewhere. 
t National Electrical Code Standard. 
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Western Electric 


Quantity Prices 
Quoted on Request 


587 


TM 

WA 

WB 

w 


wc 


9 

WE 

9 

WF 


WG 



WK 


9 

WL 



WM 



WN 

wp 


WR 


9 

WS 

9 

WT 


“WRINKLET” FIXTURE SWITCHES 



Bryant Sockets and Switches 

Schedule “H” Schedule “H” Schedule “H" 

Pull Candle Switch Turn Candle Switch S.P. Pull Switch 


Description 

List 

No. 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com¬ 
plete 

List 

No. 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W. E. 
List 
Com¬ 
plete 

List 

No. 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

Ust 

Com¬ 

plete 

'Body, without cap. 

.With Y% in. cap. 

'With % in. .cap. 

JWith % in. cap. 

With }/% in. male cap. 

;With in. male cap. 

|With H in. male cap. 

'With K in- fixture cap. 

tWith in. fixture cap. 

tWith in. angle cap. 

tWith H in. angle cap. 

'With % in. angle cap. 

'With in. angle fixture cap 

tWith M in. angle fixture cap 
:With pendent cap. 

04 

WA -94 
WB -94 
WC -94 
WE-94 
WF -94 
WG -94 
WK -94 
WL -94 
WM-94 
WN -94 
WP -94 
W R -94 
WS -94 
WT -94 

50 

50 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

50 

*0.53 

‘.69 

.66 

.60 

.60 

.69 

.66 

.69 

.65 

.74 

.71 

.71 

.74 

.60 

m 

S3 

Ej 

K+\ 

E 

E 

E 

E 

E 

1 

Ml 

JE 

03 

WA -93 
WB -03 
WC -93 
WE -93 
WF -93 
WG -93 
WK -93 
WL -93 
WM-93 
WN -93 
WP -93 
W R -93 
WS -93 
|WT -03 

30 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

*0.68 

.75 

.84 

.81 

.75 

.84 

.84 

.81 

.84 

.80 

.89 

.86 

.86 

.80 

.75 

$1 63 
1.80 
2.01 

1 95 
1 80 
2.01 
2.01 

1 95 

2 01 
1.92 
2 13 
2 06 
2 06 
2.13 
1.80 

90 

WA -90 
WB -90 
WC -90 
WE -90 
WF -90 
WG -90 
WK -90 
WL -90 
WM-90 
WN -90 
WP -90 
WR -90 
WS -90 
WT -90 

50 

50 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

60 

*0.53 

.60 

.60 

.66 

.60 

.69 

.69 

.66 

.69 

.65 

.74 

.71 

.71 

.74 

60| 

*1 27 
1.44 
1.68 
1 58 
1.44 
1 68 
1 68 
1 58 
1 68 
1.66 
1 77 
1.70 
1 70 
1 77 
1 44 


Nots: Carton quantity of 25, except the Noe. 06, 02, 03 and 00 groups which are 10. 


Single Pole Pull Fixture Switches 

3 AMPERES, 125 VOLTS—1 AMPERE, 250 VOLTS Schedule “H” 


List No. 

Description 

Carton 

8td. 

Pkg. 

Mfrs. List 
Complete 

W. E. Ust 
Complete 

91 

2 

tRody, without cap. 

10 

50 

*0.68 

*1 63 

WA -91 

1 

tWith H inch cap. 

10 

50 

.75 

1 80 

WB -91 

1 

tWith inch cap. 

10 

20 

.84 

2 01 

WC-91 


tWith H inch cap. 

10 

20 

.81 

1 94 

WE-91 


tWith H inch male cap. 

10 

20 

.75 

1.80 

WF -91 


tWith inch male cap. 

10 

20 

.84 

2 01 

WG -91 

1 


10 

20 

.84 

2 01 

WK-91 

3 


10 

20 

.81 

1.94 

WL -91 


[With inch fixture cap. 

10 

20 

.84 

2 01 

WM-91 

3 


10 

20 

.80 

1 92 

WN -91 



10 

20 

.89 

2 13 

WP -91 


[With % /% inch angle cap. 

10 

20 

.86 

2 06 

WR -91 


[With H inch angle fixture cap. 

10 

20 

.86 

2.06 

WS -01 


[With H inch angle fixture cap... 

10 

20 

.89 

2 13 

WT-91 


[With pendent cap. 

10 

50 

.75 

1 80 


“WRINKLET” FIXTURE CAPS 


List No. 

Description 

Carton 

KB 


W. E. Ust 
Each 

WA 

H inch cap. 

25 

500 

*0.07 

*0 20 

WB 

inch cap. 

25 

100 

.16 

.46 

WC 

H inch cap. 

25 

250 

.13 

.38 

WE 

H inch male cap. 

25 

50 

.07 

.20 

WF 

Y, inch male cap. 

25 

50 

.16 

.46 

WG 

H inch male cap. 

25 

50 

.16 

.46 

WK 

H inch fixture cap.. 

25 

50 

.13 

.38 

WL 

inch fixture cap. 

25 

50 

.16 

.46 

WM 

K inch angle cap. 

25 

100 

.12 

.36 

WN 

% inch angle cap. 

25 

50 

.21 

.62 

WP 

H inch angle cap. 

25 

50 

.18 

.52 

WR 

V% inch angle fixture cap. 

25 

50 

.18 

.52 

WS 

Y inch angle fixture cap. 

25 

50 

.21 | 

.62 

WT 

Pendent cap. 

25 

500 

.07 

.20 


Standard finish is brush or old brass, which will be shipped when no finish is specified. Polished brass 
when specified will be furnished without extra charge. For special finishes, see listing elsewhere. 

Bodies are regularly furnished with short chain and 10 feet of best quality linen cord. Extra cord. 2 
cents list per foot. For insulated chain, etc., see listing elsewhere. 

^National Electrical Code Standard. 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


BRYANT INTERCHANGEABLE PORCELAIN 

LINE 




No 70 

S.P. Key Socket 
250 Watts, 250 Volts 


No. 73 No. 79 

Keyless Socket Receptacle 

660 Watts, 10 Amp, 250 Volts 
250 Volts 


6 




No. 75 
Pull Socket 
250 Watts 
250 Volts 


Schedule “B” 



S.P. Key Socket 


^ Keyless Socket 


Description 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W. E. 

List 

Com¬ 

plete 

List 

No. 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Com¬ 

plete 

W.E. 

List 

Com- 

plets 

JBody, without cap or base 

70 

10 

250 

10.25 

$0 60 

73 

10 

250 

80.20 

$0 48 

IWith pendent cap. 

PT-70 

10 

250 

.30 

.72 

PT-73 

10 

250 

.25 

.60 

JWith H in. cap. 

PA-70 

10 

100 

.35 

.84 

PA-73 

10 

100 

.30 

.72 

iWith Y± in. cap. 

PB-70 

10 

100 

.35 

.84 

PB-73 

10 

100 

.30 

.72 

I*With in. cap. 

PC-70 

10 

100 

.35 

.84 

PC-73 

10 

100 

.30 

72 

JWith y in. cap (aluminum) 

PD-70 

10 

100 

.50 

1 20 

PD-73 

10 

100 

.45 

1 06 

i*With % in. angle cap. . . . 

PP-70 

10 

100 

.40 

.96 

PP-73 

10 

100 

.35 

.84 

jWith y in. angle cap 
(aluminum). 

RW-70 

10 

100 

.55 

1 32 

RW-73 

10 

100 

.50 

1 20 

IWith cleat base. 

PW-70 

10 

100 

.35 

.84 

PW-73 

10 

100 

.30 

.72 

IfWith large concealed base 

PZ-70 

10 

100 

.35 

.84 

PZ-73 

10 

100 

.30 

.72 

IWith wood molding base. . 

RB-70 

10 

100 

.35 

84 

RB-73 

10 

100 

.30 

72 

JWith 3}4 in. box base.. . . 

RL-70 

10 

100 

.45 

1 08 

RL-73 

10 

100 

.40 

.96 

JWith 4 in. box base. 

RM-70 

1 

100 

.50 

1 20 

RM-73 

1 

100 

.45 

1 08 


Schedule “H” Schedule “B” 


Spartan Receptacle 


Description 

List 

No. 

Car¬ 

ton 

Std. 

Pkg 

Mfrs. 
List 
Coin- 
pit te 

W. E. 
List 
Com¬ 
plete 

JRody, without cap or base 

79 

10 

50 

$0.20 

$0 48 

iWith pendent cap. 

JWith y% in. cap. 

PT-79 

10 

50 

.25 

60 

PA-79 

10 

50 

.30 

72 

JWith \4 in. cap. 

PB-79 

10 

50 

.30 

72 

i*With in. cap. 

PC-79 

10 

50 

.30 

72 

iWith \ 2 in. cap (aluminum) 
J*With H in. angle cap. . . . 

PD-79 

10 

20 

.45 

1 08 

PP-79 

10 

20 

.35 

84 

JWith Yi in. angle cap 
(aluminum). 

RW-79 

10 

20 

.50 

1 20 

JWith cleat base. 

PW-79 

10 

20 

.30 

72 

ifWith large concealed base 

PZ-79 

10 

20 

.30 

72 

JWith wood molding base. . 

RB-79 

10 

20 

.30 

72 

JWith 314 in. box base. . . . 

RL-79 

10 

20 

.40 

96 

JWith 4 in. box base. 

RM-79 

1 

20 

.45 

1 08 


Pull Socket 


List 

No. 

Car¬ 

ton 

Std. 

Pkg 

Mfrs. 

List 

Com¬ 

plete 

W.E.. 

List 

Com¬ 

plete 

75 

10 

100 

SO 75 

SI 80 

PT-75 

10 

100 

.80 

1 92 

PA-75 

10 

50 

.85 

2 04 

PR-75 

10 

50 

.85 

2 04 

PC-75 

10 

50 

.85 

2 04 

PD-75 

10 

50 

1.00 

2 40 

PP-75 

10 

50 

.90 

2 16 

RW-75 

10 

50 

1.05 

2 52 

PW-75 

10 

50 

.85 

2 04 

PZ-75 

10 

50 

.85 

2 04 

UB-75 

10 

50 

.85 

2 04 

RL-75 

10 

50 

.95 

2 28 

RM-75 

1 

50 

1.00 

2.40 


Standard finish of brass caps is brush or old brass, which will be shipped when no 
finish is specified. Polished brass when specified will be furnished without extra charge. 
Special finishes will be supplied at one-half the list prices given elsewhere. 


•This cap oan be furnished in aluminum at 30cents list extra. 

tThis base is suitable for attachment to No. 500 Adaptiboxea. 

Digitized by vjOUv 

X National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 


Western Electric 

MOGUL PORCELAIN SOCKETS 


•T» 



Carton Std 
Quantity Pkg 


WITH CAST IRON YOKES 


With y% inch yoke. 

With Yi inch yoke. 

With % inch yoke...... 

oles for supporting screws of No. 4077 are spaced 11 2 inches 


TTlinch^oncen t ers. 


Schedule 

1 

50 

$0.85 

1 

50 

.85 

1 

50 

.85 


$1.32 


4062 I For fixtures wor 


$1.80 


$2.40 
2.40 
2.40 
2.04 
2.04 
2 04 


•Longer wires furnished at 0 cents list per foot per conductor. 
fPreferable where wires of various lengths are wanted at short notice. Eq 
Into which wires provided by customer may be hooked and soldered. Digitized by 


top terminal, 


No. 4081 No. 4082 No. 4085 

Weatherproof Keyless Mogul Porcelain Sockets 

_ WITHOUT CAP OR YOKE _ Schedule “B” 

/ith 15 inch wires.I I j 50 | T | SO.70 j $1.68 


*4081 With 15 inch wires. 

4088 No wires. 


oles for supporting screws are spaced 1 Ff inches on centers. 

WITH ALUMINUM CAPS 


Schedule 


With 15 inch wires, z /% inch cap 
With 15 inch wires, H inch cap 
With 15 inch wires, V\ inch cap 
No wires, % inch cap 
No wires, Y inch cap 
No wires. % inch cap 


With 15 inch wires, fs inch cap 
With 15 inch wires, H inch cap 
With 15 inch wires, Y\ inch cap 

No wires, inch cap. 

No wires, H inch cap. 

No wires. % inch cap. 


Cast Iron Yoke 


$0.85 

.85 

.85 


oles for supporting screws are spaced 2; g inches on centers 


WITH CAST IRON YOKES 


Schedule “B* 


leat Receptacle 


oles for supporting screws are spaced 1 & inches on centers. 

KEYLESS MOGUL RECEPTACLES—1500 Watts, 250 Volts Schedule “B 


No. 4069 


No. 4077 No. 4062 

Keyless Mogul Porcelain Sockets 

1500 Watts, 600 Volts—With Aluminum Caps 


No. 4073 


Schedule “B’ 


Wiring DotIcm 












































590 


Western Electric 


Mall Orders Filled 
at Prevailing Prices 


BRYANT AND PERKINS 



4 


No. 4061 No. 4051 


4 

No. 4029 




SOCKETS 


Twin Sockets 

Keyless Sockets, 660 Watts, 250 Volts 


Pull Sockets, 250 Watts, 250 Volts Schedule “B" 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs* 

List 

Each 

W. E. 
List 
Each 

46750 4 

Keyless— Y% inch cap. 

25 

50 

10 

.'SO.65 

$1.56 

46761* 

Keyless— Y% inch cap. 

25 

50 

10 

.70 

1.68 

4061* 

Kevless—with Edison plug. 

10 

50 

30 

1.00 

2.40 

4051 

Pull— y% inch cap. 

10 

50 

20 

1.00 

2.40 

4052 

Pull —% inch cap. 

10 

50 

20 

1.06 

2.56 

4005* 

Pull —% inch cap. 

10 

50 

20 

1.00 

2.40 

4006* 

Pull —% inch cap. 

10 

50 

20 

1.06 

2.56 

4053* 

Pull —Y inch cap. 

10 

50 

20 

1.00 

2.40 

4054* 

Pull—inch cap. 

10 

50 

20 

1.06 

2.56 

4029 

Pull—with Edison plug. 

5 

50 

30 

1.35 

3.24 

4039* 

Pull—with Edison plug. 

5 

50 

30 

1.35 

3.24 

4040* 

Pull—with Edison plug. 

5 

50 

30 

1.35 

3.24 


Aluminum Shell Sockets 


660 WATTS, 250 VOLTS 


Schedule “B” 



No. 4104 


These sockets having aluminum shells arc suitable for outdoor work. The shells 
are lined with porcelain and the sockets are therefore suitable for show window work 
and conform to the specifications of the National Board of Fire Underwriters as to the 
conditions under which insulating joints^may be omitted. 



Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W. E. 

List 

Each 

4100* 

4107* 

Keyless, Y% inch cap. 

Keyless. ^ inch cap. 

10 

10 

50 

50 

23 

22 

$0.50 

.50 

$120 

1.20 


A National Electrical Code Standard. 


Digitized by 


^.oog 


e 


Wiring Daricas 


14-2 





















Quantity Prices 
Quoted on Request 


Western Electric 

BRYANT AND PERKINS SOCKETS 


591 



Bryant Electrolier Sockets 

660 Watts, 250 Volts 


List 
, No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

ESS 

■i’M 

Mfrs. 

List 

Each 

W. E. 
List 
Each 


BRYANT ELECTROLIER SOCKET 


Schedule “B” 

66237* 

Keyless— Y% inch cap. 

50 

250 

45 

$0.40 

$0.96 

50766 

Keyless—inch cap. 

10 

100 

20 

.46 

| 1.12 


BRYANT ANGLE SOCKETS Schedule “B” 


Keyless —]4 inch cap. 

25 

100 

25 

$0.35 

$0.84 

Keyless —% inch cap. 

25 

100 

28 

.41 

1.00 


SOCKET FOR CANDLE FIXTURES 


Schedule “B’ 


4004 


Keyless —14 inch nipple. 


25 


250 


15 | $0.30| $0.72 


SOCKET FOR INDIRECT LIGHTING FIXTURES Schedule “B” 


4068 

4116 

Pull, with bottom chain guide, and Y% inch nozzle. 

Pull, with bottom chain guide, and Y% inch 3 step nozzle 

10 

10 

50 

50 

22 

22 

$0.75 

.80 

$1 80 
1.92 


WALL SOCKETS FOR 3J4 INCH OUTLET BOXES 

Schedule “B” 

4102 

Keyless Wall Socket. 


100 

| 

IM 

$1.08 

4103 

Keyless Wall Socket, with 6 inch wire leads. 


100 


mm 

1.20 


Outside diameter of base is 3 H inches. 

Holes for supporting screws are spaced 2 % inches on centers. 


WALL SOCKETS FOR 3^ AND 4 INCH OUTLET BOXES Schedule “B” 


4100 

Keyless Wall Socket. 

1 


■ a 

$0.60 $1.44 

4101 

Keyless Wall Socket, with 6 inch wire leads. 

1 

mv m 


.65 1.96 

4104 

Pull Wall Socket, with flat back. 

■ 

Ml 


1.30 3.12 

4105 

Pull Wall Socket, with flat back with 6 inch wire leads.. 



H 

1.35 3.24 


Outside diameter of base is 4% inches. 

Holes for supporting screws are spaced 2% and 3 }4 inches on centers. 

Standard finishes are brush brass, old brass, polished brass. 

For other finishes see listing on socket finishes. 

^National Electrical Code Standard. 

Wiring Device* 
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Western Electric 

BRYANT SOCKETS 


Mail Orders Filled 
at Prevailing Prices 



Street Hood Sockets 

250 Watts, 250 Volts 

The malleable iron yoke is threaded for Y% inch iron pipe. 




Schedule “B” 


List List 

Each Each 


75 I $0.27| $0.65 


660 Watts, 600 Volts Schedule “B” 


80 S0.44| $1.05 


No. 25707 is fitted with 6 inches of No. 14 B. & S. Stranded Rubber-covered Wire. Longer wire on 
special order. Extra charge, 18 cents per foot (9 cents each conductor). 


With side lugs. 


25707 A With wire leads. 


Carton 

Quantity 

Std. 

Pkg. 

10 

100 


10 

| 100 




Mjf I 


Ai 




No. 4021 

No. 4095 

No. 4097 


Sockets for Mogul Base Lamps 

660 Watts, 600 Volts 

Schedule “B 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

mEESJM 

Keyless—% inch cap. 

Keyless—34 inch cap. 

10 

10 

50 

50 

35 

35 



With inch Shade Holder Attached 


Schedule “B” 


Keyless —% inch cap. 
Keyless—inch cap. 


MOGUL WALL SOCKETS 
Porcelain Base for 334 And 4 Inch Outlet Boxes 


Keyless. 

Keyless, with 3J4 inch shade holder. 


Holes for supporting screws are spaced 2J4 and 3J4 inches on centers. 

BRASS COVERED BASE 


Keyless. 

Keyless, with 3}4 inch shade holder , 


Holes for supporting screws are spaced 2% and 3J4 inches on centers. 
Standard finish is brush brass. 

For other finishes see listing on socket finishes. 

‘National Electrical Code Standard. 

Digitized by 
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Quantity Prices 
Quoted on Request 


Western Electric 

BRYANT PORCELAIN RECEPTACLES 


660 Watts, 250 Volts 



No. 50715 



With Exposed Terminals 


Schedule “B” 



List 

No. 

Description 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

■zffirroi 

Pony Cleat. 

1H ins. 

10 

250 

79 

$0.15 

$0.36 

59275 A 

Cleat, base 1 inch high. 

2 ins. 

10 

250 

106 

.18 

.44 

9171 

Cleat Receptacle. 


10 

500 

135 


.24 


Cleat, with copper fittings and screws. 


10 

250 

70 

K7S] 

.48 


Cleat, removable ring. 


10 

250 

70 

.20 

.48 


Nos. 9171, 50757, and 9394 supported by one screw in the center. 



No. 9402 



No. 4013 



No. 9403 



No. 28795 


With Exposed Terminals Schedule “B” 



Description 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 



2% ins. 

10 

250 

100 


msm 



2 ins. 

10 

250 

mum 


.48 

9403* 

ms. W 1 1 JiiSifjWiBJfflllM 

2 % ins. 

10 

250 

Bfilil 

.25 

.60 

28795* 

Cleat Receptacle. 


10 

250 

1 

.15 

.36 



No. 58301 


No. 58300 




No. 58949 


With Enclosed Terminals Schedule “B” 


List 

No. 

Description 

“t- 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

58301* 

Cleat. 

1A ins. 

5 

250 

165 


$0.60 

58300* 

Cleat, for W. P. Shade Holder. 

1A ins. 

5 

250 

165 


.72 

68949* 

Cleat, with brass ring for strd. shade holder. .. 

1A ins. 

5 

250 

160 

.35 

.84 


* National Electrical Code Standard. 
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594 


. —- . •> mail uraen rmea 

Western Electric at Prevailing Prices 

BRYANT PORCELAIN RECEPTACLES 

660 Watts, 250 Volts 



List 

No. 

Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quan¬ 

tity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

4000 A 

Concealed. 

2 A ins. 

ins. 

10 

250 

95 

$0.25 

$0.60 

4001 A 

Concealed, for W. P. Shade Holder.... 

2& ins. 

1ins. 

10 

250 

95 

.30 

.72 

4002 A 

Concealed, with brass ring for standard 
shade holder. 

2-ft ins. 

1 ins. 

10 

250 

90 

.35 

.84 

50744 A 

Concealed, with removable ring. 

2 ins. 

1 ins. 

10 

100 

45 

.30 

.72 

9447 A 

Concealed, with removable ring and D. 
P. Fuse. 

2H ins. 

1 5 A ins. 

10 

100 

60 

.45 

1.08 

9401 

Slotted base, with S. P. Fuse. 

2% ins. 

1B i ns * 

10 

100 

55 

.40 

.96 



Molding Base Receptacles Schedule *'B” 


List 

No. 

Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 


Molding. 


2yy ins. 

10 

250 

85 

$0.25 

$0.60 

4026 A 

Molding, for W. P. Shade Holder... 


2 A ins. 

10 

250 

90 

.30 

.72 

4025 A 

Molding, with brass ring for stan¬ 
dard shade holder. 


ins. 

10 

250 

85 

.35 

.84 

42453 A 

The above may also be used on 
and s 4 inch pipe taplets. 

Molding. 


1B ins. 

10 

250 

128 

.25 

.60 

■VPlYTI 

Molding, for W. P. Shade Holder... 

.... 

IB ins. 

10 

250 

130 

.30 

.72 

■i 

Molding, with brass ring for stan¬ 
dard shade holder. 

.... 

1B ins. 

10 

250 

123 

.35 

.84 


‘National Electrical Code Standard. 
Wiring Devices 
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Quantity Prices 
Quoted on Request 


Western Electric 

BRYANT RECEPTACLES 
Conduit Box and Sign Receptacles 


595 




FOR CONDUIT BOXES AND METAL SIGNS 
660 Watts, 250 Volti 

Car- 

Description QuTn- pu 

* tity 


With screw ring, 1 inch back. 10 

The hole required for this receptacle is 1 y 2 inches in diameter. 

With screw ring, x / 2 inch back... 10 

The hole required for this receptacle is 1 ^ inches in diameter. 

Same as 59108, less wire, 1 inch back. 10 

Sign Receptacle, 1 inch back. 10 

The hole required for this receptacle is 1 z /% inches in diameter. 

Sign Receptacle. . . 10 

The hole required for this receptacle is 1 3 £ inches in diameter. 

Holes for supporting screws are spaced 1 fj inches on centers. 

Pony Sign Receptacle... . 10 

The hole required for this receptacle is 1 % inches in diameter. 

Holes for supporting screws are spaced 1 inches on centers. 


See listing on “brass conduit box covers” for receptacles Nos. 61988 and 59108. 


r - 


Schedule “B’* 



_\\1 

'' > . \ \r- 



FOR CONDUIT BOXES AND METAL SIGNS 
660 Watts, 250 Volt* 


Schedule **B’ 


List 

No. 

Description 

Car¬ 

ton 

Quan¬ 

tity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 


With stranded wires, 1 inch back. 

10 

250 

95 

S0.2S 

$0 68 

*4036* 

Without wires, 1 inch back. 

10 

250 

80 

.20 

.48 

4003* 

Weatherproof, with ring, x / 2 inch back. 

The hole required for the above receptacles is 1 l / 2 inches in 
diameter. 

10 

250 

100 

.28 

.68 

4057* 

With stranded wires. 

The hole required for this receptacle is 1% inches in diameter. 

10 

250 

75 

.25 

.60 

t59107* 

Conduit Box Receptacles. 

The hole required for this receptacle is 1 ^ inches in diameter. 

10 

250 

100 

.22 

.54 

*4074 

Without wires. 

The hole required for this receptacle is 1 inches in diameter. 

10 

250 


.17 

.42 

4000 

Removable pore, ring sign receptacle with closed back. 


250 


.25 

.60 


All of the above receptacles except 4036 are fitted with 6 inches of No. 14 B. & S. Stranded Rubber- 
tovered Wire. Longer wires on special order. Extra charge, 18 cents per foot (9 cents each conductor). 

‘These receptacles are the same as No. 4035 and 59107 receptacles except that the wires are omitted. 
Terminal plates to which conductors may readily be soldered are provided. 

See listing on “brass conduit box covers” for the above. 
fThis receptacle is approved for 660 watts, 600 volts. 

‘National Electrical Code Standard. Diqitized CjOOSle 
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No. 4014 


Western Electric 

BRYANT RECEPTACLES 

660 Watts, 250 Volta 


Mail Orders Filled 
at Prevailing Prices 



No. 1700 


No. 4023 


No. 4063 




Sign Receptacles 


Schedule “B” 


List 

No. 

Description 

Diam. of 
Hole 
Required 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 

list 

Each 

memm 

“Ruby” Sign, with binding screws.. 

1 Y% ins. 


10 

250 

65 

1 

ram 

*4023 A 

Universal Sign Receptacle. 

134 ins. 


10 

250 

85 


.48 


Sign Receptacle. 

1 V% ins. 

1H ins. 

10 

250 

75 

.14 

.34 


Pony Sign Receptacle. 

1A ins. 

1 % ins. 

10 

250 

145 

.14 

.34 

IIy! rB 

Sign Receptacle, short skirt. 

1A ins. 

1 14 5118. 

10 

100 

30 

.25 



Sign Receptacle, long skirt. 


1 V& ins. 

10 

100 

50 

.251 



See listing on “brass conduit box covers” for receptacles Nos. 4014 and 4023. 


•For metal signs. tFor wooden signs. 



No. 62357 No. 9514 No. 62355 No. 4113 No. 4110 


Receptacles for Conduit Boxes Schedule “B” 


List 

No. 

Description 

Screws 
Spaced 
on Centers 

Car¬ 

ton 

Qnty. 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

62357* 

For use with 334 inch boxes. 

Outside diameter of base 3 34 inches. 

2% ins. 

5 

100 

200 

$0.35 

$0.84 

4064 

For use with 4 inch round box. 

Outside diameter of base 434 inches. 

334 »ns. 

5 

100 

120 

.45 

1.08 

9514* 

Flush Receptacle (two piece). 

174 ins. 

10 

250 

100 


.72 

4033 A 

Flush Receptacles (one piece). 

The hole required for these receptacles is 1A inches 
in diameter. 

Hi ins. 

10 

250 

100 


.48 

ebieb 

For use with 334 inch boxes, with black japanned cover 

2 H ins. 

1 

100 

70 


.72 

EB1 

For use with 334 inch boxes, with sherardized cover. . . 

2% ins. 

1 

100 

70 

.31 

.76 

Bull 

For use with 3 J4 inch boxes, with brush brass cover. . . 

2 Yx ins. 

1 

100 

70 

.40 

96 

t4113 

For use with 4 inch boxes, with black japanned cover.. 

334 ins. 

1 

100 

96 

.32 

.78 

f4114 

For use with 4 inch boxes, with sherardized cover. 

334 ins. 

1 

100 

96 

.335 

.82 

+4115 

For use with 4 inch boxes, with brush brass cover. 

334 ins. 

1 

100 

96 

.44 

1 06 


•Outside diameter V/\ inches. fOutside diameter 4A inches. 


Receptacles for Condulets and Adaptiboxes Schedule “B" 



Condulct Receptacle. 


10 

250 

103 


$0.60 


Condulet Receptacle, for W. P. shade holder.. 


10 

250 

110 

IKS 

.72 

WEfim 

Adaptibox Receptacle for shade holder. 

2 A ins. 

10 

250 


.30 

.72 


•National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 


Western Electric 


BRYANT MISCELLANEOUS RECEPTACLES 

660 Watts, 250 Volt* 


No. 9397 


No. 40507 


No. 4038 





Receptacles for Conduit Boxes Schedule “B” 


List 

No. 

Description 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 

List 

Each 

9397 A 

Conduit Box Receptacle. 

1H ins. 

10 

250 

40 


$0.48 

40507 A 

Conduit Box Receptacle, round base. 

Outside diameter of base 1 inches. 

1J4 ins. 

10 

250 

40 

■ 

.42 


Receptacles for Temporary and Decorative Lighting 

Schedule “B” 

4038 A | Temporary Decorative Cleat Receptacle.... | lf| ins. | 10 | 250 | 103 | $0.18| $0.44 

No. 4038 Receptacle is provided with pointed binding screws designed to pierce the insulation, making 
it unnecessary to strip the wires. Stranded wire is preferable for this use. 




No. 4037 


No. 4056 


Receptacles for Temporary and Decorative Lighting 


Schedule 4< B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
Lift 
Each 

4037 A 

Porcelain Temporary Decorative Receptacle. 

Mica Temporary Decorative Receptacle. 

10 

250 

82 

$0.24 

$0.58 

4056 A 

10 

250 

100 

.30 

.72 


Nos. 4037 and 4056 Receptacles are provided with pointed binding screws designed to pierce the insu¬ 
lation, making it unnecessary to strip the wires. Stranded wire is preferable for this use. 

‘National Electrical Code Standard. by vjOOQIC 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


BRYANT RECEPTACLES FOR DECORATIVE LIGHTING 



Porcelain Decorative Receptacle Mica Decorative Receptacle Decorative Cleat Receptacle 


Ready-wired Receptacles 

These receptacles will be furnished “ready-wired,” that is, supplied with approved stranded single braid rubber covered 
wire, connections soldered, and then filled with insulating compound, making the receptacles absolutely weatherproof. 

We carry at all times a large stock of parts and can usually ship orders of reasonable size the same day that they are 
received at the factory. 

These receptacles are put up in lengths of about 500 feet and will be so shipped, unless otherwise specified. 

Additional lengths of wire can be supplied on either end of the streamers. Add $0.13 list per foot. Mfre List. $0.00. ($0.07 
each conductor.) Mfrs List $0,045 for No. 14 wire and $0.15 list per foot. Mfrs List $0.10 each .($008 each conductor.) Mfrs. 
List $0.05 each for No. 12 wire. 

The list price of receptacles spaced more than 30 inches apart is obtained by adding $1.08 per 100 receptacles per inch. 
(Mfrs List $0.75) to the list of No. 4041Z and 4042Z for No. 14 wfirc and $1.23 per 100 receptacles per inch (Mfrs List $0.85.) 
to the list of No. 124034Z, 124041Z and 124042Z for No. 12 wire. 


List Prices and Data_Schedule **B M 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

4034 

Porcelain decorative receptacle. 

10 

250 

60 

$0.20 

.25 

$0 58 
72 

4041 

Mica decorative receptacle. 

10 

250 

75 

4042 

Decorative cleat receptacle. 

10 

250 

100 

.285 

82 


WIRED WITH NO. 14 WIRE 



Porcelain Decorative Receptacle 

j Mica Decorative Receptacle | 

Decorative Cleat Receptacle 

Centers 


Mfrs. List 

W. E. List 


List Price 

W. E. List 


Mfrs. List 

W. E. List 


List No. 

per 100 

per 100 

List No. 

per 100 

per 100 

List No. 

per 100 

per 100 



Receptacles 

Receptacles 


Receptacles 

Receptacles 


Receptacles 

Receptee* es 

4 ins. 


4034A 

$26.00 

$82 40 


£4041A 

$31.00 

$74 40 

$4042A 

$34.50 

$82 80 

5 ins. 


4034 B 

26.75 

64 20 

: 

4041B 

31.75 

76 20 

$4042B 

35.20 

84 60 

6 ins. 


4034C 

27.50 

66 00 


4041C 

32.50 

78 00 

J4042C 

36.00 

86.40 

7 ins. 


4034 D 

28.25 

67 80 


£404 ID 

33.25 

80 40 

J4042D 

36.75 

88.20 

8 ins. 


4034E 

29.00 

69 60 


4041E 

34.00 

81 60 

J4042E 

37.50 

90 00 

9 ins. 


4034 F 

29.75 

71 40 


4041F 

34.75 

83 40 

J4042F 

38.25 

91.80 

10 ins. 


4034G 

30.50 

73 20 


4041G 

35.50 

85 20 

J4042G 

39.00 

93.60 

11 ins. 


4034 H 

31.25 

75.00 


4041H 

. 36.25 

87 00 

$4042H 

39.75 

m 40 

12 ins. 


4034J 

32.00 

76 80 


4041J 

37.00 

88 80 | 

$4042J 

40.50 

97 20 

14 ins. 


4034 K 

33.50 

80.40 


4041K 

38.40 

92 40 

$4042K 

42 00 

100 60 

15 ins. 


4034 M 

34.25 

82 20 

: 

4041M 

39.24 

94 20 

$4042M 

42.75 

102.60 

16 ins. 


4034 N 

35.00 

84 00 

: 

404 IN 

40.00 

96 00 

14042N 

43.50 

104 10 

17 ins. 


4034P 

35.75 

85 00 

: 

404 IP 

40.75 

97 80 

J4042P 

44.25 

106 20 

18 ins. 


4034Q 

36.50 

87 60 

: 

4041Q 

41.50 

99 60 

$4042Q 

45 00 

108 00 

20 ins. 


4034 R 

38.00 

91 08 


4041R 

43.00 

103 32 

$4042R 

46.50 

111.60 

21 ins. 


40343 

38.75 

93 00 

] 

£40418 

43.75 

105 60 

$40423 

47.25 

113.40 

23 ins. 


4034T 

39.50 

94 80 

3 

£4041T 

44.50 

106 80 

14042T 

48.00 

115 20 

24 ins. 


4034 U 

41.00 

08 40 


:4041U 

46.00 

111 00 

I4042U 

49.50 

118 60 

25 ins. 

| 

4034 V 

41.75 

100 20 

j 

£404IV 

46.75 

112 20 

$4042V 

50 25 

120.60 

26 ins. 


4034 W 

42.50 

102 00 

] 

£4041W 

47.50 

114 00 

$4042W 

51.00 

122 40 

27 ins. 


4034 X 

43.25 

103 80 


:404IX 

48.24 

115.80 

$4042X 

51.75 

124 20 

28 ins. 


4034 Y 

44.00 

105 60 

j 

:4041Y 

49.00 

117 60 

$4042Y 

52.50 

128 00 

30 ins. 


I4034Z 

45.50 

109 20 

_1 

:4041Z 

50 50 

121 20 

$4042Z 

54 00 

129 60 


WIRED WITH NO. 12 WIRE 



Porcelain Decorative Receptacles | 

[ Mica Decorative Receptacles 

| Decorative Cleat Receptacles 

Centers 


Mfrs. List 

W. E. Ust 

mmmM 

Mfrs. List 

W. E. List 


Mfr«. List 

W. E. List 


List No. 

per 100 
Receptacles 

per 100 
Receptacles 

mm 

per 100 
Receptacles 

per 100 
Receptacles 

List No. 

per 100 
Receptacles 

per 100 
Receptacles 

4 ins 

$124034A 

$28.60 

$68 64 

$124041A 

$33.60 

$80 64 

$124042A 

$37 16 

$89 04 

5 ins. 

$124034B 

29.45 

70 68 

$12404 IB 

34.45 

si m 

$124042B 

37.95 

91 08 

6 ins. 

$124034C 

30.50 

73 20 

$124041C 

35.50 

85 20 

$124042C 

39 00 

93.60 

7 ins. 

$124034D 

31.10 

74 64 

$124041D 

36 10 

88 64 

$124042D 

39 60 

95 04 

8 ins. 

$124034E 

31.50 

75.611 

$124041E 

36.50 

87 60 

$124042E 

40.00 

96.00 

9 ins. 

$124034F 

32.75 

78 60 

$124041F 

37.75 

82.60 

$124042F 

41.25 

§§.00 

10 ins. 

$124034G 

33.55 

86.62 

$124041G 

38.55 

92 52 

$124042G 

42.05 

100 02 

11 ins. 

$124034H 

34.40 

82 56 

$124041H 

39.40 

94 58 

$124042H 

42 90 

m .96 

12 ins. 

$124034J 

35.20 

84 48 

$124041J 

40.20 

96 48 

$124042.1 

43.70 

104.88 

14 ins. 

$124034K 

36.85 

88 44 

$124041K 

41 .85 

100.44 

$124042K 

45 38 

106 84 

15 ins. 

$124034M 

37 70 

90 48 

$124041M 

42.70 

102 48 

$124042M 

46.24 

110.88 

16 ins. 

1124034N 

38 50 

82 40 

$124041N 

43.50 

104.40 

$124042N 

47 00 

112 80 

17 ins. 

1124034P 

39.35 

04 44 

$12404IP 

44.35 

106.44 

1124042P 

47 85 

114.84 

18 ins. 

I124034Q 

40.15 

96.36 

$124041Q 

45 15 

108 36 

$124042Q 

48.65 

116.76 

20 ins. 

1124034R 

41.80 

100 32 

$124041R 

46 80 

112 3? 

$124042R 

50.30 

120 12 

21 ins. 

$1240343 

42 65 

102 36 

$1240418 

47.65 

114 36 

$1240423 

51 15 

122.79 

22 ins. 

1124034T 

43.45 

104 28 

$124041T 

48 45 

115 28 

$124042T 

51 95 

124 68 

24 ins. 

1124034U 

45.10 

108 24 

$124041U 

50. 10 

120 24 

$1240420 

53.60 

129 94 

25 ins. 

$124034V 

46.00 

11040 

$124041V 

51 00 

122 40 

$124042V 

54 50 

180.60 

26 ins. 

1124034W 

40.75 

ire 20 

$124041W 

61.75 

124 20 

1124042W 

55.25 

132 00 

27 ins 

$124034X 

47.60 

114 24 

$124041X 

62.60 

126 24 

$124042X 

56 10 

184 04 

28 ins 

1124034Y 

48 40 

116 16 

$124041Y 

53.40 

128.16 

$124042Y 

56 90 

138 06 

30 ins. 

1l24034Z 

50 10 

122 40 

$124041Z 

55 10 

132 24 

$124042Z 

58 60 

(40 80 


$ National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 


Western Electric 

BRYANT SOCKETS 


599 



No. 9366 No. 399 No. 43310 No. 60666 


Schedule “B” 




Weatherproof Sockets 

660 Watts, 600 Volts 


$0.20 $0.48 

.125 .30 

.22 .54 

.24 .58 

1.00 2.40 


The above sockets are fitted with 6 inches of No. 14 B. & S. Stranded Rubber-covered Wire. Sockets 
with longer wires furnished on special order. Extra charge, $0.22 per foot. Mfrs. List $0.09 ($0.11 each 
conductor). Mfrs. List $0,045. 


List 

No. 

Description 

Carton 

Quantity 

9366 A 

Porcelain, for W. P. Shade Holder. 

10 

399 A 

Porcelain W. P. Socket. 

10 

43310 A 

Molded W. P. Socket. 

10 

60666 A 

Composition W. P. Socket. 

10 

50788 

Hard Rubber W. P. Socket. 

10 


No. 43311 


No. 43314 


No. 9448 





Weatherproof Bracket Sockets 

660 Watts, 250 Volts 


Schedule “B” 



Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

Molded, y% inch, wires inside of pipe. 

10 

100 

30 

$0. 

60 

Molded, % inch, wires inside of pipe. 

10 

100 

30 


60 

Molded, y% inch, wires outside of pipe. 

10 

100 

30 


60 

Molded, % /% inch, wires outside of pipe. 

10 

100 

30 


60 

Porcelain, y% inch, brass cap, polished and lacquered... 
Porcelain, inch, brass cap, polished and lacquered.. . 

10 

10 

100 

100 

40 

45 


60 

725 



*43314 A 
9448 A 
9496 A 


The above sockets are fitted with 6 inches of No. 18 B. & S. Solid Rubber-covered Fixture Wire. Sock¬ 
ets with longer wires will be furnished on special order. Extra charge, $0.22 per foot. Mfrs. List $0.09 
($0.11 each conductor). Mfrs. List $0,015. 

• These sockets are approved for 660 watts, 600 volts. 

* National Electrical Code Standard. 
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600 


Western Electric 


Mail Orders Pilled 
at Prevailing Prices 


BRYANT SOCKETS AND RECEPTACLES 



No. 50997 


660 Watts, 600 Volts 



No. 9407 



No. 44912 


Bragdon Weatherproof Sockets Schedule “B” 


Extension edge carries the drip away from the lamp and socket. Method of wiring at the top removes 
the strain from the socket itself, and places it on the porcelain. Extra hole in porcelain at top allows for 
independent suspension, if desired. 


List 

No. 

Description 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

50997* 

Weatherproof Socket. 


10 

250 

165 

$0.50 





Weatherproof Receptacles 


Schedule “B” 

9407* 

With side wires. 

Outside diameter of base is 2% inches. 

2 A ins. 

10 

100 

79 

$0.40 

$0.96 

44912* 

Pony, with side wires. 

Outside diameter of base 1 inches. 

2 ins. 

10 

100 

55 

.35 

.84 



No. 9408 



No. 9411 



Nor- 30000 


Weatherproof Receptacles Schedule “B M 


List 

No. 

Description 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

9408* 

With bottom wires. 

Outside diameter of base is 2H inches. 

2 l /i ins. 

10 

100 

80 


$0.96 

9411* 

Pony, with bottom wires. 

Outside diameter of base is 2% inches. 

2% ins. 

10 

100 

57 

.35 

.84 

30000* 

Angle, with side wires. 


10 

100 

85 

.45 

mm 


The above sockets and receptacles are fitted with 6 inches of No. 14 B. & S. Stranded Rubber-covered 
Wire. Sockets and receptacles with longer wires furnished on special order. Extra charge, $0.22 per foot. 
Mfrs. List $0.09 ($0.11 each conductor). Mfrs. List $0,045. 

* National Electrical Code Standard. Digitized by 1C 
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Quantity Prices 
Quoted on Request 


Western Electric 


601 


BRYANT SOCKETS AND RECEPTACLES 

75 Watts, 125 Volts 



Miniature, Pendent Socket. 25 200 9 $0.12 

Candelabra, Pendent Socket. .. 25 200 10 .135 

Made in green glazed porcelain. 


Each socket fitted with 6 inches of No. 18 B. & S. Stranded Rubber-covered Wire. Sockets with longer 
wires furnished on special order. Extra charge, $0.22 per foot, Mfrs. List, $0.09; $0.11 each con¬ 
ductor, Mfrs. List $0.45. 

Miniature and Candelabra Receptacles Schedule “H” 


Screws I ~ .. I , I hkg. I Mfrs. I W 


List 

No. 

Description 

366* 

Miniature Receptacle. 

367 A 

Candelabra Receptaele. 

Outside diameter of base 1A inches. 

9445 

Miniature Receptacle. 

Outside diameter of base 1A inches. 

9446 

Candelabra Receptacle. 

Outside diameter of base 1A inches. 

324 

Miniature, oblong base. 

325 

Candelabra, oblong base. 

326 

Candelabra, oblong base, with spring screwshell 



Carton 

Quantity 

Std. 

Pkg. 

kkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

25 

200 

30 

$0,075 

25 

200 

30 

.09 

25 

500 

30 

.065 

25 

500 

30 

.0725 

25 

200 

24 

.10 

25 

200 

26 

.10 

25 

200 

28 

.15 




Standard finish is brush brass. 

For other finishes see listing on socket finishes. 
^National Electrical Code Standard. 
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602 


Western Electric 

BRYANT PORCELAIN ROSETTES 


Mai! Orders Filled 
at Prevailing Prices 



No. 965 No. 1501 No. 298 


Bryant Cleat Rosette 

WITH COVERED CONNECTIONS Schedule “H” 


List 

No. 

Description 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

565 

Fuseless Rosette 3 amp. 250 volts. 

1 H ins. 

20 

250 

125 

$0.20 

$0.70 

965 A 

Cleat Rosette. 

1 % ins. 

20 

250 

125 

.26 

.76 


Bryant Junior Rosettes 

FUSIBLE, 2 AMPERES, 12S VOLTS 


Caps are interchangeable and will fit any Bryant “Junior” Rosette Base._ Schedule “H” 


List 

No. 

Description 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

RHE2ZH 

“Junior” Rosette, cleat. 

1^8 ins. 

10 

250 

115 

$0.16 

$0.46 


“Junior” Rosette, concealed. 

1 Y% ins. 

10 

250 

130 

.16 

.46 


“Junior” Rosette, molding. 

1 Y% ins. 

10 

250 

125 

.16 

46 


FUSELESS, TWO PIECE, 3 AMPERES, 

250 VOLTS 

Schedule “H” 

297 A 

“Junior” Rosette, cleat... 

1 b A ins. 

10 

250 



$0.44 

*298 A 

“Junior” Rosette, concealed. 

1 ?-8 ins. 

10 

250 



.44 

299* 

“Junior” Rosette, molding. 

l 5 /s ins. 

10 

250 



.44 



No. 1999 No. 368 No. 1499 


FUSELESS, ONE PIECE, 3 AMPERES, 250 VOLTS Schedule “H” 


List 

No. 

Description 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

ESI 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

■nngjm 

“ Junior ” Rosette, cleat and concealed combined. 


10 

250 

70 

$0.08 

$0.24 

Wmsm 

“Junior” Rosette, 2-wire molding. 

BlUnfli 

10 

250 

145 

.08 

24 


WITH BASE FOR 3 M INCH CONDUIT BOX 

Schedule “H” 


“Junior” Rosette, fusible. 

2% ins. 

1 

100 

220 

$0.32 

$0.92 

KsHSlSi 

“Junior” Rosette, fuseless. 

2 % ins. 

1 

100 

210 

.30 

.88 


Outside diameter of base is inches. 


K.-P. Fuseless Rosettes 


3 Amperes, 250 Volts Schedule “H” 


1499* 

K.-P. Rosette, cleat. 

m 

10 

250 

310 

$0.16 

$0.46 

1710* 

K.-P. Rosette, concealed. 

mm 

10 

250 

290 

.16 

46 


Outside diameter of base is 3J^ inches. *Outsidc diameter of base is 2% inches. fRating: 2 
amperes, 125 volts. {Rating: 3 amperes, 250 volts. ^National Electrical Code Standard. 
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Quoted on Request WCSPfflt ElCCttiC 

BRYANT PORCELAIN ROSETTES 



No. 950 No. 1179 


603 


Bryant K.-W. Rosettes 

Fusible, 2 Amperes, 125 Volts 

Caps are interchangeable and will fit any K.-W. Rosette base. Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Etch 

950 A 

Cleat Rosette, with stamped lugs./. 

10 

250 

165 

B1H 

$0.76 

870 

Cleat Rosette, with cast lugs. 

10 

250 

170 

.26 

.76 

{871 A 

Concealed Rosette. 

10 

250 

155 

.26 

.76 

926 

Rosette for two-wire molding. 

10 

250 

155 

.26 

.76 

1426 

Rosette for three-wire molding. 

10 

250 

205 

.26 

.76 

872 

Combination Rosette.. 

10 

250 

160 

.26 

.76 


{Outside diameter of base is 2J^ inches. Holes for supporting screws are spaced 1% inches on centers. 


Bryant K.-W. Bracket Rosettes 

Fusible, 2 Amperes, 125 Volts 
With Brass Face Plate 

Caps are interchangeable and will fit any K.-W. Rosette base. Schedule “H M 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

*873 A 

Bracket Rosette, concealed. 

10 

100 

72 



1176 A 

Bracket Rosette, cleat. 

10 

100 

75 

.36 


1177 

Bracket Rosette, 2-wire molding. 

10 

100 

71 

.36 

1.04 

287 

Bracket Rosette, 3-wire molding. 

10 

100 

80 

.36 

1.04 

1402 

Bracket Rosette, combination. 

'10 

100 

72 

.36 

1.04 


With Brass Thimble 


Schedule “H” 



Bracket Rosette, concealed. 

10 

100 

72 

10.36 

imi 

HukU 

Bracket Rosette, cleat. 

10 

100 

72 

.36 

urn 


Bracket Rosette, 2-wire molding. 

10 

100 

75 

.36 

1.04 

288 

Bracket Rosette, 3-wire molding. 

10 

100 

80 

.36 

1.04 

1403 

Bracket Rosette, combination. 

10 

100 

75 

.36 

1.04 


• Outside diameter of base is 2J^ inches, 
centers. 


A National Electrical Code Standard. 


Holes for supporting screws are spaced Vy% inches on 


Digitized by 


Google 
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604 jr/_i_rfw7.i Mail Orders Filled 

uv; ^ Western tlednc at Prevailing Prices 

“SPARTAN” INTERCHANGEABLE PLUGS AND RECEPTACLES 




^7 ^ 


p: 




Nos. 101 and 102 


No. 103 

Wiring Devices 


“SPARTAN” INTERCHANGEABLE PLUGS AND RECEPTACLES 
“SPARTAN” PLUG CAPS—10 AMPERES, 250 VOLTS 


Schedule ”H” 

Any of these caps can be furnished "polarity" (non-reversible) without extra charge. To 
specify polarity caps, change the first letter to M, as: MA, MB, MC, etc. Any of these caps can be 

furnished with the blades set tandem (-) instead of parallel ( ||) without extra charge. To 

specify caps with tandem blades, change the first letter to L, as LA, LB, LC, etc. 


No. 100 List 

No. 

Description 

Carton 

Qnty. 

Std. 

Pkg. 

Pkg. 

Wt. 

Mfrs. 

List 

W.E. 

List 

Com¬ 

plete 

A t 

kb{ 

Standard plug cap. . 

Brass covered cap. 

10 

10 

50 

50 

8 

8 

$0.15 

.25 

“STB 

78 


The standard finish on the cap is brush brass or old brass, which will be shipped when no finish is 
specified. Polished brass, when specified, will be shipped without extra charge. For other finishes 
add to list $0.12; Mfrs. List $0.05. 

KCt | Brass covered cap with finger grip. | 10 [ 50 | 10 | $0.35 f $1 02 


This cap is offered in response to the demand from certain engineers and others for a cap that pro¬ 
vides some means of detaching the cap from its base other than pulling on the conducting cord. Fin¬ 
ishes are the same as for KB cap listed above. 


Elongated cap.. 


This cap is particularly for use in connection with No. 48 conduit box receptacle when the two are 
installed in a watertight floor box. 


KE* | Pilot cap (125 volts). | 10 | 30 f 


The 2 C.P- 125 volt candelabra base lamp, which forms a part of this device, is connected in 
multiple with the current consuming device which is connected to the cap. 

KFj | Edison adapter cap (060 watts). | 10 | 30 | fi | $0 20 / $0 88 


This device permits the insertion of a medium base lamp in any "Spartan" base, or it may be used 
as an adapter to connect other makes of Edison attachment plugs into Spartan "bases." 


100 
700 
KB-100 
KC-100 
KD-100 
K E-100 
KF-100 


“SPARTAN” ATTACHMENT PLUGS—660 WATTS, 250 VOLTS 

[Edison screw body. 10 100 15 $0 

[Body with Standard cap. 10 100 25 

Body with brass covered cap. 10 100 25 

[Body with finger grip cap. 10 50 25 

[Body with elongated cap. 10 50 30 

_ v Body with pilot cap (125 volts). 10 30 1 

100 | iBody with Edison adapter cap. 10 30 


For special finishes on brass covered caps, see listing of KB caps above. 


10 

100 

15 

$0.10 

$0 30 

10 

100 

25 

.25 . 

72 

10 

100 

25 

.35 

1 02 

10 

50 

25 

.45 

1 30 

10 

50 

30 

.35 

1 02 

10 

30 


1.05 

3 04 

10 

30 


.30 

88 


1 


MULTIPLE CURRENT TAPS—660 WATTS, 250 VOLTS 


KA-101 

KB-101 

KC-101 

KD-101 

KE-101 

KF-101 


102 
KA-102 
KB-102 
KC-102 
KD-102 
KF-102 


1 Multiple current tap body. 

IBody with Standard cap. 

10 

10 

50 

50 

I Body with brass covered cap. 

10 

50 

iBody with finger grip cap. 

iBody with elongated cap. 

iBody with pilot cap (125 volts). 

JBody with Edison adapter cap. 

10 

10 

50 

50 

10 

30 

10 

30 



^SPARTAN” SERIES CURRENT TAPS—660 WATTS, 250 VOLTS 

I Series current tap body. 10 50 $0.3 

Body with Standard cap. 10 50 .£ 

Body with brass covered cap. 10 50 .6 

Body with finger grip cap. 10 50 .7 

Body with elongated cap. 10 50 .€ 

Body with Edison adapter cap. .10_30_._._ J. 

“SPARTAN” CORD CONNECTORS—10 AMPERES, 250 VOLTS 


103 

ICord connector body. 

iBody with Standard cap. 

10 

50 

10 

$0.30 

$0 88 

KA-103 

10 

50 

10 

.45 

1 30 

KB-103 

iBody with brass covered cap. 

10 

50 

15 

.65 

1 80 

K O-l 03 

IBody with finger grip cap. 

IBody with elongated cap. 

10 

50 

15 

.65 

1.88 

KD-103 

10 

50 

15 

.55 

1 60 

KE-103 

IBody with pilot cap (125 volts). 

10 

30 


1.25 

3 60 

KF-103 

iBody with Edison adapter cap (660 
watts). 

10 

30 


.50 

1 44 


Emergency shade-holders listed elsewhere may be used in connection with the above current taps. 
For special finishes on brass covered caps, see listing elsewhere, 

X National Electrical Code Standard. by \ jOOQ10 
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“SPARTAN” INTERCHANGEABLE PLUGS AND RECEPTACLES 


* 



No. KG-103 



w*mm 



“SPARTAN** MOTOR ATTACHMENT PLUG—10 AMPERES, 250 VOLTS 

This device is^designed for supplying current to portable current consuming devices such as 
heaters and vacuum cleaners. The part with the knife blade contacts (measuring 1 ^ inches in 
diameter and having holes for supporting screws spaced 1 inch on centers) is permanently 
attached to the apparatus to which current is to be ted. It is well to so house this part as to 
protect the contacts from mechanical injury. The body piece is attached to the conductors 
which supply the current and, as all live parts are completely enclosed, it is impossible for a 
short circuit or ground to occur should this part, when disconnected from the apparatus, come 

in contact with some conducting material. _ Schedule “H“ 

| I Screws I | I 

... I Diam. I Snaeedl ^ I «... I 

Description of Base 

Inches 


Motor Attachment Plug cap. . . . 
Motor attachment plug, complete 


CLEAT RECEPTACLES—10 AMPERES, 250 VOl 


Cleat base body. 

KA-104 tBody with Standard cap. 

KB-104 Body with brass covered cap... . 

KC-104 :Body with finger grip cap. 

KD-104 : Body with elongated cap. 

KE-104 tBody with pilot cap (125 volts) . 
KF -104 IBody with Edison adapter cap 
(660 watts). 



11 

10 


10 

Jr, 

10 

f 

10 

i 

10 

H 

10 

IH 

10 


“SPARTAN** CONCEALED RECEPTACLES—10 AMPERES, 250 VO 


KA-105 
KB-105 
KC-105 
KD-105 
KE-105 
1\F-106 




mT 

H a 


H : 


[IT 




10 

50 

20 


10 

50 

25 


10 

60 

25 


10 

50 

25 

10 

50 

25 


10 

30 



10 

30 




RECEPTACLES WITH ONE-WAY BASE FOR METAL MOLDING 
10 AMPERES, 250 VOLTS 


tOne-way body. 

‘Body with Standard cap. 

Body with brass covered cap.. . . 

Body with finger grip cap. 

4 Body with elongated cap. 

tBody with pilot cap (125 volts) . 
IBody, with Edison adapter cap 
(660 watts). 


"SPARTAN” RECEPTACLES WITH TWO-WAY BASE FOR METAL MOLDING 
10 AMPERES, 250 VOLTS 


10 

50 

20 

10 

50 

23 

10 

50 

23 

10 

50 

23 

10 

50 

25 

10 

30 


10 

30 



107 ITwo-way body. 

. 10 50 

20 

$0.25 

$0 72 

KA-107 fBody with Standard cap. 

. 10 50 

23 

.40 

1 16 

KB-107 tBody with brass covered cap .. . 

. 10 50 

23 

.50 

1 44 

KC-107 tBody with finger grip cap. 

. 10 50 

23 

.60 

1 74 

KD-107 tBody with elongated cap. 

. 10 50 

25 

.50 

1 44 

KE-107 tBody with pilot cap (125 volts) . 

. 10 30 


1.20 

3 48 

KF-107 tBody with Edison adapter cap 




(660 watts). 

. 10 30 


.451 1.30 


"SPARTAN** RECEPTACLES FOR H AND H INCH PIPE TAPLETS AND WOOD 
MOLDING—10 AMPERES. 250 VOLTS 


Taplet body. 

Body with Standard cap. 

Body with brass covered cap.... 

Body with finger grip cap. 

• Body with elongated cap. 

Body with pilot cap (125 volts) . 
Body with Edison adapter cap 
(660 watts). 


10 

50 

20 

10 

50 

23 

10 

50 

23 

10 

50 

23 

10 

50 

25 

10 

30 


10 

30 




No. 109 


For special finishes on brass covered caps, see listing elsewhere. 


^National Electrical Code Standard. 
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SPARTAN” INTERCHANGEABLE PLUGS 
AND RECEPTACLES 


Screws 

Spaced 


SPARTAN” RECEPTACLES WITH BASE FOR CONDUIT BOXES 
10 AMPERES, 250 VOLTS 


“SPARTAN” RECEPTACLES WITH BASE FOR CONDUIT BOXES 
10 AMPERES, 250 VOLTS 

This receptacle is specially designed to be installed in a 4 inch octagon box of the 
standard type. The neck of the receptacle is threaded the same as H inch conduit and 
can, therefore, bo inserted in any ^ inch knockout and secured by a ^ inch lock nut. 
When octagon boxes arc used for surface work, this receptacle is extremely useful as the 
binding posts arc so arranged as to be easily accessible after the box has been installed, 
so that additional taps for drop cords or the like can be taken off at any time with a very 
slight expenditure of labor. 


Showing 
Manner of 
Installing 
No. 113 


“SPARTAN” RECEPTACLES FOR CONDUIT BOX COVERS 
10 AMPERES, 250 VOLTS 

This receptacle is similar in construction to No. 4072 Sign Receptacle listed elsewhere. 
It may be attached to any outlet box cover having a hole lft inches in diameter. No 
notch or lug is necessary, as the receptacle is prevented from turning by three fins in the 
inner porcelain which bite into the metal of the cover. The outside diameter of the body of 
the receptacle is IX inches. __ 


M 14 Conduit cover body. 

‘KA-114 Body with Standard cap. 

'KB-114 Body with brass covered cap. . . 

KC-114 Body with finger grip cap. 

KD-114 Body with elongated cap. 

KE-114 Body with pilot cap (125 volts). 
KF-114 Body with Edison adapter cap 
(600 watts). 


For special finishes ou brass covered caps, see listing elsewhere. 

“SPARTAN” SURFACE HEATER CONTROL COMBINATION 
466 fThis device is listed elsewhere. 

^National Electrical Code Standard. 

{List price, standard package, etc., of K.h,ip the same as KA, listed elsewhere. 


10 

50 

10 

50 

10 

50 

10 

50 

10 

50 

10 

30 

10 

30 


M 12 Conduit box body. 

1H 

X 

10 

50 

20 

*0.25 

$0 72 

M\A-112 Body with Standard cap. 

1H 

H 

10 

50 

23 

.40 

1 16 

A KB-112 Body w ith brass covered cap. . . 

IH 

H 

10 

50 

23 

.50 

1 44 

A KC-112 Body with finger grip cap. 

*KD-112 Body with elongateef cap. 

ix 

k 

10 

50 

23 

.60 

1 74 

Wx 

H 

10 

50 

25 

.50 

1 44 

A I\E-112 Body with pilot cap (125 volts). 
A KF-112 Body with Edison adapter cap 

in 

X 

10 

30 


1.20 

3 46 

(060 watts). 

1*4 

H 

10 

30 


.45 

1 30 


. 10 50 


. 10 50 


. 10 60 


.* 10 60 


. 10 50 


. 10 30 


. 10 30 

.. 


*113 Conduit box body. 

. 10 

50 


SO.25 

$0 72 

4 KA-113 Body with Standard cap. 

. 10 

50 


.40 

1 16 

A K B-l 13 Body with brass covered cap.. . 

. 10 

50 


.50 

1 44 

M\C-113 Body with finger grip cap. 

. 10 

50 


.60 

1 74 

*KI)-113 Body with elongated cap. 

. 10 

50 


.50 

1 44 

M\E-113 Body with pilot cap (125 volts). 

. 10 

30 


1.20 

3 46 

A KF-113Body with Edison adapter cap 






(660 w’atts). 

. 10 

30 


.45 

1 30 


*1 

*KA-1 

11 

11 

is 

ops 


I 

II 

2ft 

2ft 

2ft 

2ft 

2ft 

2ft 

gf 

S 

8 

y wit 

y wit 
y wit 

h brass covered cap. 
h finger grip cap.. . . 
h elongated cap .... 


11 

Bod 

y wit 

h pilot cap (125 volt 

‘KF-l 

11 

Bod 

(C 

rjca 

th Edison adapter cap 

atts) . 


2ft 


Pllia 

3 

3 

3 

n 


mm 










1 ft' y 1 S'ft ] r^yar 


i! 
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Quantity Price* 
Quoted on Request 


Mt Western Electric 

“SPARTAN” INTERCHANGEABLE PLUGS 
AND RECEPTACLES 


607 


* 

KA-H* Hole 
Hole 






“SPARTAN” FLUSH RECEPTACLES WITH ROUND PLATE 
10 AMPERES, 250 VOLTS Scl 



Description 


Diam. Diam. 

I Body of 
Inches Plate 
Inches 


Schedule “H" 


Mfrs. W. E. 
List List 
Each Each 




A 115 Receptacle body (receptacle aud 

plate). 

A KA-115 Body with Standard cap. 

A KB-115Body with brass covered cap.. . 

A KC-115Body with finger grip cap. 

A KD-115Body with elongated cap. 

A KE-115Body with pilot cap (125 volts) 

A KF-115 Body with Edison adapter capl 

(660 watts).I 1A 


“SPARTAN” RECEPTACLES FOR 34 INCH OUTLET BOXES 
10 AMPERES, 250 VOLTS 


Receptacle body (receptacle and 

plate). 

*K A -116 Body with Standard cap. 

•KB-116 Body with brass covered cap.. . 

•KC-116 Body with finger grip cap. 

*KD-116Body with elongatedcap. 

•KE-116 Body with pilot cap (125 volts). 
A KF-116 Body with Edison adapter cap 
(660 watts)':. 


“SPARTAN” RECEPTACLE AND TYPE “O” SWITCH COMBINATION 
10 AMPERES, 250 VOLTS 

This device is a combination of a “Spartan” Flush Receptacle and a Type "O" double pole, 
indicating flush switch, ready wired, and designed to be installed in a standard single switch 
box. The line wires may be attached to either end of the device. If attached to 
the switch end, tho switch controls the receptacle as well as the outgoing circuit; 
but if attached to the receptacle end, current may be taken off through the recep¬ 
tacle irrespective of the position of the switch, which will control only the other out¬ 
going circuit. 

For “combination plates” (defined elsewhere) specify "W” sections for this 
device. 


A 

3 H 

2 H 

A 

3H 

2% 

A 

3H 

2 H 

A 

34 

2H 

A 

3H 

2 H 

A 

3 H 

2 H 

A 

3H 

2 H 





•T.ist 

No. 

Description 

Diam, 

of 

Plate 

Inches 

Screws 

Spaced Car¬ 
on ton 

Centers Qnty. 
Inches 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

•117 

Device, complete, without cap.. 

4 4 

3A 

1 

10 

$2.00 

$5 76 

•KA -117 

Body with Standard caj3. 

4 4 x2H 

3 A 

1 

10 

2.15 

6 20 

•KB-117 

Body with brass covered cap. . . 

44x23/4 

3A 

1 

10 

2.25 

6 48 

A KC-117 

Body with finger grip cap. 

Body with elongated cap. 

44x2*4 

3A 

1 

10 

2.35 

6 78 

•KD-117 

44x2*4 

3A 

1 

10 

2.25 

6 48 

•KE-117 

Body with pilot cap (125 volts).. 

44x2*4 

3A 

1 

10 

2.95 

8 50 

•KF-117 

Body with Edison adapter cap 
(660 watts). 

44 x 2»4 

3A 

1 

10 

2.20 

6 34 


“SPARTAN”FLUSH HEATER CONTROL COMBINATION 

467 This device is listed elsewhere. 

558 This device is listed elsewhere. 

•Receptacles will regularly be shipped with the porcelain bases, which project 
through the plate, glazed black- White, when specified, will be shipped without ex¬ 
tra charge. 

List price, standard package, etc., of liJ is the same as KA, listed elsewhere. 
‘National Elcetrica^Code Stand.rd. Digitized by GoOgle 
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No. 120 

% Actual Size 


KA—H* Hole KB KG KD KB KF KH 

JKJ-A' Hole 

Schedule “H” 

“SPARTAN'’ STANDARD FLUSH RECEPTACLES—10 AMPERES 250 VOLTS 

For “Combination Plates” specify “F” sections to accommodate these receptacles. 


Description 



Car¬ 

ton 

Stan. 

Pack. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

10 

50 

$0.60 

$0.72 

10 

50 

.75 

.90 

10 

50 

.85 

1.02 

10 

50 

.95 

1.14 

10 

50 

.85 

1.02 

10 

30 

1.55 

186 

10 

30 

.80 

.98 

10 

30 

1.30 

1 56 


Outside supporting screw holes are spaced 3& inches on centers, 
screw holes are spaced 2 A inches on centers. 

For special finishes on Brass Covered Caps, see listing elsewhere 


Inside supporting 


Nos. 429 and 545 
% Actual Size 


For special finishes on Brass Covered Caps, see listing elsewhere. 

Receptacles will regularly be shipped with the porcelain boss, which projects through 
the plate, glazed black. White, when specified, will be shipped without extra charge. 
PLATES FOR “SPARTAN” STANDARD FLUSH RECEPTACLES 
Those plates are also listed elsewhere for use in connection with other Flush 
Receptacles. Schedule “H” 

429 \Single Plate, stamped, A in., 4^x2^ . 25 5 [$(L35 $0.42 

545 ^Single Plate, solid, 4^x2^ . 25 * .50 .00 

529 A Two-gang Plate, solid, 4H> x 4^. 10 * 1-00 1.20 


530 A Three-gangPlate, solid, 4)^x6^. 

531 4 Four-gang Plate, solid, 4F6 x 8^. 5 * 2.00 2.40 

300 A Two-gang Combination Plate, x 4^, 

040 inch thick, for Standard Push Button 

Switch and No. 120 “Spartan” Receptacle. ... 10 50 . 40 .4S 



25 * 

$0.35 

25 * 

.50 

10 * 

1.00 

5 * 

1.50 

5 * 

2.00 

10 50 

.40 


ptacles m gangs are spaced 1^ inches on centers. See listing elsewhere for 
special finishes on the above plates. 

“SPARTAN” DUPLEX FLUSH RECEPTACLES 

Each Outlet 10 Amperes 250 Volts Schedule “H” 

For “combination plates” specify “V” sections to accommodate the sereceptacles. 


Pkg. Mfrs. 
Wt. List 
Lbs. Each 



n 

zs 

532 

M 

m 

Bn 

[fi 





If 

;|| 

5® 

Tfmj 



u® 

JffJ 


Dm ifSWSHJnS 

1 ?] 





I 

5 sc 

22 




No. 550 & 551 
ii Actual Size 

Wiring Devices 


30 | .. | 1.25 I 2 16 


PLATES FOR “SPARTAN" DUPLEX RECEPTACLES 


*550 ^Single Plate, stamped, ^ in., 4 x 2% . 

*551 A Single Plate, solid, 4 x 2 . 

*552 A Two-gang Plate, solid, 4J^ x 4-^.. 

*553 A Three-gang Plate, solid, 4}^ x 6?g. 

*554 A Four-gang Plate, solid, 4J/£ x 8^. 


Receptacles in gangs are spaced 1inches on centers. See listing elsewhere for 
special finishes on the above plates. 

*A standard package of plates consists of a sufficient number to accommodate 50 
single receptacles. A National Electrical Code Standard. 

fA standard package of plates consists of a sufficient number to accommodate 50 
Duplex receptacles. {List price, standard package, KJ is the same as KA.' 


15 

$0.40 


.65 


1.30 


1.95 


2.60 













































































Quantity Prices 
Quoted on Request 


Western Electric 


609 


BRYANT FLUSH RECEPTACLES 



Nos. 1464, 1110 and 


1364 





Nos. 546 and 547 


Chapman Receptacles Schedule "H” 


List 

No. 

Description 

Carton 

Quaut.ty 

Std. 

Pkg. 

l J kg. 

Wt. 

Lhs. 

Mfrs. 

List 

Each 

W. E. Lis! 
Each 

1363* 

Gang Receptacle 12 amperes, 250 volts. 

10 

100 

50 

80.40 

$0 96 

1110* 

Porcelain Plug. 

25 

100 

10 

.20 

48 

486 

Porcelain Polarity Plug. 

2.5 

100 

10 

.20 

.48 

3!)7 4 

Indestructible Plug. 

25 

25 

3 

.40 

.96 

472 

Chapman to Edison (Twin) Adapter. 

10 

10 

6 

.50 

1 .20 


Plates for Chapman Receptacles 



Sched 

ule “H” 

1364* 

Plate for 1 Receptacle, 4 3^ x 2 34 inches. 

25 

* 

•30 

80.45 

$1 03 

543 

Single Plate Solid. 

25 

• 

30 

.70 

1.68 

1365* 

Plate for 2 Receptacles, 4J/£ x 4 A inches. 

10 

• 

55 

1.40 

3 36 

1366* 

Plate for 3 Receptacles, 4 3^ x 634 inches. 

5 

• 

100 

2.10 

5 04 

1367* 

Plate for 4 Receptacles, 4 3^ x 8-& inches. 

5 

* 

120 

2.80 

6 72 


(Old Style) Chapman Receptacles 


Schedule “H” 

t281 

Chapman Gang Receptacle.. 

5 

25 

15 

$0.70 

$1.68 

282 

Single Plate, 4 34 x%y% inches. 

25 

25 

12 

.65 

1.56 

283 

Chapman Plug. 

5 

25 

4 

.50 

1 20 


Bryant Screw Plug Flush Receptacles Schedule “H” 


This Receptacle will receive any standard Edison Attachment Plug and will be found useful where it is 
desirable to transfer a connection from a chandelier or bracket. In designing the Receptacle, we have eni- 
bodied, so far as practicable, the features of the Chapman Receptacle._ 


tl708* 

Screw Plug Gang Receptacle 660 watts 250 volts.... 

10 

100 ‘ 

53 

80.30 

$0.72 

1709* 

Single Plate, with lid 434 x 234 inches. 

25 

100 

45 

.40 

.96 


Plates With Lid 






544 

Single Plate, solid, 234 inches. 

25 

* 

30 

.60 

1 44 

526 

Two Gang Plate, solid, 434 x 4A inches. 

10 

* 

40 

1.20 

2.88 

527 

Three Gang Plate, solid, 4 34 x 6% inches. 

5 

* 

35 

1.80 

4.32 

528 

Four Gang Plate, solid, 4J4 x 8A inches. ... 

5 

* 

30 

2.40 

5.76 

tt429* 

Single Plate, without lid 434 x 234 inches. 

25 

100 


.35 

.84 


Plates Without Lid 





, 

545 

Single Plate, solid, 434 x 2% inches. 

25 

* 

6 

$0.50 

$1 20 

529 

Two Gang Plate, solid, 434 x 4 A inches... 

10 

* 

37 

1.00 

2 40 

530 

Three Gang Plate, solid, 434 x 6% inches. 

5 

* 

36 

1.50 

3.60 

531 

Four Gang Plate, solid, 4 34 x 8 A inches.. 

5 

* 

35 

2.00 

4 80 


Duplex Screw Plug Flush Receptacle 



Duplex Receptacle. 

MEM 


■ ■ 


mmm 


Solid Plate, with lid, 234 x 434 inches. 




Em 

■fSS 

K9 

Solid Plate, without lid, 234 x 434 inches. 



IH 

■EH 

mm 


Outside supporting screw holes, 3^* inches on centers. 

Inside supporting screw holes, 2J4 inches on centers. 

tPlates for mounting these Receptacles in gangs will be furnished on special order. When so mounted, 
the Receptacle will be spaced 1\$ inches on centers.. 

Plate No. 429 is necessary when the Receptacle is used for a pilot lamp. 
ttThia plate may be used with No. 475 Receptacle. 

For special finishes on flush plates see page to fqllow. 

*A standard package of Chapman Plates consists of a sufficient number to accommodate 100 Receptacles 
1 Electrical Code Standard. ize&by LiOOQ 

39 34 Svi 


‘National! 


Digitize&by' 


e 

irintt Devices 


34 
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Western Electric 

BRYANT FLUSH RECEPTACLES 


Mail Orders Filled 
at Prevailing Prices 



- i 

Nos. 430, 431 and 432 No. 497 Nos. 430, 489 and 490 


Disappearing Door Flush Receptacle 

10 Ampere*, 250 Volt* Schedule “H” 


The doors open and close automatically with the insertion and withdrawal of the plug. This makes 
the receptacle suitable for floor as well as baseboard use, as dirt and dust cannot enter. 


List 

No. 

Description 

Screw Holes on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

Outside 

Inside 

430* 

“ D. D. ” Gang Receptacle. 

3 fj ins. 

2f4 ins. 

10 

30 

15 

5U.J5U 

$1 20 

432* 

D. D. Plug, Brass Encased. 



10 

30 


60 

1 44 

494 

D. D. Plug, without metal cover. 



10 

30 


60 

1 44 

539 

D. D. Plug Polarity, Brass Covered . 



10 

30 

0 

60 

1 44 

431* 

Single Plate, 4^x2^ inches. 



25 

♦ 


I 45 

1.08 

520 

Single Plate, solid.j 

4 } /i ins. 

2% ins. 

25 


\2 

\ 70 

1.68 

523 

Two Gang Plate, solid. 

4 x /i ins. 

4 A ins. 

10 

* 

15 

! 1 40 

3 36 

524 

Three Gang Plate, solid. 

4 Vi ins. 

6% ins. 

5 

i * 

14 

! 2 10 

5 04 

525 

Four Gang Plate, solid. 

4 Yi ins. 

8A ins. 

5 

1 * 

13 

! 2.80 

6 72 


Plates for mounting these Receptacles in gangs will be furnished only on special order. When so mount¬ 
ed, the Receptacles will be spaced ltf inches on centers. 


D. D. FLOOR OUTLETS Schedule “H” 


Last 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

or? 

■JL -C 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

1497 

D. D. Floor Box and Receptacle (includes plate but not plug; 

1 

10 


rensni 

$4.80 

t498 

2-Gang D. D. Floor Box and Receptacle (includes plates 







but not plugs). 

1 

5 


5.00 

■ MDH1 


D. D. HOTEL BRACKETS 



Schedule “H” 

489 

Special D. D. Plate for bracket use. 

1 

10 




490 

Combination D. D. Plug and Wall Bracket. 

1 

10 

H 




The«8tandard D. D. Receptacle No. 430 is used with the above plate and bracket. 


High Capacity “D.D.” Receptacle 25 Amperes, 250 Volts 

Schedule “H” 

It should be particularly noted that this Receptacle occupies the space«of two standard flush receptacles. 
No. 2568 high capacity flush switch listed below may be used for controlling the current to this receptacle 
and these two devices may be mounted together on a single flush plate, in which case a four-gang switch 
b >x would be required. 


446* 

447* 

448* 


High Capacity Gang Receptacle. . 

Single Plate, 4H x 4A inches. 

High Capacity Indestructible Plug 


1 

n 

mm 

$1.50 


1 

Kfl 


2.00 


1 

H 

■H 

1.50 

3.60 


This device requires a two-gang box. There are holes for four supporting screws spaced 3A inches on 
centers vertically and 1 fj inches on centers horizontally. 

Plates for mounting these Receptacles in gangs will be furnished only on special order. When 80 
mounted, the Receptacles will be spaced 1 inches on centers. 

^National Electrical Code Standard. 


Standard package of D. D. Plates consists of a sufficient number to accommodate 25 receptacles. 


t With box of solid brass add $1 to the list, 
firing Devices 
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Quantity Prices 
Quoted on Request 




No. 602 


PERKINS FLUSH SWITCHES 


No. 2625 


No. 2295 


No. 2701 



No. 2202 


Perkins Push Button Gang Switches Schedule “H” 


List 

Description 

Amperes 

Carton 

Std. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

No. 



Quantity 

Pkg. 

2201* 

Single Pole. 

10 

5 

10 

100* 

60 

$0.45 

t$l 08 

WMum 

Three-Point. 

10 

5 

10 

50* 

30 

.70 

tl€8 


Four-Point. 

10 

5 

10 

10* 

7 

2.00 

f4.80 

2625* 

Electrolier, 1, 2, 1 and 2, off. 

5 

2 

10 

10 


1.05 

2.52 

2626* 

Electrolier, 1, 1 and 2, 1, off. 

Electrolier, 1,1 and 2,1 and 2 and 3, off. 

5 

2 

10 

10 


1.05 

2 52 

UMIM 

5 

2 

10 

10 


1.05 

2.52 

2628* 

Electrolier, 1, off, 2, off. 

5 

2 

10 

10 


1.05 

2.52 

2629* 

Electrolier, 1, off, 1 and 2, off. 

5 

2 

10 

10 


1 .05 

2.52 


Electrolier, 1, 1 and 2, off. 

5 

2 

10 

10 


1.05 

2 52 

2631* 

Electrolier, 1,2, off or 2 speed Fan Motor 

5 

2 

10 

10 


1.05 

2.52 

2632* 

Electrolier, 1, 2, 3, off or 3 speed Fan 

5 

2 

10 

10 


1.05 

2.52 


Motor. 

10 

10 

10 

50* 

mim 

.70 

tl.68 

2623* 

Double Pole... 

20 

20 


20* 


1.00 

t2.40 

2295* 

Double Pole. 

10 

5 

io 

100* 

60 

1.06 

2.54 

2296* 

Single Pole, lock. 

10 

5 

10 

50* 

30 

1.30 

3.12 

2297* 

Three-Point, lock. 

10 

5 

10 

10* 

7 

2.50 

6.00 

2298* 

Four-Point, lock. 

10 

10 

10 

50* 

30 

1.30 

3.12 

2624* 

Double Pole, lock. 

Double Pole, look. 

20 

20 


20* 


1.50 

3.60 


The “Capax” Push Button Switch 


10 Amperes, 125 Volts, 5 Amperes, 250 Volts 


2701 

Single Pole. 

10 

5 

10 

100 

64 

$0.31 

t$0.74 

2703 

Triple Pole. 

10 

5 

10 

50 

35 

.42 

tl.OS 


Bryant Push Button Switches Schedule “H” 


List 

No. 

Description 

Amperes 

Carton 

Quantity 

* 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

123 Volts 

250 Volts 

001* 

Single Pole. 

10 

5 

10 

50 


bO.72 

t$l 73 

002* 

Double Pole. 

10 

10 

10 

10 


.88 

t2 11 

609* 

Double Pole. 

20 

20 

10 

10 


1.40 

t2.36 

G03* 

Three-Point. 

10 

5 

10 

20 


.88 

t2 11 

604* 

Four-Point. 

10 

5 

10 

10 


2.00 

|4 80 

605* 

Single Pole, lock. 

10 

5 

10 

50 


1.17 

2.30 

606* 

Double Pole, lock. 

10 

10 

10 

10 


1.33 

2 20 

610* 

Double Pole, lock. 

20 

20 

10 

10 


1.85 

4 45 

607* 

Three-Point, lock. 

10 

5 

10 

20* 


1.35 

2 20 

608* 

Four-Point, loek. 

10 

5 

10 

10 


2.45 

5.88 


*National Electrical Code Standard. 

•Button and lock switches of the same description may be assorted to make up standard package 
quantity. For instance, No. 601 and 605, No. 2203 and 2296, etc. No other assortment permissible. 
fFor switches with both buttons white ivory, regular length, add $2.40 to list. Mfrs. List $1.00. 

Outside supporting screw holes, 3 A inches on centers. 

Inside supporting screw holes, 2f$ inches on centers. 

One No. 2299 Key is furnished with each lock switch. Adjusting frames for Aligning Push Button 
Switches in gangs will be furnished free upon application. Digitized by VjVIMJV 1C 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


PERKINS’ PUSH SWITCH PLATES 



Not. 3166 and 3666 



No. 3650 


Standard Solid Push Switch -Plates 


In One Horizontal Row Schedule “H” 


List 

No. 

Description 

Dimensions 
Height Width 

Carton 

Quantity 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

list 

Each 

3639 

For one switch. 

4 4x 2% ins. 

25 

30 

80.50 

$1.20 


For two switches. 

44 x 4 A ins. 

10 

55 

■■a: 

2.40 

3167* 

For three switches. 

4^x filing. 

5 

100 

1.50 

3.00 

3168* 

For four switches. 

44x 8A ins. 

5 

120 


4.80 

3169* 

For five switches. 

44x10 ins. 

5 

140 


7.20 

3170* 

For six switches. 

4>3 x 11 fi ins. 

1 

160 


8.64 

3171* 

For seven switches. 

44 x 13% ins. 

1 

180 


10.08 

3172* 

For eight switches. 

4%x 15A ins. 

1 

220 


11.52 

3165* 

For one switch (stamped plates). 

4 4x 2% ins. 

25 

30 

.35 

.84 

3166* 

For two switches (stamped plates).. 

44 x 4A ins. 

10 

55 


168 


Switches in gangs spaced 1 f| inches on centers. 


In One Vertical Row (“Tandem”)_Schedule “H” 



For two switches. 

8% x 2% ins. 

1 

8 

81.20 

$2.88 


For three switches. 

WV\ x ins. 

1 

100 

1.80 

4.32 


For four switches. 

15^x2Ji ins. 

1 

120 

2.40 

5.76 


Switches in “tandem” spaced 3% inches on centers. 



No. 3633 


Struck Up Push Switch Plates 


In One Horizontal Row, .040 Inch Metal Schedule “H" 


3665* 

For one switch, square corners. 

4^x 2% ins. 

25 

20 

$0.14 

$0 34 

3666* 

For two switches, square corners. 

44 x 4A ins 

44x 6% ins. 


40 

.28 

68 

3667* 

For three switches, square corners. 

5 

55 

.42 

1.02 

3634 

For four switches. 

44 x 8A ins. 

5 

18 

.88 

2 15 

3635 

For five switches. 

4% x 10 ins. 

5 

16 

1.10 

2.64 

3636 

For six switches. 

4 4 x 11H ins. 

1 

15 

1.32 

3.18 

3637 

For seven switches. 

4 4 X 134 ins. 

1 

14 

1.54 

3 70 

3638 

For eight switches. 

44 x 15^ *ns. 

1 

13 

1.76 

4.22 

3650 

Two gang combination plate for standard 
push button switch and No. 120 Spartan 
receptacle. 

4 4 x 9 ins. 


23 

■ 

1.92 

3631* 

For one switch, round comers.%. 

44 x 2% ins. 

25 

20 

.14 

.34 

3632* 

For two switches, round comers. 

44 x 4 A ins. 

10 

40 

.28 

.68 

3633* 

For three switches, round comers. 

44 x 6% ins. 

5 

55 

.42 

1 02 


Push Switch Steel Plates 

Brush Brass Finish 


Schedule “H* 


List 

No. 

. Description 

Dimensions 
Height Width 

Carton 

Quantity 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

3621 

For one switch. 

44 x 2% ins. 

25 

20 

$0.12 

$0 29 

3622 

For two switches. 

44x4^ ins. 

10 

40 

.24 

.58 

3623 

For three switches. 

44 x 6% ins. 

5 

55 

.36 

.87 


$0.87 per switch. Mfrs. List $0.36. 

Note: A standard package of plates for Push Button Switches consists of a sufficient number to i 
commodate 100 switches. 

Standard finish, old brass finish. 

^National Electrical Code Standard. 

Wiring Device* 38-1 
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Quoted on Request 
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613 


DOOR SWITCH AND RECEPTACLES 



No. 2355 


Perkins Automatic Door Switches 

SINGLE POLE 

6 Amperes, 125 Volts; 3 Amperes, 250 Volts Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

wt. 

Lbs. 

Mfrs. 
List ~ 
Each 

W. E. 
List 
Each 

2355 4 

Circuit closed when door is open. . . 

1 

m 

15 

$2.25 

$5 40 

2356 4 

Circuit closed when door is closed. . 

1 

10 

6 

2.25 

5 40 


The plate measures 4fg x 1 Yx inches and the holes for support ing screws are spaced 
3U inches on centers. The porcelain body is 3inches long by 1 inch wide. 



Bull’s Eye Receptacles 

For Candelabra Base Lamp* Schedule “H” 

. The outfit consists of a flush plate of standard dimensions, in the center of which is a ruby glass bull’s 
eye. The lighted lamp beneath serves as an effective cautionary or danger signal. The lamp-holding re¬ 
ceptacle may be installed individually or may be mounted up in gangs with switches and receptacles and the 
entire combination covered by a single plate. The many combinations possible are indicated on page to 
follow. 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 


427 A 

Receptacle with 2 C.P., 125 Volt Candelabra base Lamp 

■1 

25 

■a 

$1.00 

$2.40 

428 4 

Single plate, 4 Yi x 2% inches. 

mm 

25 

Bh 

1.25 

3. CO 


Outside supporting screw holes, 3jftp inches on centers. 

Inside supporting screw holes, 2\$ inches on centers. 

Plates for mounting these receptacles in gangs will be furnished only on special order. When so mounted 
the receptacle will be spaced 1^ inches on centers. 

The above receptacle is designed to receive a Form H (General Electric designation) lamp. 


For 250 Volt Circuits 

When Bull’s Eye outfits are wanted for circuits of 200 to 250 volts it is necessary to connect two No. 427 
receptacles in series and cover them with a No. 436 plate illustrated above. 


436 A 


Single plate x 4 A inches 


10 


| $1.60| $3.84 


This device requires a two-gang box. There are holes for four supporting screws spaced 3 A inches on 
centers vertically and 1 H inches on centers horizontally. 


Ready Wired Bull’s Eye Combinations 


10 Amperes, 125 Volts 


Schedule “H” 


514 4 

Combination of: 1 No. 427 lamp holder with lamp, 1 No. 428 
flush plate, 1 No. 432 DD plug, 1 No. 400 DD receptacle, 
1 No. 520 DD plate.«.. 

1 

10 

■ 

$4.50 

$10.80 

515 4 

Combination of: 1 No. 427 lamp holder with lamp, 1 No. 428 
flush plate, 1 No. 2520 receptacle cup, 1 No. 2702 receptacle 
mechanism, 1 No. 2567 receptacle plug,l No.3639 flush plate 

1 

10 

■ 

4.00 

9.60 


Bull’s Eye lights when plug is connected. 
^National Electrical Code Standard. 

41 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


BRYANT BULL’S-EYE COMBINATIONS 



Ready-wired Bull’s-eye Combinations 

10 Amperes, 125 Volts Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W. E. 

List 

Each 

m 

Combination, complete wjth 125-Volt Lamp and Plate. 

1 

10 

S3.50 

$8.40 


Same combination as 465 with Rotary Lock Flush Switch. 

1 

10 

4.00 

K 

m 

Combination similar to No. 465 but with 3-point Type 0 Flush 
Switch instead of double pole switch. 

1 

10 

3 50 

8 40 


No. 465 combination consists of a No. 2494 Type “O” doable pole indicating switch mounted in a 
special porcelain that also provides a receptacle for a candelabra base lamp which is covered by a perforated 
brass cage so that the lamp cannot be removed without removing the plate. The lamp is in circuit whenever 
the switch is closed. This outfit may be installed in any standard single switchbox. 

Outside supporting screw holes, 3 A inches on centers. 

Inside supporting screw holes, 2fi inches on centers. 

Plates for mounting these receptacles in gangs will be furnished only on special order. When so 
mounted, the receptacles will be spaced 1 \\ inches on centers. 


Ready-wired Heater Control Combination 

660 Watts. 125 Volts Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

pkg. 

Wgt. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

43/ 

Combination of: 1 No. 2520 D. P. switch cup, 1 No. 2523 D. P. 
switch mechanism, 1 No. 3639 flush plate, 1 No. 427 lamp 
holder with lamp, 1 No. 428 flush plate, 1 No. 1708 plug re¬ 
ceptacle, 1 No. 544 flush plate. 

■ 

10 

30 

$5.50 

$13.20 

518 

10 Amperes, 125 Volts 

Combination of: 1 No. 2520 D. P. switch cup, 1 No. 2523 D. P. 
switch mechanism, 1 No. 3639 flush plate, 1 No. 427 lamp holder 
with lamp, 1 No. 428 flush plate, 1 No. 430 D. P. receptacle, 1 
No. 520 flush plate, 1 No. 432 D. D. plug. 

1 

10 

35 

6.00 

14.40 

467 

Combination of: 1 No. 2520 D. P. switch cup, 1 No. 2523 D. P. 
switch mechanism, 1 No. 3639 flush plate, 1 No. 427 lamp holder 
with lamp, 1 No. 428 flush plate, 1 No. 120 spartan receptacle, 

1 No. 545 “Spartan” plate. 

1 

10 

35 

5.75 

13.80 

558 

Combination of: 1 No. 2520 D. P. switch cup, 1 No. 2523 D. P. 
switch mechanism, 1 No. 3639 flush plate, 1 No. 427 lamp holder 
with lamp, 1 No. 122 spartan receptacle, 1 No. 551 spartan plate 

1 

10 

30 

6.25 

15.00 

438 

Combination of: 1 No. 2344 D. P. indicating switch, 1 No. 2345 
flush plate, 1 No. 427 lamp holder, with lamp, 1 No. 428 flush 
plate, 1 No. 1363 chapman receptacle, 1 No. 543 chapman plate, 

1 No. 397 chapman plug. 

1 

10 

30 

6 00 

14.40 


The above combinations are designed to be installed in a three gang box. There are holes for supporting 
screws spaced 3 A inches on centers vertically and Z*/% inches on centers horizontally. 


Wlrlnft Device* 43 
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PERKINS SPECIAL PLATES 


615 


SPECIAL FINISHES ON FLUSH PLATES Schedule "H” 

The standard finish on all Flush Plates, unless otherwise noted, is brush brass, which will be supplied 
on all orders where no other finish is specified. For all other special finishes, except those requiring 

g old and silver, add $0.18 (Mfrs List $0.10) per switch or receptacle to the price of the plate in standard 
nish. Prices on plates in gold and silver finishes will be quoted on application. The only special finish 
that can he applied to Steel Plates is genuine Bauer Barff, for which add $0.52 list (Mfrs List $0.36) per 
switch. 

PLATES WITH ROUND CORNERS AND ROUND EDGES 

Plates with round corners and round edges, other than those listed will be furnished at 
$0.27 list (Mfrs List $0.15) extra for single plates and $0.09 list (Mfrs List $0.05) extra for each 
additional switch or receptacle in gang plates. 

PLATES WITH ROUND CORNERS AND BEVELED EDGES 
Plates with round corners and beveled edges will be furnished at $0.27 list (Mfrs List $0.15) extra per 
plate. 

SPECIAL SIZE PLATES 

Special size plates for standard devices will be sold at a list price of $0.11 (Mfrs List $0.06) per square 
inch in lots of less than 100, and $0.08 (Mfrs List $0.04) per square inch in lots of 100 or more plates (not 
gangs) of one size and type When plates are other than rectangular in shape, the area by which the list 
is determined will be the size of the smallest rectangular piece from which the specified plate can be cut. 

Orders for special size plates should always be accompanied by a plainly-marked sketch, giving all 
dimensions. 


SPECIAL PLATES 

The factory has exceptional facilities for producing promptly anything which may be required in the way 
of special flush plates. Realizing that special plates are usually more urgently needed than stock material, 
particular attention is given to all orders covering them and are usually able to make shipment promptly. 

Plates which are special in ways not covered above will be quoted upon application. 

Nothing in the prices listed above shall be understood to mean that special plates of any description 
will be furnished at a less price than the corresponding standard plate. ' 

FACE PLATE SCREWS 

Face plate screws when bought separately will list at $1.35 (Mfrs List $0.75) per 100: standard package 
100 in Schedule “H." 


ENGRAVING 

Flush plates will be engraved with words or numbers to indicate the circuits controlled at a list price 
of $0.11 (Mfrs List $0.06) per fetter or numeral. 

ADJUSTING FRAMES FOR FLUSH SWITCHES 

^ Perkins Adjusting Frames make it a simple matter to line up Flush Switches so tnat the plate will fit. 
These frames are made for both Push Button and Rotary Switches, and are supplied gratis to users of Perkins 
Switches. 


BLANK PLATES 


Schedule “H” 



No. 3544 


List 

No. 


Std. 

Pkg. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

3546 

Single Plate, stamped, 1/16 inch brass. 

100 gangs 



3551 

Single Plate, struck-up, .040 inch brass. 

100 gangs 

.22 


3556 

Single Plate, struck-up, .040 inch steel. 

100 gangs 

.12 



Two-gang Plate, stamped, 1/16 inch brass. . 

100 gangs 

.70 


3624 

Two-gang Plate, struck-up, .040 inch brass. 

100 gangs 

.44 


3626 

Two-gang Plate, struck-up, .040 inch steel.. . 

100 gangs 

.24 

1 2? 

3625 

Three-gang Plate, struck-up, . 040 inch brass. 

100 gangs 

.66 

1.60 

3627 

Three-gang Plate, struck-up, .040 inch steel.. 

100 gangs 

.36 

.87 



No. 3418 


TELEPHONE PLATES 
With One l /% Inch Bushing 


SI 

Single Plate, stamped, 1/16 inch brass. 

Single Plate, struck-up, . 040 inch brass. 1 

Single Plate, struck-up, .040 inch steel. 

100 gangs 
100 gangs 
100 gangB 

$0.36 

.23 

.13 

$0.87 

.56 

.32 

With Two H Inch Bushings 

3618 

3619 

3620 

Single Plate, stamped, 1/16 inch brass. 

Single Plate, struck-up, .040 inch brass. 

Single Plate, struck-up, .040 inch steel. . ..Rintti; 

100 gangs 
100 gangs 
lOOgangm ) 

$0.37 

.24 

0.14 

$0.90 

.58 

34 


44 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


BRYANT-PERKINS COMBINATION PLATES 

Combination plates should be described by using the letters shown below on outline cuts of the respec¬ 
tive plates, giving the letters in order from left to right, or from top to bottom, els the devices are to be 
mounted. The list price will be the sum of the lists as shown. A combination plate cannot be so con¬ 
sidered unless it is described by at least two different letters. The standard package quantity is ten plates 
of one description (not ten gangs). 

For combination plates with the different sections arranged tandem or in more than one horizontal 
row add 20% to the list prices given. Schedule “H” 





Cat. No. 545 

W. E. List Each $120 W. E. List Esch $1.26 W. E. List Etch $1.30 W. E. List Each $120 

ivlfrs. List Each $0.50 Mfrs. List Each $0.52 Mfrs. List Each $0.54 Mfrs. List Each $0.50 





W. E. List Etch $1.44 W. E. List Each $3.60 W. E. List Each $1.56 

Mfrs. List Each $0.60 Mfrs. List Each $1.50 Mfrs. List Each $0.65 


W. E. List Each $120 

Mfrs. List Each $0.50 


F at. *• »n| 
LOT to SO 

o 

o 


Cat. No. 5639 

W. E. List Esch $120 W. E. List Esch $120 

Mfrs. List Each $0.50 Mfrs. List Each $0.50 



Cat. No. 551 

W. E. List Esch $1.56 W. E. List Esch $120 W. E. List Esch $3.84 W. E. List Esch $3.60 E. List Esch $4.80 

Mfrs. List Each $0.65 Mfrs. List Each $0.50 Mfrs. List Each $1.60 Mfrs. List Each $1.50 * Mfrs/ List Esch $2.00 
Wiring Devices 45 
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PERKINS SNAP SWITCHES 

125-250 Volts 



No. 2000 


No. 2002 


SMALL SIZE, SINGLE POLE 


5 Amperes, 125 Volts; 3 Amperes, 250 Volts Schedule “H” 


List 

No. 

Description 

Diara. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 


2000* 

Slotted. 

2 ins. 

1 ins. 

10 

250 

75 

$0 28 

$0.68 

2220* 

Solid.. 

2 ins. 

1 H ins. 

10 

250 

75 

.28 

.68 

2047* 

Slotted, indicating. 

2 ins. 

ins. 

10 

250 

75 

.32 

.78 

2035* 

Solid, indicating. 

2 ins. 

1 % ins. 

10 

250 

75 

.32 

78 




No. 2001 


LARGE SIZE, SINGLE POLE 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts Schedule “H M 


2170* 

Solid. 

2 M ins. 

134 ins. 

10 

100 

30 

$0.36 


2002* 

Slotted. 

234 ins. 

1 34 ins. 

10 

100 

30 

.36 

.86 

2254* 

Solid, indicating. 

2 Kins. 

1 34 ins. 

10 

100 

30 

.40 

.96 

2255* 

Slotted, indicating. 

234 ins. 

1K i ns - 

10 

100 

30 

.40 

.96 


SINGLE POLE 


10 Amperes, 125 Volts; 5 Amperes, 250 Volts Schedule “H” 


2001* 

Slotted. 

2 A ins- 

Iff ins. 

10 

100 

45 

$0.48 

$1.16 

2221* 

Solid. 

2 A ins. 

1}} ins. 

10 

100 

45 

.48 

1.16 

2048* 

Slotted, indicating. 

2 A ins. 

1ff ins. 

10 

100 

45 

.51 

1.30 

2036* 

Solid, indicating. 

2 A ins. 

1ins. 

10 

100 

45 

.51 

1 30 



No. 2455 



No. 2175 



No. 2176 


THREE POINT SWITCHES 


Schedule “H” 


List 

No. 

Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 


Solid, 3 amperes..*. 

2 ins. 


10 

100 

25 

$0.48 

$1.16 


Slotted, 3 amperes. 

2 ins. 

BUv Mi 

10 

100 

25 

.48 

1.16 

IsSel 

Solid, 5 amperes. 

23 4 ins. 

134 ins. 

10 

100 

25 

.56 

1.34 

t2027* 

Slotted, 5 amperes. 

234 ins. 

1 }4 ins. 

10 

100 

25 

.56 

1.34 

12176* 

Solid, 10 amperes. 

2^ ins. 

If! ins. 

10 

50 

25 

.76 

1.82 

J2030* 

Slotted, 10 amperes. 

2^ ins. 

1 H ins. 

10 

50 

25 

. 76 

1 82 


* Rated at this capacity for 125 volts. 250-volt capacity 1 ampere, 
t Rated at this capacity for 125 volts. 250-volt capacity 3 amperes. 
t Rated at this capacity for 125 volt3. 250-volt capacity 5 amperes. 


Any of the above switches can be converted into a lock switch by removing the handle and substituting 
Universal Lock Attachment. b 


^National Electrical Cocle Standard. 
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618 


Western Electric 


Mall Order* Filled 
at Prevailing Price* 



PERKINS SNAP SWITCHES 

125-250 Volt* 


No. 2183 No. 2216 No. 2185 No. 2391 No. 2009 

FOUR POINT—5 Ampere*, 125 Volt*; 2 Ampere*, 250 Volt* Schedule “H” 

Four-point Switches are used in connection with two Three-point Switches where current is to be con¬ 
trolled from any one of more than two points. A Four-point Switch is installed between the Three-point 
Switches at each additional point. 

Four-point Switches can also be used individually as Pole-changing Switches. _ 


The above switches operate as follows: 1st turn connects Circuit Une alone. 2d turn connects Circuit 

Two alone. 3d turn connects Circuits One and Two. 4th turn off. 


List 

No. 

Description 

Diara. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

2183* 

2033* 

Solid. 

Slotted. 

n />in 

2 A ins. 
2ft ins. 

I 1*T ¥71 ¥7 f 

Iff ins. 
Iff ins. 

>nrrfc rvi ir 

10 

10 

30 

30 

15 

15 

$0.86 

.86 

p _ J . . 1 

$2.05 
2 06 
_ **un» 


2216* 

Solid (1-2-1 and 2-off). 

2 A ins. 

IB ins. 

10 

30 

15 

$0.76 

$1.82 

2215* 

Slotted (1-2-1 and 2-off). 

2 A ins. 

1ft ins. 

10 

30 

15 

76 

1.82 

2188* 

Solid, indicating (1-2-1 and 2-off). . 

2 A ins. 

if! ins. 

10 

30 

15 

.86 

2 06 

2074* 

Slotted, indicating (1-2-1 and 2-off). 

2 A ins. 

IB ins. 

10 

30 

15 

.86 

2 06 

2649 

Solid (1-1 and 2-1-off). 

2 ins. 

IB ins. 

10 

30 

15 

.90 

2 16 

2650 

Slotted (1-1 and 2-1-off). 

2 \ ins. 

1B ins. 

10 

30 

15 

.90 

2 16 

2651 

Solid, indicating (1-1 and 2-1-off). . 

2 7 6 ins. 

IB »ns. 

10 

30 

15 

1.00 

2 40 

2652 

Slotted, indicating (1-1 and 2-1-off). 

2 \ ins. 

1 B ins. 

10 

30 

15 

1.00 

2 40 

2653 

Solid (1-off-2-off). 

2 A ins. 

1 B ins. 

10 

30 

15 

.90 

2 16 

2654 

Slotted (l-off-2-off). 

2 A ins. 

1 B ins. 

10 

30 

15 

.90 

2 16 

2655 

Solid, indicating (1-off-2-off). 

Slotted, indicating (l-off-2-off).... 

2 A >ns. 

1ft ins. 

10 

30 

15 

1 00 

2 40 

2656 

2 A ins. 

IB ins. 

10 

30 

15 

1 00 

2 40 

2657 

Solid (1—off—1 and 2-off). 

2 A ins. 

1 B ins. 

10 

30 

15 

IK) 

2 16 

2658 

Slotted (1 -off-1 and 2-off). 

2 A ins. 

IB ins. 

10 

30 

15 

90 

2 16 

2659 

Solid, indicating (1-off-l and 2-off) 

2A ins. 

1 ft ms. 

10 

30 

15 

1.00 

2 40 

2660 

Slotted, indicating (1-off-l and 2-off) 

2 A ins. 

IB ins. 

10 

30 

15 

1.00 

2 40 

2661 

Solid (1-1 and 2-off).* 

214 ins. 

IB ins. 

10 

30 

15 

.90 

2 16 

2662 

Solid, indicating (1-1 and 2-off)... 

2 H ins. 

1 ft ms- 

10 

30 

15 

1.00 

2 40 

2663 

Solid, electrolier or 2-speed fan motor 

2} 4 ins. 

1% ins. 

10 

30 

15 

.90 

2 16 

2485 

Solid, indicating, electrolier or 2-speed 
fan motor. 

2]4 ins. 

1 3 4 ins. 

10 

30 

15 

1.00 

2 40 


3-CIRCUIT ELECTROLIER 


Schedule “H” 


2185* 

. Solid (1-1 and 2-1 and 2 and 3-off). 

2* 

2070* 

Slotted. 

2* 

2187* 

Solid, indicating. 

2A 

2072* 

Slotted, indicating. 

2* 



10 

30 

15 

$0.90 

$2 16 

10 

30 

15 

.90 

2.16 

10 

30 

15 

1.00 

2 40 

10 

30 

15 

1.00 

2.40 


3-CIRCUIT ELECTROLIER OR 3 SPEED FAN MOTOR 


Solid (1-2-3-off). 2 A 

Slotted (1-2-3-off). 2 A 

Solid, indicating (1-2-3-off). 2A 

Slotted, indicating (1-2-3-off). 2A 


The above switches operate as follows: 1st turn connects Circuit One. 2d turn 
and Two. 3d turn connect* Circuits One, Two and Three. 4th turn off. 


10 

30 

15 

$0.90 

$2.16 

10 

30 

15 

.90 

2.16 

10 

30 

15 

1.00 

2.40 

10 

30 

15 

1.00 

2 40 


2d turn connects Circuits One 


DOUBLE POLE, 250 VOLTS 


Schedule “H” 


List 

No. 

2391* 

2392* 

2393* 

2394* 

2009* 

2017* 

2038* 

2050* 


Description 

Solid, 5 amperes. 

Slotted, 5 amperes. 

Solid, indicating, 5 amperes. . . 
Slotted, indicating, 5 amperes. 

Solid, 10 amperes. 

Slotted, 10 amperes. 

Solid, indicating, 10 amperes. . 
Slotted, indicating, 10 amneres 



Any switch on this page can be converted into a Lock Switch by removing the handle and substituting 
Universal Lock Attachment. *National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 


Western Electric 


619 



No. 2011 


PERKINS SNAP SWITCHES 

• 125—250 Volts 



No. 2611 


No. 2597 


No. 2025 



DOUBLE POLE 


20 Amperes, 250 Volts Schedule “H” 


List 

No. 

Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Etch 


Solid. 

3 ins. 

2A ins. 

10 

3U 

25 

mMM 

$3.36 


Slotted. 

3 ins. 

2A ins. 

10 

30 

25 

mum 

3.36 


Solid, indicating. 

3 ins. 

2 A ins. 

10 

30 

25 

■Eh 



Slotted, indicating. 

3 ins. 

2A ins. 

10 

30 

25 

mam 



DOUBLE POLE 


30 Amperes, 250 Volts Schedule “H” 


2013* 

SoUd. 

3 A ins. 

2A his. 

1 

30 

30 

$1.70 

$4.08 

2021* 

Slotted... 

3 A ins. 

2A ins. 

1 

30 

30 

1.70 

4.08 

2042* 

Solid, indicating. 

3 A ins. 

2A his. 

1 

30 

30 

1.80 

4.32 

2054* 

Slotted, indicating. 

3 A his. 

2 A ins. 

1 

30 

30 

1 80 

4 32 


DOUBLE POLE 


50 Amperes, 250 Volts Schedule “H” 


List 

No. 

Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Etch 

2015 

Solid. 


3}J ins. 

1 

10 

15 

$3.00 

$7.20 

2023 

Slotted. 

4 X A ins. 

3JJ ins. 

1 

10 

15 

3.00 

7.20 

zzm 

Solid, indicating. 

fgfi ■ 

3Ji ins. 

1 

10 

15 

3.10 

7.44 


Slotted, indicating.:. 


3H ins. 

1 

10 

15 

3.10 

7.44 


DOUBLE POLE, DOUBLE THROW 

10 Amperes, 250 Volts Schedule “H” 



SoUd. 

2H ins. 

2 A ins. 


10 

— 

$2.40 

$5.76 


Slotted. 

2H ins. 

2 A ins. 


10 

■ 

2.40 

5 76 


Solid, indicating. 

2H ins. 

2 A ins. 


10 

H 

2.50 


2614 

Slotted, indicating. 

2H ins. 

2A ins. 


10 

■ ■ 

2.50 

6.00 


TRIPLE POLE 


10 Amperes, 250 Volts Schedule “H” 


2025* 

Solid. 

2 A ins. 

2 A ins. 

flEEHl 

10 

12 

$1.90 

$4 56 

2633 

Slotted. 

2A ins. 

2 A ins. 

.. 

10 


1 90 

4 56 

2046* 

Solid, indicating. 

2 A ins. 

2 A ins. 


10 

12 

2.00 

4 80 

2634 

Slotted, indicating. 

2 A ins. 

2 A ins. 

.. 

10 


2.00 

4 80 


Any switch on this page can be converted into a lock switch by removing the handle and substituting 
Universal Lock Attachment. 


TRIPLE POLE 
20 Amperes, 250 Volts 


Schedule <<H’ 


•*2597 I Switch with cast iron cover. J 


I 


I 1 I 10 | 


| $4.00 | $9.60 


••This switch is designed for use in controlling 3 phase alternating current motors up to and including 
2 H.P. either 250 or 600 volts. 

• National Electrical Code Standard. 
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620 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


PERKINS SWITCH ACCESSORIES 

No. 2384 No. 2124 


Miscellaneous Parts 


Switch Handles and Lock Attachment Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Sid. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

list 

Each 

501399 

Rotary Switch Handles, composition or porcelain. 

100 

100 


$0.06 

2JE 

501400 

Rotary Switch Handles, metal. 

100 

100 



■ 


Allowance $0.06 (Mfrs. List $0.02) when switches are 







furnished without handles. 






501401 

Switches with metal handles, add. 





; Be 

2384* 

Universal Lock Attachment. 

100 

100 

4 

.16 

.39 


By substituting this lock attachment for the regular handle on any Perk ns Rotary Switch, either surface 
or flush, lock switches may be obtained. With this lock attachment, social plates are no longer required 
for Lock Flush Switches. 


Keys for Lock Switches Schedule 4 ‘H” 


2126* 

Key for Rotary Lock Switches. 

100 

100 

2 

$0.06 


2299 

Key for Push Button Lock Switch. . . 

100 

100 

1 ' 2 

' .lf>| 

36 




Porcelain Switch Blocks 


For Wall Sockets, Receptacles and 5 Ampere 250 Volt Switches Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E 

Lift 

Each 


For surface work. 

10 

100 

30 

$0.05 


2382* 

For concealed work. 

10 

100 

28 

.05 


2383* 

For molding work. 

10 

100 

25 

.05 


2439* 

For molding terminal. 

10 

100 

30 

.05 



For 10 Ampere 250 Volt and 5 Ampere 600 Volt Switches Schedule “H” 



For surface work. 

10 

100 

45 

$0 06 

wnm 

2252* 

For concealed work. 

10 

100 

40 

.06 

15 

2222* 

For molding work. 

10 

100 

40 

fmnm 

.15 

2358 A 

For molding terminal. 

10 

100 

45 

.06 

15 


For 20 and 30 Ampere 250 Volt and 10 and 20 Ampere 600 Volt Switches 

Schedule “H M 



For surface work.. 

5 

25 

22 

$0.15 

$0.36 


For concealed work. 

5 

25 

24 

.15 

.36 


For molding work. 

5 

25 

24 

.15 

.36 


Switch Covers Schedule “H” 


List 

No. 

Description 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W. E. 
Uat 
Each 

501417 

501418 

Cover for 10 ampere, 250 volt Double Pole Switch, and any other cover not larger 
Allowance $0.08 (Mfrs. List $0.03) when switch es are furnished without covers 
All larapr oovptr . . 

50 

50 

gig 

$0.20 

.48 

Allowance $0.20 (Mfrs. List $0,081 when switches are furnished without, covere. 

MM 



* National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 


Western Electric 


621 


PERKINS SWITCHES 

12S-250 Volt* 



No. 2592 



No. 2454 


“Straight-through” Switches 

6 Amperes, 125 Volts; 3 Amperes, 250 Volts Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs, 

Mfrs. 

List 

Each 

W. E. 
List 
Esch 

2592* 

Single Pole. .• . 

1 .10 

50 

13 

$0.60 

$1.44 


10 Amperes, 250 Volts 



Schedule “H” 

MBIBM 

Double Pole. 

1 1 

25 

10 

$2.60 

$2.88 

Hm 

Double Pole, indicating. 

1 1 

25 

10 

1.30 

3 12 


SERIES MULTIPLE HEAT REGULATING SWITCH 

Operating high, medium low, off. 5 amperes, 125 volts; 2 amperes, 250 volts. 

2678 | Three Heat Switch, indicating, Singh Pole.. | 10 • | 10 | 


12 


SI .30 


$3 12 



No. 2572 No. 2370 


Type “T” Pendent Switches 

SINGLE POLE 


6 Amperes, 125 Volts; 3 Amperes, 250 Volts Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

2572* 

Pendent Cap, horizontal buttons. 

10 

100 

30 

SO. 50 

$1 20 

2573* 

]/% inch cap, horizontal buttons. 

10 

100 

30 

.50 

1.20 

2574* 

inch cap, horizontal buttons.. 

10 

100 

30 

.60 

1.44 

2370* 

Pendent Cap, vertical buttons. 

10 

100 

30 

* .50 

1.20 

2250* 

Y% inch cap, vertical button. 

10 

100 

30 

.50 

1.20 

2270* 

inch cap, vertical button. 

10 

100 

30 

.60 

1 44 


10 Amperes, 125 Volts; 5 Amperes, 250 Volts Schedule “H” 


2359* 

Pendent Cap, vertical button.... 

10 

100 

45 

SO. SO 

$1.92 

2353* 

y% inch cap, vertical button.. 

10 

100 

45 

.80 

1 92 

2354* 

% inch cap, vertical button. 

io 

100 

‘ 47 

.90 

2 16 


Note: The standard finish on the above switches is brush brass, which will be supplied on all orders 
where no finish is specified. Switches will be finished in polished brass, when specified, at the same price. For 
switches in any other finish, add $0.24 to list price. Mfrs. List $d. 10. 

A National Electrical Code Standard. 
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622 


Western Electric 
PERKINS PULL SWITCHES 


Mail Orders Filled 
at Prevailing Prices 


Ceiling Pull Switches 


Schedule “H” 





4 


No. 2473 



No 2507 


List 

No. 

Description 

Amperes 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 


125 

Volts 

250 

Volts 

2387^ 

Single Pole, solid. 

H9 

5 

10 

30 

20 

fcl.00 

$2.40 

2309 A 

Single Pole, slotted. 

■pi 

5 

10 


20 

MBS 

2.40 

2388 A 

Three-Point, solid. 

si 

5 

10 


8 

1.18 

2.84 

2310 A 

Three-Point, slotted. 

m 

5 

10 

10 

8 

1 18 

2.84 

2389 A 

Four-Point, solid.•. 

Hi 

2 

1 

5 

4 

1 IS 

2.84 

2311 A 

Four-Point, slotted. 


2 

1 

5 

4 

1.18 

2.84 


Electrolier, 2-circuit, solid. .. 

10 

5 

1 

5 

4 

1.18 

2 84 

*2312* 

Electrolier, 2-circuit, slotted. 

10 

5 

1 

5 

4 

1.18 

2 84 

*2395* 

Electrolier, 3-circuit, solid. . 

10 

5 

1 

5 

4 

1.18 

2.84 

*2313* 

Electrolier, 3-circuit, slotted 

10 

5 

1 

5 

4 

1.18 

2.84 

2396* 

Double Pole, solid. 

10 

10 

10 

E9 

8 

1.18 

2.84 

2314* 

Double Pole, slotted. 

10 

10 

10 

10 

8 

1.18 

2 84 


Outside diameter of base is 2^ inches. Holes for supporting screws are spaced 
1 inches on centers. 


Wall Pull Switches Schedule “H” 


254t> A 

[Single Pole, solid...... 

10 


10 




$2.40 

2547 A 

Single Pole, slotted. 

10 


10 



1.00 

2 40 

2548* 

ill fft i r. IP' f 1 

10 


10 


8 

1.18 


2549 A 


10 


10 

10 

8 

1.18 

jjf? 



5 


1 

5 

4 

1.18 



Four-Point, slotted. 

5 


1 

5 

4 

1.18 


*2561* 

Electrolier, 2-circuit, solid . . 

10 

5 

1 

5 

4 

1.18 


*2562* 

Electrolier, 2-circuit, slotted 

10 

5 

1 

5 

4 

1.18 


*2563* 

Electrolier, 3-circuit, solid . 

10 

5 

1 

5 

4 

1.18 


*2564 A 

Electrolier, 3-circuit, slotted 

10 

5 

1 

5 

4 

1.18 

I®? 


i a 7 t r i i 7 ; \ rr» 1 

10 

10 

10 . 

10 

8 

1.18 


i&: 

-1 JIUIShHHHI 

10 

10 

10 

10 

8 

1.18 

2 84 


Outside diameter of base is 2 A inches. Holes for supporting screws are spaced 
\H inches on centers. 


Type “O” Pull Switches 



With / s Inch Cap 

Schedule “H” 

2515 A |Single Pole. . . . . 

.I 10 | 5 | 10 

| 30 | 12 | $1,30| $3.12 


With ? s Inch Cap 

Schedule “H” 


2473 A 

Single Pole. 

10 

5 

10 

30 

12 

$1.30 

$3 12 

2474 A 

Three-Point. 

10 

5 

10 

10 

4 

1.30 

3 12 

2475 A 

Four-Point.. 

5 

2 

10 

10 

4 

1.30 

3 12 

*2476* 

2-Circuit Electrolier. 

5 

2 

10 

10 

4 

1.30 

3 12 

*2477* 


5 

2 

10 

10 

4 

1.30 

3 12 

mu 

Double Pole. 

10 

HHiis 

10 

10 

4 

1.30 

3.12 

2479 A 

2-Speed Fan Motor. 

10 

5 

10 

10 

4 

1.30 

3 12 

wzmu 


10 

5 

10 

10 

4 

1.30 

3 12 


With Hickey Cap Schedule “H” 



jingle Pole. 

10 

5 

10 

30 

14 

$.130 

$3 12 


Three-Point. 

10 

5 

10 

10 

5 

1.30 

3 12 


Four-Point. 

5 

2 

10 

10 

5 

1.30 

3.12 


2-Circuit Electrolier. 

5 

2 

10 

10 

5 

1.30 

3 12 

*2511* 

3-Circuit Electrolier. 

5 

2 

10 

10 

5 

1.30 

3 12 

2512 A 

Double Pole. 

10 

10 

10 

10 

5 

1.30 

3 12 

2513* 

2-Speed Fan Motor. 

10 

5 

10 

10 

5 

1.30 

3 12 

2514* 

3-Speed Fan Motor. 

10 

5 

10 

10 

5 

1.30 

3 12 


Note: The above switches are supplied with 10 feet of best quality linen cord. 
Extra cord, $0.03 list per foot, Mfrs. List $0.01 
♦Details of operation of switches given previously. 

♦National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 



No. 2171 


Western Electric 

PERKINS SWITCHES 
600 Volts 



No. 2049 


623 



No. 2060 


3 AMPERES, SINGLE POLE Schedule “H” 


List 

No. 

Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs* 

List 

Each 

W. E. 
List 
Each 

m 

Sohd. 

2 J4 ins. 

134 ins. 

10 

50 

25 


$1.30 

X 

Slotted. 

2 Vi ins. 

134 ins. 

10 

50 

25 

.54 

1.30 

X 

Solid, indicating. 

234 ins. 

134 ins. 

10 

50 

25 

.60 

1.44 


Slotted, indicating. 

234 ins. 

134 ins. 

10 

50 

25 

.60 

1.44 


5 AMPERES, SINGLE POLE Schedule “H” 


ED 

SoUd. 

fiVn pi 

(tlU ? | | 

10 

50 

25 

$0.66 

$1.60 


Slotted. 



10 

50 

25 

.66 

1.60 


Solid, indicating. 


■TTWi SI 

10 

50 

25 

.76 

1.82 


Slotted, indicating. 

ria 

mm 

10 

50 

-25 

.76 

1.82 


10 AMPERES, SINGLE POLE Schedule “H” 


2227* 

Solid.. 

3 

ins. 

2 A ins. 

10 

50 

45 

$1.60 

$3.84 

2228* 

Slotted. 

3 

ins. 

2 A ins. 

10 

50 

45 

1.60 

3.84 

2060* 

Solid, indicating. 

3 

ins. 

2 A ins. 


50 

45 

1.70 

4.08 

2066* 

Slotted, indicating. 

3 

ins. 

2A ins. 

10 

50 

45 

1.70 

4 08 



No, 2301 



20 AMPERES, SINGLE POLE Schedule “H” 



Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 


Solid. 

3A ins. 

2* ins. 

1 

50 

70 

$1.90 

$4.56 


Slotted. 

3 A ins. 

2 A ins. 

1 


70 

1.90 

4.56 

BugjxSj 

Solid, indicating. 

3A ins. 

2 A ins. 

1 

50 

70 

2.00 

KK3J 

2304* 

Slotted, indicating. 


2 A ins. 

1 


70 

2.00 

4.80 


10 AMPERES, DOUBLE POLE Schedule “H” 


2445* | 

| Solid. 

3 

ins. 

2A ins. 

10 

50 

45 

$1.80 

$4.32 

2446* 

Slotted. 

3 

ins. 

2A ins. 

10 

50 

45 

1.80 

4.32 

2447* 

Solid, indicating. 

3 

ins. 

2 A ins. 

10 

50 

45 

1.90 

4.56 

2448* 

Slotted, indicating. 

3 

ins. 

2 A ins. 

10 

50 

45 

1.90 

4 56 


Any Switch on this page can be converted into a lock switch by removing the handle and substituting 


Universal Lock Attachment. 

* National Electrical Gode Standard. 


Digitized by' 


,oogi 


57 


Wirlnft Devices 
























































































624 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


PERKINS SWITCHES 

600 Volts 


No. 2232 




No. 2100 



No. 2416 


3 AMPERES, THREE-POINT Schedule “H” 


List 

No. 

Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

2232* 

Solid. 

2 J 4 ins. 

nfV^Vj 

10 

50 

25 

$0.70 

$1 68 

2231* 

Slotted. 

2J4 ins. 


10 

50 

25 

.70 

1 68 


5 AMPERES, THREE-POINT 



Schedule “H” 

2179* 

Solid. 

2ft *ns. 

IB ins. 

10 

50 

25 

$0.90 

$2.1G 

2100* 

Slotted. 

2ft ins. 

1 B ins. 

10 

50 

25 

.90 

2.1G 

*2413* 

Indicating, solid. 

2 & ins. 

1B ins. 

10 

50 

25 

1.00 

2.40 

*2414* 

Indicating, slotted. 

2 A ins. 

1|| ins. 

10 

50 

25 

1.00 

2 40 


. 10 AMPERES, THREE-POINT 



Schedu 

e “H” 


Solid. 

3 ins. 

2ft ins* 

10 

50 

45 

$1.70 

wm 

BBSTtrH 

Slotted. 

3 ins. 

2 A ins. 

10 

50 

45 

1.70 

Kgs 

■SHE Mi 

Indicating, solid. 

3 ins. 

2 ft ins. 

10 

50 

45 

1.80 

mm 

♦2416* 

Indicating, slotted. 

3 ins. 

2ft ins. 

10 

50 

45 

1.80 

KH 


* These Switches indicate “on” and “off.” 


No. 2079 




t3 AMPERES, 2-CIRCUIT Schedule “H” 


List 

No. 

Description 

Diam. 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

2181* 

Solid. 

2ft ins. 
2ft ins. 
2‘jjf ins. 

IB ins. 

11| ins. 

1H ins. 
IB ins. 

10 

50 

25 

$0.76 

$1 82 

2028* 

Slotted. 

10 

50 

25 

.76 

1 82 

2062* 

Indicating, solid. 

10 

50 

25 

.86 

2 06 

2068* 

Indicating, slotted. 

2ft ins. 

10 

50 

25 

.86 

2 06 


tlO AMPERES, 2-CIRCUIT _Schedule “H” 


2409* 

2410* 

2411* 

J412* 

Solid. 

Slotted. 

Indicating, solid. 

Indicating, slotted. 

3 ins. 

3 ins. 

3 ins. 

3 ins. 

2ft ins. 
2ft ins. 
2ft ins. 
2ft ins. 

10 

10 

10 

10 

50 

50 

50 

50 

45 

45 

45 

45 

$1.70 

1.70 

1.80 

1.80 

$4 08 
4 08 
4.32 
4 32 


ttl5 AMPERES, HEAT 

REGULATING 


Schedule “H” 

2079* 

Solid, indicating, 3-heat. 

3 ^ ins. 

2ft ins. 

1 

10 

30 

$3.10 

$7 44 

2081* 

Solid, indicating, 2-heat. 

3 ft ins. 

2 A ins. 

1 

10 

30 

3 10 

7 44 


tThese Switches will break the circuit without the use of an additional switch, and are especially 
adapted for use on street cars as headlight switches and to control the interior lights. 

ttThese Switches are used for the regulation of heat by different combinations of the heaters. 

Any Switch on this pair* can be converted into a lock switch by removing the handle and substituting 
Universal Lock Attachment. 

* National Electrical Code Standard. 

Wiring, Devices 


58 















































Quantity Prices 
Quoted on Request 


Western Electric 
PERKINS SWITCHES 
600 Volts 





No. ,12*5 


No- 207? 


Wiring diagram for 
Nos. 2077 and 2277 


Porcelain Cap Switches 


625 



Wiring diagram for 
Nos. 2078 and 2278 


Schedule “S” 


List 

No. 

Description 

Diana, 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg 

Pkg. 

wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

2265* 

3 ampere single pole. 

2Vi ins 

ins. 

10 

10 

9 


$1.73 

2449* 

3 ampere single pole, indicating. 

2 l /v ins. 

Iff ins. 

10 

10 

9 

.82 

1.97 

2267* 

5 ampere, single pole. 

2 Vi ins. 

lfl ins 

10 

10 

9 

.82 

1.97 

2450* ! 

, 5 ampere, single pole, indicating. 

2 Yi ins. 

\H ins. 

10 

10 

9 

.92 

2.21 

2268* 

3 ampere, three-point.. 

2 x /2 ins. 

ins. 

10 

10 

9 

.82 

1 97 

2451* 

3 ampere, three-point, indicating_ 

2 Yi ins. 

in ins. 

10 

10 

9 

.92 

2 21 

2272* 

5 ampere, three-point. 

2 Yi ins. 

1J§ ins. 

10 

10 

9 

WE£n 

2 54 

2452* 

5 ampere, three-point, indicating.... 

2 Vi ins. 

ins. 

10 

10 

9 

1.16 

2.78 

2273* 

3 ampere, 2-circuit. 

2 H ins. 

ip ins. 

10 

10 

9 

.92 

2 21 

2453* 

j 3 ampere, 2-circuit, indicating. 

2 l A ins. 

in ins* 

10 

10 

9 


2 44 


The above switches cannot be supplied on slotted bases. 


FUSIBLE Schedule “S” 


2077 

3 ampere, S. P., indicating. 

3y ins. 

1H ins. 

1 

1C 

15 



2277 

3 ampere, S. P. : indicating, brown 
porcelain. 

3 x /2 ins. 

1H ins- 

1 


15 

MM 

3.84 

2078 

3 ampere, 2-circuit. 

3y ins. 

ins. 

1 

10 

15 

BBJ 

3.84 

2278 

3 ampere, 2-circuit, brown porcelain 

3y ins. 

in ins. 

1 

1C 

15 

1.60 

3.84 


The above switches cannot be supplied on solid bases. 


L 


Brown Porcelain Cap and Base 



No. 2315 


Connections for Enclosed Fuses Schedule “S” 


List 

No. 

Description 

Carton 

Quantity 

Std 

Pkg. 

Pkg* 
Wt. 1 
Lbs 

1 Mfrs. 

1 List 
Each 

W. E. 
List 
Each 

2315* 

3 ampere, single pole, indicating 

1 

25 

18 

$1.50 

$3.60 

2404* 

3 ampere. 3-point, indicating . . 

1 

25 

18 

1.50 

3.60 

2405* 

3 ampere, 2-circuit, indicating . 

1 

25 

18 

1.50 

3.60 


Enclosed Fuse Schedule “E” 


2316* 

3 ampere enclosed fuse 3 A ins 






long, y inch diameter. 

25 

100 

7 

$0.30 


The above switch prices do not include fuses. One fuse will be furnished with each switch, however, 
unless otherwise specified, and charge made for it at the regular price. 

* National Electrical Code Standard. 

59 Wiring Device* 
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Mail Orders Filled 
at Prevailing Prices 


‘QUICK CATCH” 


Western Electric atPrewuiu 

SOCKETS AND PULL SWITCHES 


National 
Electrical Code 
Standard 
Pull and Key 
Sockets 

bo W.nv HO VoK. 
Keyless Sockets 
MO Waits. BO Volta 
All Pull Switches 
3 Ampere*. IB Volta 
I Amprre. BO Volu 


No. 60 II No. 3618 No. 3769 
Pull Socket ra 


A 

ai> 

A 

<3a 

A 

a 

& 

K inch 

Kitich 

Pendent 

H inch Male 

k-inch Male 

H-inch Male 

>4 -Inch Angle 

Carton 2S 

Carton 25 

Carton 25 

Canon 25 

Carton 25 

Carton 25 

Carton 25 

No. 3769 

No. 3619 1 

No. 3620 

No. 3775 

No. 3776 

No. 3777 

No. 3757 


1 ft ft ft ft ft ft ft 


Carton 25 

No. 61 
Key Socket 


Carton 25 

No 3664 


Carton 25 

No. 3770 


No. 3665 No. 3666 


Carton 25 Carton 25 

No. 3662 No. 3778 


No. 3780 No. 3758 




Carton 25 

No 62 
Keyless Socket 


Carton 25 

No. 3667 


Canon 2S 

No. 3771 


No. 3668 No. 3669 


Carton 25 _ Canon 25 

No. 3781 No. 3779 


No. 3683 No. 3759 


I i l i i d d 


No. 63 No. 5702 

Ceiling Switch j-t 


Canon 25 

No. 5724 


No. 5703 No. 5704 No. 5891 No. 5892 


No. 5893 No. 6340 


\) A $ ^ $ $ d 


Carton 10 

No. 64 

Fixture Switch 

i Vi’ 


Carton T 10 

No. 65 
Rosette Switch 


* 

Carton 10 Carton 10 Carton 10 Carton 10 Canon 10 1 Carton 10 Carton 10 Carton 10 

No. 6300 No. 6301 No. 6302 No. 6427 No. 6303 No. 6304 No. 6305 No. 6403 

♦ ft ♦ * ♦ ell 

Carton 10 _ Carton 10 _ Carton 10 _ Carton 10 _ Carton IQ Carton 10 Carton 10 Carton 10 

No. 6361 No. 6362 No. 6363 No. 6364 No. 6365 No. 6366 No. 5367 No. 6368 


Carton 10 

No. 6305 


No. 6365 No. 6366 

. 4 


Carton 10 

Carton 10 

Carton 10 

Carton 10 

Carton 10 

No. 66 
Wall Switch 

No. 6376 

No. 6377 

& 

No. 6378 

No. 6379 

□h 

d 

tl 

i ■) 

Ui 

* 

* 

* 

* 

* 

Carton 10 

Carton 10 

Carton 10 

Carton 10 

Carton IQ 


* 

Carton 10 

No. 6403 


ft ft ft ft ft ft ft ft 



Standard finishes are brush brass and polished brass. Brush brass shipped i^Quirk Catch” 

devices supplied with threaded shells. For special finishes see listing elsewhere. For prices of socket parts s’.*e listing elsc- 


Sockets furnished with chains over Hunches length, except ceiling and rosette, add to list, $0 24 per foot; MfrsT List, 

4Q.10 Fnr lint in IT ___I _ 1 











































Quantity Prices 
Quoted on Request 


n Request Western Electric 627 

“QUICK CATCH’* SOCKETS AND PULL SWITCHES 




a> 

& 



X inch Angle 

H inch Angle 

H inch Fixture 

V inch Fixture 

!i inch Angle 
Fixture 

5* inch Angle 
Fixture 

Carton 25 

Carton 25 

Carton 25 

Carton 25 

Carton 25 

Carton 25 

No. 3760 

1 No 3763 

No 3345 

No. 3346 

No 3351 

No 3352 


Carton 10 

No 3734 


Carton 25 

No. 3764 


Carton 25 

No. 3347 


Carton 25 

No. 3348 


Carton 25 

No. 3353 


No 3354 No. 3732 


Carton 10 

No 3735 




t- 9- *■»' 


Carton 25 

No 3762 


Carton 25 

No 3765 


Carton 25 

No. 3349 


Carton 25 

No 3350 


Carton 25 

No 3355 


No 3356 No 3733 


Carton 10 

No. 3736 


* 

Carton 10 

No. 6404 


Carton 10 

No. 6369 


Carton 25 

No. 6342 


1 

Carton 10 

No. 6405 


Carton 25 

No. 6343 


Carton 10 

No. 6413 


* 

Carton 10 

No 6414 


Carton 10 Carton 10 

No. 6371 No. 6372 


Carton 25 

No 6345 


Carton lO 

No. 6415 


Carton 10 

No. 6373 


No 6346 No. 5795 

fjl f 

t t 

Cam*! 10 Carton 10 

No. 6416 No. 6417 

9 f 


No 6374 No. 5900 




Carton 10 

No 5796 


Carton 10 

No. 6418 


Carton 10 

No. 6384 


Carton 10 Carton 10 

No. 6386 No. 6387 

ft A 


Carton 10 

No. 6388 


Carton 10 Carton 10 

No. 6389 No. 6096 


Carton 10 

No. 6097 


Carton 10 Carton 10 


Carton 10 I Carton 10 I Carton 10 



All pull switches are equipped with short chain, 6 feet linen cord and No. 5919 adjustable acorn extra cord $0.01 
* i|»t. Mfre. List $0.02. The steps on the fixture caps and fixture sockets listed above are designed to accommc 

inch, inch aP - H ^ 5ch fixture struts. 
































































628 


Western Electric 


Mail Orders FiUed 
at Prevailing Prices 


“QUICK CATCH” SOCKETS AND PULL SWITCHES 



National 
Electrical Cod* 
Standard 
Pull and Key 
Socket* 


Angle Concealed 


One-Way 
National Bate 


Carton 10 


Carton 10 


Carton 10 


No. 60 
Pull Socket 


Carton 10 


Carton 10 


Carton 10 


Carton 10 


Carton 10 


Carton 10 


Carton 10 


Carton 10 


Carton 10 


Carton 


Carton 10 


No. 66 
Wall Switch 


Carton 10 


Carton 10 


Carton 10 


Standard finishes are brush brat-s aud polished bray, brush brass shipped unless otherwise specified. Cateh’Vjll>dg«i supplied with 

threaded shells. For special finishes see listing elsewhere. Digitized, by VjO.OVc.Lv~ 

For nricos of socket parts see listing elsewhere. Sockets Furnished with chains over 8 inches in length Except ceiling grftl rosette, add to list 

per foot $0.24. Mfrs. List $0.10. 


8S388 

























































































Quantity Prices 
Quoted on Request 


Western Electric 


629 


“QUICK CATCH” SOCKETS AND PULL SWITCHES 



National 
Electrical Code 
Standard 
Pull and Key 
Sockets 

no Want, no Volta 
Keyleas Sockets 
MO Watts. CO Vobs 

All Pull Switches 

J Amperes IB Volt. 
I Ampere BO Volts 


Insulated Ceiling Base 
4” Outlet Box 


Large Covered Ceiling 
Base 


Three Wire 
Moulding Base* 


Small Covered Ceiling 
Base 


Insulated Ceding Base 
3* " Outlet Box 


Two Wire 
Moulding Base* 


Carton 10 


Pull Socket 


No. 61 

Key Socket 


Carton 10 


No 62 

Keyless Socket 


Carton 10 




Switch 


Carton’ 


Nor 65 

Rosette Switch 


Carton 10 


No. 66 

Wall Switch 


Mfrs. W. E. 
List List 
Each Each 


Sched¬ 

ule 


Sched¬ 

ule 


6360 

6398 

6399 

6400 

6401 

6402 

6430 

6431 

6432 

6433 

6434 
6436 
Base 

Insulated 
Covd. ceil. 
Ins. ceiling 


3547 

3548 

3549 

3743 

3744 

3745 

3749 

3750 

3751 

3752 

3753 

3754 

3877 

3878 

3879 

3880 

3881 


’CenTnjrandRostatesocketrwithcluirn^ A11^ pull 


ipped with short chain 6 ft. linen cord and No. 5919 Adjustable 
H-Vting of separate °"d bases see elsewhere. 


switches are equii 
List f0. 01. For' 















tlf . Mall Orders Filled 

western Electric at Prevallinft Prices 

QUICK CATCH” ELECTROLIER SOCKETS Schedule “B” 




FaU socket body, 8 id. 

chain. 

Pull socket body, 18 
in. chain.... .... 

Key socket body 
Keyless socket body. . 
Pendent pull switch 

body. 

Fixture pull switch 

body. 

Rosette pull switch 

body • • • • t . 25 

Wall pull switch body . 25 

K in. cap. 25 

I 4 in. cap. 25 

H in. cap. 25 

Pendent cap. 25 

in. male thread cap 25 

in. male thread cap 25 

in. male thread cap . 25 

yi in. angle cap. 25 

M in. angle cap. 25 

54 in. angle cap. 25 

in. fixture cap. . . 25 

ji in. fixture cap . . . . 25 

H in. angle fixture cap 25 


Description 


1 4 in. angle fixture trap . 
Small concealed base . 
Small covered con-. 

eealed base. 

Surface wiring base . 
Wood moulding base . 
1 •» in. condulet base . . 
\ngle concealed base . 
One-way Nations 1 base 
Two-way National 

base. 

Concealed rosette base. 
Cleat rosette base. . 
Two-wire moulding 

base. . 

Three-wire moulding 

base.. 

Small covered ceiling 

base. 

Insulated ceiling base 
for in. outlet 

boxes.. 

Large covered ceiling 
base ......... 








































































































Quantity Prices 
Quoted on Request 


Western Electric 

QUICK CATCH” ELECTRO LIER 



631 

“QUICK CATCH” AND 
PRESTURN SOCKETS AND 
PULL SWITCHES WITH 
PORCELAIN STRAIN 
RELIEF BUSHING 



No. *404 


Schedule “B’ 


“Quick 
Catch" 
List No. 

J’res- 
turn 
List No. 

Description 

Std. 

Pkg. 

List 

Price 

55 

148 

♦Pendent cap 

500 

$0.07 

only. 

3404 

3401 

♦Pull socket. . . 

250 

.60 

3405 

3402 

♦Key socket . 

500 

[ • 33 

3406 

| 3403 

♦Keyless socket 

500 

. 30 

♦Carton, 25. 

Schedule *‘F” 

6576 


♦Ceiling pull 

20 

$0.60 


switch. 

6577 

6581 

♦Fixture pull 

20 

.75 


switch. 

6578 

6582 

♦Rosette pull 

20 

.60 


switch. 

6579 

6583 

♦Wall pull 

20 

.60 


switch. 


•Carton. 10. 

These socket caps interchange with all 
standard “Quick Catch" and Presturn de- 


Electrolier Sockets 


Schedule “B’ 


List 

No. 


3357 

3358 

3359 

3360 

3361 

3362 

3363 

3364 

3365 

3366 

3367 

3368 

3845 

3846 

3847 


Schedule 


B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 


Carton 

25 

25 

25 

25 

25 

25 

25 

25 

25 

25 

25 

25 

25 

25 

25 


Std. 

Pkg. 
100 
100 
250 
250 
250 
250 
50 
50 
100 
100 
100 
100 
50 
1 (X) 
100 


Mfrs. 

List 

Each 


$0.66 

.69 

.39 

.42 

36 

.39 

.71 

74 

.44 

47 

41 

44 

74 

47 

.44 


W.E. 
List 
Each 
$1 58 
1 66 
94 
1 00 
86 
94 
1 70 
1 78 
1 06 
1 13 


1 06 
1 78 
1 13 
1 06 


List 

No. 


38-18 

3849 

3850 

3907 

3908 

3909 

3910 

3911 

3912 

V K in. angle 
% in. angle 
1 h in. fixture 
4 in. fixture 
I s in. angle 
>4 in. angle 


Schedule 


ThtTsteps on the fixture caps listed above 
sockets with, P chains over 8 inches in length, add to list per foot $0.10. 

SFPARATE CAPS AND BODIES FOR ELECTROLIER 
SEPARA1 fc. V.^f,cK CATCH” DEVICES 

Schedule ”B” 


B 
B 
B 
B 
B 
B 
B 
B 
L 
B 
B 
B 
B 
B 

, w , B ___ 

arc ilMieiu-1 to accommodate %, H K inch fixture atoms. Pull 


Carton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

25 

50 

$0.71 

$1 70 

25 

100 

.44 

1 06 

25 

100 

.41 

98 

25 

100 

.44 

1.06 

25 

100 

.41 

98 

25 

250 

.36 

86 

25 

250 

.39 

.94 

25 

100 

.41 

98 

25 

100 

.44 

1 06 

25 

50 

.21 

.50 

25 

50 

.18 

.43 

25 

50 

.13 

.31 

25 

50 

.16 

.38 

25 

50 

.18 

.43 

25 

50 

.21 

.50 


List 

No. 

70 

71 

72 

73 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 


Description 

♦Pull socket body 

♦Key socket body. . 

♦Keyless socket body . . , • 

♦Keyless socket body, short shell. 
*H »n- ca P 

*\4, in* ca P. 

*4 in. cap 
♦Pendent cap ... 

*>4 in. male thread cap. 

♦ 14 in. male thread cap. 

♦ 4 in. male thread cap. 

*4 in. angle cap. . 

♦ >4 in. angle cap. 

♦ 3 4 in. angle cap. 

♦34 in. fixture cap. 

♦ 4 in. fixture cap. 

♦ 4 in. angle fixture cap. 

♦ 4 in. angle fixture cap. 


Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

250 

$0.63 

$1.27 

500 

.26 

.62 

500 

.23 

55 

5(H) 

.23 

55 

5(H) 

.07 

17 

100 

.16 

38 

250 

. 13 

31 

500 

.07 

17 

100 

.07 

17 

50 

.16 

38 

100 

.16 

39 

100 

.12 

29 

50 

.21 

50 

50 

.18 

43 

100 

.13 

31 

100 

.16 

38 

50 

.18 

43 

50 

.21 

50 


parts of sockets 


Schedule “B” 


Description 


Shells, key. without linings 

Shells, kevless. without linings. 

Shells, pull, without linings. 

Caps, 34 in., without linings. 

Caps, }i in., without linings. 

Caps, H in., without linings. 

Caps, pendent, without linings 

Linings, shell, all kinds. 

Linings. cap, all sixes..— 

Interiors, pull, without chain or eyelet 
Interiors, pull, with chain, acorn and 

eyelet. 

Interiors, key. 

Interiors, key. 660 watts. 

Interiors, keyless.. 


Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

250 

$0,074 

$0 19 

250 

.07*4 

19 

250 

.07*4 

19 

250 

.064 

.17 

250 

.15*4 

38 

250 

.124 

.31 

250 

.06 4 

.17 

250 

.024 

07 

250 

.004 

02 

250 

.30 

72 

250 

.43 

1 03 

250 

.16 

38 

I 250 

.19 

46 

| 250 

.13 

31 


•Carton, 25. 
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Western Electric 
“LOCK SHELL” SOCKETS 


Mail Orders Filled 
at Prevailing Prices 


Ml JgL 

Ibj Ob 



No. 35000 No. 35053 No. 3300 


Two Screw Fastenings 

PULL SOCKETS Schedule “B” 


List 

No. 

Description 

Carton 

Pkg. 

Wt. 

Std. 

Pkg. 

Mfrs. 

List 

W. E 
List 


Lbs. 

Each 

Each 

35000 

Pull Vg in. cap. 

25 

G5 

250 

$0.60 

$1 44 

3706 

Pull, Y in. cap. 

25 

27 

100 

.69 

1 65 

3,5001 

Pull, % in. cap. 

25 

30 

100 

.66 

1 58 

36040 

Pull, pendent cap. 

25 

68 

250 

00 

1 44 


PULL SOCKETS WITH MALE 

THREAD CAPS 

> 



3789 

Pull, Yu in. male thread cap. 

25 

70 

2.50 

$0 00 

$1 44 

3790 

Pull, Y\ in. male thread cap. 

25 

30 

100 

.69 

1 65 

3791 

Pull, % in. male thread cap. 

25 

30 

100 

.69 

1 65 


KEYLESS SOCKETS 


35053 

Kovh'ss, 1 s in- ©ap. 

25 

127 

500 

$0.30 

$0.72 

3768 

Kevless, Y in* cap. 

25 

65 

250 

.39 

94 

35054 

Keyless, % in. cap. 

25 

65 

250 

.36 

86 

35055 

Keyless, pendent cap. 

25 

135 

500 

.30 

72 


660 Watt Key Sockets 

“QUICK CATCH” AND PRESTURN SHELLS 
660 WATTS—250 VOLTS 


“Quick Presturn 
Catch" List Description 

List No. No. __ 

75 89 Socket body. 

Socket, y% in. cap. 

Socket, Y in cap. 

Socket, % in. cap. 

Socket, pendent cap. 

Socket, in. angle cap . 

Socket, Y\ in. angle cap. 

Socket, in. angle cap. 

Wall socket, small concealed base. 

Wall socket, small covered concealed base. 

Wall socket, surface wiring base. 

Wall socket, wood moulding base. 

Wall socket, Y in^condulet base. 

Wall socket, one-way National base. 

Wall socket, two-way National base. . . . 

Wall socket, angle concealed base. 

Ceiling socket, small covered ceiling base 
Ceiling socket, insulated ceiling base, 3Vi 

in. outlet boxes. 

Ceiling socket, large covered ceiling base. 
Ceiling socket, insulated ceiling base, 4 in. 
outlet boxes. 


Standard finishes are polished brass and brush brass. 
Brush brass shipped unless otherwise specified. 

For special finishes, see listing elsewhere. 

Wiring Devices 


Pkg. gi 1 

• Carton Wt. ™ „ 
Lbs. ■ Pkg * 



Schedule “B” 

~~Mfrs! WTe 

List List 

Each Faeh 



Digitized by 

































Quantity Prices 
Quoted on Request 


Western Electric 
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HUBBELL ATTACHMENTS 

FOR PULL SOCKETS 



Attachment for Pull Sockets 

This attachment is made of sheet brass of ample stiffness to resist strain of continuous use. Attaches 
direct to the socket, not to the shade holder. The spring band at the end of the horizontal arm snaps around 
the socket. A slot hooks over a screw by which the band is secured. 

Schedule “F” 


list 

No. 

J 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfre. 

List 

Each 

W. E. 
List 
Each 

5828 A 

For 8, 10 and 12 in. reflectors. 

25 

250 

21 

$0.25 

$0.60 

5829* 

For 14 in. reflectors. 

25 

250 

21 

.25 

mK^i] 

5953* 

For 16 in. reflectors. 

25 

100 

24 

.30 

.72 

5954* 

For 18 and 20 in. reflectors. 

25 

100 

26 

.30 

.72 

6317 

For 22 in. reflectors. 

25 

100 

30 

.40 

96 


Attachments for Porcelain Pull Sockets 



For 8, 10 and 12 in. reflectors. 

25 

250 

21 

$0.25 

mm 

5958 

For 14 in. reflectors. 

25 

250 

21 

.25 

IK 

5959 

For 16 in. reflectors. 

25 

100 

24 

.30 

'tiiflrr' 

5960 

For 18 and 20 in. reflectors. 

25 

100 

26 

.30 


5961 

For 22 in. reflectors. 

25 

100 

30 

.40 



“ECONOMY” ATTACHMENT ONLY 



Schedule “F” 

5880 A 

Attachment only for Standard sockets. 1 

25- 

250 

18 

$0.30 

$0.72 

6306 

Attachment only for electrolier sockets. 1 

25 

250 

18 

.30 

.72 


Attachments sold separately do not come under Schedule “B” but are subject to Schedule “F” discounts. 
The above price covers attachments in polished brass and old brass finishes. For nickel or oxidized 
copper finish add $0.07 to list. 

A National Electrical Code Standard. 



Showing No. 5403 Attached 
to Lamp 


Incandescent Light Attachment 

FOR OIL LAMPS 

250 WATTS—250 VOLTS Schedule “F” 


List 

No. 

Description 

Carton 

Quantity 

Pkg. 

Wt. 

Lbs. 

Std. 

Pkg. 

Mfrs. 1 
List | 
Each 1 

W. F. 
List 
Each 


W’ith plug and 7 ft. of 
silk cord. 

1 

15 

20 

$2.00 

$4.80 


Without cord or plug. . 

1 

10 

20 

1.50 | 



This is a handsome and inexpensive device for attaching to an oil lamp, 
to give it the practical advantage of an electric lamp. 

The base of the socket is easily and quicklv fitted to any lamp with a 
common burner, either flat wick or central draft. 

It does not injure the lamp in any way and requires no tools to attach. 

When sold complete it is fitted with 7 feet of silk parallel lamp cord and 
Hubbell Plug No. 5406. 

Socket fitted 12 inch chain. 

Standard finishes are polished brass, old brass and brush brass. Brush 
brass shipped unless otherwise specified. 

For special finishes see listing elsewhere. :ed v 


Wiring Devices 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


ft 


Lock Shell 
Pull Socket 


HUBBELL SOCKETS AND RECEPTACLES 

Candelabra Pull Sockets 

75 Watts—125 Volts 
LOCK SHELL FASTENING 


Carton Std. 


Quick Catch 
Pull Socket 


Description 


Pull, Ed. Candelabra base. 
Pull, Miniature base. 


Schedule 


$0.60 $1.4 
.or 1.4 


QUICK CATCH FASTENING Schedule 


5742* 

Pull, Ed. Candelabra base . 

10 

50 

10 

$0.60 

$1.44 

5837 

Pull. Miniature base. 

10 

50 

10 

.60 

1 44 


1 

w 

I. 


Candelabra Sockets with Ediswan Base 

Lode Shell Fastening, 75 Watts—125 Volts Schedule "M” 


5792 Pull socket, Ediswan base... 10 50 10 $0.70 $1.68 

5793 Keyless socket, Ediswan base 10 _ 50 10 .30 .72 

Pull Socket Keyless Socket Standard length of chain in pull socket, 3 inches. For chains over 3 inches 
Ediswan Base Ediswan Base i n length add to list, per foot, $0.24, Mfrs. List $0.10. 

Standard finishes are brush brass, old brass, and polished brass. 

Candelabra Keyless Sockets 

Lock Shell Fastening, 75 Watts—125 Volts Schedule 


Schedule **M’ 


>753 

5838 

Keyless socket, Candelabra base 
Keyless socket, Miniature base 

25 

25 

200 

200 

20 

20 

$0,235 

.235 


Keyless Socket 


Candelabra Candle Receptacles 


75 Watu—125 Volta 


Schedule “M” 



5686* Receptacle with inch male 

thread bushing. 

5812 Receptacle with % inch male 
thread bushing, with extra 

long porcelain skirt. 

5808 Receptacles with %> inch 

female thread bushing.. .. 

5819 Receptacle with Y% inch pipe 

_ tap female thread bushing _ 

>Jo. 5812 receptacle is provided with porcelain skirt y% inch longer than 
standard. Is otherwise identical in construction to No. 5686. 

EXTENSIONS, COLLAR AND CANDLE 

Schedule “F M 



No. 5481 No. 5483 
Candelabra Candle 
Extension 


No. 6145 
Candle 
Extension 


No. 5482—Collar 
Wiring Devices 


,s I Description | Quan-1 P1 * ' Wf ' T ,of I 1 


Extension, candelabra 

base, 4?g ins. long. . .. 
Extension, miniature 
base, 4*4 ins. long. . . . 
Candleextension, medium 

screw base. 

Collar, for candelabra 

socket. 

Candle, 4 ins. long, for 
candelabra socket. 


Extensions over inches in length, add to list $0.24 per inch 
or fraction thereof . Mfrs. List $0.10. 

Candles over 4 inches in length, add to list $0.10 per inch or 
fraction thereof. Mfrs. List $0.04. 

Extensions less than 4?g inches in length and candles less than 4 
inches, take same list price as standard. 

Extensions, although 4Jg inches in length, are designed to take a 
4 inch candle. 

For special finished collar, add to list $0,05., Mfrs. List $0.02, 
Brush brass furnished unless otherwi# gp^cified. 

67 
























Quantity Prices 
Quoted on Request 


Western Electric 

PORCELAIN MOGUL SOCKETS 


635 



No. 3465 


No. 3390 



No. 3289 



Porcelain Mogul Sockets 

1500 Watt*—600 Volu 


WITHOUT CAP OR YOKE 


Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Pkg. 

Wt. 

Lbs. 

Std. 

Pkg. 

Mfrs. 

List 

Each 

3465 


Wm 

MB 

$0.70 


Supporting screw holes spaced 1inches on centers. 


WITH ALUMINUM CAPS 



Keyless, in. aluminum cap. 

Keyless, V in. aluminum cap. 

2 

75 

50 

$ 1.00 


3391 

2 

75 

50 

1.00 


3392 

Keyless, % in. aluminum cap. 

2 

75 

50 

1.00 

WEll 


WITH CAST IRON YOKES 


3289 

Keyless, % in. cast iron yoke. 

2 

85 

50 

$0.85 

$2.04 

3290 

Keyless, in. cast iron yoke. 

2 

85 

50 

.85 

2 04 

3291 

Keyless, V\ in. cast iron yoke. 

' 2 

85 

.50 

.85 

2 04 



No. 3468 No. 3461 


Porcelain Mogul Sockets 

WITH ALUMINUM CAPS (ONE PIECE PORCELAIN)_Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Pkg. 

Wt. 

Lbs 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

3468 

Keyless, in. cap. 

2 

60 

50 

$0.85 

$2 04 

3469 

Keyless, Vo in. cap. 

2 

60 

50 

_.85 

2 04 

WITH CAST IRON YOKES (ONE PIECE PORCELAIN) 


Keyless, % in. cast iron yoke. .T] 



■OBI 


$1 68 


Keyless, V in. cast iron voke. 





1 68 

3473 

Keyless, % in. cast iron yoke. 



msm 

HKZlI 

1 68 


WITHOUT CAP OR YOKE (ONE PIECE PORCELAIN) 


3474 1 Keyless. | 2 | 55 | 50 | $0.55 | $1.32 


Porcelain Mogul Cleat Receptacles 

_ 1500 WATTS—600 VOLTS _ Schedule “B” 

3484 | Mogul receptacle. I 2 | 50 | 50 | $0.75 | $1.80 

Supporting screw holes spaced 2 V% inches on centers. 

Screw holes in all Mogul sockets sealed with heat-proof compound. 

Wirinft I>®vice* 
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Western Electric 

BRASS SHELL MOGUL SOCKETS 


Mail Orders Filled 
at Prevailing Prices 




No. 3363 


No. 3460 


No. 3385 


No. 3463 


Brass Shell Mogul Sockets 

EQUIPPED WITH HIGH HEAT-RESISTING LININGS 

1500 WATTS—600 VOLTS Schedule “B" 


List 

No. 

Description 

Carton 

Package 

Weight 

Pounds 

Standark 

Package 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

3383 

3384 

Keyless, % in. cap. 

Keyless, in. cap. 

10 

10 

35 

38 

50 

50 

$1.50 

1.50 

$3.60 
3 60 


WITH 314 INCH SHADE HOLDER PERMANENTLY ATTACHED 


3385 

Keyless, % in. cap. 

1 

50 

50 

$1.80 

$4.32 

3386 

Keyless, )4 in..cap. 

i 

55 

50 

1.80 

4.32 


These Mogul base sockets are fitted with special, high heat-resisting linings capable of withstanding the 
intense heat generated by Type C gas-filled lamps. 

Shell and cap are fastened together by means of a screw thread and held in place by a steel set screw. 


Mogul Keyless Ceiling Sockets 

1500 WATTS—600 VOLTS 


. WITH PORCELAIN BASE Schedule “B” 



Description 

Carton 

Package 

Weight 

Pounds 

Standard 

Package 

Mfrs. 

List 

Each 

W. E. 
list 
Each 


Keyless, for 3)4 ahd 4 in. outlet boxes. 

1 

95 

50 

$1.50 

$3.60 

IH 

Keyless, for 3)4 and 4 in. outlet boxes, with 3)4 
in. shade holder attached. 

1 

100 

50 

1.80 

4.32 


WITH INSULATED COVERED BASE 


3462 

Keyless, for 3)4 inch and 4 in. outlet boxes.... 






3463 

Keyless, for 3)4 and 4 in. outlet boxes, with 3)4 
in. shade holder attached.. 







Diameter of base, 4% inches: 

Supporting screw holes, 2 % inches and 3)4 inches on centers. 

For 4 inch shade holders for brass shell Mogul sockets, see listing elsewhere. 

For special finish on Mogul base sockets without the shade.holder, add to list price twice the addition 
made for special finishes on standard sockets. 

For special finish on Mogul base sockets with shade holder, add to list price twice the regular addition 
for standard socket and the regular addition for the standard 3)4 inch shade holder. 

Standard finish, brush brass. by VjOOQIC 

v irtnjj Devices 68-1 
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Quantity Price® 
Quoted on Request 
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PORCELAIN SOCKETS AND RECEPTACLES 


637 


Nation aJ 
Electrical Coda 
Standard 



National 
Electrical Code 
Standard 


Key Socket* 

BO W.tt*.2» Vote 








Schedul 

List 

No. 

Std. 

Pkg. 

Mfrs. 

List 

Each 

3420 

50 

$0.85 

3421 

100 

.35 

3422 

100 

.30 

3423 

50 

.85 

3424 

UK) 

.35 

3425 

100 

.30 

3432 

100 

.85 

3433 

100 

.35 

3434 

100 

.30 

Pendent 

200 

.05 

H >n. cap 

100 

.10 

Yx in. cap 

50 

.10 

% in. cap 

100 

.10. 

H in. cap 
Concealed 

50 

.25 

base 

100 

.10 

Cleat base 

100 

.10 


Sockets 1urn4hed with chains over 8 inches in length, adi to list, per 
foot $0 10 Mfrs List SO 24. Special finishes take one-half the list price 
charged for brass shell sockets. Standard finish for brass cap on porce¬ 
lain sockets is brush brass. 

SEPARATE CAPS, BASES AND BODIES Schedule “B” 

- \77r* w. e 7 r,. , M frs. W. E. 

List Car- List List List Car- j,/ ' List Lis * 

No ton Pkg * Each Each No._ ton 1 kg ‘ Each Each 

o*o n o An 10.95 52 28 3431 1 100 $0.45 51.08 


FOR PORCELAIN SOCKETS AND RECEPTACLES Schedule “B” 

•_ Description _ 

Porcelain pull socket body. 

Porcelain key socket body. 

Porcelain keyless socket body. 

Pendent cap for porcelain sockets. 

% inch brass cap for porcelain sockets. 

inch brass cap for porcelain sockets. 

s /g inch brass cap for porcelain sockets.. 

% inch aluminum cap for porcelain sockets. 

inch aluminum cap for porcelain sockets. 

Concealed base for porcelain sockets. 

Cleat base for porcelain sockets.. 

Small ceiling base for porcelain sockets.' ’ [ * 'AJ 

Large ceiling base for porcelain sockets . . 


Carton 

Pkg. 

Wt. 

Lbs. 

Std. 

Pkg. 

Mfrs. 

1, 1 st 

Each 

W. E. 
List 
Each 

10 

30 

100 

$0.75 

$1.80 

10 

60 

250 

.25 

.60 

10 

45 

250 

.20 

48 

10 

35 

250 

.05 

.12 

10 

15 

100 

.10 

.24 

10 

15 

50 

.10 

24 

10 

15 

UK) 

.10 

.24 

10 

15 

100 

.25 

60 

10 

15 

50 

.25 

60 

10 

40 

100 

.10 

.24 

10 

45 

100 

.10 

.24 

10 


50 t 

.20 

.48 

rizfWhJ 

3$p 

O i 

> .25 

Airing 1 

60 

devices 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


PORCELAIN RECEPTACLES 



No. 9492 No. 4013 No. 28795 No. 9171 No. 59275 


Porcelain Cleat Receptacles 

660 Watts—250 Volts Schedule “B” 


List 


Carton 

Pkg. 

Wt. 

Std. 

Mfrs. 

List 

W.L 

List 

No. 

Description j 

Quantity 

Lbs. 

Pkg. 

Each 

Each 

9402 

Cleat receptacle. 

10 

115 

250 

$0.15 

$0.36 

4013 

Cleat receptacle, for shade holder. 

10 

110 

250 

.20 

$0.48 


Holes for supporting screws are spaced 2 Z/ % inches on centers. 
Outside dimensions of base 2fJ by 2}§ inches. 


28795 | Cleat receptacle, round base. I 10 I 90 I 250 | <0.,15 | $0.36 

Holes for supporting screws are spaced 1 7 /g inches on centers. 

Outside diameter of base 2& inches. 

9171 1 Cleat receptacle... .. I 10 | 90 I 500 | <0.10 | $0.24 

Supported by one screw in center. 

Outside diameter of base 1 ff inches. 


59275 I Cleat receptacle—wires raised 1 in. from surface. I 10 I 105 1 250 | $0.18 | $0.43 


Holes for supporting screws are spaced 2 inches on centers. 
Outside dimensions of base 2^ inches and 2 ^ inches. 
Arranged with square recess for stove bolts. 




No. 4099 


Porcelain Cleat Receptacles 

660 Watt*—250 Volts Schedule “B” 

50715 I Pony cleat receptacle. | 10 | 85 I 250 I $0.15 I <0.36 

Holes for supporting screws are spaced 1 H inches on centers. 

Dimensions of base 2^x2^ inches. 


25706 1 Street hood socket with side lugs. 1 10 | 75 I 100 I $0.27 I $0.65 

The malleable iron yoke is threaded for % inch iron ipe. 


Porcelain Receptacles 

FOR CONDUIT BOXES AND METAL SIGNS 

660 Watt*—250 Volts Schedule “B” 


61988 

Receptacle with screw ring. 

10 

85 

250 

$0.20 1 

$0.48 

*4099 

Receptacle with covered terminals. 

10 

100 

250 

.25 1 

.60 


A hole 1 inches in diameter is required for these receptacles. 

•This receptacle is fitted with a separate porcelain base for use with outlet boxes. 

These receptacles are constructed with five notches in the base designed to prevent the receptacle turn¬ 
ing, once it is installed. One projection in the metal plate bent down into any one of the notches will insure 
the permanent location of the receptacle in its original position. 

Rubber gaskets are regularly supplied, but leather gaskets may be had when so ordered without extra 
charge. 

The design of these receptacles makes possible the removal of the screw shell without disturbing the 


winng. 

Porcelain rings only, list price $0.06—standard package 250. 

Wiring DericM 68-2 


Digitized by 


Google 
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Quoted on Request 


Western Electric 

HUBBELL MISCELLANEOUS SOCKETS 


639 



Wall Switch 
Porcelain Base 



Wall Switch 
Metal Covered Base 



No. 5610—Fixture Switch 
Side Outlet 


Lock Shell Pull Switches 


S P 3 Amperes—125 Volts, 1 Ampere—250 Volts Schedule “F” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

5027 A 

Lock shell pull switch, porcelain base. 

10 

50 

16 

$0.71 

$1.70 

5689 A 

Lock shell pull switch, metal covered base. 

10 

50 

18 

.81 

1.94 

561^ 

Pendent pull switch, Y% in. bushing, side outlet. 

10 

50 

14 

.60 

1.44 

5631 A 

Pendent pull switch, % in. bushing, side outlet. 

10 

50 

15 

.69 

1.76 


No. 3287 




Porcelain Sockets 


WITH “KNOSTRAIN” BUSHING FOR ARMORED CORD Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

n 

163 

3286 

3287 

3288 

Cap only with “Knostrain” bushing. 

Pull socket with “Knostrain” bushing. 

Key socket with “Knostrain” bushing. . 

Keyless socket with “Knostrain” bushing. 

10 

10 

10 

10 

50 

50 

100 

100 

15 

35 

50 

45 

$0.45 

1.20 

.70 

.65 

BE!?: 

TAPPED FOR H INCH PIPE AND % INCH LOCK NUT 

173 

3442 

3443 

3444 

Y<i in. aluminum cap only. 

Pull socket, Yi inch aluminum cap. 

Key socket, % in. aluminum cap. 

Keyless socket, y in. aluminum cap. 

10 

10 

10 

10 

50 

50 

100 

100 

10 

35 

50 

45 

$0.30. 

1.05 

.55 

.50 

$0.72 

2.52 

1.32 

1.20 

Porcelain Husk Socket 

■ 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 


a 

Keyless, y in. brass covered cap. 

Keyless, in. brass covered cap. 

10 

10 

100 

100 

45 

45 

$0.30 

.30 

MEZj 


Length of socket overall, 2}J inches, 
in husk, supplied without charge. 
A National Electrical Code. 


Diameter 1 }/& inches. 


Special wrench for inserting socket cap 


Digitized by 


Google 

*~\virlng Devices 
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640 



Porcelain Cap 


Mfre. 

Lint 

Each 

$0.30 
. 35 
.40 
.40 
.15 
.20 
.50 
.75 


Carton 

10 

10 

10 

10 

10 

10 

10 

10 


Carton 

10 

10 

10 

25 

25 

10 

25 

25 

10 


List 

No. 

5419 

5420 

5421 


Carton 

10 

10 

10 

10 

10 

10 

10 


Std. 

Pkg. 

50 

50 

50 

50 

50 

50 

50 


Std. 

Pkg. 

100 

100 

50 

100 

100 

100 

100 

100 

100 


.20 

.25 


250 

250 

250 

250 

250 

50 

100 


5467 

5607 

5612 

5638 

5729 


.35 

.15 

.25 

.35 

.15 


.86 

.84 


Standard finishes for caps, polished brass and brush brass. Brush brass shipped unless otherwise specified. 

For special finished brass covered caps, add to list 5 cents. 

When two catalog numbers appear with illustrations, the base and cap are packed and sold as separate units, the price of 
the whole being the aggregate of the units. Where only one catalog appears the device is packed complete. 

♦Not a practical combination. 


List 

Each 

last 

No. 

$0.72 

84 

5756 

5826 


.75 

.35 

.25 


List Price and Data 


Schedule “H” 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


ATTACHMENT PLUGS AND CURRENT TAPS 


National Electrical No. 6918 


Code Standard Composition Cap Brass Covered Composition Br.CovCompo. Porcelain Cap Composition 
Polarized Composition ‘Knostram** ••Knostrain" Cap 


All Screw Base Plugs 

&B0 Want, 250 Voila 

All other Plugs, 
Connectors and 
Receptacles 

6 Amprri t 250 VotlS 

No. 6817 
Porcelain Base 


No. 6917 
Composition D 


Polarized Polar^^_ i. tu i-umi g. m\ muj 

ft ft ft & n n 


No. 6816 Cap No. 6921 Cap No. 6565 
Base 6817 Base£J6817 


iff! 


Cap No. 6921 Cap No. 6565 
base®6917 Base £\ 6917 


No. 5607 Cap No. 6918 Cap No. 6919 Cap No. 6921 Cap No. 6565 

Porcelain Base Base No. 5607 Base No. 5607 Base 5607 Base/ a. 5607 


No. 5421 
Brass Covered 


No. 5408 No. 5410 


No. 5612 Cap No 6918 Cap No.6919TCap No. 6921 Cap No. 6565 Cap No. 5419 No. 5467 Cap No 5421 

Composition Base Base No.5612 Base No.5612 1 Base 5612 Base/^ 5612 liascNo.56’2 _ Base No 5612 


» «k» 3V nil wfu 

9 


No. 5756 Cap No. 6918 Cap No. 6919 Cap No. 6921 Cap No. 6565 No. 5729 Cap No. 5420 Cap No. 5421 
Porcelain Base Base No. 5756 Base No. 5756 Base^^ftfSC Base/*,5756 Base No. 5756 Base No. 5756 

Cartridge Fuse fc If 


No. 5826 Cap No. 6918 Cap No. 6919 Cap No. 6921 Cap No. 6565 Cap No. 5419 Cap No. 5420 Cap No. 5421 

Composition Base Base No. 5826 Base No. 5826 Base*™ 5826 Base £\ 5826 Base No. 5826 Base No. 5826 Base No. 5826 

Cartridge Fuse _ S I s * 


Cap No. 69181 Cap No. 6919 I Cap ^’o. 6921 Cap No. 65651 No. 5638 I Cap No. 5420 I Cap No. 5421 


I Current Tap Base No. 6295 Base No. 6295 Base No. 6295 Base No. 6295 


Base No. 6295 Base No. 6295 

































Quantity Prices 
Quoted on Request 


quest Western Electric 

ATTACHMENT PLUGS AND CURRENT TAPS 


No. 5523 No 6336 No 5657 No 5700 Ng 6328 No. 5625 No 6335 No. 5424 No. 5897 

Brass Covered Elongated Br Cov Compo Br Cov Com|X> Compo Swivel Pore. Mult. Compo Mult. Porcelain Composition 

Composition Composition Knostrain Knostrain" "Knostrain" Current Tap Current Tap Lamp Lamp 

g MB) </•; •v Bushing irjj HVI ft Receptacle Receptacle 




m. 


nn 


Cap No 5523 Cap No. 6336 Cap No 5657 Cap No. 5700 Cap No 6328 Tap No 5 625 Tap No 6 335 
Base No. 5607 Bast mm 5607 Basel® 5607 Base 5607 Base No 5607 B fT ; III 5 B 


T: 


Cap No. 5523 
Base No. 5826 


Cap No. 5523 I Cap No. 63361 Cap No. 56571 Cap No. 5700 I Cap No 6328 
Base No. 6295 | Base No. 62951 Base No. 62951 Base No. 6295 I Base No. 6295 


List Prices and Data 


CAPS 


BASES 


List 

No. 

Schedule 

Carton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

Kl 

■ 

List 

No. 

Schedule 

Carton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

5424 

H 

10 

50 

$0.25 

WffIBHi 

5468 

H 

10 

250 

$0.50 

$1.20 

5523 

H 

10 

50 

.30 

.72 

5493 

H 

10 

100 

.65 

1 56 

5625 

H 

10 

50 

.35 

.84 

5607 

H 

10 

250 

.15 

.36 

5657 

H 

10 

50 

.45 

j§B8»|rijr^M 

5612 

H 

10 

250 

.20 

.48 

5700 

H 

10 

50 

.55 

1.32 

5701 

H 

10 

100 

.75 

1.80 

5897 

H 

10 

50 

.30 

72 , 

5756 

H 

10 

100 

.60 

1.44 

6328 

H 

10 

50 

.35 

84 

5826 

H 

10 

100 

.75 

1.80 

6336 

H 

10 

50 

.25 

60 

6295 

H 

10 

50 

.35 

.84 

6365 

H 

10 

20 

.60 

1 44 








Length overall, inches; diameter if inch. These fuses approved by the National Board of Underwriters for use with 
Hubbell cartridge fuse attachment plugs. 

Designed particularly for use with electrically operated portable machines, such as drills, grinders, etc. 

When furnished without the fuse, deduct $0.60 from list Mfrs. List $0.25. 


ders, etc. 

.oogle 
















































CAPS 


BASES 


BASES 


Mfrs. 

List 

Each 


List 


Carton 


Std. 

Pkg. 


Carton 


Carton 

10 

10 

10 

10 


SO.15 
.20 
.25 
1.75 
.15 
.25 
.25 


Standard finishes, brush brass and polished brass. For other finishes on fixture receptacles, add to list KL24. Mfrs. 
List tO. 10. 

For special finished rims on No. 6251 receptacle, add to list $0.12. Mfrs. List $0.05. 

Brush brass shipped unless otherwise specified. 

When two catalog numbers appear with illustration, the base and cap are packed and sold as separate units, the price of 
the whole being the aggregate of the units. Where only one catalog number appears, the device is packed complete. 


W. E. 
List 
Each 

$0 38 
.48 
.60 
4 20 
.36 
.60 
60 


List Prices and Data 


Schedule 1 


tZAO 4AA — r*e - Mali Orders f illed 

o4Z Western Electric at prevailing pho* 

CURRENT TAPS-FIXTURE RECEPTACLES-CORD CONNECTORS 


No. 5421 

Brass Covered 
Porcelain Cap 


National Electrical 
Code Standard 

All Screw Base Plugs 

M0 Watt*. 250 Volu 


No. 6919 
Brass Covered 
Composition 
rasiied 


fWA 


All other Plugs.Con¬ 
nectors and Recep¬ 
tacles 

6 Ampere*. 250 Volt* 


Cap No. 6919 Cap No. 6921 Cap No. 6565 
Base No. 6297 Base No. 6297 Base No. 6297 


Cap No. 5420 Cap No. 5421 
Base No. 6297 Base No. 6297 


at* 


Cap No. 6918 Cap No. 6919 Cap No 6921 Cap No. 6565 Cap No. 5419 
Base No. 6339 Base No. 6339 Base No. 6339 Base No. 6339 Base No 6339 


Cap No. 5421 
Base No. 6339 


- . 


ran 




f ft 


ran 


TfW. vL-vl 


rai 


■ i 


II ! 




No. 6087 
Porcelain Cord Con 
neclor Body 


Cap No. 6918 
Base No. 6087 


1HF I 


'HI 1 






















































Quantity Prices 
Quoted on Request 


Western Electric 


643 


CURRENT TAPS-FIXTURERECEPTACLES-CORD CONNECTORS 



ESESn 




No. 6336 
Elongated 
Composition 


No. 6328 

Compo. Swivel 
"Knostrain” 
Bushing 


No. 5625 
Pore. Mult 
Current Tap 


No. 6335 
Compo. Mult 
Current Tap 


No. 5424 

Porcelain 

Lamp 

Receptacle 


No. 5657 
Br Cov Compo 
•*Knostrain'‘ 


Base No. 6339 


Cap No 6328 
Base Na 6250 


Rec. No 5897 
Base No. 6250 


Cap No. 6336 
Base No. 6250 


Cap No. 6328 
Base No. 6252 


Cap No. 6328 
Base No 6253 


Kec No. 5897 
Base No. 6253 


i 


;*• | 

.Ct 


■ • 


List Prices and Data 


Schedule “H” 


CAPS 

BASES 

List 


Std. 

Mfrs. List 


List 


Std. 

Mfrs. List 

W. E. List 

No. 

Carton 

Pkg. 

Each 

■Aes 

No. 

Carton 

Pkg. 

Each 

Each 

5424 

10 

50 

$0.25 

$0 60 

6087 

10 

50 

$0.25 

$0 60 

5523 

10 

50 

.30 

72 

0297 

10 

50 

.35 

84 


10 

50 

.35 

84 

6339 

10 

50 

.45 

1 08 

5657 

10 

50 

.45 

1 08 

6250 

10 

20 

.45 

1 08 

5700 

10 

50 

.55 

1 32 

6251 

10 

20 

.30 

72 

5897 

10 

50 

.30 

73 

6252 

10 

20 

.45 

1 08 

6328 

10 

50 

.35 

.84 

6253 

10 

20 

.50 

1.20 

6335 

10 

50 

.40 

96 






6336 

10 

50 

.25 

60 







will be that applying to the base. 

All devices listed above packed 10 to a carton. 

For special finished, brass covered caps, add to list $0.05. 
♦Not a practical combination. 


- of both 


Digitized by 


Google 











































644 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CORD CONNECTORS AND WALL RECEPTACLES 


List Prices and Data 


Caps 


List 


Std. 

Mfrs. List W. E. List 

No. 

Carton 

Pkg. 

Each 

Each 

5419 

10 

50 

$0.15 

$0.36 

5420 

10 

50 

.20 

.48 

5421 

10 

50 

.25 

.60 

6565 

10 

50 

.55 

1.32 

6918 

10 

50 

.15 

.36 

6919 

10 

50 

.25 

.60 

6921 

10 

50 

.25 

.60 




Bases 

Schedule “JP' 

List 


Std. 

Mfrs. List W. E. List 

No. 

Carton 

Pkg. 

Each 

Each 

5574 

10 

50 

$0.30 

$0.72 

5617 

10 

50 

.30 

.72 

5618 

10 

50 

.30 

.72 

5619 

10 

50 

.30 

.72 

5939 

10 

50 

.30 

.72 

6068 

10 

50 

.30 

.72 


All devices listed above packed 10 to a carton. 
Brush brass shipped unless otherwise specified. 
$ 0 . 12 ; Mfrs. List $0.05. 

Wiring Devices 


Standard finishes for caps, brush brass, polished brass 
For special finished brass covered caps, add to list 


Digitized by 


Google 



645 


Quantity Prices 
Quoted on Request 


Western Electric 


CORD CONNECTORS AND WALL RECEPTACLES 



No 5424 
Porcelain 
Lamp 
Receptacle 


No. 6335 

Compo. Multi 
Current Tap 


No 6336 
Elongated 
Composition 


No. 5625 

Pore. Mult 
Current Tap 


No. 5897 

Composition 

Lamp 

Receptacle 


No 6328 
Compo Swivel 
‘•Knostrain” 
Bushing 


'Knos train' 


Cap No. 5523 
Base No. 6095 


Cap No. 5523 

jBascNo.5617 


Cap No. 5523 
Base No. 5618 




Tap No 6335 
Base No 5619 


Cap No. 5523 
Base No. 6068 


List Prices and Data schedule “H” 





Mfre. 

W. E. 




Mfrs. 

W. E. 

List 


Std. 

List 

List 

List 


Std. 

List 

List 

No. 

Carton 

Pkg. 

Each 

Each 

No. 

Carton 

Pkg. 

Each 

Each 

5424 

10 

50 

$0.25 

$0.60 

5574 

10 

50 

$0.30 

$0.72 

5523 

10 

50 

.30 

.72 

5617 

10 

50 

.30 

.72 

5625 

10 

50 

.35 

.84 

5618 

10 

50 

.30 

.72 

5657 

10 

50 

.45 

1.08 

5619 

10 

50 

.30 

.72 

5700 

10 

50 

.55 

1.32 

5939 

10 

50 

.30 

.72 

5897 

10 

50 

.30 

.72 

6068 

10 

50 

.30 

.72 

6328 

10 

50 

.35 

.84 

6095 

10 

50 

.80 

1.92 

6335 

6336 

10 

10 

50 

50 

.40 

.25 

.96 

.60 



Digitized by 

Google 



Wlrind Devices 





two Western Electric 

CONDUIT BOX, WEATHERPROOF AND FLUSH* RECEPTACLES 


National Electrical 
Code Standard 

All Screw Base Plugs 

660 Want. 250 Volt, 

All other Plugs. 
Connectors and 
» Receptacles 
6 Arnpercv 250 Volt, 


No. 6918 

nptisnion Cap 
Polarized 


No 6919 
Brass Covered 
Composition 
Polarized 


No. 6921 
Composition 
" Knostrain^ 


No. 6565 
Br Cbv Compo 
'* Knoslrain" 
Polar ized 


No. 5419 
Porcelain Cap 


No. 5421 

Brass Covered 
Porcelain Cap 


No. 5620 
Fielding Receptacle. 
Screws 29 1 * Centers 


No. 5624 I 
Conduit Box Recep. 
Screws ^"'Centers 


No. 6103 
Conduit Box Rccep. 
Cover Suspension 


I No. 6294 
Porcelain Weather 
proof Receptacle 


No. 6293 
Comp. Weather¬ 
proof Receptacle 


No. 6282 
Rush Receptacle 
144" Plate Assembled 


No. 6283 
Flush Receptacle 
3'4" Plate Assembled 


Mfrs. 
List 
Eaoh 
SO.15 


List 

No. Carton 

5419 10 

5-120 10 

5421 10 

6565 10 

6918 10 

6919 10 

6921 10 

Polished brass, brush brass, polished bronze, oxidized copper, standard finishes for brass plates. All other finishes, except* 
ing gold and silver, add to list $0.24. Mfrs. List $0.10. 

Brush brass shipped unless otherwise specified. 

2 % inches round plate, supporting screw holes, inch on centers. Plate only, with straps. Catalog No. 5615. 

3H inch round plate, supporting screw holes, 2 §f inches on centers. Plate only, with straps. Catalog No. 5616. Standard 
package, 50. List price $1.44. Mfrs. List $0.60. 

Porcelain receptacle only for No. 6282 or No. 6283, Catalog No. 5614. 

Wlrlnd n**«ivM 




Quoted*on Request Western Electric 647 

CONDUIT BOX, WEATHERPROOF AND FLUSH RECEPTACLES 


No. 5523 
Brass Covered 
Composition 




No. 6336 
Klongaled 



No. 5700 



No. 6328 
Compo Swivel 
"Kno^train" 
B ushin g 

TS 



No 6335 
Compo Mull. 
Current Tap 

1 


No. 5424 No. 5897 

Porcelain I Composition 
I.amp I .amp 

Receptacle Receptacle 


i 


Cap No. 5523 
Base No. 5620 






Cap No. 6328 
Base5620 

JL 




Rec No 5424 
Bas e No 5620 

JL 



Cap No 5523 
Base No 5624 





Cap No 6328 
Base ^^5624 

1 


Tap No 5625 





Rec No 5897 



Cap No.y5523 
BaW No. 6103 





Cap No 63?8 
Base No 6103 




Rec No. 5424 
Base No 6103 



Cap No. 5523 
Base No 6294 

A A 


P 



Cap No 5523 
Base No 6293 


Cap No 6336 
|Rnse| J6293| 

tf 



Cap No 5700 
IRisJL JL6294I 





Rec. No 5424 


Rec. No 5897 



1294Bn 



k 6294j 


Cap No 5700 

r 



Tap No 63351 
Base ■J6293 

I 


Rec. No 5424 
[Basea ■6293) I 


Rec No 5897 
Uase«l6293| 

I 


Cap No 5523 
Base No. 6282 



Cap No 6336 
Rase No 6282 



Cap No. 5700 
Base No 6282 

■S' 


Cap No 6328 
Base No 6282 




Tap No 5625 
Base No 6282 

JL 

Hr 


Tap No 6335 
Bas e No 6 282 

# 


Rec No 5124 
Base No 6282 

JL 

nr 



Cap No. 5523 
Base No. 6283 


Cap No. 6336 
Base No 6283 



Cap No. 5700 
Base No 6283 


Cap No 6328 
Base No. 6283 


Tap No 5625 
Base No 6283 


JLjil 

ES ES 


Tap No 6335 
, Bas e No 6 283 

JL 


Rec No 5424 
Base No. 6283 


Rec. No. 5897 
Base No. 6283 


-M- 


List Prices and Data Schedule “H-2” 




Capo 





Bases 





Mfrs. 

W. E. 




Mfrs. 

W. E. 

List 


Std. 

List 

List 

List 


Std. 

List 

List 

No. 

Carton 

Pkg. 

Each 

Etch 

No. 

Carton 

Pkg. 

Each 

Etch 

5424 

10 

50 

$0.25 

$0.60 

5620 

10 

50 

$0.35 

$0.84 

5523 

10 

50 

.30 

.72 

5624 

10 

50 

.30 

.72 

5625 

10 

% 

.35 

.84 

6103 

10 

50 

.35 

.84 

5657 

10 

.45 

1.08 

6282 

1 

50 

.85 

2.04 

5700 

iO 

50 

.55 

1.32 

6283 

1 

50 

.95 

2.28 

5897 

10 

50 

.30 

.72 

6293 

10 

50 

.95 

2.28 

6328 

10 

50 

.30 

.72 

6294 

10 

30 

.50 

.60 

6335 

10 

50 

.40 

.98 






6336 

10 

50 

.25 

.60 




v 



Weatherproof plugs are designed for use out of doors, being particularly desirable for railroad roundhouses, ship¬ 
building plants—in fact any place where a plug would be subjected to all weather conditions.>y VjUU' 

All devices,listed above, except Noe. 6282 and 6283, packed 10 to a carton. 


Wirinfi Devices 




Knostram 

Polarized 


648 


Western Electric 

FLUSH RECEPTACLES 


Mail Orders Filled 
at Prevailing Prices 


FLUSH PLATES FOR HUBBELL NO. 5547 RECEPTACLE 


LISTED ABOVE Schedule “H” 


List 

No. 

Carton 

Std. 

Pkg. 

Mfrs. 

List 

Each 


W. E. 
List 
Each 

List 

No. 

Carton 


Std. 

Pkg. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

5419 


50 

$0, 15 


$0.36 

5547 



50 

SO.60 

$1 44 

5420 


50 

.20 


.48 

5579 



50 

.60 

1 44 

5421 


50 

.25 


.60 

6257 



50 

.85 

2 04 

6565 


50 

.55 

i 

1.32 







6918 


50 

.15 


.36 







6919 


50 

.25 


.60 







6921 


50 

.25 


.60 








List 

No. 


Pkg. Mfrs. W. E. 

Std. Wt. List List 

Carton Pkg. Lbs. Each Each 


List Prices and Data 


Schedule "H” 


Description 


No. 6665 No. 5419 No. 5420 
Br Cov Compo Porcelain Cap Composition 


No. 5421 
Brass Covered 
Porcelain Cap 


No. 6918 No. 6919 
National Electrical Composition Cap Brass Covered 
Code Standard Polarized Composition 

Polarized 


No. 6921 
Composition 
'•Knostrain" 
Polarized 


A.I1 Sere* Base Plugs 
660 Watts. 250 Volta 


All other Plugs. 
Connectors and 
Receptacles 
6 Ampere* 250 Volts 


No. 5547 Cap No. 6918 Cap No. 6919 Cap No. 6921 Cap No. 6565 Cap No 5419 Cap No 5420 Cap No. 5421 

Hush Receptacle Rec No. 5547 Rec No. 5547 Rec. No 5547 Rec. No. 5547 Rec. No. 5547 Rec. No. 5547 Rec. No. 5547 


No. 5579 Cap No. 6918 Cap No.6919 Cap No. 6921 Cap No. 6565 Cap No. 5419 Cap No. 5420 Cap No. 5421 

Rush Receptacle Rec. No. 5579 Rec.No. 5579 Rec. No. 5579 Rec. No. 5579 Rec. No. 5579 Rec. No. 5579 Rec. No. 5579 

With Lift Cover _ _ _ _ _ _ 


No. 6257 Cap No.6918 Cap No.6919 Cap No.6921 Cap No. 6565 Cap No.5419 Cap No 5420 Cap No 5421 

Duplex Rec No. 6257 Rec No. 6257 Rec No. 6257 Rec. No. 6257 Rec. No. 6257 Rec. No 6257 Rec. No. 6257 

Flush Receptacle - 


5548 Single (stamped .060 10 

metal) 4H x 2 ins. 

6585 Single (solid) 4^x2^ 

inches. 10 

5549 2 gang (stamped .060 

metal) 4^ x4A ins. 1 

6586 2 gang (solid) 4 4 A 

ins. 1 

5550 3 gang (solid) 4 x 6 J 8 

ins. 1 

5599 4 gang (solid) 4 H x 8 i 3 4 

ms. 1 


2.60 I 6.24 


STEEL PLATE (GENUINE BAUER BARFF FINISH) 


6584 Single (stamped .060 I i 

_metal) 43^x2 j^ins. 10 50 16 | $0.65 


„.«s |e 


No. 5548 
No. 6581 































Bushing 


Bushing 


Bushing 


List 

No. 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

List 

No. 

Std 

Pkg. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

5424 

50 

$0.25 

$0 60 

5897 

50 

$0.30 

$0.72 

5523 

50 

.30 

.72 

6257 

50 

.85 

2 04 

5,547 

50 

.00 

1 44 

6328 

50 

.35 

.84 

5625 

50 

.35 

84 

6335 

50 

.40 

96 

5651 

50 

• 45 

1.08 

6336 

50 

.25 

.60 

5700 

50 

. 55 

1.32 






Flush Plates for Hubbell No. 5579 Receptacles Listed Above 

DOUBLE HINGE LIFT COVER PLATES 


Std. 

Pkg. 

Pkg. 

Wgt. 

Lbs. 

50 

22 

25 

18 

20 

17 

10 

20 


Carton 


Description 


Single(solid) 4 H x 2\$ ins. 

2 gang (solid) 4 V* x 4 A ins.. . . 

3 gang (solid) 4% x 6K ins.. . . 

4 gang (solid) 4 H x 8 A ins- • • • 


List 

No. 

5580 

5581 

5582 
5600 


$3.36 

6.72 

10.08 

13.44 


PLATES FOR NO. 6257 DUPLEX RECEPTACLE LISTED ABOVE 


Schedule “H” 


649 


Quantity Prices 
Quoted on Request 


Western Electric 

FLUSH RECEPTACLES 


No. 5625 
Porcelain 
Multiple 
Current Tap 


No. 5424 No. 5897 
Porcelain Composition 

Lamp Lamp 

Receptacle Receptacle 


No. 6335 
Composition 
Multiple 
Current Tap 


Brash Covered Elongated Br Cov.Compo Br.Cov Compo Compo. Swivel 
Composition Composition | ‘Knostrain" "Knoslrain 'Knostrain" 


Op No. 6523 Cap No. 6336 Cap No. 5657 Cap No. 5700 Cap No 6328 Tap No. 5625 Tap No. 6335 Rec. No. 5424 Rec. No. 5897 
Rec. No. 5547 Rec No. 5547 Rec. No. 5547 Rec No. 5547 Rec. No. 5547 Rec No. 5547 Rec. No. 5547 Rec. No. 5547 Rec No. 5547 


Rec. No. 5424 
Rec. No. 5579 


Cap No. 5523 Cap No. 6336 Cap No. 5657 Cap No. 5700 Cap No. 6328 
Rec. No. 5579 Rec. No. 5579 Rec. No. 5579 Rec. No. 5579 Rec. No. 5579 


Cap No. 5523 Cap No. 6336 Cap No. 5657 Cap No. 5700 Cap No. 6328 Tap No. 5625 Tap No. 6335 Rec. No. 5424 Rec. No. 5897 
Rec. No. 6257 Rec. No. 6257 Rec. No. 6257 Rec. No. 6257 Rec. No. 6257 Rec. No. 6257 Rec No. 6257 Rec No. 6257 Rec No. 6257 


Single (solid) 4^x2^ ins.. . . 
2 gang (stamped .060 metal) 
4*A x 4 ^ins. 

2 gang (solid) A X A x 4 A ins. . . 

3 gang (solid) 4Hx 6H ins. . . 

4 gang (solid) 4 Vjg x 8 A ins. . . 


No. 6258 
No. 6587 


Outside supporting screw holes, 3^r inches on centers. 

Inside supporting screw holes, 2 ft inches on centers. 

When an equal number of receptacles, plates and btass covered caps are ordered, caps'will be furnished in the finishes 
standard on plates without extra charge. 

Digitized by VjOOQLc 

































650 



No. 6640 


Western Electric 

ATTACHMENT PLUGS AND RECEPTACLES 


Mai! Orders Filled 
at Prevailing Prices 



Separable Attachment Plugs 


660 Watt*—250 Volt* Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Pkg. 

Wt 

Lbs. 

Std. 

Pkg. 

Mfrs. 

List 

Each 

■o| 

■i 

6040 


10 

40 

100 

$0.50 

$1.20 

6041 

With brass covered porcelain cap. 

10 

40 

100 

.60 

1.44 

6146 

With composition cap. 

10 

40 

100 

.55 

1.32 

6308 

With brass covered composition cap. 

10 

40 

100 

.65 

1.56 

6042 

Porcelain base only. 

10 

30 

100 

.30 

.72 

6043 

Porcelain cap only. 

10 

12 

50 

.25 

.60 

6044, 

Brass covered porcelain cap. 

10 

12 

50 

.35 

.64 

6149 

Composition cap only. 

10 

15 

50 

.30 

.72 

6150 

Brass covered composition cap only. 

10 

15 

50 

.40 

.96 


Composition Cord Connector 


6 Ampere*—250 Volts Schedule “H” 


6408 

tord connector. 

. 10 

20 

50 

1 $0.80 

$1.92 

6409 

Composition body only. 

. 10 

15 

50 

| .50 

1 20 


Wall Receptacle 

6 Amperes—250 Volts Schedule “H” 


6045 

With porcelain cap. 

10 

30 

50 


$1.80 

6046 

With brass covered porcelain cap. 

10 

30 

50 

.85 


6147 

With composition cap. 

10 

30 

50 

.80 

1.92 

6309 

With brass covered composition cap. 

10 

30 

50 

.90 

2.16 

6047 

Concealed base only. . 

10 

25 

50 

.55 

1.32 


The neutral contact blade of the three-wire cap is made slightly longer than the others and makes con¬ 
tact first when the plug is inserted, and holds contact until after the others are disconnected. The polarity 
arrangement insures proper connection at all times. 

Supporting screw holes 1 % inches on centers. 

Brush brass and polished brass are standard finishes for brass covered caps. Brush brass shipped unless 
otherwise specified. 

For special finished brass covered caps, add $0.12 to list. Mfrs. List $0.05. 


20 Ampere Wall Receptacle 


20 Amperes—250 Volts Schedule “H" 



Receptacle, with concealed base and polarized cap 

10 

■■ 

30 

$1.25 



Polarized cap only. 

10 

yw 

30 

.60 


6059 

Concealed base only. 

10 


30 

.65 



Brush brass and polished brass are standard finishes for caps; all other finishes, excepting gold and silver, 
add to list $0.12. Mfrs. List $0.05. 

Supporting screw holes, 1 $4 inches on centers. 

Wiring Devices 
























































6 ampere polarised cap, porcelain, brass covered. 10 

20 ampere polarised cap, porcelain, brass covered. 10 

20 ampere polarised cap, composition, brass covered.. . ... 10 


re Polarized Cap. with ”K.nos train” Bushin 


mass covered porcelain cap, for No. 10 Jumper cable. 

Brass covered composition cap, for No. 10 Jumper cable. 


Lamp Receptacles for Hubbell Polarized Plus Receptacles 






o. 5699 No. 5743 No. 6821 No. 5524 No. 5525 

Composition Cord Connector 

WITH METAL COVERED "KNOSTRAIN” BUSHINGS 
6 Amperes—250 Volts 


Pkg. 

Carton Std. Wt. 

Description Quantity Pkg. Lbs. 

Connector, brass covered cap... 10_50 25 


POLARIZED COMPOSITION CORD CONNECTOR 
6 Amperes—250 Volts 


Polarized connector, with brass covered cap. 

Composition body only. 

Cap only. 


Brush brass standard finish for caps. 

For special finished brass covered caps, see listing elsewhere. 

SMALL POLARIZED CORD CONNECTOR 
6 Amperes—250 Volts 


Schedule "H 


W. E. 
List I List 
Each Each 


10 

10 

10 

30 

30 

30 

H 

$1.00 

.50 

.50 



The above caps are a trifle deeper than the regular Hubbell caps. 

They are made in the fusible type and designed to convert Hubbell fuseless plugs into fusible. 

Standard finish for Nos. 5526 and 5527, brush brass, and polished brass. 

All other finishes, except gold and silver, add to list $0.12 when furnished separately. Mtrsy. List $0.05. 
When furnished with flush receptacles, no extra charge is made for corresponding standard finish ofplates. 


Wiring Devices 


























































No. 5746 


No. 5747 


No. 5894 


No. 5652 


No. 6143 


MOTOR ATTACHMENT PLUGS 



Description 

10 Amperes — 250 Volts 

Carton 

Quantity 

Comp, base, porcelain cap. 

10 

Comp, base, with strain relief bushing, porcelain cap... 

10 

Porcelain cap only. 

10 

Comp, base, composition cap. 

Comp, base, with strain relief bushing, comp, cap. 

10 

10 

Composition cap only. 

10 

Porcelain base, porcelain cap. 

10 

Porcelain base only. 

10 

Composition base only. 

• 10 

Composition base only with strain relief. 

10 


Schedule “H-2” 


Mfrs. 
list I List 
Each Each 




POLARIZED MOTOR PLUG 


Composition polarized motor plug. 10 amperes, 250 volts. 

Composition base only. 

Composition cap, witn knife blade contact. 



REVERSE ATTACHMENT PLUGS 


Composition attachment plug, 10 amp.—250 v. 10 

Composition base only with enclosed terminals. 10 

Composition cap with knife blade contacts. 10 


REVERSE MOTOR PLUG—With Strain Relief Bushing 


everse motor plug, all composition, 10 amp.—250 v. .. J 10 


15 

$0.80 

$1.92 

15 

.50 

1.20 ‘ 

15 

.30 

.72 


Schedule “H-2” 


20 

15 

10 


Schedule “H-2” 


$0.60 $1.44 



Screw holes for attaching the base to apparatus are spaced 1 inches on centers. 

The diameter of base is 2J4 inches. Height over all, 2% inches. 

20 AMPERE WALL RECEPTACLES FOR NATIONAL METAL MOULDING 
20 Amperes—250 Volts 
WITH ONE-WAY BASE 




Schedule 1 


List 

No. 

Description 

Car¬ 

ton 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

6090 

With brass covered 
cap, polarized... 

10 

30 

20 

$1.00 

$2.40 

6091 

Base only. 

10 

30 

15 

.50 

1.20 

5553 

Brass covered cap 
only, polarized.. 

10 

30 

10 

.50 

1 20 



















































Quantity Prices 
Quoted on Request 


Western Electric 

HUBBELL WALL RECEPTACLES 
Porcelain Wall Receptacles 


* t 


653 


n 


No. 5882 

No. 5557 No. 5605 

Polarity Wall Polarity Condulet 

Receptacle Receptacle 

Polarity Wall 
Receptacle 


POLARITY WALL RECEPTACLES 

10 Amperes—250 Volts 

Schedule “H-2 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

5882 

Receptacle, concealed base. 

10 

30 

5883 

Receptacle, cleat base. 

10 

30 

5884 

Receptacle, molding base.*. 

10 

30 

5567 

Cap only. 

10 

30 

5885 

Base only, for concealed type. 

10 

30 

5886 

Base only, for cleat type. 

10 

30 

5887 

Base only, for molding type. 

10 

30 



Old brass standard finish for cap. All other finishes add to W. E. List $0.09, to Mfrs. List $0.05. 


20 Amperes—250 Volts 


Schedule 



Concealed base, screw holes 1% inches on centers. 

10 

30 

25 

Cleat base, screw holes, Iff inches on centers. 

10 

30 

25 

Molding base, screw holes 1H inches on centers. 

Cap only. 

10 

30 

25 

10 

25 

10 

Base only, for concealed type... 

10 

30 

18 

Base only, for cleat type. 

10 

30 

18 

Base only, for molding type. 

10 

30 

18 



Brush brass standard finish for cap. All other finishes add to W.T. List $0.09, to Mfrs. List $0.05. 

POLARITY CONDULET RECEPTACLES 

20 Amperes—250 Volts Schedule “H-2” 


Supporting screw holes inch on centers. 

Brush brass standard finish for cap. All other finishes add to W. E. List $0.09, to Mfrs. List $0.05. 


5005 Polarity receptacle, brass covered cap. 10 25 20 $1.00 

5757 Polarity receptacle, base only. 10 25 15 .50 

5553* Brass covered cap only.. 10 25 10 .5 



POLARITY WALL RECEPTACLES 
With Split Bushing Strain Relief for No. 10 Jumper Cable 
20 Amperes—250 Volts 


Schedule 




Standard finish for caps polished and brush brass. AH other finishes add to list $0.12, Mfrs. List 
$0.05 For special finish brass covered caps see data elsewhere. For separate caps see listing elsewhere. 
A National Electrical Code Standard. 


82 


Wiring Devices 
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Western Electric 

HUBBELL FLUSH RECEPTACLES 


Mall Orders Filled 
at Prevailing Prices 




No. 5565 



No. 5551 


Polarity Flush Receptacles 


20 Amperes—250 Volts 

_Schedule “H-3” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E 

List 

Each 

*5722* 

Complete with cap and 4^x2^ inch plate. 



32 

52.50 

55.00 

*5551* 




32 

2.00 

4.00 

6552* 

Receptacle only. 

io 


17 

.75 

1.00 

5553* 


10 

25 

10 

.50 

1.00 

5554* 

8ingle gang plate, 4^x2^ inches. 

10 

25 

10 

.75 

1.00 

5555* 

Two gang plate, 4)4 x 4 A inches.. 

1 

15 

10 

1.50 

0.00 

6556* 

Three gang plate, 4 )4 x 6 H inches. 

1 

10 

10 

2.25 

0.40 

5586* 

Four gang plate. 4 )4 x 8 A inches.. 

1 

10 

14 


7.00 


Polarity Flush Receptacles 


10 Amperu—250 Volt* Schodul. "IH“ 


*5565* 

Complete with cap and 4)4 x 2H inch plate. 


so 

60 

*1.75 

54.00 

5666* 

Receptacle only. 

10 


30 


1.44 

5567* 

Cap only. 

10 

30 

12 

.50 

1.00 

5568* 

Single gang plate, 414 *2% inches. 

10 

50 

22 

.65 

1.54 

5569* 

Two gang plate, 4)4 * 4 A inches. 

1 

25 

18 

1.30 

0.12 

5570* 

Three gang plate, 4^x 6*4 inches.. .. 

1 

15 

17 

1.95 

4.08 

5587* 

Four gang piate, 4 )4 x 8 Ar inches. 

1 

. 10 

14 


0.24 


Outside supporting screw holes, 3 -fj inches on centers. 
Inside supporting screw holes, 2 H inches on centers. 


Flush Receptacles 


6 Amperes, 250 Volts Without Lift Cover. For Three-Wire Worlc Schedule “H-3” 



No. 6049 


6049 

Receptacle, complete, with 
plate ana porcelain cap. 

a 

60 

50 

51.55 

$3.72 

6050 

Receptacle, complete, with 
plate and brass covered 
porcelain cap. 

• 

60 

50 

1.65 

3.96 

6148 

Receptacle, complete, with 
plate and composition 
cap. 

a 

60 

50 

1.60 

3.84 

6310 

Receptacle, complete, with 
plate and brass covered 
compostion cap. 

a 

60 

50 

1.70 

4.00 

6051 

Porcelain receptaclo only. 

10 

35 

50 

.95 

2.20 

5548 

Single (.060 stamped metal) 
4)4 x 2 *4 inches. 

10 

16 

50 

.35 

.84 

6585 

Single (solid) 4)4 x 2 H in. 

10 

18 

50 

.65 

1.54 

5549 

Two-gang (.060 stamped 
metal) 4)4 x 4^finches 

1 

13 

25 

T1.00 

2.40 

6586 

Two gang (solid) 4 )4 x 4 A 
inches. 

1 

15 

25 

fl.30 

3.12 

5550 

Three gang (solid) 4)4 x 6M 
inches. 

1 

18 

20 

tl.95 

4 68 

5599 

Four gang (solid) 4)4 x 8 A 
inches. 

1 

20 

10 

t2.60 

6.24 


STEEL PLATE (GENUINE BAUER BARFF FINISH) 


6584 Single(.060 stamped metal) 






4)4 x4 H inches. 

10 

16 

50 

01.56 

$0.65 


Outside supporting screw holes 3 & inches on oenters. Inside supporting 
screw holes 2 Jf inches on oenters. I 

General brush brass, polished brass, polished bronse and oxidised copper 
are standard finishes for brass flush plates. All other finishes, excepting gold and 
silver, add to list, per gang, KL24. Mfrs. List 50.10. 


04 

























































Quoted*on Request Western Electric 

ATTACHMENT PLUGS AND RECEPTACLES 


655 



Multiple Attachment Plugs 

WITH MEDIUM SCREW BASE 


660 Watt*—250 Volt* Schedule “H” 


List 

No. 

Description 

Carton 

Pkg. 

Wt. 

Lbs. 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

6287 

6288 

Multiple plug, screw base, two outlets, less caps. 

Multiple plug, screw base, three outlets, less caps.... 

5 

5 

10 

15 

10 

10 

10.70 

1.05 

$1.68 

2.41 


WITH KNIFE-BLADE CONTACTS 
6 Amperes—250 Volts 

FOR USE WITH ALL HUBBELL RECEPTACLES, EXCEPTING FLUSH RECEPTACLES HAVING 

LIFT COVER 


6289 

1 Multiple plug, knife-blade base, two outlets, less caps.. 1 

5 

I 15 1 

1 10 1 

$0.70 

1 $168 

FOR USE ONLY WITH RECEPTACLES HAVING LIFT COVER 

No. 5579 Type 

6291 

1 Multiple plug, knife-blade base, two outlets, less caps.. | 

5 

1 10 1 

1 10 1 

$0.70 

1 $1.68 

FOR USE WITH ALL RECEPTACLES, EXCEPTING FLUSH RECEPTACLES 

HAVING LIFT COVER 

6290 

1 Multiple plug, knife-blade base, three outlets, less caps. 1 

5 

1 15 1 

10 1 

$1.05 

1 $2.41 

FOR USE ONLY WITH FLUSH RECEPTACLES HAVING LIFT COVER, No. 

5579 TYPE 

6292 

1 Multiple plug, knife-blade base, three outlets, less caps. 1 

5 

1 15 | 

10 1 

$1.05 

1 $2.41 


Interchangeable caps for multiple attachment plugs are listed elsewhere. 


Angle Lamp Receptacle 

660 Watte—250 Volt* Schedule “H” 


List 

No. 

Description 

Carton 

Pkg. 

Wt. 

Lbs. 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

5515 

Porcelain angle receptacle. 

10 

mm 

50 

$0.40 



Designed for show case and window lighting. 

Made to fit any Hubbell Standard plug base, wall or flush receptacle. 

The easy manner in which a lamp can be inserted and the cap connected or disconnected, is a feature 
of merit and economy. 


Wlelnd nMrfM* 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


SIGNALITES AND CURRENT TAPS 



Signalites 

FOR HUBBELL PLUGS AND RECEPTACLES 


6 Amperes, 125 Volts 


With Standard Knife-Blade Contacts Schedule **H” 


List 

No. 

Description 

Carton 

Qntv. 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E 

List 

Each 


“Signalite” without lamp. 

10 

30 

12 

$0.55 

$1.32 


“Signalite” complete with lamp. 

10 

30 

12 

.95 

2.28 

6311 

“Signalite” without lamp, but with No. 5607 porcelain base. 

10 

30 

15 

.70 

1.68 

6312 

“Signalite” complete with lamp and No. 5607 porcelain base 

10 

30 

20 

1.10 

2.64 

6313 

“Signalite” without lamp, but with No. 5612 composition base 

10 

30 

15 

.75 


6314 

“Signalite” complete with lamp and No. 5612 composition base 

10 

30 

20 

1.15 

| 2.76 


WITH SMALL POLARIZED KNIFE-BLADE CONTACTS 


ETFTiK 

“Signalite” without lamp. 

10 

30 

12 

$0.55 

$1.22 

6111 

“Signalite” complete with lamp. 

10 

30 

12 

.95 

2.28 

6315 

“Signalite” without lamp, but with No. 6917 composition base 

10 

30 

15 

.70 

1.68 

6316 

“Signalite” complete with lamp and No. 6917 composition base 

10 

30 

15 

1.10 

2.64 


“Signalites” are suitable for use with all electrically heated devices of 6 amperes, 125 volts or less. 
Each plug is supplied with an electro-welded lamp guard to protect the lamp from breakage. 
“Signalites” are supplied with red lamps. 

All Drass parts are nickel-plated. Equipped with either standard Hubbell knife-blade contacts, or 
small polarized type, and are interchangeable with the entire line of Hubbell Attachment Plugs. 



Double Outlet Current Tap 

MULTIPLE—PORCELAIN 

_660 Watts, 250 Volt* Schedule “H” 


List 

No. 

Description 

Carton 

Qntv. 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E 

List 

Each 

6553 

6554 

Current tap with tw’o No. 5419 porcelain caps. 

Current tap. bodv onlv. 

10 

10 

50 

50 

30 

20 

$0.80 

.50 

$1.92 

1.20 


SERIES CURRENT TAPS 



Without shade holder groove. 

10 

50 

25 

$0.50 

$1.20 


With shade holder groove. 

10 

50 

25 

.50 

1.20 


Lamp receptacle current tap, side wire outlet. 

)igfged 

50 

L5 

.35 

.84 


Vkint Dedeea 86-1 
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Quantity Prices 
Quoted on Request 


n 


Western Electric 

MISCELLANEOUS SOCKET FITTINGS 



No. 5748 



No. 5589 Shoeing Casing Attached No. 6566 No. 6555 No. 5380 

Rubber Casing and Ring Ful,8,ze 

FOR ATTACHMENT PLUGS Schedule “H” 

This casing is designed to protect the porcelain cap of No. 5406 separable attachment plug. It is made 
of soft rubber and is easily and quickly sprung in place. 

The top of the casing grips the cord very tightly, and by adjusting No. 5589 rubber ring as illustrated, an 
absolutely weatherproof plug is the result. 



Description 


Rubber casing for attachment plugs. 

Rubber ring for use with weatherproof sockets. 



g. I Mfrs. 
t. List 
Each 


$0.30 

.05 



“Knostrain’ 


and One-piece Composition Bushings 

_• Schedule “F” 


W.E. 
List 
per 1000 


$13.20 
34.80 
93.60 
62.40 
93.60 
60.00 
60 00 


Description _ 


^ m. socket bushing. 

% in- socket bushing. 

% in. “Knostrain” split bushing. . 

Rosette bushing. 

% in. Crown Top “Knostrain” split bushing. 
“Knostrain” split bushing for armored cord. . 
“Knostrain” split bushing for reinforced cord. 


Bushing No. 5748 is designed especially for use on sockets. For a strain relief bushing on plug caps we 
recommend the use of No. 6555. The crown design of this bushing readily lends itself for use as a handle 
for withdrawing the plug cap from the receptacle. 

♦In bulk. 


Std. 

Carton Pkg. 


1000 

1000 

1000 

1000 

1000 

1000 

1000 





r 1 

n 




at M 


No. 1240 






No. 3630 

No. 3632 

No. 3634 

No. 3637 


Socket Handles 


Schedule “H’ 


List 


Std. 

Mfrs. 

List 

No. 

Description 

Pkg. 

Each 

1240 

With Ys in. nipple and & i n - hole for No. 16 approved lamp cord. 

100 

$0.15 

1388 

With % in. nipple and Jf in. hole for No. 16 approved lamp cord. 

100 

.15 


H 

3631 H 

3632 H 
3634 H 


Socket Bushings 


Description List Each List Each 


in. genuine hard rubber. $0.15 

in. composition. .15 

in. genuine hard rubber. .15 

in. genuine hard rubber. .15 

in. genuine hard rubber. .15 

t in. composition. Digitized 6y IK 


.15 


Wirin* Dl-.I 
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Western Electric 
P & S INTERCHANGEABLE WIRING DEVICES 


Mail Orders Filled 
at Prevailing Prices 



NOTE: When ordering from csiomm 2, 4 and 6; odd Shariak, to the Credo numbers* 


NOTE: Any brass shall single or doubts pots key socket or receptacle shown In this catalog may be supplied with 
tbs Brass Key. 


List Prices and Data 


List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfre. 

List 

Each 

m 

List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfre. 

List 

Each 

W. E. 
List 

Each 

List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfre. 

List 

Each 

W.E. 

Ust 

Each 

CA 

B 

25 

500 

$0.07 

$0 16 

CC-S19 

B 

25 

250 

$0.39 

$0 94 

CF-S29 

L 

25 

gflff 

$0.69 

$1.1$ 

CB 

B 

25 

100 

.16 

.38 

CC-S20 

B 

25 

250 

.42 

1 00 

CF-S30 

L 

25 

g W 

.72 

1.73 

CC 

B 

25 

250 

.13 

.31 

CC-S28 

L 

25 

100 

.66 

1.58 

CG-S18 

B 

25 

g 12 

.38 

.91 

CD 

B 

25 

100 

.16 

.38 

CC-S29 

L 

25 

100 

.66 

1.68 

CG-S19 

B 

25 

g w 

.38 

.91 

CE 

B 

25 

100 

.13 

.31 

CC-S30 

L 

25 

giro 

.69 

1 66 

CG-S20 

B 

1 

g w 

.41 

.98 

CF 

B 

25 

100 

.16 

.38 

CD-S18 

B 

25 

250 

.42 

1 00 

CG-S28 

L 

25 

g 

.65 

1.32 

CO 

B 

25 

100 

.12 

.29 

CD-S19 

B 

25 

giro 

.42 

1 00 

CG-829 

L 

25 

100 

.65 

1.32 

CH 

B 

25 

50 

.21 


CD-S20 

B 

25 

giro 

.45 

1.08 

CG-S30 

L 

25 

100 

.68 

1.® 

CA-818 

B 

25 

500 

.26 

.62 

CD-S2S 

L 

25 

100 

.69 

1 66 

CH-S18 

B 

25 

100 

.47 

1.13 

CA-S19 

B 

25 

500 

.26 

.62 

CD-S29 

L 

25 

100 

.69 

1.66 

CH-S19 

B 

25 

100 

.47 

1.13 

CA-S20 

B 

25 

500 

.29 

.70 

CD-S30 

L 

25 

giro 

.72 

1.73 

CH-S20 

B 

25 

100 

.50 

1.20 

CA-S28 

L 

25 

100 

.53 

1.27 

CE-S18 

B 

25 

giro 

.39 

.94 

CH-S28 

L 

25 

100 

.74 

1.77 

CA-S29 

L 

25 

100 

.53 

1.27 

CE-S19 

B 

25 

250 

.39 

94 

CH-S29 

L 

25 

100 

.74 

1.77 

CA-S30 

L 

25 

100 

.56 

1 34 

CE-S20 

B 

25 

250 

.42 

1.00 

CH-S30 

L 

25 

airr 

.77 

1.86 

CB-S18 

B 

25 

250 

.42 

no 

CE-S28 

L 

25 

giro 

.66 

1 58 

S-18 

B 


B.jiV 

.26 

.62 

CB-S19 

B 

25 

250 

.42 

1.00 

CE-S29 

L 

25 

100 

.66 

1 58 

8-19 

B 


l.||T 

.26 

.62 

CB-S20 

B 

25 

250 

.45 

1.08 

CE-S30 

L 

25 

jgfQ] 

.69 

1.66 

S-20 

B 



.29 

.70 

CB-S28 

L 

25 

100 

.69 

1 86 

CF-S18 

B 

25 


.42 

1 00 

S-28 



100 

.53 

1.27 

CB-S29 

L 

25 

100 

.69 

1.88 

CF-S19 

B 

25 


.42 

1.00 

S-29 

S49i 



.53 

1.27 

CB-830 

L 

25 

100 

.72 

1.73 

CF-820 

B 

25 

250 

.45 

1 08 

S-30 

Kll 


100 

.66 

1.34 

CC-818 

B 

El 

250 

.39 

.94 

CF-S28 

L 

25 

100 

.69 

1 86 


mm 


I 















































Quantity Prices 
Quoted on Request 


Western Electric 
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P & S Interchangeable Wiring Devices 


FLiflb PARTS 



•NOTE* Parts ”822” and ”832” are furnished with 8-inch chain, unless otheorlae specified In your orders. 


List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

List 

No. 


Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

CA-S21 

B 

25 

159 

SO.30 

$0 72 

CD-S21 

B 

25 


SO. 39 

SO 94 

CG-S21 

B 

25 

100 

SO. 35 

SO.84 

CA-S22 

B 

25 

250 

.60 

1.44 

CD-S22 

B 

25 

100 

.69 

1 66 

CG-S22 

B 

25 

50 

.65 

1.56 

CA-823 

XA 

10 

mu] 

.60 

1.44 

CD-S23 

XA 

10 

20 

.69 

1 86 

CG-S23 

XA 


20 

.65 

1 56 

CA-S24 

XA 

10 

mm 

.60 

1.44 

CD-824 

XA 

10 


.69 

1.66 

CG-S24 

XA 


20 

.65 

1 56 

CA-S25 

XA 


20 

.20 

.48 

CD-825 

XA 



.29 

.70 

CG-S25 

XA 


20 

.25 

.60 

CA-S31 

L 

25 

■ED 

.57 

1.37 

CD-831 

L 

25 


.66 

1.58 

CG-S31 

L 

25 

100 

.62 

1 49 

CA-S32 

L 

25 

kg 

.87 

2.09 

CD-832 

L 

25 


.96 

2 30 

CG-832 

L 

25 

50 

.92 

2 01 

CA-S37 

XA 

10 

50 

.75 

1.80 

CD-837 

XA 

10 


.84 

2.02 

CG-S37 

XA 

10 

20 

.80 

1 92 

CB-S21 

B 

25 

250 

.39 

.94 

CE-S21 

B 

25 


.36 

.86 

CH-S21 

B 

25 

100 

.44 

1.96 

CB-822 

B 

25 

100 

.69 

1.66 

CE-S22 

B 

25 


.66 

1.58 

CH-S22 

B 

25 

50 

.74 

1 78 

CB-823 

XA 

10 

20 

.69 

1 66 

CE-823 

XA 


20 

.66 

1.58 

CH-S23 

L 


50 

.74 

1.78 

CB-824 

XA 

V 

20 

.69 

1.66 

CE-S24 

XA 


20 

.66 

1.58 

CH-S24 

XA 


20 

.74 

1.78 

CB-S25 

XA 

20 

.29 

.70 

CE-825 

XA 


20 

.26 

.62 

CH-825 

XA 


20 

.34 

.82 

CB-831 

L 

25 

■ t> 

.66 

1.68 

CE-S31 

L 

25 

■ TlTl 

.63 

1.51 

CH-831 

L 

25 

100 

.71 

1 70 

CB-S32 

L 

25 

■ n 

.96 

230 

CE-832 

L 

25 

8 ftj 

.93 

2.23 

CH-S32 

L 

25 

50 

1.01 

2 42 

CB-S37 

XA 

10 

■ Eft 

.84 

2.02 

CE-837 

XA 

10 


.81 

1.94 

CH-837 

XA 

10 

20 

.89 

2 14 

CC-S21 

B 

25 

E 2 

.36 

.66 

CF-S21 

B 

25 

Em» 

.39 

.94 

S-21 

B 


500 

.23 

55 

CC-S 22 

B 

25 

E w 

.66 

1 58 

CF-S22 

B 

25 

100 

.69 

1.66 

8-22 

L 


100 

.53 

1 27 

CC-823 

XA 

mum 

H 57* 

.66 

1.58 

CF -823 

XA 


20 

.69 

1.66 

8-23 

B 


250 

.53 

1 27 

COS24 

XA 

ill 

20 

.66 

1.58 

CF-S24 

XA 


Kui 

.69 

1.66 

8-24 

XA 


50 

.53 

1 27 

COS25 

XA 


20 

.26 

.62 

CF-S25 

XA 



.29 

.70 

8-25 

XA 


20 

.13 

.31 

CC-S31 

L 

25 

100 

.63 

mmm 

CF-S31 

L 

25 

E?jj 

.66 

1 58 

8-31 

L 

o< 

100 

.50 

1 20 

COS32 

L 

25 

100 

.93 

2.23 

CF-S32 

L 

25 

BTn 

.93 * 

2.23 

8-32 

L 

100 

.80 

1.92 

CC-S37 

XA 

■m 

20 

.81 

1.94 

CF -837 

XA 

10 

20 

.84 

2.021 

8-37 

XA 


* 50 

.68 

1.63 

































































NOTE: When ordering from 


2, 4 and 4; add Shxrlflk. to the trade numbers. 


NOTE: The Snfle pole receptacles on this psge have been given the same trade number as the double pole i 
tades, therefore It will be necessary Cor you to use the Part Dealt nation if you desire a particular type. 


List Prices and Data 


BA 

BB 

BC 

Cl 

CJ 

CK 

CL 

CM 

BA-818 
BA-819 
BA-820 
BA-828 
BA-S29 
BA-830 
BB-S18 
BB-S19 
BB-S20 
BB-828 
BB-S29 
BB-830 
BOS 18 




CK -829 L 

CK -S30 L 

CL-S18 B 

CL-819 B 

CL -S20 B 

CL -S28 L 

CL -829 L 

CL -830 L 

CM-S18 B 

CM-S19 B 

CM-S20 B 

CM-S28 L 

CM-S29 L 

CM-S30 L 

818 B 

819 B 

820 B 

528 [ 1/ 

529 *y ^-L 











































Quantity Prices 
Quoted on Request 


equest ' Western Electric 

P & S INTERCHANGEABLE WIRING DEVICES 

Fum> PARTS 


ULU 



NOTE: Wbea srdering from columns 2 and 4; add Shurioic to the trade numbers* 

•NOTE: Parts "S32" and "S32" arc furnished with 8-inch chain . unices otherwise specified In your orders. 

List Prices and Data 


Car¬ 

ton 

Std. 

Each 

Mfrs. 

List 

Each 

10 

250 

$0.46 

10 

100 

.76 

10 

20 

.76 

5 

20 

.76 

10 

20 

.36 

10 

100 

.73 

10 

100 

1.03 


20 

.91 

io 

250 

.41 

10 

100 

.71 

10 

20 

.71 

5 

20 

.71 

10 

20 

.31 

10 

100 

.58 

10 

100 

.97 


20 

.86 

io 

250 

.41 

10 

100 

.71 

10 

20 

.71 

5 

20 

.71 

10 

20 

.31 

10 

100 

.68 

10 

100 

.98 


20 

.86 


CI -S21 
Cl -822 
CI -S23 
CI -S24 
CI -S25 
CI -S31 
CI -S32 
CI -S37 
CJ -«21 
CJ -S22 
CJ -S23 
CJ -824 
CJ -S25 
CJ -831 
CJ -S32 
CJ -S37 
CK-S21 
CK-S22 
CK-S23 
CK-S24 
CK-S25 
CK-S31 
CK-S32 
CK-S37 


XA 

XA 

XA- 

L 

L 


Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

25 

100 

$0.41 

25 

50 

.71 


20 

.71 


20 

.71 


20 

.31 

25 

100 

.68 

25 

50 

.98 

10 

20 

.86 

25 

100 

.41 

25 

60 

.71 


20 

.71 


20 

.71 


20 

.31 

25 

100 

.68 

25 

50 

.98 

10 

20 

.86 

25 

100 

.44 

25 

50 

.74 


20 

.74 


20 

.74 


20 

.34 

25 

100 

.71 

25 

50 

1.01 

10 

20 

.89 
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Western Electric ' 

P & S INTERCHANGEABLE WIRING DEVICES 


Mail Orders Filled 
at Prevailing Prices 


fitflb PARTS 


Fuflb Parts 

Pan sis 

S. P. Key 

Socket 

r 

Part ill 

Short* 

Kay Socket 

»■ 

Pan sis 

D. P. K mr 
Socket 

r 

Pan SW 

.££. 

Key Sock* 

► 

Panes® 

seo Watte 

Sookm 

r 

SSS Watt 

Short* 

Key Socket 

r 

&r«.CoacMM'’ 

**•* ^ 

i, ~ _J Boats 

___ sotss 

(. ,i BD-S1S 

i- 1 sotss 

___ SIS 

1 ) BD-SSO 

i-1 SIS 

U—J BD-SSO 

j§ 

hrt DR 

Odaealrt f 

Bmi _ . 

^ S14SS 

1 BB-SIS 

fftt- 

a«a 

BK-8S8 

FnQsut. Pkg 

U-P too 

^ S14SS 


111 

mr- 


Small 

Omrtd Sam 

___ SSISS 

BJ-SlS 

UV®8t4. Pkg. 
H mo 

i-1 M1M 

^r~ 

^F- 

I -.SSISS 

mr- 

_ __ sw 

.__ SB* 

^r~ 

OovindBam 



S“ ,s 

tTSt"* 

OV"“ 

w~ 

^-7 BlfrSSS 

MIL „ 

S* BL-81S 


X BL-SIS 


Stl 

^SS"* 

SSI 

BlrSft 


4SI 

4*1 

tst 

,-,4*1_ 

ett 


rw«SH 

c-JSTL. 

^~PV tJ,u 

«S 

r- ~y BMS38 

«s 


V y BM-S29 


cs=ssb*N4M 

rta , 

ll.ii 

> ■ * -—-J BN-SI t 

tr»"* 

s .y? 10 

Vy x'bW-SSS 

V^^^7gw-aao 


NOTE: When ordering iron cofamm 2,4 and 4; add Shaxlofc, to tlie trade numbers. 


NOTE: Th« dnile polo rcccptacki oo thU pa|ibm b««i ||toi thewni trade number at thedouble poll rac«*j 
' taclss. OrSowTc will bs accessar y tee yoh to mw ths Pact Peiaattna itmdwif a particular m>» . 


List Prices and Data 


List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfre. 

List 

Each 

W. E. 
List 
Each 

List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfre. 

List 

Each 

W. E. 
List 
Each 

List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Ml re. 
List 
Each 

BD-S18 

B 

10 


60.49 

61.18 

BJ -S29 

L 

10 

100 

60.81 

61 94 


B 

1 

100 

60.96 

BD-S19 

B 

10 

>*■ 3? 

.49 

1 18 

BJ -830 

L 

10 

100 

.84 

2 02 

BM-S28 

L 

1 

100 

1.20 

BD-S20 

B 

10 

k ?r 

.62 

1 25 

BK-S18 

B 

1 

100 

.63 

1 51 

BM-S29 

L 

1 

100 

1.20 

BD-828 

L 

10 

■ w 

.70 

1.82 

BK-S19 

B 

1 

100 

.63 

1.51 


L 

1 

100 

1.23 

BD-829 

L 

10 

■ w 

.76 

1.82 

BK-S20 

B 

1 

100 

.60 

1.58 

BN-S18 

B 

1 

100 

.93 

BD-830 

L 

10 

R W 

.79 

1 89 

BK-S28 

L 

1 

100 

.90 

2.16 

BN-S19 

B 

1 

100 

.93 

BE-S18 

B 

10 

■ o 

.49 

1.18 

BK-829 

L 

1 

100 

.90 

2.16 

BN-820 

B 

1 

100 

.96 

BE-S19 

B 

10 

■ n 

.49 

1.18 

BK-S80 

L 

1 

100 

.93 

2.23 

BN-S28 

L 

1 

100 

1.20 

BE-820 

B 

10 

■ W 

.52 

1 25 

BL -S18 

B 

1 

100 

.63 

1.51 

BN-S29 

L 

1 

100 

1.20 

BE-828 

L 

10 

■ W 

.76 

1.82 

BL -819 

B 

1 

100 

.63 

1.51 

unm ami 

L 

1 

100 

1.23 

BE-S29 

L 

10 

■ rr 

.76 

1.82 

BL -820 

B 

1 

100 

.66 

1.58 

S-18 

B 


■/Tt 

.26 

BE -830 

L 

10 


.79 

1.89 

BL -828 

L 

1 

100 

.90 

2.16 

S-19 

B 


■jJIV 

.26 

BJ -818 

B 

10 


.54 

1.30 

BL -829 

L 

1 

100 

.90 

2.16 

3-20 

B 


lijn 

.29 

BJ -819 

B 

10 


.54 

mwn 

BL -830 

L 

1 

100 

.93 

2.23 

3-28 

L 


11 M T t 

.53 

BJ -820 

B 

10 


.57 

1.37 

BM-S18 

B 

1 

100 

.93 

2.23 

3-29 b 

L 


| imT? 

.53 

BJ -828 

L 

10 

100 

.81 

1.94 

BM-S19 

B 

1 

100 

.93 

2.23 

3-30 

L 


illli 

.56 


W.E. 

List 

Eacfc 


12 
2 
2 
2 
2 
2 
2 
2 . 

2 . 

2 . 
.62 
.62 
.70 
1 27 
1 27 
1.34 


issssmssssis 


















































Quantity Prices 
Quoted on Request 


Western Electric 


663 


P & S INTERCHANGEABLE WIRING DEVICES 


fhm PARTS 


Part 831 

K«rlma 

Socket 

Part 831 

Krjrteaa 

Sock-t 

Shurlok 

Part *S23 

Pull 

Sockoa 

Part >633 

Pull 

Socket 

Iburlolt 

Part 833 

CHIItif 

Pull 

Titch 

- Part 837 

Pluto 

Flxluro Switch 

IB 

Part nt 

Pull 

Switch 

Handle 

Part 825 

Pluto "■ 

| 

1 

gh 

Bj 

J 

f 

•) 

i 



1 

i 

1 

f 

i 


00431 

^ jl UD-S21 

Xl 8ul «W- 

1—4 330 

,-, 00431 

W--IID-S3I 

l l Htd Pk*. 
r=r too 

(—y Db-333 

T ft Bid. Pk*. 

1 — 1 1100 

-4P 

__. IS 6 

1 J UD-S32 

\ ft BUI Pk*. 

1—>1 100 

V 

r J 3014 

\~T/ BD-833 

J XA 

S/ Hid Pic*. 
A 20 

r y 

Wbmit 

1-1 XA 

L J Hid. Pk*. 

H 20 

* 

Uis 4 -"* 

720 

1 ' ' '] HU-825 

Ur- 

y » ^ 

61430 

^ J 0K-S31 
\ i Bid. Pit* 

t—P 100 

^>^1 UK-833 

\-A 814. PkX 

\ J j 50 

0 » 

1 UK-833 

\ . ft 8 Ut Pk* 

1 -Pj 30 

v ■— J UK-823 

1— r xa 

l J Htd. Pk* 

X 20 

J BK-837 

1 — r xa 
l J 9Id. Pk*. 

7T 20 

« 

UK-824 

u » p * c - 

Min 

er 
y s"“ 

,-- 68137 

IU-H.il 

\ l 8 td Pk* 
==r too 

68136 

t 1 BJ-S 22 

ft Ht4 ritg 

Wl 100 

___ 68138 

IU-833 

I ft 8t4. Pk*. 

errj 100 

f | 3013 

V ~7 1 U -823 
II XA 
^ J 814. Pk* 

A 20 

l V~-T BJ-837 

1 1 X A 

8 id Pk* 

T 20 

6 

1 - 1 71 * 

^ 55 “ 
Uj r pi “ 

’S’E’ 81 ' 

Ur w 

nui 

67331 

67 

67 

3016 

c -, BK-837 

706 

731 

c - 7 BK-821 

'tj’d- 

BK- 

<--UK-822 

Vjp Pk * 

1 —-- —7 BK-833 

tft ?“*. Pk * 

V. y BK-S23 

y~~ 

0 

S X XA 

>=f aid. Pk* 

y- 

C"- ~y UK-82* 

WxX^** 

Ur w 

1 

1 

its 

136 

t — a 301* 


. 700 


f ■- ■■——-j B L-S2 1 

t pi BL-S31 

V=4 Htd. Pk* 

q- 

BI.-S32 

yj« "*■ 

l J Htd. Mr*. 

Y" 

^ X XA ” 7 
M »td. Pk* 

U 20 

e 

^^'xX u “ a * 

U r ^ 

414 

414 

413 

413 

1 - 7 30,7 

-- 7 BM-S37 

l-7 710 

« — — 1 7TC 

-- j BM-S2: 

44 

- —7 BM-S31 

0»"* 

UK 03 

146 

146 

y U14-8 23 

yY 

l )3019 

v. *y xa 

p=f Hid. Pk* 

Y” 

e 

D»- P1 * 

A 

. 1- —1 7 »i 

m » — —l B N -821 

^ Pk| 

y 100 

Pit* 

y 100 

1 

-7 UN-822 


X. s' BN-823 

e 

^ ^ UN-837 

X XA 

N 8t4. Pk*. 

f ” 

e 

Q r Pk * 

4 

UT UU UN-833 

yt-”* 


NOTE: When ordering from cofumno 2 and 4; add qhMrioic to the trade number*. 


•NOTE: Parts “S22” and "S32” arc furnished with 8-inch chain, unless otherwise specified In your orders. The 
trade numbers and Part Destinations with each cut. Indicate the same device with the exception of P & S 97,-97 
Shurlok; 128,-128 Shurloks 413.-413 Shurlok and 149.-149 Shurlok. When ordering these devices If you specify 
the Trade Number, the device will be supplied with 18-Inch chain; and if you specify the Part Designation, the 
device will be supplied with 8-Inch chain. Longer chain may be supplied when desired. 


List Prices and Data 


List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfre. 

List 

Each 

W. E. 
List 
Each 

List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfre. 

List 

Each 

HI 

List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfre. 

List 

Each 

W. E. 
List 
Each 

BD-S2I 

B 

10 

250 

$0.40 

$1 10 

BJ S-31 

L 

10 

100 

$0.78 

$1.87 

BM-S23 

XA 

n 

20 

$ 1.20 

$2 88 

BD-S 22 

B 

10 

100 

.76 

1 82 

BJ -S32 

L 

10 

100 

1.08 

2 42 

BM-824 

XA 

MM 

20 

1.20 

2.88 

BD-S23 

XA 

10 

20 

.76 

1 82 

BJ -837 

XA 


20 

.90 

2.30 

BM-S25 

XA 

M 

20 

.80 

1.92 

BEK-S24 

XA 

10 

20 

.76 

1 82 

BK-S21 

B 

i 

100 

.00 

1.44 

BM-S31 

L 

H 

100 

1.17 

2 81 

BD-S25 

XA 

10 

20 

.30 

.86 

BK-S22 

B 

1 

50 

1.00 

2.40 

BM-S32 

L 

■9 

50 

1.57 

1,77 

BE>-S31 

L 

10 

100 

.73 

1 75 

BK -823 

XA 

1 

20 

.90 

2.16 

BM-S37 

XA 

M 

20 

1.35 

1,24 

BO-S32 

L 

10 

100 

1.03 

2 41 

BK-S24 

XA. 

1 

20 

.90 

2.16 

BN-S21 

B 

1 

100 

.90 

2 18 

Bt>-S37 

XA 


20 

.91 

2 18 

BK-S25 

XA 

1 

20 

.50 

1 20 

BN-S22 

B 

1 

50 

1.30 

3 12 

BE-S21 

B 

id 

100 

.46 

1 10 

BK-S31 

L 

1 

100 

.87 

2 09 

BN-S23 

XA 

1 

20 

1.20 

2 88 

BE-S22 

B 

10 

50 

.76 

1.82 

BK-S32 

L 

1 

50 

1.27 

3 05 

BN-S24 

XA 

1 

20 

1.20 

2.88 

BE-S23 

XA 


20 

.70 

1.82 

BK-S37 

XA 


20 

1.05 

2.41 

BN-825 

XA 

1 

20 

.80 

1.92 

BE-S24 

XA 

.. 

20 

.76 

1.82 

BL-S21 

B 

i 

100 

.00 

1.44 

BN -S31 

L 

1 

100 

1.17 

2.81 

BE-S25 

XA 


20 

.36 

.86 

BL-S22 

B 

1 

50 

1.00 

2.40 

BN-S32 

L 

1 

50 

1.57 

3.77 

BE-S31 

L 

io 

100 

.73 

1.75 

BL-S23 

XA 

1 

20 

.90 

2.16 

BN-S37 

XA 


20 

1.36 

3.24 

BE-S32 

L 

10 

50 

1.03 

2.41 

BL-S24 

XA 

1 

20 

.90 

2.16 

921 

B 


500 

.23 

55 

BE-S37 

XA 


20 

.91 

2.18 

BL-S25 

XA 

1 

20 

.50 

1.20 

922 

B 


250 

.53 

1.27 

BJ -S21 

B 

16 

250 

.51 

1.22 

BL-S31 

L 

1 

100 

.87 

2.09 

923 

L 


100 

.53 

1.27 

BJ -822 

B 

10 

100 

.81 

1 94 

BL -S32 

L 

1 

50 

1.27 

3.05 

S24 

XA 


50 

.53 

1.27 

BJ -823 

XA 

10 

20 

.81 

1 94 

BL-S37 

XA 


20 

1.05 

2.41 

925 

XA 


20 

.13 

.31 

BJ -824 

XA 

10 

20 

.81 

1.94 

BM-S 21 

B 

i 

■Dill 

.90 

2.16 

flpized t 

L 


100 

.50 


BJ -825 

XA 

10 

20 

.41 

.98 

BM-822 

B 

1 

50 

1.30 

3.12 

9-37 

XA 


50 

.08 

1.63 




























664 


Western Electric 

P & S INTERCHANGEABLE WIRING DEVICES 


Mail Orders Filled 
at Prevailing Priest 



List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

M t rs. 
List 
Each 

W. E. 
List 
Each 

List 

No. 

Sched¬ 

ule 

Car* 

tou 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

Ust 

Each 

List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Alt rs. 
List 
Each 

FA 

B 



$0.07 

$0.17 

FC-S45 


25 

100 

90.63 

91.51 

FG-S46 

L 

25 

50 

91.01 

FB 

B 



.16 

.38 

FC-S46 


25 

100 

.93 

2 23 

FH-S33 

B 

25 

100 

.44 

FC 

B 



. 13 

.31 

FD-S33 


25 

K> FT 

.39 

M 

FH-S35 

B 

25 


.41 

FD 

B 


250 

.13 

.31 

FD-S35 


25 

w jTr 

.36 

.86 

FH-S36 

B 

25 


.71 

FE 

B 


50 

.16 

.38 

FD-S36 


25 


.66 

1.58 

FH-S43 

L 

25 


.71 

FF 

B 


100 

. 12 

.29 

FD-S43 


25 


.66 

1.58 

FH-S45 

L 

25 

BfiV 

.68 

FG 

B 


K 

.21 

.50 

FD-S45 


25 

■ W 

.63 

1.51 

FH-S46 

L 

25 


.98 

FH 

B 


50 

. 18 

43 

FD-S46 

L 

25 

I 

.93 

2 23 

FI -S33 

B 

25 

BrjV 

.44 

FI 

B 


50 

.18 

.43 

FE-S33 

B 

25 

m 

.42 

1.01 

FI -S35 

B 

25 

BfiV 

.41 

FJ 

B 


50 

.21 

50 

FE-S35 

B 

25 

250 

.39 

94 

FI -S36 

B 

25 

Bf?T 

.71 

FA-S33 

B 

25 

500 

.33 

.79 

FE-S36 

B 

25 

100 

.69 

1 66 

FI -S43 

L 

25 

BTirr 

.71 

FA-835 

B 

25 

500 

.30 

.72 

FE-S43 

L 

25 


.69 

1 66 

FI -S45 

L 

25 

100 

.68 

FA-S36 

B 

25 

250 

.60 

1 44 

FE-S45 

L 

25 

Ini 

.66 

1.58 

FI -S46 

L 

25 


.98 

FA-S43 

L 

25 

100 

.60 

1 44 

FE-S46 

L 

25 

■nr 

.96 

2 30 

FJ -S33 

B 

25 

BTir 

.47 

FA-S45 

L 

25 

100 

.57 

1 37 

FF-S33 

B 

25 

Bnir 

.38 

.91 

FJ -S35 

B 

25 


.44 

FA-846 

L 

25 

100 

.87 

2 09 

FF -S35 

B 

25 

100 

.35 

84 

FJ -S36 

B 

25 

(gf 

.74 

FB-833 

B 

25 

250 

. 42 _ 

1.01 

FF-S36 

B 

25 

50 

.65 

1 56 

FJ -S43 

L 

25 

ImT 

.74 

FB-S35 

B 

25 

250 

.39 

94 

FF-S43 

L 

25 

100 

.65 

1 56 

FJ -S45 

L 

25 

■fiV 

.71 

FB-S36 

B 

25 

100 

.69 

1 66 

FF-S45 

L 

25 

■ [ITT 

.62 

1 29 

1 FJ -S46 

L 

25 

BEJT 

U!lfl 

FB-843 

L 

25 

100 

.69 

1 66 

FF-S46 

L 

25 

bett 

.92 

2.21 

S33 

B 



.26 

FB-S45 

L 

25 

100 

.60 

1 58 

FG-S33 

B 

25 

Ri 

.47 

1 13 

S35 

B 


gvfiV 

.23 

FB-S46 

L 

25 

100 

.06 

2 30 

FG-S35 

B 

25 

BuiT 

.44 

1 06 

836 

B 


250 

.63 

FC-S33 

B 

25 

250 

.39 

.94 

FG-S36 

B 

25 

50 

.74 

1.78 

843 

L 

• • 

100 

.53 

FC-S35 

B 

25 

25(m 

.36 

86 

FG-843 

L 

25 

100 

.74 

1 78 

845 

L 

• • 1 

100 


FC-S36 

B 

25 

100 

.66 

1 58 

FG-S45 

L 

25 

100 

.71 

1 70 

846 Dy V 

L 


■OTT 

1 

FC-S43 

L 

25 

100| 

.66 

1 58 







i 


o 

Ul 
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92 
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Quantity Prices 
Quoted on Request 


Western Electric 

P AND S INTERCHANGEABLE WIRING DEVICES 


665 



List 

No. 


PA 

PB 

PC 

PD 

PB 

PP 

PG 

PA-S26 
PA-S 27 
PB-S26 
PB-S27 
PC-S26 
PC-S27 


Sched¬ 

ule 

Car¬ 

ton 

Std.1 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

B 


250 

$0.05 

$0 12 

B 


250 

.05 

.12 

B 


100 

.10 

.24 

B 


50 

.10 

.24 

B 


100 

.10 

.24 

B 


100J 

.25 

.60 

B 


50 

.25 


B 

io 

250 

■KOI 

.72 

B 

10 

250 

.25 

.60 

B 

10 

250 

.30 

.72 

B 

10 

250 

.25 

.60 

B 

10 

100 

.35 

.84 

B 

10 

100 

.30 

.72 


List 

No. 


Sched¬ 

ule 


PD-S26 

PD-S27 

PE-S26 

PE-S27 

PF-S26 

PF-S27 

PG-S26 

PG-S27 

PH 

PI 

PK 

PL 

PM 

PN 


Car-1 

ton 


B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 


Std. 

|Pkg. 


loos 

1(10 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

50 

50 


Mfrs. 

List 

Each 


$0.35 

.30 

.35 

.30 

.50 

.45 

.50 

.45 

.09 

.09 

.09 

.09 

.20 

.25 


W. E. 
List 
Each 

$0 84 
.72 
.84 
.72 
1 20 
1 08 
1 20 
1 

.22 

.22 

22 

22 

.48 


List 

No. 

Sched¬ 

ule 

Car¬ 

ton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

PH-S20 


10 

100 

SO. 34 

PH-S27 


10 

100 

.29 

PI -S26 


10 

100 

.34 

PI -S27 


10 

■tin: 

.29 

PK-S26 

B 

10 

100 

.34 

PK-S27 

B 

KE1 

100 

.29 

PL -S2G 

B 

10 

100 

.34 

PL -S27 

B 

10 

100 

.29 

PM-S2G 

B 

1 

100 

.45 

PM-S27 

B 

1 

100 

.40 

PN -S26 

B 

1 

100 

.50 

PN-S27 

fcitizi_ 

B 

1 

100 

.45 


W.E. 

List 

Each 


SO 


Wiring Devices 


8SSS3S3S3S3S 
































666 


Western Electric 
P & S SOCKETS 

FuJIb Shell 


Mail Orders Filled 
at Prevailing Prices 



P & S 100421 P & S 90 P & S 100427 

With H Inch Cap 



P &. Si60 



P & S 120 P&S68 

With H Inch Cap 


WITH H INCH CAP 


Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

100421* 

Key, % in- long, composition, double pole. 

25 

500 

130 lbs. 

$0.33 

$0.79 

298 A 

Key, 1 in. long, composition, double pole. 

25 

500 

135 lbs. 

.33 

.79 


Key, single pole. 

25 

500 

130 lbs. 

.33 

.79 

600 

Key, 660 watts. 

25 

500 

130 lbs. 

.36 

.86 

100427* 

Key, J4 in. long, brass, double pole. 

25 

100 

30 lbs. 

.40 

.96 

311* 

Key. 1 in. long, brass, double pole. 

25 

100 

31 lbs. 

.40 

.96 

59482 

Keyless. 

25 

500 

125 lbs. 

.30 

.72 

90 

Pull. 

25 

250 

65 lbs. 

.80 

1.44 


WITH Y % INCH CAP ytMrlokL Schedule “L” 


100421* 

298* 

59480 

600 

100427* 

311* 

59482 

90 

fih^rlok. Key 94 in. long, composition, double pole. 
^hvriok Kev 1 in. loner, composition, double pole. 

gwiok . single pole. 

Shvriok . 660 watts. 

5h^rlok Key 94 in. long, brass, double pole. 

fih^rlok Kev 1 in. long, brass, double pole. 

ShMdok. Keyless. 

ShMclok, Pull. 

25 

25 

25 

25 

25 

25 

25 

25 

100 

100 

100 

100 

100 

100 

100 

100 

30 lbs. 
30 lbs. 
30 lbs. 
30 lbs. 

30 lbs. 

31 lbs. 

29 lbs. 

30 lbs. 

$0.60 

.60 

.60 

.63 

.67 

.60 

.87 

.87 

$1.44 
1.44 
1.44 
1.51 
1.61 
1.44 
1.37 
2 09 


WITH y INCH CAP 



Schedule *‘B’* 

60* 

Key % in. long, composition, double pole. 

25 

mrjm 

75 lbs. 

$0.42 

$1 00 

7509 

Key, single pole. 

25 

!9 

75 lbs. 

.42 

HViil 

606 

Key, 660 watts. 

25 

ESI 

75 lbs. 

.45 

1.08 

68* 

Key, 94 in. long, brass, double pole. 

Kev, 1 in. long, brass, double pole. 

25 

100 


.49 

1 18 

312* 

25 

100 

31 lbs. 

.49 

1 18 

7510 

Keyless. 

25 

250 

72 lbs. 

.39 

.94 

120 

Pull. 

25 

100 

30 lbs. 

.69 

166 


WITH H INCH CAP gKurlok; Schedule “L” 


60* 

fih^irlok. Key % in. long, composition, double pole. 

25 

100 

30 lbs. 


$1 66 

7509 

fih^irlgk. Key, single pole. 

25 

100 

30 lbs. 

.69 

1.66 

606 

Slwrlok,, 660 watts. 

25 

100 

30 lbs. 

.72 

1 73 

68 4 

Shu risk. Key 94 in. long, brass, double pole. 

25 

100 

30 lbs. 

.76 

1.82 

312 4 

Stoixlok, Key 1 in. long, brass, double pole. 

25 

100 

31 lbs. 

.76 

1 82 

7510 

Sh^rlok, Keyless. 

25 

100 

29 lbs. 

.66 

1 58 

120 


25 

100 

30 lbs. 

.96 

2 30 


Brush brass is the regular finish. There is no extra charge for polished or old brass finish. 
^National Electrical Code Standard. Illustrations are Y% of full size. 


93 


)igitized by y 


Wiring Devices 


































































Quantity Prices 
Quoted on Request 


Western Electric 


667 


P & S SOCKETS 
Fuflb Shell 




P&S91 
With H Inch Cap 


P & S 100418 


P & S'100425 
With Pendent Cep 


P & S 92 




P & S 100423 


WITH */g INCH CAP 


Schedule “B” 


LM 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt 

Mfrs. 

List 

Each 

W. E. 
list 
Each 

100423* 

Key % in. long, composition, double pole. 

25 

250 

75 lbs. 


$0.94 

50481 

Key, single pole. 

25 

250 

75 lbs. 

.39 

94 

612 

Key, 660 watts. 

25 

250 

75 lbs. 

.42 


100428* 

Key % /i in. long, brass, double pole. 

25 

100 


.46 


313* 

Key 1 in. long, brass, double pole. 

25 

100 

31 lbs. 

.36 

.86 

50483 

Keyless. 

25 

250 

72 lbs. 

.36 

.86 

01 

Pull. 

25 

100 

30 lbs. 

.66 

158 


WITH Yb INCH CAP gvwlolr Schedule “L M 


100423* 

fihvrlok.Key % in. long, brass, double pole. 

Sh^rlok.Key, single pole. 

25 

100 

30 lbs. 

$0.66 

$1.58 

59481* 

25 

100 



1.58 

612* 

qhMrlok Key, 66(T watts. 

25 

100 


.69 

1.66 

wgmm 

qhMriok Key, Y in. long, brass, double pole. 

Shauclak, Kpy 1 in. long,T>rass, double pole. 

25 

100 


.73 

1.75 

313* 

25 

100 

31 lbs. 

.73 

1.75 

59483 

Sharlok, Keyless.... 

5hurlok.Pufl. 

25 

100 


.63 

1.51 

91 

25 

100 


.93 

2 23 


WITH PENDENT CAP Schedule “B” 


100425* 

Key % in. long, composition, double pole. 

25 

500 

125 lbs. 

$0.33 

EKD 

59486 

Key, single pole. 

25 

500 

130 lbs. 

.33 

.79 

614 

Key. 660 watts. 

25 

500 

125 lbs. 

.36 

.86 

59487 

Keyless. 

25 

500 

120 lbs. 

.30 

.72 

92 

Pull. 

25 

250 

70 lbs. 

.60 

1.44 


WITH PENDENT CAP Schedule “L” 



filutrlok. Key % in. long, composition, double pole. 

25 

100 

30 lbs. 

$0.60 


59486 

Shmlok, Key, single pole.. 

25 

100 

30 lbs. 

.60 

■ 

614 

fihvrlak. Key, 660 watts. 

25 

100 

30 lbs. 

.63 


59487 

fihMriak. Keyless. 

25 

100 

29 lbs. 

.57 

Bkv 


filwrlok PuU. 

25 

100 

30 lbs. 

.87 



Brush brass is the regular finish. There is no extra charge for polished or old brass finish. 

^National Electrical Code Standard. Illustrations are % of full size. ^.ooQie 

04 Wirim. TVvlces 




































































668 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


P & S SOCKETS 



P & S 474 




P & S 480 




P & S 572 


SOCKETS WITH 1/8 INCH ANGLE CAP—FLUTO INTERCHANGEABLE SHELL 


Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Mfrs. List 
Each 

W. £. List 
Each 

474 

Key, double pole. 

25 

100 

30 lbs. 

$0.38 

$0.91 

7500 

Key, single pole. 

25 

100 

30 lbs. 

.38 

.91 

624 

Key. 660 watt..;. 

25 

100 

30 lbs. 

.41 

.99 

7501 

Keyless. 

25 

100 

28 lbs. 

.35 

.84 

476 

Pull. 

25 

50 

18 lbs. 

65 

1.56 


Schedule "L” 


474 

Shurlok Key, double pole. 

25 

100 

30 lbs. 

$0.65 

$1 56 

7500 

Shurlok Key, single pole. 

25 

100 

30 lbs. 

.65 

1.56 

624 

Shurlok Key, 660 watt. 

25 

100 

30 lbs. 

.68 

1.63 

7501 

Shurlok Keyless. 

25 

100 

28 lbs. 

.62 

1.48 

476 

Shurlok Pull. 

25 

50 

18 lbs. 

.92 

2 21 


SOCKETS WITH M INCH ANGLE CAP—FLUTO INTERCHANGEABLE SHELL 

Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Mfrs. List 
Each 

W. E.list 
Each 


Key, double pole. 

25 

100 

33 lbs. 


$1.13 


Key, single pole. 

25 

100 

33 lbs. 

.47 

1.13 


Key. 660 watt. 

25 

100 

33 lbs. 


1.20 

7504 

Keyless. 

25 

100 

31 lbs. 

.44 

1.06 

507 

Pull. 

25 

50 

22 lbs. 

.74 

1.81 


Schedule “L” 



Shurlok Key, double pole. 

25 

100 

33 lbs. 

$0.74 

$1.78 


Shurlok Key, sirtgle pole. 

25 

100 

33 lbs. 

.74 

1.78 

En 

Shurlok Key, 660 watt. 

25 


33 lbs. 

.77 

1.85 

7504 

Shurlok Keyless. 

25 

100 

31 lbs. 

.71 

1.70 

507 

Shurlok Pull.. 

25 

50 

22 lbs. 

1.01 

2.40 


SOCKETS WITH V s INCH ANGLE CAP—FLUTO INTERCHANGEABLE SHELL 

Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Mfrs. List 
Each 

W.E. list 
Each 


Key, double pole. 

25 

100 

33 lbs. 

$0.44 



Key, single pole. 

25 

100 

33 lbs. 

.44 

BSE 

626 

Key, 660 watt. 

25 

100 

33 lbs. 

.47 

Bad 

7507 

Keyless. 

25 

100 

31 lbs. 

.41 

Bid 

482 

Pull. 

25 

50 

22 lbs. 

.71 

mmm 


Schedule "L” 


480 

Shurlok Kev, double pole. 

25 

100 

33 lbs. 


$1.70 

7506 

Shurlok Key, single pole.. 

25 

100 

33 lbs. 

.71 

1.70 

626 

Shurlok Kev, 660 watt. 

25 

100 

33 lbs. 

.74 

1.78 

7507 

Shurlok Keyless. 

25 

100 

31 lbs. 

.68 

1.63 

482 

Shurlok Pull. 

25 

50 Dk 

22 lbs. 

p< Mp * 

2 35 


Wiring Dericee 


97 















































































































Quantity Prices 
Quoted on Request 


Western Electric 

P & S SOCKETS 


669 






P & S 306 
With H Inch Cap 
Male Thread 


P & S 100412 
With H Inch Cap 


P&S58 

With K Inch Cap 


P & S 100414 
With H Inch Cap 


P & S 100416 
With Pendent Cap 


Fuflb Shell 

WITH Vs INCH CAP—MALE THREAD 


Schedule “B" 



list 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

3b6 A 

Key, double pole. 

25 

250 

mm 

S0.42 

$1.00 

60484 

Key, single pole... 

25 

250 

75 

.42 

1.00 

616 

Key. 660 watts. 

25 

250 

75 

.45 

1.08 

60485 

Keyless. 

25 

250 

72 

.39 

.94 


WITH H INCH CAP—MALE THREAD SKurlolr_Schedule »L» 


306* 


25 

100 

30 

$0.69 

$1.66 

69484 


25 

100 

30 

.69 

1.66 

616 


25 

100 

30 

.72 

1.73 

60485 


25 

100 

29 

.66 

1.58 


Passmour Shell 


WITH 14 INCH CAP Schedule “B” 


100412* 

100413* 

87 

Key, single pole. 

Keyless. 

Pull. 

25 

25 

25 

500 

500 

250 

130 

125 

75 

$0.33 

.30 

.60 

$0 79 
.72 

1.44 


WITH INCH CAP 



Schedule “L” 

imwn 

qh-uriok Key, single pole. 

.25 

100 

30 

$0.60 

$1 44 

100413* 

Slntrlgk. keyless. 

25 

100 

29 

.57 

1.37 

87 

Shiirlnk. pull. 

25 

100 

30 

.87 

2.09 


WITH M INCH CAP 




Schedule "B" 

58* 

Key. single pole. 

25 

250 

75 

$0.42 

$1 00 

59* 

Keyless. 

25 

250 

72 

.39 

94 

118 

Pull. 

25 

100 

30 

.69 

1 66 


WITH y x INCH CAP ghMrlo* 



Schedule 

58* 

Slwrlok. kev, single pole. 

25 

100 

30 

$0.69 

$1 66 

59* 

qhMriok keyless. . 

25 

100 

29 

.66 

1 58 

118 

Slwrlok. pull. 

25 

100 

30 

.96 

2.30 


WITH Vg INCH CAP Schedule “B” 


100414* 

100415* 

88 

Key, single pole . 

Keyless. 

Pull. 

25 

25 

25 



$0.39 

.36 

.66 

$0 94 
86 
1.58 


WITH y 8 INCH CAP gh.Mrlo*i 



Schedule “L ,f 

100414* 

Shvrlok. lrpy Ringlp pnlp . 

25 

100 

30 

.66 

1 58 

100415* 

Sh^rlok. keyless. 

25 

100 

29 

.63 

1 51 

88 

Shyxlok. pull. 

25 

UK) 

30 

.93 

2 23 


WITH PENDENT CAP Schedule "B” 


100416* 

100417* 

89 

Key. single .pole. 

Keyless. 

Pull. 




$0.33 

.30 

.60 

$0 79 
.72 
1.44 


WITH PENDENT CAP 5h.Mrlofc 



Schedule “L” 

100416* 

Shyxlok- key, single pole. 

25 

1 100 1 

30 


$1 44 

100417* 

qhMriok keyless. 

25 

miom 

29 

.57 

1 37 

89 

Shxrlgk. pull. 

25 

1 ioo | 

30 

.87 



Brush brass is the regular finish. There is no extra charge for polished or old brass finish. 

^National Electrical Code Standard. Illustrations are % of full size. 

95 & 96 Di 9 itized by Devices 







































































Mfrs. 

List 

Each 

$0.39 

.36 

.60 

.44 

.41 

.71 


Description 

Key single pole, H in. fixture cap. 

Keyless, short shell, y& in. fixture cap. 

Pull, y in. fixture cap. 

Key. single pole, H in. angle fixture cap.. . . 
Kevless, short shell, H in. angle fixture cap. 
Pull, y in. angle fixture cap. 


Std. 

Pkg. 

250 

250 

100 

100 

100 

50 


List 

No. 

7014 

7101 

7016 

7027 

7106 

7029 


Schedule *‘L” 


Shurlok, key. single pole, H in. fixture cap. 

Shurlok, keyless, short shell, in. fixture cap. 

Shurlok, pull, H in. fixture cap. 

Shurlok, key. single pole, HI in. angle fixture cap. 

Shurlok, keyless, short shell. H in. angle fixture cap. 

Shurlock, pull, H in. angle fixture cap. 


__ WITH \j INCH FIXTURE CAP 


Schedule *‘B” 


7017 

Key. single pole, \4 in. fixture cap. 

Keyless, short shell, )4 in. fixture cap. 

25 

250 

64 

$0.42 

$1 01 

7102 

25 

250 

62 

.39 

94 

7019 

Pull, in. fixture cap. 

25 

100 

30 

.69 

1 66 

7030 

Key. single pole, in. angle fixture cap. 

Kevless, short shell, \4 in. angle fixture cap. 

Pull, \4 in. angle fixture cap. 

25 

100 

30 

.47 

1 29 

7107 

25 

100 

28 

.44 

1 06 

7032 

25 

50 

16 

.74 

1J5 






Schedul 

le “L” 


Shurlok, single pole, \4 in. fixture cap. 

Shurlok, keyless, short shell, y in. fixture cap. 

Shurlock, pull, in. fixture cap.. 

Shurlock. key, single pole, short shell, in. angle fixture cap 

Shurlok, keyless, short shell, \4 in. angle fixture cap. 

Shurlok, pull, in. angle fixture cap. 


Description 


Std. 

Pkg. 


Carton 

Quantity 


$0.25 

.62 

.57 

.57 


$0 60 
1 25 
1 37 
1 22 


108 

108 

627 

68137 


Keyless, slotted porcelain base, screws spaced 1 in. on centers. 

Shurlok, keyless, slotted porcelain base, screws spaced 1 in. on centers.. 

>aced 1 % in. on centers. 

' in. on centers.. . . . 


250 

100 

250 

250 


60 

35 

105 

100 


Schedule “L” 


Shurlock, key 660 watts, brass covered base, screws spaced 1 % in. on centers 
Shurlock, keyless brass covered base, screws spacea in- on centers.. . . 


$2 02 
1 87 


100 

100 


Schedule "B" 


Key, large porcelain base, screws spaced 2 A in. on centers. 

Key. 660 watts, large porcelain base, screws spaced 2 A in. on centers.. . . 

Keyless, large porcelain base, screws spaced 2 A in. on centers. 

^ 1 iced 2 A in- on centers. 


155 

155 

155 

69 


250 

250 

250 

100 


Shurlock, key, large porcelain base, screws spaced 2 A in. on centers. 

a*. watts, large porcelain base, screws spaced 2 Ain. on centers 

-, —-- -- 1 -, screws spaced 2 A in. on centers ... 

Shurlock, pull, large porcelain base, screws spaced 2 A in. on centers. 


Schedule “L” 


Wiring Device* 


670 


Western Electric 


Mall Orders Filled 
at Prevailing Prices 


P & S SOCKETS AND RECEPTACLES 


P & S 7030 


P & S 7017 


P & S 7027 


P & S 7014 


P. & S. FLUTOLIER SOCKETS 

FLUTOLIER INTERCHANGEABLE SHELL WITH Yu INCH FIXTURE CAP Schedule “B 














































































Quantity Prices 
Quoted on Request 


Western Electric 


P & S FLUTOLIER SOCKETS 
Interchangeable Shell 


r>: 


w 


K 


P & S 7000 

P & S 7100 

P & S 7004 P & S 7002 

P & S 7000 

P & S 7020 



WITH y INCH CAP 


Schedule “B 1 



Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

1 

§1 'illl 

25 

25 

25 

25 

25 

25 

500 

500 

100 

100 

250 

50 

105 

80 

18 

20 

63 

14 

$0.33 

.30 

.38 

.35 

.60 

65 





^h^irlok. key, single pole, y in. cap. 

Slwrlok. keyless, y in. cap, short. 

ShMrlPk- key, single pole, y in. angle cap. 
5h^rlok. keyless, )/& in. angle cap, short.. . 

Stwrlok. pull, y in. cap. 

ShMrlok. pull, y in. angle cap. 


WITH y INCH CAP 


Key. single pole, y in. cap. 

Keyless, y in. cap, short. 

Key. single pole, % in. angle cap. 
Keyless, y inch, angle cap, short. 

Pull, H in. cap. 

Pull, y in. angle cap. 




Schedule 


50 

45 

20 

$0.42 

.39 

.47 

20 

20 

16 

.44 

.69 

'.74 





WITH % INCH CAP 


Key. single pole, % in. cap. 

Keyless, y in. cap, short. 

Key, single pole, % in. angle cap. 
Keyless, % in. angle cap, short. . 

Pull, y in. cap. 

Pull, y in. angle cap. 


25 

100 

25 

$0.69 

25 

100 

25 

.66 

25 

100 

20 

.74 

25 

100 

20 

.71 

25 

100 

20 

.96 

26 

50 

16 

1.01 



Schedule 


25 

250 

50 

$0.39 

$0.96 

25 

250 

45 

.36 

.88 

25 

100 

20 

.44 

1.08 

25 

100 

20 

.41 

1.00 

25 

100 

20 

.66 

1.62 

25 

50 

16 

.71 

1.74 



ShsrlQk, key, single pole,in. cap. 

Slwrlok. keyless, % m. cap, short. 

Sfcttrlok, key, single pole, % in. angle cap. 
Sluirlak, keyless, y in. angle cap, short.. . 

Shsirlok, pull, y in. cap. 

Slwrlok, pull, % in. angle cap.. 


National Code Standard. 


25 

100 

25 

$0.66 

25 

100 

25 

.63 

25 

100 

20 

.71 

25 

100 

20 

.68 

25 

100 

20 

.93 

25 

50 

16 

.98 



Digitized by 


Google 


































































































672 Western Electric 

MOGUL BASE SOCKETS AND RECEPTACLES 


Mail Orders Filled 
at Prevailing Prices 



P & S 520 



P & s 597 Sharlpk. 


P & S 429 
(M Full Size) 


P & S 243 
(X Full Size) 


P & S 521 


Socket with H Inch Cap Porcelain Weather- 
and 3 X Inch Shade Holder proof Socket 


Mogul or Goliath Lamp Base Devices 

_ 1500 Watts, 660 Volts_ 


List 

No. 

Description 

Schedule 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

520 

Porcelain, keyless cleat. 

B 

1 

60 

50 

$0.75 

$1 80 

597 

Porcelain, Shiurlock, Y* in. bras9 cap. 

L 

2 

50 

65 

1.27 

3 04 

596 

Porcelain, Shurlok, in. brass cap. 


2 

50 

65 

1.27 

3 04 

541 

Porcelain, Shurlok. in. brass cap. 

L 

2 

50 

65 

1.27 

3 04 

429 

Porcelain, keyless, % in. cap, with in. shade holder. 

B 

1 

50 

48 

1.80 

4 32 

441 

Porcelain, keyless, in. cap. with % in shade holder. 

B 

1 

50 

40 

1.80 

4 32 

429 

Porcelain, Shurlok, kevless, *£ in. cap, with X in. shade holder 


1 

50 

48 

2.15 

5 16 

441 

Porcelain, Shurlok, kevless, in. cap with in. shade holder 


1 

50 

50 

2.15 

5 16 

216 

Brass, keyless, % in. cap. .. 

B 

10 

50 

34 

1.50 

3 60 

433 

Brass, keyless, *■£ in. cap. * . 

B 

10 

50 

35 

1 50 

3.60 

216 

Brass, Shurlok, kevless, $4 in. cap. 

L 

10 

50 

34 

1.85 

4 44 

433 

Brass, Shurlok, keyless, in. cap. 

L 

10 

50 

35 

1.85 

4 44 

455 

Porcelain, weatherproof, % in. brass cap. 

B 

10 

50 

65 

1.00 

2 40 

243 

Porcelain, weatherproof, in. brass cap. 

B 

10 

50 

65 

1.00 

2 40 

591 

Porcelain, weatherproof, in. brass cap. 

B 

10 

50 

65 

1.00 

2 40 

577 

Porcelain, weatherproof, % in. cast iron yoke. 

B 

10 

50 

65 

.85 

2 04 

589 

Porcelain, weatherproof, in. cast iron yoke. 

B 

10 

50 

65 

.85 

2 04 

590 

Porcelain, weatherproof. in. east iron yoke. 

B 

10 

50 

65 

.85 

2 04 

522 

Porcelain, */£ in. brass cap. 

B 

10 

50 

60 

.85 

2 04 

521 

Porcelain, in. brass cap. 

B 

10 

50 

65 

.85 

2 04 

592 

Porcelain, 54 in. brass cap. 

B 

10 

50 

60 

.85 

2 04 

593 

Porcelain, 54 in. cast iron yoke. 

B 

10 

50 

60 

.70 

1.63 

594 

Porcelain, H in. cast iron yoke. 

B 

10 

50 

60 

.70 

1 68 

595 

Porcelain. 54 in. cast iron yoke. 

B 

10 

50 

60 

.70 

1 68 



P & S 517 


P & S 1183 


P & S 523 


P & S 524 



Mogul Porcelain Sockets 


List 

No. 

Description 

Schedule 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

WSSm 

EsI 


519 

With H in. brass cap, long skirt. 

B 

2 

50 

H9 

$ 1.00 


518 

With in. brass cap, long skirt. 

B 

' 2 

50 

70 

1.00 

tM 

517 

With X in. brass cap, long skirt. 

B 

2 

50 

70 

1.00 

, t.« 

1183 

With H in. cast iron yoke, long skirt. 

B 

2 

50 


.85 

1M 

1184 

With H in. cast iron yoke, long skirt. 

B 

2 

50 

». 

.85 

1.M 

1185 

With M in. cast iron yoke, long skirt. 

B 

2 

50 


.85 

tM 

523 

Without cap, long skirt. 

B 

2 

50 

55 

.70 

1.« 

524 

Without cap, short skirt. 

B 

10 

50 

50 

.55 

1 M 

525 

Without cap, short skirt. 

B 

10 

50 

56 

JfO 

. 1 M 


Add $0.12 to list when supplied with lamp grip; Mfrs. List $0.05. 
Wiring Devices 


Digitized by 


.oogle 











































Quantity Prices 
Quoted on Request 


Western Electric 

P & S SWITCH ROSETTES 


673 


FLUTO INTERCHANGEABLE SHELLS 



No. 700 No. 723 


Ceiling Pull Switch Rosettes 


3 Amperes, 125 Volts—1 Ampere, 250 Volts Schedule “XA” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
list 
Each 

700 

With base to use on 334 in. outlet boxes. 

1 

25 

28 

$0.90 

$2.16 

711 

With base to use on 3 H or 4 in. outlet boxes. 

1 

20 

30 

1.20 

2.88 

709 

With 3}4 in. brass covered concealed base. 

1 

25 

25 

.90 

2.16 

710 

With 4J4 in. brass covered concealed base. 

1 

20 

30 

1.20 

2.88 

712 

With small concealed brass covered base. 

10 

20 

15 

.81 

1.94 

707 

With standard slotted porcelain base. 

5 

25 

17 

.71 

1.70 

706 

With standard porcelain concealed base. 

5 

25 

17 

.71 

1.70 

708 

With large concealed work porcelain base. 

5 

20 

20 

.76 

1.82 

705 

With base for open surface wiring. 

5 

25 

25 

.76 

1.82 


Complete with 10 feet of cord. 



No. 720 No. 719 


Fuseless Rosettes 


Schedule “XA" 


723 

With base to use on 334 in. outlet boxes. 

1 

20 

17 

$0.50 

$1.20 

724 

With base to use on 334 or 4 in. outlet boxes. 

1 

50 

40 

.80 

1.92 

721 

With 334 in. brass covered concealed base. 

1 

20 

17 

.50 

1.20 

722 

With 434 in. brass covered concealed base. 

1 

50 

40 

.80 

1.92 

719 

With small concealed brass covered base. 

10 

20 

14 

.41 

.98 

714 

With standard slotted porcelain base. 

10 

20 

14 

.31 

.74 

713 

With standard porcelain concealed base. 

10 

20 

14 

.31 

.74 

720 

With large concealed work porcelain base. 

10 

20 

12 

.36 

.86 

718 

With base for open surface wiring. 

10 

20 

^14 

.36 

.86 


Wiring Devices 





































674 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


P & S CEILING PULL SWITCH ROSETTE 

FLUTO INTERCHANGEABLE SHELL 



List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

— WTE 
List 
Each 

493 

Polished Brass. 

100 

rrm 

15 

$0.14 

$0 3? 


Pull Switches 


3 Amperes, 125 Volts—1 Ampere, 250 Volts _Schedule “XA” 



With 34 in. cap. 

10 

‘20 

15 

$0.60 

KBS 


With )4 in. cap. 

10 

20 

15 

.69 

mM 

Ifp- 

With Y% in. cap. 

10 

20 

15 

.66 

mm 


With pendent cap. 

10 

20 

15 

.60 

■Sd 


With 54 in. male thread cap. 

10 

20 

15 

69 

mm 


Each switch supplied with 10 feet of best linen cord complete with black acorn. 


P & S Fluto Fixture Switch 


3 Amperes, 125 Volts—1 Ampere, 250 Volts _Schedule “XA” 


3030 

34 in. cap. 

10 

50 

25 

$0.75 

$1 80 

3031 

34 in. cap. 

10 

20 

17 

.84; 

2 00 

3032 

y% in. cap. 

10 

20 

17 

.81 

1 94 

3033 

94 in. male cap. 

10 

20 

17 

.84 ! 

2 00 

3034 

34 in. fixture cap. 

10 

20 

17 

.81 

1 94 

3035 

in. fixture cap. 

10 

20 

17 

.84 

2 00 

3036 

34 in. angle cap. 

10 

20 

17 

.so ; 

1 92 

3037 

34 in. angle cap. 

10 

20 

17 

.89 

2 13 

3042 

94 in. angle cap. 

10 

20 

17 

.86 I 

2 06 

3038 

34 in. angle fixture cap. 

10 

20 

17 

.86 

2 06 

3039 

34 in. angle fixture cap. 

10 

20 

17 

.89 

2 13 

3040 

Pendent cap. 

10 

20 

15 

.75 1 

1 80 

3041 

Strain relief cap. 

10 

20 

15 

.75 

1 80 


CEILING PULL SWITCH 


3003 

34 in. cap. 

10 

50 

30 

so.co 

$1 44 

3004 

34 in. cap. 

10 

20 

15 

.69 

1 66 

3005 

94 in. cap. 

10 

20 

15 

.66 

1 58 

3006 

Pendent cap. 

10 

20 

15 

.60 

1 44 

3007 

% in. male thread cap. 

10 

20 

15 

.09 

1 66 

3008 

Standard porcelain concealed base. 

10 

20 

17 

.71 

1.70 

3009 

Standard slotted porcelain base. 

10 

20 

17 

.71 

1 70 

3013 

Base for open surface wiring. 

10 

20 

25 

.76 

1 82 

3014 

Large concealed porcelain base. 

10 

20 

20 

.76 

1 82 

3015 

Small concealed brass covered base. 

10 

20 

15 

.81 

1 94 

3016 

Medium bran covered base. 

1 

20 

25 

90 

2 16 

3017 

Large brass covered base. 

1 

20 

30 

1.20 

2.88 

3018 

3J4 m. box base. 

1 

20 

28 

.90 

2 16 

3019 

4 in. box base. 

1 

20 

30 

1.20 

2 88 


3 Ampere-250 Volt Fuseless Rosettes Schedule “XA M 


List 

No. 

Base 

Screws 

Spaced 

Outside 

Diameter 

Base 

Carton 

Std. 

Pkg. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

713 

Standard porcelain, plain. 

134 ins. 

2 A ins. 

10 

20 

SO. 31 

$0 74 

714 

Standard porcelain, slotted. 

134 ins. 

2 A ins. 

10 

20 

.31 

.74 

718 

Porcelain, for open surface wiring.. . 

234 ins. 

3^x294 ins. 

1Q^ 

20 

,_36 

.86 


fclacn switch is supplied with ten feet of linen cord complete witlDj^fa^g a^tirUiralicD^Q^pcliain. 


Wiring Devices 100-1 


























































Quantity Price* 
Quoted on Request 


Western Electric 

P & S WALL RECEPTACLES 


675 



Interchangeable Fluto Receptacles sch«iui. -b- 


List 

No. 

Description 

Screws 

Spaced 

Carton 

Std. 

Pkg. 

Pkg. 

wt. 

Mfrs. 

List 

Per 100 

W.E. 

Ust 

Each 

61387* 

Key, standard porcelain base. 

1 X 

10 

250 

115 

$44.00 

$1 06 

617* 

Key, 660 watts, standard porcelain base. 

IX 

10 

250 

115 

47.00 

1 13 

60387* 

Keyless, standard porcelain base. 

IX 

10 

250 

105 

41.00 

.98 

98* 

Pull, standard porcelain base. 

IX 

10 

100 

46 

71.00 

1.70 


Schedule “L” 


1 

Shurlok key, standard porcelain base. 

IX 

10 

100 

46 

$71.00 

$1 70 

MFX [| S 

Shurlok key, 660 watts, standard porcelain base. 

IX 

10 

100 

46 

74.00 

1.78 

rj 3 

Shurlok keyless, standard porcelain base. 

IX 

10 

100 

46 

68.00 

1.63 

■EM 

Shurlok pull, standard porcelain base. 

IX 

10 

46 


98.00 

2.35 


Schedule “B” 




IX 

10 

iso 

108 

$44.00 

m ad 

618* 

Key, 660 watts, slotted porcelain base. 

IX 

10 

250 

108 

47.00 

1.13 

146* 

Keyless, Blotted porcelain base. 

Pull, slotted porcelain base. 

IX 

10 

250 

105 

41.00 

M 

129* 

IX 

10 

100 

46 

71.00 

1.70 


Schedule “L’* 


132* 

1% ST J 

l X 

10 

100 

46 

$71.00 

$1 70 

618* 


IX 

10 

100 

46 

74.00 

1 78 

146* 


l H 

10 

100 

42 

68 00 

1 63 

129* 


IX 

10 

100 

46 

98 00 

2 35 



P & S 7534 



Interchangeable 



P & S 61455 

Fluto Receptacles 



List 

No. 

Description 

Screws 

Spaced 

Carton 

Std. 

Pkg. 

Pkg. 

Wgt. 

List 

Per 100 

List 

Each 


Key, base for surface wdring. 

2X 

10 

250 

146 

$49.00 

$1 18 

Kiku 

Key, 660 watts, base for surface wiring. 

2X 

10 

250 

146 

52.00 

1.25 

KTrsTXS 

Kevless, base for surface wiring. 

2X 

10 

250 

143 

46.00 

1 10 

■331 

Pull, base for surface wiring. 

2X 

10 

100 

69 

76.00 

1 82 


7534* 

613* 

7535* 

4535* 


Shurlok key, base for surface wiring. 

Shurlok, 660 watts, base for surface wiring 
Shurlok keyless, base for surface wiring. . . 
Shurlok pull, base for surface wiring. 


Schedule "L” 



10 

100 

60 

$76.00 

$1 82 


10 

100 

60 

79.00 

1 90 


10 

100 

60 

73.00 

1.75 

t i 

10 

100 

09 

103.00 

2 47 


61455*" 

615* 

61456* 

99* 


Key, porcelain angle wall base. 

Key, 660 watts, porcelain angle wall base 

Keyless, porcelain angle wall base. 

Pull, porcelain angle wall base. 


Schedule “B f * 


m 

10 

100 

58 

$49.00 

mmr\ 

\x 

10 

100 

• 58 

52.00 

j|jy’ pT| 

m 

10 

100 

56 

46.00 

Bafl 

1 K'q 

10 

50 

34 

76 00 



Schedule **L” 


61455* 

Shurlok key, porcelain angle wall base. 

\x 

10 

100 

58 

$76.00 

$1 82 

615* 

Shurlok, 660 watts, porcelain angle wall base. 

IX 

10 

100 

58 

79.00 

1.90 

61456* 

Shurlok keyless, porcelain angle wall base. 

IX 

10 

100 

56 

73.00 

1 75 

99* 

Shurlok pull, porcelain angle wall base... 

1 X 

10 

50 

34 

103.00 

2 47 


* National Electrical Code Standard. ^.0( 


101 


Wiring Devices 
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Western Electric 


Mall Orders Pilled 
at Prevailing Prices 


P & S RECEPTACLES 



rig. a 

View showing Outlet Box Recep¬ 
tacle mounted on Fixture Stud 
by means of P & S Conduit 
Box Strap No. P & S 1180 



P & S 1180 


Fig. 4 

View showing P & S Wall Recep¬ 
tacle mounted on Conduit Box 
without Stud, by means of 
Conduit Box Strap 
P & S 1180 


P & S Conduit Box Strap Schedule “XA” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E 

list 

Etch 

1179 

With /'g in. lock nut. 

25 

100 

14 

$0.05 

j-^iH " 

1182 

With y 2 in. lock nut. 

25 

100 

14 

.05 


1180 

With Yg in. lock nut. 

25 

100 

17 

.07 

rj 

1181 

With y in. lock nut. 

25 

100 

17 

.07 

IKE 


P & S Conduit Clamps 


1401 

For y in. conduit. 

25 

250 

30 

$0.05 

$0.12 

1402 

For % in. conduit..V 

25 

250 

40 

.07 

.17 

1403 

For 1 in. conduit. 

25 

100 

20 

.09 

.22 

1404 

For lyin. conduit. 

25 

100 

20 

.11 

.26 

1405 

For 1 y in. conduit. 

25 

100 

37 

.13 

31 



P & S 46 
(H Full Size) 


P ,& S 82 P & S 61670 

(M Full Size) 



P & S 88259 
(H Full Size) 


Porcelain Wall Receptacles 


Schedule “B” 


List 

No. 

Description 

Screw 

Spaced 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E 

List 

Each 

46 

Key, for in. outlet boxes. 

m 

1 

100 

95 

$0.45 

$1.06 

4 

Keyless, for 3^ in. outlet boxes. 

m 

1 

100 

92 

.40 

.96 

82 

Key, for 4 in. outlet boxes. 

3J4 

1 

100 

152 

.50 

1.20 

83 

Keyless, for 4 in. outlet boxes. 

334 

1 

100 

149 

.45 

1.08 


Receptacle for Molding or Conduit Fittings Schedule “B" 


61670 

With shade holder groove. . 

. 2* 

10 

250 

100 

$0.30 

$0.72 

61770 

Without groove. 

. 2& 

10 

250 

100 

.25 

.60 


Special Concealed Porcelain Receptacles 


88259 

With shade holder groove. 

1*8 

10 

250 

107 

$0.30 

$0.72 

451 

Without shade holder groove. 

IH 

10 

250 

114 

.25 

.60 


Wiring Device. 106 






































































Carton 


Screws 
Spaced Ins. 


Carton 


100 


$63.00 

66.00 

60.00 

100.00 


$1.51 

1.58 

1.44 

2.40 


Shurlok key, used on Q/i in. outlet boxes.. . 
Shurlok key, 660 watt, used on 334 in. boxes 
Shurlok keyless, used on 334 in. outlet boxes 
Shurlok pull, used on 334 in. outlet boxes. . . 


2*4x2* 

2%x2& 

2%x2& 

2V*x2& 


100 

100 

100 

50 


$90.00 

93.00 

87.00 

127.00 


£ey, used on 3J4 in. or 4 in. outlet boxes. . . 
Key, 660 watt, used on 3Ji in. or 4 in. boxes 
Keyless, used on 334 in. or 4 in. outlet boxes 
Pull, 18 in. chain, used on 334 in .or 4 in. boxes 


42 

623 

44 

149 


$2.23 

2.30 

2.16 

3.12 


130.00 


2%xsy 2 

2*4x3 y> 

2% t xzy 2 

2j4x3 Y 


100 

100 

100 

igi 50 b 


180 

180 

176 


$120.00 

123.00 

117.00 

157.00 


42 

623 

44 

149 


$2.88 

2.95 


3.77 


Shuriok key. 660 watt, used on 334 in. or 4 

in. outlet boxes... 

Shurlok key less, used on 3J4 in. or 4 in. boxes 
Shurlok pull, 18 in. chain, used on 3 J4 in. or 
4 in. outlet boxes. 


Wiring De\ 


P & S 128 O 


OS 


P & S 7 P & S 149 w 

P & S WALL RECEPTACLES 


P& S42 

Schedule “B 


Quantity Prices 
Quoted on Request 


Western Electric 


P & S OUTLET BOX RECEPTACLES 


P & S 421 


677 


100 


100 

100 

50 


100 

100 

50 


Shurlok key, used on 334 in. or 4 in. box. 334 x 4 
Shurlok,660 watts,used on 3 34 in.or 4 in. 

outlet box. 3*4*4 

Shurlok keyless, used on 3 34 in. or 4 in. 

outlet box. 3J4x4 

Shurlok pull, used on 3*4 in. or 4 in. box. 3*4 x 4 


List 

No. 

62350 
620 

62351 
97 


Screws 
Snaced In 


hey, used on 334 in. outlet box. 

Kev, 660 watts used on 334 in. outlet box 


Keyless, used on 3)4 in. outlet box. 2 % 


Pull, used on 334 in. outlet box 


62351 

97 


Shurlok-key, used on 334 in. outlet box. 
Shurlok-key, 660 watts, used on 334 in. 

outlet box. 

Shurlok keyless, used on 334 in. box. . 
Shurlok pull, used on 334 in. outlet box 


414 

413 


Key, used on 3 34 in. or 4 in. outlet box 334 x 4 
Key,660 watts, used on 334 in. or 4 in. 

outlet box. 334 x 4 

Keyless, used on 334 in. or 4 in. box. . 334 x4 
Pull, used on 334 in. or 4 in. outlet box. . 334 x 4 


421 

622 


414 


100 


100 

50 


Schedule 

V. E. List 
Each 
$1 51 

1 58 
1.44 

2 40 
le “L” 

$2.16 


P & S 62350 P & S 413 & 

P & S WALL RECEPTACLES 


62350 

620 


421 

622 


100 


100 

96 

50 


180 


180 

176 

90 


180 


ISO 


Mfrs. List 
per 100 
$63.00 
66.00 
60.00 
100,00 
Schedi 
I $90.00 I 


93.00 

87.00 

127.00 

Sched 

$93.00 


96.00 

90.00 

130.00 

Sched 

$120.00 I 


123.00 


117.00 

157.00 


2 80 
3 77 


100 


2 23 
2 08 

3 05 
le “B” 

$2 19 


2 30 
2 12 

3 12 
le “L M 

$ 2.88 


2 95 


P & S 97 















































678 



List 

No. 


10 

1010 

7K 

428 


100 lbs. 
100 lbs. 


$45.00 

32.00 


100 

100 


Complete with 4 in. polished brass cover. 

Complete with 4 ip. japanned iron cover. 

Holes in cover are spaced 3 x /i inches on centers. 


Mfre. 

List 

Each 


Description 


List 

No. 


$35.00 

40.00 


05 lbs. 
92 lbs. 


$1.08 

1.20 


$45.00 

50.00 


Keyless, without shade holder groove. 

Keyless, with shade holder groove.. 

Holes for supporting screws are spaced 3J^ ins. 
on centers.___ 


WEATHERPROOF, FOR 3 OR 3!^ INCH BOXES 

660 Watts—600 Volts Schedule “A” , 


$35.00 

40.00 


80 lbs. 
92 lbs. 


100 

100 


Keyless, without shade holder groove. 

Keyless, with shade holder groove. 

Shade holders P S 119 and 1190 may be used. 
Holes for supporting screws are spaced 2% ins. 
on centers. 


FOR 4 INCH BOXES 


Schedule “A” 


$50.00 

55.00 


115 lbs. 
115 lbs. 


100 

100 


Keyless, w ithout shade holder groove. 

Keyless, with shade holder groove. 

Shade holders P & S 119 and 1190 may be used. 


Wiring Devices 


Digitized by 


107 & 108 


P & S 62357 

P & S 111 

P & S 40 

P & S 122 

(H Full Size) 

(Jtf Full Size) 

(H Full Size) 

(M Full Size) 


FOR 3 OR 3?4 

INCH BOXES 

Schedule “A 


ig. 

30 ve. 

are spaced 2 % ins. 


.84 

.96 


FOR 4 INCH BOXES 


Schedule “A” 


Schedule “A” 


FOR 4 INCH BOXES 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

P & S OUTLET BOX RECEPTACLES 


FOR 3 OR 3'4 INCH BOXES 


Description 
Keyless, with binding posts. 


Schedule “A” 


Keyless, projecting back 
Keyless, with binding posts. 

Keyless, wdth w ires. 

Double break chain pull. . . . 


Carton 

Quantity 

SM. 

Pkg. 

Pkg. 

Wt. 

Mfrs. 
List 
per 100 

W. E. 
List 
Each 

1 

100 

75 lbs. 

$45.00 

$1.08 

1 

100 

100 lbs. 

50.00 

1.20 

CH BOXES 


Schedule “A” 

1 

100 

134 lbs. 

$60.00 

$1 44 

1 

100 

110 lbs. 

60.00 

1 44 

1 

100 

120 lbs. 

65.00 

1 56 

1 

50 

07 lbs. 

130.00 

3 12 


FOR 3M INCH BOXES 


Complete with 3 A brush brass cover. 

Complete with 3 A japanned iron cover.. 

Holes for coverare spaced 2 3 * inches on centers. 


Schedule “A” 

$40.00 I $0 96 
















































(Quantity 


Mfrs. List 
Each 


rkg. 

Wgt. 


L 8t 
No. 


Description 


$0.58 


$0.24 


61417- 


464 


P & S SUSPENSION CLEATS 

For Ready Wired Sockets Schedule “XA” 


$0.07 

.12 


100 

100 


$0.17 

.29 


100 

100 


ieat, to carry wires % in. apart. 

Cleat, to carry wires 2^ ins. apart. 

Intended for use in decorative festoon work, to 
relieve conductor wires of strain. The porcelain 
cleat grips the conductor wires, and the hooks en¬ 
gage the messenger or strain carrying wire. 

We recommend their use where streamers are of 
any length. 


___ Illustrations are of full size+tize 

113 


With ring and gasket complete. 

Punch required for this receptacle is V/i, ins. in 
diameter. 

With ring and gasket complete. 

The button on the back is readily removed with¬ 
out tools. Replacing the button after the contact 
is made completely encloses the contacts. 

Punch required for this receptacle is 1 % ins. in 
diameter. 

With ring and gasket complete. 

Wrench supplied in each box for tightening ring. 
The front of this receptacle is practically flush 
with the face of the sign, and may be painted to 
match the sign. The ring is made of non-corrosive 
gilder’s metal, rich in copper. 

Punch required for this receptacle is 15^ ins. in 
diameter. 

With ring and gasket complete. 

The terminals are recessed in the groove, so seal¬ 
ing compound may be poured in. 

With wide ring and gasket complete. 


Punches required for these receptacles are 1x2 inches in diameter. 

See pages elsew T here for list of outlet box covers w r hich mav be used with these receptacles 
Shade holder P & S 84 may be used. 


P & S 61417 


DECORATIVE SOCKETS 


Schedule “B 


Quantity Prices 
Quoted on Request 


Western Electric 


679 


61988 A 

437 A 


P & S 427 


95 lbs. 


82 lbs. 


250 


250 


Temporary socket, porcelain. .. 

The binding screws have pointed ends to punc¬ 
ture the insulation and make contact with the con¬ 
ductor. 

We recommend the use of rubber covered 
stranded wire with this receptacle. 

Temporary socket, mica composition. 


P & S 102704 


P & S 61988 


FOR METaL SIGNS AND OUTLET BOXES 


Description 


Carton Std. 
Quantity Pkg. 


P & S 437 

Schedule “C” 

Mfrs. List IW.E. List 
Each Each 

3 


P & S RECEPTACLES 
Sign and Outlet Box Receptacles 


102704* 




427' 




Wiring Dsvicai 

































680 


Western Electric 

P & S RECEPTACLES 


Mai! Orders Filled 
at Prevailing Prices 


Sign and Outlet Box Receptacles 



P & S 61977 P & S 61777 



P & S 61672 


FOR METAL SIGNS AND OUTLET BOXES Schedule “C” 


List 

Description 

Carton 

Std. 

Pkg. 



No. 

Quantity 

Pkg. 

Wgt 



61977* 

With fastening screws complete. 

25 

250 

70 lbs. 

$0.17 

$0.41 

61777* 

With fastening screws complete. 

25 

250 

75 lbs. 

.17 

.41 


The punch required for these receptacles is 1 % inches in diameter. 

See pages elsewhere for list of outlet box covers which may be used with these receptacles. 


FOR WOOD SIGNS Schedule “C” 


61072* 

With 1 in. skirt, screws are spaced l}j ins. on 






centers. 

25 

250 

65 lbs. 

$0.14 


The hole required for these receptacles is inches in diameter. 



P&S54 



P & S 900 



P & S 677 


A 

P & S 778 


FOR METAL SIGNS AND OUTLET BOXES Schedule “C” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. List 
Each 

W.E. List 
Each 

54* 

With fastening screws complete. 

The punch required for this receptacle is 1% ins. 
in diameter. 

25 

250 

75 lbs. 

$0.14 

$0 34 

900* 

Sign receptacle. 

The punch required is 1 }^ ins. in diameter. 

25 


75 lbs. 

.20 

.48 

878* 

Candelabra base, with ring and rubber gasket 

The punch required for this receptacle is || in. in 
diameter. 

25 


22 lbs.. 

.17 

.41 

677* 

Candelabra base, complete, with fastening screws 
The punch required for this receptacle is Jf in. in 
diameter. 

Holes for supporting screws are spaced 1-& ins. 
on centers. 

25 

250 


.16 

.38 

770 A 

Candelabra base, complete, with fastening screws. 

The punch required for this receptacle is in. in 
diameter. 

Holes for supporting "screws are spaced 1A ins. 
on centers. 

25 

250 

20 lbs. 

.16 

.38 


^National Electrical Code Standard. Dlustrations are % of full size.iitized by Cj 

Wiring Doric* U4 



































Quantity Prices AAA 

Quoted on Request WCStQtTt EtOCtflC 

P & S ROSETTES AND FIXTURE LOOPS 


681 



Description 


Std. 

Pkg. 


Mfrs. List 
per 100 


W.E. List 
Each 


Threaded shank % inch, to fit }/* inch cap socket. 
Threaded shank % inch, with hexagon nut. 


1170 

1171 


$0.26 

.31 


No. 1214 Canopy Rosette Schedule “SA” 


Flush back deep Canopy Rosette 
Fits 3 or 4 inch outlet boxes 


75 lbs. 


1214 


$80.00 


$1.92 


Brush brass is the regular finish. There is no extra charge for polished or old brass finish. ' 

For all other finishes advance the list 4 cents. 

A National Electrical Code Standard. Illustrations are H of full size. 

uo 71 Digitized by ^OOgL^ Deyfceg 


No. 1174 


Outlet Box Cover Rosettes Schedule “XA” 


P Sc S 1172—Porcelain Rosette 


P & S 200—With Brass Cap 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

iMfrs. List 
per 100 

W. E. List 
Each 

1174 A 

Pore, rosette for use on 314 in. outlet box only.. 
Complete w ith brass terminals. 

10 

| 100 

60 lbs 

$ 20.00 

$0 48 

1175 A 

Pore, rosette for use on 4 in. outlet box only ... 
Complete writh brass terminals 

5 

1 100 

105 lbs 

27.00 

.65 

200 A 

Fuseless, for 3, 314 or 4 inch box. 

Cap fastened to base by spring contact. 

1 

50 

75 lbs | 

80.00 

1 92 

112 A 

Fuseless, for 3, 3 ]4 or 4 inch box. ..: . 

Cap fastened to base by screws; two sets of holes 
for fastening screws are provided. 

One set is 2 % inch on centers and the other 3\4 
inch on centers. 

Cap is regularly finished in polished brass with 
No. 200 and 112 Rosette. No extra charge for 
brush brass. All other finishes take the same 
advance as for the standard sockets. 

1 

50 

72 lbs 

1 

• j 

80.00 

1 92 

1172 A 

Fuseless, for 3 inch box. 

10 

100 

60 lbs 

10.00 

.24 

1173 A 

Fusel ess. for 4 inch box. 

5 1 

100 

98 lbs 

14.00 

.34 


See data pages for list of outlet boxes which may be used with the above rosettes. 


Chain Pendent 
Fixture 


Cord Pendent 
Fixture 


No. 1214 Canopy Rosette 


P & S Fixture Loops 


Schedule “SM’ 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


P & S SOCKETS AND RECEPTACLES 
Porcelain—Interchangeable 



P & S 61317 



P & S 61227 



P 5c S 488 



P & S 1218 


The body of the “interchangeable’’ line is held to the base and cap by the one contact screw. 

The interchangeable line is very convenient for filling rush orders. For example: you have in stock a 
quantity of P & S 61217 and 435. You receive an order for 60217 and have none in stock; by changing the 
cap from 61217 to 435 and from 435 to 61217 you will have 60217 keyless socket to fill the order, leaving in 
stock No. 434 key socket. 

Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. List 
Each 

W.E.Lut 

Each 

61217* 

60217* 

Kev, all porcelain, with pendent cap. 

Keyless, all porcelain, with pendent cap. 

10 

10 


104 

88 

$0.30 

.25 

$0.72 

60 


mfffZX 

Key, all porcelain, with pendent cap. 

10 250 

108 

$0.30 

$0.72 

bjjgiul 

Keyless, all porcelain, with pendent cap. 

10 250 

92 

.25 




Key, polished brass cap, with Y% in. cap. 

10 

100 

52 

$0.35 

$0.84 


Keyless, polished brass cap, with l /$ in. cap. 

10 

100 

38 

.30 

.72 


488* 

Key, porcelain socket, z /% in. aluminum cap. 

10 

100 

43 

$0.50 

$1.20 

448* 

Kevless. 

100 

100 

39 

.45 

108 


1218 

Key. in. brass angle cap. 

10 

100 

37 

$0.40 

$0 96 

1219 

Keyless, z /% in. brass angle cap. 

10 

100 

35 

.35 

84 

1220 

Key, % in. aluminum angle cap. 

10 

100 

25 

.55 

1.32 

1221 

Keyless, A in. aluminum angle cap. 

10 

100 

23 

.50 

1 20 



P 8c S 61327 




P & S 485 



P & 2> 1222 


Schedule “B” 


MM 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. List 
Each 

W.E.List 

Each 


Key, polisaed brass cap, with J4 in. cap. 

Keyless, polished brass cap, with H in. cap. 

10 

10 

100 

100 

52 

38 

$0.38 

.33 

$0.91 

79 


61327* 

60327* 

Kev, polished brass cap, with 3 in. cap. 

Keyless, polished brass cap, with in. cap. 



52 

38 

$0.35 

.30 

$0.84 

.72 


485* 1 

Key, with in. aluminum cap. 

10 

100 

42 

$0.50 

$1.20 


Kevless, with x /i in. aluminum cap. 

The cap of this socket is made of aluminum and is 
not supplied in special finishes. 

10 

100 

38 

.45 

1.08 


i 


1222 

Key, Y<i in. aluminum angle cap. 

10 

100 

26 

$0.55 

$1 32 

1223 

Kevless, ]/% in. aluminum angle can. 

10 

100 

24 

.50 

1.20 


Wiring Devices 111 
























































































Quantity Prices 
Quoted on Request 


Western Electric 


683 


P & S SOCKETS & RECEPTACLES 
Porcelain—I nterchangeable 


P &_S 100136 




P & S 61237 


RECEPTACLE WITH MOLDING BASE 

For Use with Wood Molding Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. List 
Each 

W.E. List 
Each 

100136* 

426* 

Key, with molding base. 

Kevless, with molding base . 

Holes for supporting screws are spaced 1 % inches 
on centers. 

Shade holder P & S 119 or 1190 may be used. 

10 

10 

100 

100 

50 lbs 
48 lbs 

$0.34 

.29 

$0 82 
.70 


SOCKETS WITH CONCEALED WALL BASE Schedule “B” 


61237 A 

Key, with concealed base. 

10 

> 100 

45 lbs 

$0.34 

$0.82 

60237 A 

Keyless, with concealed base. 

10 

100 

33 lbs 

.29 

.70 

61250* 

Kevless, without shade holder groove. 

Shade holder P & S 119 and 1190 may be used 
with the first two numbers. 

10 

100 

45 lbs 

.25 

.60 



P Sc S 62247 



P & S 61087 


PORCELAIN RECEPTACLES 


Interchangeable Schedule "B M 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. List 
Each 

W. E. List 
Each 

62247 A 

490 

Key, with concealed wall base. 

Keyless, with concealed wall base, without shade 

10 

100 

62 lbs 

$0.25 

$0.60 


holder groove. 

10 

250 

157 lbs 

.29 

.70 

60247* 

KeylesS, with concealed wall base.. 

Shade holder P & S 119 or 1190 may be used. 
Holes for supporting screws are spaced 2Ji 
inches on centers. 

10 

100 

59 lbs 

.34 

.82 

61087* 

Key, with cleat wall base. 

10 

100 

48 lbs 

.29 

.70 

61107* 

Keyless, with cleat wall base. 

Holes for supporting screws are spaced 1 inch on 
centers. 

Shade holder P & S 119 or 1190 may be used. 

10 

100 

45 lbs 

.25 

.60 


Note: See pages elsewhere for list of outlet boxes which may be used with receptacles listed on this page. 
* National Electrical Code Standard. Illustrations are % of full size. 

112 Wiring Device. 













684 Western Electric 

P & S SOCKETS 



Mail Orders Filled 
at Prevailing Prices 



P & S 216 
Socket with 
?g Inch Cap 


Flutolier Keyless Socket 


Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt 

Mfrs. List 
Each 

Hgg 

7000 

7001 

Flutolier Key Single Pole, l /% in. cap. 

Flutolier Keyless, Hin. cap. 

25 

25 

500 

100 

105 lbs. 
25 lbs. 

$0.33 

.57 



Flutolier Pull Socket Schedule “L” 


Stwrlok. Flutolier Key S.P., in. cap. 

25 

100 

25 lbs. 

$0.60 

Shvriok. Flutolier Keyless, Y% in. cap. 

25 

100 

25 lbs. 

1.37 




P & S 108 
(H Full Size) 
Keyless with Slotted 
Base Bayonet Shell 



P & S 68136 
With Brass 
Covered Base 



P & S 68138 
With Brass 
Covered Base 


Wall Receptacles 


Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt 

Mfrs. List 
Each 

W. E. List 
Each 

50717 A 

Kevless, with porcelain base. 

25 

250 


$0.25 

$0.60 

108 A 

Keyless, with slotted porcelain base. 

Holes for supporting screws are spaced 1 l A ins. 
on centers. Outside diameter of base 2 inches. 

25 

250 


.25 

.60 

68136 

68137 

Key receptacle Fluto shell with brass covered base. 
Keyless receptacle Fluto shell with brass covered 

10 

250 


.54 

1.29 

68138 

base. 

10 

250 

. 100 lbs. 

.51 

1.22 


Pull receptacle Fluto shell with brass covered base. 

Holes for supporting screws are spaced 1 Y\ ins. 
on centers. Outside diameter of base 3^ inches. 

10 

100 

38 lbs. 

.81 

1.94 


Brush brass is the regular finish. There is no extra charge for polished or old brass finish. 


A National Electrical Code Standard. 

Wiring Devices 100 


Digitized by 


Google 




































Quoted onRcxiueat WeSt^HI EteCtTK 

P & S PORCELAIN RECEPTACLES 
Metal Molding and Cleat Receptacles 


685 





FOR USE WITH WOOD MOLDING Schedule “B” 


List 

No. 

Description 

Screws 

Spaced 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 



61670* 

With shade holder groove. /... 

Shade holder P & S 28 or 29 may be used. 

2 ft 

10 

250 

100 lbs. 

$30.00 

$0.72 

61770* 

Without shade holder groove. 

2 ft 

10 

250 

100 lbs. 

25.00 

60 


For Extra Large Edison Base 

1500 WATTS-600 VOLTS Schedule “B” 

520 | Without shade holder groove. | 214 I JO I 50 1 50lbs. | $75.00 | $1~80 



P & S 61971 



P & S 50715 



CLEAT RECEPTACLES Schedule “B M 


List. 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. List 
per 100 

W. E. List 
Each 

61971* 

With inclosed terminal. 

Holes for supporting screws are spaced \% 
-inches on centers. 

Wires are carried 1 inch from surface and 2 l /i 
inches apart. Drain holes are provided in the 
bottom of the receptacle. 

Used extensively in amusement parks and all 
outdoor electrical decorating. 

10 

250 

140 lbs. 

$25.00 

$0 60 

50715* 

Pony, without shade holder groove. 

Holes for supporting screws are spaced 1% 
inches on centers. 

This receptacle will fit a pony receptacle condulet 
cover made by Crouse-Hinds, which is used with Vi, 
Yi and 1 inch types S, SV, SL, ST and SX condulets. 

10 

i 

250 

82 lbs. 

15.00 

.36 

62358* 

With 1 inch base. 

Holes for supporting screws are spaced 1% 
inches on centers. 

10 

1 

250 

103 lbs. 

18.00 

.43 


PORCELAIN CLEAT RECEPTACLES Schedule "B” 



With shade holder groove. 

10 

250 

IlMl.f 

820.00 

$0 48 

U 

Without shade holder groove. 

Holes for supporting screws are spaced 2% 
inches on centers. 

10 

250 


15.00 

36 


* National Electrical Code Standard. Illustrations are l /i of full size. 
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Western Electric 


Mall Orders FlUed 
at Prevailing Prices 


P & S SOCKETS AND RECEPTACLES 



P & S 5 P & S 66612 P & S 64369 


PORCELAIN CLEAT RECEPTACLES Schedule “B” 


List 

No. 

Description 

Carton 

Quantity 

Ftd. 

Pkg. 

Pkg. 

Wgt. 


W.E. 

List 

Each 

5 A 

Key, with enclosed terminals. 

Holes for supporting screws are spaced 1 inch on 
centers. 

Shade holder P & S 119 or 1190 may be used. 

1 

100 

65 lbs 

$40.00 

$0.96 

66612 A 

With enclosed terminals. 

Holes for supporting screws are space^l 1 % 
inches on centers. 

Shade holder P & S 28 or 29 may be used. 

10 

250 

117 lbs 

30.00 

.72 

64369 A 

With enclosed terminals. 

Holes for supporting screws are spaced 1^8 
inches on centers. 

10 

250 

115 lbs 

25.00 

.60 



P & S 423 


P & S 116H 


P & S 422 


PORCELAIN FIXTURE SOCKETS 


P & S 487 
Schedule <‘B VI 


List 

No. 

Description 

Carton 

•Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. List 
per 100 

W. E. 
List 
Each 

42:3* 

Socket, with Vi inch aluminum cap. 

Above socket is fitted with 6 inches of New Code 
No. 14 stranded rubber covered wire. 

10 

100 

35 lbs 

$60.00 

*144 

01 16 'A A 

Fixture socket, with ]/% inch polished brass cap... 

10 

100 

35 lbs 

60.00 

1.44 

116H* 

Fixture socket, with inch polished brass cap. . 

No extra charge for brush brass. All dther 
finishes take onelalf the advance for standard 
key sockets. 

Fixture sockets are fitted with 6 inches of No. 
18 rubber covered fixture wire. 

10 

100 

35 lbs 

a . IkM t 

60.00 

T 1 A AA 

1.44 


foot each conductor. 


Shade holder P & S 119 or 1190 may be used. 

MINIATURE PORCELAIN SOCKET Schedule “XA” 


422 A 

Keyless receptacle or socket. 

Each receptacle is fitted with 6 inches of No. 20 
stranded single braid rubber covered wire. Re¬ 
ceptacles with longer wires furnished to order 
Extra wire $0.11 list, to Mfrs. List, $0,045 per 
foot, each conductor. 

The punch required for this receptacle is % 
inches m diameter. 

50 

250 

21 lbs 

$25.00 

$ 0.60 

Schedule “B M 

486 

Keyless ' 6 * inch cap, aluminum shell. 

10 

50 

23 lbs 

$50.00 

$1.20 

4 87 

Keyless Yi inch cap, aluminum shell. 

10 

50 

22 lbs 

50.00 

1.20 


A National Electrical Code Standard, illustrations are % of full size. 
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Quoted on Request 


Western Electric 
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P & S RECEPTACLES 



P & S 61577 



P & S 372 P & S Receptacle 598 

FOR METAL SIGNS AND OUTLET BOXES 



P & S Receptacle 599 
Schedule “C” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 



61577* 

With ring and gasket complete. 

Ring glazed porcelain only. 

10 


114 lbs 

$28.00 

$0.67 

61578* 

-—-r 

With ring and gasket complete. 

Body glazed porcelain. 

10 

250 

115 lbs 

36.00 

.86 


These receptacles are fitted with 6 inches stranded No. 14 double braid New Code rubber covered wire. 
Receptacles with longer wires furnished to order. Extra wire, 9 cents list, per foot, each conductor. 


SIGN AND OUTLET BOX RECEPTACLE Schedule “A” 


372* 

Keyless, weatherproof. 

Each receptacle is fitted with 6 inches of No. 14 

10 

U 

42 lbs 

$22.00 

$0.53 


stranded S. B. New Code rubber covered wire. 







Receptacles with longer wires furnished to order. 
Extra wire $0.09 list, per foot, each conductor. 

Holes for supporting screws are spaced 2& 
inches on centers. 


1 





FOR CONCEALED OR CLEAT WIRING 


598 

Without shade holder groove. 

10 

250 

145 lbs 

$25.00 

599 

With shade holder groove. . . . .*. 

10 

250 

145 lbs 

30.00 



P&S80 P & S 9366 P & S 43310 P & S 540 P & S 60666 

Porcelain Porcelain Molded Mica Composition 


WEATHERPROOF SOCKETS 

660 Watts—600 Volts Schedule **B M 


List 

No. 

Description 


Std. 

Pkg. 

Pkg. 

Wgt. 



80* 

Porcelain, weatherproof socket. 

25 

250 

83 lbs 

$12.50 

$0.29 

9366* 

Porcelain, weatherproof sockets. 

25 

250 

90 lbs 

20.00 

.48 

43310* 

Molded mica, weatherproof socket. 

10 

100 


22.00 

53 

60666* 

Black composition weatherproof socket. 

These sockets are not supplied with extra long 
wires unless ordered in substantial quantities and 
ample time given for delivery. 

Each socket is fitted with 6 inches stranded 
rubber covered wire. , 

10 

250 


24.00 

.58 




CONDENSITE WEATHERPROOF SOCKET 


Schedule “L” 


| Shxrlnk. 

with 6 inch wire. 

. | 25 

1 100 | 

30 lbs. 

| $75.00 1 

$1.80 


43310* | 

Molded mica, weatherproof socket. 

| 25 

1 100 I 

28 lbs | 

1 $29.00 I 

$0 70 


* National Electrical Code Standard. Illustrations are % /$ of full^ize. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


P & S ROSETTES 
P & S Porcelain Rosettes 



P & S 400 



P & S 390 P & S 810 

LITTLE GEM CLEAT ROSETTES 


P & S 1999 
Schedule “XA” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

Mfrs. List 
Each 

W. E. List 
Each 

400* 

76* 

Fusible, two-piece. 

Fuseless, two-piece. 

Holes for supporting screws are spaced Iff 
inches on centers. 

10 

10 

250 

250 

115 lbs 
115 lbs 

$0.16 

.15 

$0 38 
36 


LITTLE GEM CONCEALED ROSETTES Schedule “XA” 


390* 

Fusible, two-piece. 

10 

250 

140 lbs 

$0.16 

$0.38 

79* 

Fuseless, two-piece. 

Holes for supporting screws are spaced l|f 
inches on centers. 

This rosette will fit Crouse-Hinds condulets, types 
G, GL, GF, GX, H and HA 5 and 10 ampere size. 

10 

250 

140 lbs 

.15 

.36 


LITTLE GEM MOULDING ROSETTE _ Schedule “XA” 


810* 

Fusible, two-piece. 

10 

250 

■irlHEri 

$0.16 

$0.38 

176* 

Fuseless, two-piece. 

Holes for supporting screws are spaced \\i 
inches on centers. 

10 

250 

mTwi 

.15 

.36 

1099 

Fuseless cleat or concealed rosette. 

10 

250 


.08 

.19 


See pages elsewhere for iist of outlet boxes, which may be used with these rosettes. 






p & S 610 



p & S 607 


CONCEALED ROSETTE 


< 4 * 



p a s i7o 
Schedule “XA” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wgt. 

MfiuList 

Each 

W.E.UH 

Each 

604* 

Fuseless, two-piece. 

10 

250 

125 lbs 

$0.17 

$0.41 

605* 

Extra cap only. 

Holes for supporting screws are spaced lfj 
inches on centers. 

10 

250 

115 lbs 

.11 

.26 


ROSETTE FOR WOOD MOULDING Schedule “XA” 


610* 

Fuseless, two-piece. 

Not necessary to cut the moulding or wires. 
Loop up and over the terminal plates and run 
through the rosette. 

Holes for supporting screws are spaced 2 A 
inches on centers. 

10 

250 

55 lbs 

■ 

$0.41 


WITH ENCLOSED TERMINALS 



Schedule “XA’’ 

607* 

Fuseless cleat, two-piece. 

Holes for supporting screws are spaced l h /% 
inches on centers. 

25 

250 

81 lbs 

$0.17 

u 

CEILING BUTTON 

170 | 

| Ceiling button, self-tving. | 

1 50 | 

wm 

| 56 lbs | 


$0.14 


* National Electrical Code Standard. Illustrations are of full size. 
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Quoted on Request WCSlVttl EliCtTK 

PLUG CURRENT TAPS AND ADAPTERS 



No. 95 



• Plug Current Taps Schedule 3 

Current Taps 95-96 Vi double the service from the standard socket. The regular use of the lamp is pre¬ 
served, while the convenience of an extension cord is added. Standard finish is brushed brass. 

Nos. 95-95 \ have swivel shell by which they may be rotated to any desired position for leading out the 
cord, and fixed at that point. A bead on the shell permits the transfer of any standard shade holder, and re¬ 
liable grip in the plug holds the cord securely. Bushing with inch opening is regularly supplied. No. 
95^ series form, may be used where it is desirable to control the outlet from any distant point by pendent 
switch. 

Nos. 96-96^6 likewise have swivel shell, but have plug connection to facilitate the attaching and detach¬ 
ing of portable appliances. They have a lever switch, which in No. 96 turns the lamp on and off. The series 
form is adapted to the use of low voltage appliances with the lamp in series. This serves to cut down the 
voltage. By a throw of the switch the plug connection is cut out of the circuit, and the lamp left burning 
full. 

WITH BINDING SCREW CONNECTIONS 


List 



Wt. 

Mfrs. List 

W. E. 

No. 

Description 

matmk 

Lbs. 

Price 

List 


Current Tap, multiple. 

50 

mmsm 

80.50 



Current Tap, series. 

50 

H 

.50 

! 90 


WITH PLUG CONNECTIONS AND SWITCH 


hB T iW 

Current Tap, multiple. 

1 50 

10 | 

I $0.80 

$1.44 

1.44 

97 * 

Current Tap, series. . . . . 

50 

10 

.80 

Current Tap, plug only. 

| 50 

m 1 

| .25 

.45 



TWO-LIGHT ADAPTERS 

Two-light Adapters 822-922 Vi are intended for doubling the outlets of a given socket, while adapting 
them for individual reflectors. They are furnished either with plug, wired, or with % inch bushing for stem, 
not wired, in the former case they are attached by means of a swivel shell. Outlets are at an angle of 14 
degrees with the vertical. Adaptors with lever key switch mechanism supplied at an advance of 5 cents 
list per outlet; with pull sockets, at an advance of 48 cents per list outlet. Standard finish is brush brass. 


List 

No. 

Description 

Std. 

Wt. 

Lbs. 

Mfrs. List 
Price 

W. E. 
List 

822 A 

% inch bushing, not wired. 

10 

5 

$1.00 


$1 80 

922 

With plug wired, multiple. 

10 

5 

1.25 


2 25 

922 M 

With plug wired series. 

10 

5 

1.25 


2 25 


SOCKET EXTENSIONS 



Schedule 3 

91 A 

Socket extension onlv, dipped brass. 

50 

5 

80.25 


$0 45 


TUNGSTEN ADAPTERS 



Schedule 3 

99* | 

Tungsten Adapter. 

25 

1 5 

$0.70 


$1.26 

A National Electrical Code Standard. 

Digitized by vj 1 
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Western Electric 

ROTATING SOCKETS AND RECEPTACLES 


Mail Orders Filled 
at Prevailing Prices 




f f(0>G 



List No. 9001 


List No. 9002 


List No. 9021 


Rotating Sockets 

660 Watte, 250 Volte Schedule 3 

Rotating Sockets 9001-9024 are designed to effectively direct and to improve the distribution of light 
from any given installation. The shell swivels about the plug, and the shade rotates on the axis of socket, 


at right angles to supporting receptacle, giving the effect of a universal joint. The light now can tnereiore 
be projected in any desired direction,—angularly, vertically, horizontally—through the use of half-shades. 
These sockets are particularly useful in office and factory lighting where it is desirable to concentrate the light 
on a limited area, and at the same time protect the eyes against glare. Standard finish is brush bran. 
For nickel or copper, add 16 cents list. 


; receptacle, giving the effect of a universal joint. The light flow can therefore 


List No. 


Description 

Std. Pkg. 

1 light, unbalanced. 

20 

1 light, outside balance. 

20 

2 light. 

20 

3 light. 

20 

4 light. 

20 


Wt. Lbs 


5 

15 

5 

6 





List No. 941 List No. 942 List No. 3324 List No. 4234 

Plug Angle and Twin Sockets 

660 Watts, 250 Volts . . 

Plug Angle and Twin Sockets 941-942 are useful in window lighting and similar places, where it is 
desired to change the position of lamps from horizontal to the vertical. S tanda rd finish is brush brass. 

List No. I Descrmtion I Std. Pkir. 


List No. 4234 


W.EaLbt 


«1.26 



Description 

Std. Pkg. 

Wt. Lbs. 

Mfrs. List 

Angle socket, multiple. 

20 

4 

•0.70 

Twin socket, multiple... 

20 

5 

1.00 

Twin socket, series. .. 

20 

5 

1.00 


Pendent Switch—Receptacles 

Pendent Switch 

c- p _. f 6 Amperes, 125 Volts 
Single Pole j 3 Amperes, 250 Volts 

The Pendent Switch 3326 is a simply constructed, reliable, single-pole device, operated by a single but¬ 
ton rocker arm. It is provided with a double, i.e., a lower and an upper cord grip. Standard finish is 
brush brass. For any other finish except polished brass add 14 cents list. 


Pendent switch. 

100 

22 

$0.50 


Type S Ring 

For Crouse-Hinds Receptacles 

t Supporting Ring 4234 is designed for attaching to It-K and R-J series of Crouse-Hinds condulets, when 
equipped with R-K 527 receptacles. It has regular Benjamin Type S screw thread, and therefore ac- 
commodates the above class of receptacles to many Benjamin devices. Ring is of copper, natural finish. 


4234 Supporting ring. 100 


* National Electrical Code Standard. 
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BENJAMIN SPECIALTIES 


Bushin* for 903C 
With Set Screw InsulatedTTlp 


Bushin* for 903F 


Bushing for 903G 


Attachment Plugs Swivel Plug Discounts 

903F may be used with heavy reinforced cord or flexible armored cable. 

903G has an insulated bushing with metal sleeves especiafly adapted for flexible armored cable. 

Separable Attachment Plug 919 will break upon the application of a small force at any angle. This 
function is a safety factor. Accidental contact with the cord does not dislodge the appliance in use. With 
several of these devices about an establishment, the value of interchangeable feature becomes apparent. 

The body portion consists of black porcelain. The composition cap contains ample space for knotting 
the cord. 


List 

No. 

Description 

Std. 

Pkg. 

Wt. 

Lbs. 

Mfrs. List 
Price 

W. E. List 
Price Each 

903* 

Attachment Plug. 

100 

9 

$0.25 

$ 0.45 

903A A 

Attachment Plug, with counter-bored bushing. 

/ 100 

9 

.25 

.45 

903C A 

Attachment Plug, with insulated set screw tip.. .... 

100 

10 

.28 

.50 

903E A 

Attachment Plug, with inch bushing. 

100 

10 

.25 

.45 

903F 

Attachment Plug with } 2 inch bushing. 

100 

10 

.50 

.90 

903G 

Attachment Plug with inch bushing. 

100 

10 

.50 

.90 

904 A 

Attachment Plug, with molded ring. 

100 

10 

.23 

.50 


Schedule 3 


907 

Non-swiveling Attachment Plug solid. 

. 100 

0 

$0.15 

$0 27 

919 

Non-swiveling Separable Plug. 

100 

10 

.25 

45 



Flexi-handle Swivel Attachment Plug Schedule 3 

Flexi-handle Swivel Plug 903H consists of a No. 903 attachment plug, to the swivel threaded portion of 
which is added a flexible metal extension 5 inches in length. The cord passes through the hollow stem, 
which turns freely upon it, and thus prevents twisting. The device adds 5 inches to the reach, and makes 
easier the attachment of portable appliances, particularly where open and lamp guards and deep, narrow 
styles of glassware are used. It renders unnecessary the removal of shades, and is especially serviceable with 
appliances that are moved from room to room, such as vacuum cleaners, etc. The flexible handle also pro¬ 
tects the cord at a point exposed to much wear. Cord gripping cap accommodates reinforced cable up to 
H inch in diameter. • _ _ 


List 

No. 

Description 

Std. 

Pkg. 

Wt. 

Lbs. 

903H 

Flexi-handle Plug. 

20 



Mfrs. List 
Price 
$0.80 



^National Electrical Code Standard. 
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4aa . ng . r man uraers ruieu 

Western Etectnc at Prevailing Prices 

BENJAMIN SOCKET CLUSTERS AND ADAPTERS 



No. 853 

Adjustable Socket Cluster 


No. 952 

Adjustable Plug Cluster 


No. 878 

Adjustable Socket Cluster 


Adjustable Plug Clusters Schedule 3 

Adjustable Socket Clusters 852-857 are for use with ceiling or pendent fixtures. Bushings tapped 
18 inch or Y inch may be ordered without change in price. Standard finish is brush brass. 


KEYLESS 


List 

No. of 

Size of 

Std. 

wt. 

Mfrs. List 

W. E. 

No. 

Lights 

Bushing 

Pkg. 

Lbs. 

Price 

List Price 

BSE——1 

2 

% in. 

10 

5 

$1.00 

EEa 


3 

Vs in. 


6 

1.30 

2.34 

EhIhI 4 

4 

H in. 


7 

1.60 

2.88 

•u 

c 

r 

r 

CHAIN 

*855. 

2 


10 

5 

$1.60 

$2.88 

A 856. 

3 

- 

10 

6 

2.20 

3.96 

A 857. 

4 

mmMmm 

10 

7 

2.80 

5.04 


Adjustable Plug Clusters 952-957 are used in connection with ceiling or pendent dome fixtures. Sockets 
turn in half-circle for adjustment of lamps with reference to shape of dome or reflector. Two and four-light 
clusters may be ordered wired two in series without change in price. Standard finish is brush brass. 


KEYLESS 


List 

No.* of 

Size of 

Std. 

Wt. 

Mfrs. List 

W. E. 

No. 

Lights 

Bushing 

Pk K . 

Lbs. 

Price 

List Price 


2 

Wired 

10 

5 

$1.25 

$2.25 

953. 

3 

Wired 

10 

6 

1.55 

2 79 

954. 

4 

Wired 

10 

7 

1.85 

3 33 


- 

PULL 

CHAIN 





2 

Wired 

10 

5 

$1.85 

$3 33 

IjMja 

3 

Wired 

10 

6 

2.45 

4.41 

pnRRHM 

4 

Wired 

10 

7 

3.05 

5.49 


Adjustable Socket Clusters 867-879 are for use in connection with stand or table lamps. General de¬ 
scription follows that for Nos. 952-957 above. Top bushing tapped up to inch size for iron pipe or solid 
studs for shade support, furnished without change in price. Standard finish is brush brass. 


WITH TOP AND BOTTOM BUSHING—KEYLESS 


List 

No. of 

Size of 

Std. 

* wt 

Mfrs. List 

W. E. 

No. 

Lights 

Bushing 

Pkg. 

Lbs. 

Price 

List Price 



Ya in. 

10 

5 

$1.20 

$2.16 



V\ in. 

10 

6 

1.50 

2.70 


1 

V\ in. 

10 

7 

1.80 

3 24 



PULL 

CHAIN 




A 877. 

2 


10 

5 

$1.80 

$3 24 

*878. 

3 

SK^" Bin 

10 

6 

2.40 

4.32 

A 879. 

4 

Hrixi 

10 

7 

3 00 

5.40 


Adjustable Clusters with Key Lever Sockets instead of keyless; furnished at an advance in list of 5 
cents per outlet. 



No. 98 


Reducers Schedule 3 

This reducer is designed for adapting Mogul screw base sockets for the use of 
medium screw base lamps. When attached, the center contact is lowered one-half 
inch, thus bringing the filament of the small base lamp to its proper position. Both 
threaded shells are made of copper. 


List 

No. 

Description 

Std. 

Pkg. 

Wt. 1 
Lbs. 

Mfrs. List 
Price 

W. E. 
List Price 

98 

Reducer. 

50 

m 

$0.25 

$0.45 
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Quantity Prices 
Quoted on Request 


Western Electric 

CUTLER-HAMMER SWITCHES 


693 




No. 7000 No. 7010 

Porcelain Porcelain 


Porcelain Pendent Switches 

6 Amperes, 125 Volts; 3 Amperes, 250 Volts 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

7000* 

Single pole> porcelain. 

10 

100 


S0.5L 

>1.20 


10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


7010* 


Single pole, porcelain 


10 


100 


45 | SO. 70| $1.68 


Note: On the above standard package may be made up of unbroken cartons of assorted colors. 
Standard finish: Gray. White or brown w^ll be furnished when specified. 


No. 7001 

Porcelain, Brass Cap 


No. 7006 

Porcelain, Brass Cap 


No. 7007 
Brass Shell 





Porcelain Pendent Switches 

With Brass Cap 

6 Amperes, 125 Volts; 3 Amperes, 250 Volts 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

nnrgj 

Single pole, brass cap threaded \4 inch pipe. 

• 10 

100 

38 


FTMVI 


Single pole, brass cap threaded % inch pipe. 

10 

100 

/38 


: 


Single pole, for pendent use only. 

10 

100 

38 

Mi 



Note: Standard package discount allowed on assortment (in unbroken cartons) of 100 List Nos. 
7001, 7002 and 7003. 

Standard finish: Gray. White or brown will be furnished when specified. 


6 Amperes, 125 Volts; 3 Amperes, 250 Volts 


Mt/i'iT 

Single pole, three-point, brass cap threaded i4 inch pipe... 

10 

50 

20 

$0.70 

$1.68 

7005* 

Single pole, three-point, brass cap threaded % inch pipe... 

10 

50 

20 

.75 

1.80 

*7006* 

Single pole, three-point, for penaent use only. 

10 

50 

20 

.70 

1.68 


Note: Standard package discount allowed on assortment (in unbroken cartons) of 50 List Nos. 7004, 
7005 and 7006. 

Standard finish: Gray. White or brown will be furnished when specified. 


Brass Shell Pendent Switch 


6 Amperes, 125 Volts; 3 Amperes, 250 Volts 


7007* 


Brass shell, acorn type 


I 10 


100 I 15 | $0.50| $1.20 


Standard finish: Polished brass. Brush brass finish no additional charge. 

For switches in any other finish add $0.24 to list price, Mfrs. List, $0.10. Standard package dis¬ 
count allowed on assortment of finishes in full cartons of 10 each. 

• Cap of List No. 7003 and 7006 has composition bushing with H inch hole for reinforced cord. 

* National Electrical Code Standard. 
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Western Electric 

CUTLER-HAMMER SWITCHES 


Mail Orders' Filled 
at Prevailing Prices 



No. 7020 
Porcelain 


Two-circuit Pendent Switches 


No. 7021 
Brass Shell 


6 Amperes, 125 Volts; 3 Amperes, 250 Volts 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

7020* 

Single pole, porcelain, with porcelain bushing. 

10 

50 



rarq 


Note: Standard finish: Gray. White or brown will be furnished when specified. 
Standard package may be made up of unbroken cartons of assorted colors. 


6 Amperes, 125 Volts; 3 Amperes, 250 Volts 


10 


50 | 20 | $1 00| $2.40 


7021 4 


Single pole, brass shell. 


Note: Standard finish: Polished brass. Brush brass no additional charge. 

For other finishes add $0.17 to list price. 

Standard package discount allowed on assortment of finishes in full cartons of 10 each. 




No. 7150 

Candelabra Switch 


Feed. Through or Cord Switch 


6 Amperes, 125 Volts; 3 Amperes, 250 Volts 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

list 

Each 

List 

Each 

Ill 

Three heat, single pole, brass shill, polished nickel. 

Single pole, brass shell, polished nickel. 

Single pole brass shell, polished nickel. 

10 

10 

10 

50 

100 

100 

20 

15 

15 

iTKiT 

M 

$2.40 

1.44 

1.44 

Note: Cord switches are designed for use with flat irons, soldering irons, tal 

ble stoves, toasters, vacuum 


cleaners, t etc. 

The’No. 7041 switch is the same as No. 7040 in all respects except that knock-out bushings are supplied, 
thus providing a small opening for cords of small diameter and which can be adapted for larger reinforced 
cords simply by knocking out or cutting out with a penknife the inner collar of the bushings. , 


Push-button Candelabra Switch 

_ l A Ampere, 125 Volts_ 


7150* 


Porcelain body, brass stem for 4 inch candle. 


20 


100 


20 |$J.9dj$2.16 


1 push bars are \y% inches long. Bars 1% inches or 2 inches long substituted without extra 
charge if specified. 

Extra stems, $0.14 each, Mfrs. List, $0.06, std. pkg., 50. Extra push-bare, $0.24 each, Mfrs. 
List, $0.10. Stems for 3 inch or 5 inch candle will be substituted without extra charge if specified. Price 
includes stem spider piece for supporting the switch, and fibre washer for holding the candle concentric 
with the stem and socket. 

* National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 


in Request Western Electric 

CUTLER-HAMMER CANOPY AND DOOR SWITCHES 


695 


t 



^ c 


Push and Pull Canopy Switches 

3 Amperes 125 Volts; 1 Ampere 250 Volts 


Stem and 
Bushing 



For sheet metal Canopy. 
For cast metal Canopy. . 


Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

20 

100 

15 

20 

100 

15 

20 

100 

15 

20 

100 

15 



With knob threaded % x 27 to receive stan¬ 
dard bottom fixture knob.>. 


Standard finish: Polished brass. Brush brass or polished nickel finish no additional charge. 

Standard package discounts allowed on assortments (in unbroken cartons) of 100, List Nos. 7151, 
7152 and 7155. 

YOKE FOR CANOPY SWITCH NO. 7155 


7156* Copper plated steel yoke. .. 


50 1 $0.05 $0.12 





Door Switches With Plate n». 7211 

AND APPROVED BOX FOR ARMORED CABLE 


Description 


Circuit closed when door is open. 5 25 

Circuit closed when door is closed. 5 25 I 20 I 2.251 5.40 


Note; The box is 1 *** inciies wide x 2“4 inches long. The plate is 4*8 xl 3 <; inches and will fit no other box. 

Door Switches Without Box 

BUT WITH UNIVERSAL PLATE 


Circuit closed when box is open. 5 25 20 

Circuit closed when door is closed. 5 25 20 


Note: The Universal plate is 5^8 x 1/8 inches. Standard package discounts allow 
(in unbroken cartons) of 25, List Nos. 7240, 7241, 7245 and 7246. 

Flush Switches 


Single pole, 10 amp. 125 volts; 5 amp. 250 volts. 

Double pole, 10 amp. 125 and 250 volts. 

Three point. 10 amp. 125 volts: 5 amp. 250 volts. 


100 Push Button Switches assorted also constitute a standard package. 

Struckup Brass Plates 

For Flush Switches 


7211 r or one switch. 100 holes 

7212 For two switches.*.. .. 100 holes 25 | .4^1 1.05 

*6 Amperes 125 Volts; 3 Amperes 250 Volts. 

Note: 100 single plates or the equivalent in gangs in assorted finishes is a standard package of push 
button flush plates. Polished brass, brush brass, polished bronze, oxidized copper and polished nickel 
are all standard finishes, no extra charge. Solid brass plates in gangs or tandem can be furnished. 

Prices on application. ^National Electrical Code Standard. Digitized byVjOOQlS 
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696 


Western Electric 

CUTLER-HAMMER PLUGS AND RECEPTACLES 


Mail Orders Filled 

at Prevailing Prices 







No. 7000 


No. 7605 

Attachment 



No. 7650 

Plug 


No. 7655 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfr. 

List 

Each 

W. E. 
List 
Each 

7(500* 

White porcelain base and cap plug. 

10 

250 

80 

$0.25 

$0 45 

7601* 

White porcelain base, black composition cap plug. 

10 

250 

80 

.25 

45 

7602* 

Black composition base and cap plug. 

10 

250 

80 

.35 

63 


Split Attachment Plug 

660 Watts 250 Volts 


7005* I Black Thermoplex, heat resisting composition. 


25 I 100 10 


$0.20| $0.36 


Cord Connector 

10 Amperes 250 Volts 


7650 A | Black composition cord connector. 25 I 100 I 23 


SO.50 $0.90 


Motor Attachment Plug 

_Separable Type 


7655* 


Attachment plug 10 amperes 250 volts. 10 100 23 $0.50| $0.90 






No. 7617 


No. 7622 


No. 76^8 


Flush Receptacles 


No. 7612 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

wnr. 

List 

Each 

7611* 

7612* 

761.3* 

With brass plate for attaching plug with porcelain cap. .. 
With brass plate for attaching plug with composition cap. 
W 7 ith brass plate without cap. 

m 

50 

50 

50 


u 

$2.40 
2.40 
2 04 

Round Base Surface Receptac] 

le 


7610* 

For concealed work, with porcelain cap. 

10 

50 

23 

$0 35 

84 

7617* 

For concealed work, with composition cap. 

10 

50 

23 

.35 

84 

7618* 

For concealed work, without cap. 

10 

50 

23 

.20 

48 


For Attachment Plug Caps. 10 Amperes 250 Volts 


7621* 

For molding work, with porcelain cap. 

10 

50 

25 

$0.35 


7622* 

For molding work, with composition cap. 

10 

50 

25 

.35 

84 

7623* 

For molding work, without cap. 

10 

50 

25 

.20 

48 


Round Slotted Base Surface Receptacle 



Kound slotted base receptacle. 

10 

50 

28 

§0.35 

$0 84 

7628 

Round slotted base receptacle. 

10 

50 

28 

.35 

.84 

7629 

Pound slotted bnse receptacle 

10 

50 

28 

.20 

.48 
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SINGLE POLE 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts 



Solid Base. Plain 

Slotted Base... . Plain 

Solid Base. Indicating 

Slotted Base. . . . Indicating 



10 

100 

10 

100 

10 

100 

10 

100 



m 


SINGLE POLE 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts 


Solid Base. Plain 2 ins. 1H ins. 10 I 100 

Solid Base. Indicating 2 ins. lj^ins. 10 | 100 


2684 

2654 


*The above awitchee have a metal covered baae 


28 SO.36 $0.65 
28 .40 .72 



SINGLE POLE 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


Solid Base. Plain 

Slotted Base.... Plain 

Solid Base. Indicating 



Slotted Base. 


Solid Base. .. 
Slotted Base. 
Solid Base .. 
Slotted Base. 


Indicating 


2 H 

ns. 1 % ins. 

10 

100 

53 

2 H 

ns. 1 Y\ ins. 

10 

100 

53 

2 tf 

ins. 1% ins. 

10 

100 

53 


TTmmuriuim 

10 

100 

53 



SINGLE POLE 
10 Amperes, 250 Volts 


2tf 




Solid Base... 
Slotted Base. 
Solid Base... 
Slotted Base. 


Solid Base... 
Slotted B^se. 
Solid Base... 
Slotted Base. 


Plain 

Plain 

Indicating 

Indicating 


SINGLE POLE 
20 Amperes, 125 Volts 


Plain 3iV 

Plain 3 ^ 

Indicating 3^ 

Indicating 3 A 


SINGLE POLE 
30 Amperes, 125 Volts 


Plain 3 

Plain 3 

Indicating 3 

Indicating 3 


s. 

10 

100 

54 

$0.66 

s. 

10 

100 

54 

.66 

s. 

10 

100 

54 

.76 

s. 

10 

100 

54 

.76 



1 

10 

15 

$0.90 

$1.62 

1 

10 

15 

.90 

1.62 

1 

10 

15 

1.00 

1.80 

1 

10 

15 

1.00 

1 80 



The above switches may be converted into lock switches by the use of the Lock Attach¬ 
ments. 

When specified, round handles will be furnished on the above switches in 3, 5 and 10 
ampere sizes without extra charge. 


^National Electrical Code Standard. 


Digitized by 


Google 

D WI. 
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698 Western Electric 

“H & H” ROTARY SURFACE SWITCHES 


Mall Orders Filled 
at Prevailing Prices 




Solid Base. 

Plain 

Slotted Base. 

Plain 

Solid Base. 

Indicating 

Slotted Base. 

Indicating 


• 22* 

Solid Base. 

122* 

Slotted Base. 

222* 

Solid Base. 

322* 

Slotted Base. 



DOUBLE POLE 
10 Amperes, 250 Volts 


ain 2f| 

dicating 

dicating 2Jf 


DOUBLE POLE 
20 Amperes, 250 Volts 



W.E. 

List 

Etch 


$1 01 
1 01 
1.15 
.641 1.15 


$0.66 $1 19 
.66 1.19 

.76 1.37 

.76 1.37 


Solid Base. 

Plain 

3^ ins. 

2 A ins. 

1 

Slotted Base. 

Plain 

S/t ins. 

2/j ins. 

1 

Solid ^ase. 

Indicating 

3 A ins. 

2fj ins. 

1 

Slotted Base. 

Indicating 

3^ ins. 

2/j ins. 

1 




30 1.50 .2.70 


Solid Base. 

Plain 

Slotted Base. 

Plain 

Solid Base. 

Indicating 

Slotted Base. 

Indicating 


DOUBLE POLE 
30 Amperes, 250 Volts 


2 * 

2A 

2 A 

2A 


1 

bu 

44 

$1.70 

$3.06 

1 

SO 

44 

1.70 

3.06 

1 

30 

44 

1.80 

3.24 

1 

30 

44 

1.80 

3.24 


Solid Base... 
Slotted Base. 


Solid Base... 
Slotted Base. 


THREE-WAY 

3 Amperes, 125 Volts; 1 Ampere, 250 Volts 


THREE-WAY 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts 


Plain 23^ ins. 1A ins. 10 100 

Plain 2V* ins. lAins. 10 100 


100 

34 

$0.48 

$0 86 

100 

34 

.48 

.86 


35 $0.56 

35 .56 


THREE-WAY 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


Solid Base.j Plain 

Slotted Base. I Plain 


2 ins. 
2 H ins. 


$0.76 $1.37 
.76 1.37 


Solid Base... 
Slotted Base. 


Solid Base... 
Slotted Base. 


THREE-WAY 
20 Amperes, 125 Volts 


Plain 3 ^ ins. 2^* ins. 

Plain 3iV ins. 2 A ins. 


THREE-WAY 
30 Amperes, 125 Volts 


Plain 3H ms. 2 A 

Plain 3H ins. 2^ 


10 

17 

$1.50 

$2.70 

10 

17 

1.50 

2 70 


19 $1.80 $3.24 

19 1.80 3.24 




The above switches may be converted into lock switches by the yse of the Lock Attachments 
shown on following page. 

When specified, round handles will be furnished on the above switches in 3, 5 and 10 ampere 
size, without extra charge. 

* National Electrical Code Standard. 
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ouot^ t on > Reque*t Western Electric 699 

“H & H” ROTARY SWITCHES AND ATTACHMENTS 





No. 226 No. 2545 

Rotary Surface Switches 

FOUR-WAY 



Schedule “S 


W 


Diameter 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wfc. 

Lbs. 

Mfrs. 

List 

2Jf ins. 
2f| ins. 

1 % A ins. 
1J4 ins. 

10 

10 

30 

30 

17 

17 

$0.86 

.86 


FOUR-WAY 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


Plain 

2 H ins. 

Plain 

2 H ins. 



2 H ins. 2A ins. 

1 

10 

11 

na 

W] 

2 ft ins. 2 t£ ins. 

1 

10 

11 

1. 

111 

2 ft ins. 2A ins. 

1 

10 

11 

2 . 


2 H ins. 2A ins. 

1 

10 

11 

2 . 

S3 



TRIPLE POLE 

_ 10 Amperes, 250 Volts 


Plain 

Plain 

Indicating 

Indicating 


TRIPLE POLE 
30 Amperes, 250 Volts 


Plain 

Plain 

Indicating 

Indicating 


Taplet and Wood Molding Switches 

SINGLE POLE 

5 amperes, 125 Volts; 3 Amperes, 250 Volts 


Plain . 2 A ms. 

Indicating . 2 A ins 


DOUBLE POLE 
5 Amperes, 250 Volts 


434 ins. 3 A ins. 

1 

10 

10 

$2.90 

434 ins. 3 A ins. 

1 

10 

10 

2.90 

434 ins. 3 A ins. 

1 

10 

10 

3.00 

4J4 ins. 3A ins. 

1 

10 

10 

3.00 



Plain 

Indicating 


. 2 A ins. 

10 

100 

43 

$0.66 

$1.19 

. 2^ ins. 

10 

100 

43 

.76 

1.37 


$ Amperes, 125 Volts; 3 Amperes, 250 Volts 


lam I . I 2 A ms. | 10 


Switches for Mounting on % Inch C< 

SINGLE POLE 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts 

. I Plain I . I If 


Inch Condulets 


Indicating 


. 1H 

ins. 

10 

100 

42 

$0.36 

. Hi 

ins. 

10 

100 

42 

.40 


The above switches may be converted into lock swit ches by the use of the Lock Attachments shown below. 

When specified, round handles will be furnished on the above switches in 3, 5 and 10 ampere 
size without extra charge. 

Lock Attachments for Rotary Switches 





Lock Attachment only, for 5 and 10 ampere 250 volt 

switch and for 3 and 5 ampere 000 volt switch. 

Lock Attachment only, for 20 impere 250 volt switch and 

for 15 and 20 ampere 600 volt o witch. 

Lock Attachment only, for 30 ampere 250 volt switch and 


NO. 5001 


Lock Kev onlv. to fit all the above Lock Attachments.. 


Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

100 

r 

3 

$0.16 

100 

3 

.16 

100 

3 

.16 

100 

3 

.06 


‘National Electrical Code Standard. 


Digitized by" 


Jle 
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700 


Western Electric 


Mall Orders Filled 
at Prevailing Prices 


“H & H” ROTARY SURFACE SWITCHES 


For Use With Metal Molding 



No. 2291 No. 2397 No. 2298 No. 2359 

SINGLE POLE 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts Schedule “S’* 



2291* Single end. Plain 1H ins. 10 100 40 $0.36 $0.65 

2391* Single end. Indicating 1 ^ ins. 10 100 40 .40 .72 

2292* Double end. Plain lHins. 10 100 43 .36 .65 

2392* Double end. Indicating li4 ins. 10 100 43 .40 .72 


DOUBLE POLE 
5 Amperes, 250 Volts 


Single end. Plain 1A ins. 10 100 43 $0.66 $1.19 

Single end. Indicating 1A ins. 10 100 43 .76 1.37 

Double end. Plain 1A ins. 10 100 45 .66 1.19 

Double end. Indicating 1A ins. 10 100 45 . 76 1.37 


THREE-WAY 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts 


2298* Single end. Plain 1A ins. 10 100 43 $0.66 $1.19 

2299* Double end. Plain ' 1A ins. 10 100 45 .66 1.19 


SINGLE POLE 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts 



Single end . 
Single end.. 
Double end. 
Double end. 


Plain 

1 ins. 

10 

100 

Indicating 

1 V\ ins. 

10 ' 

100 

Plain 

1 3 A ins. 

10 

100 

Indicating 

1% ins. 

10 

100 


DOUBLE POLE 
10 Amperes, 250 Volts 


2355* 

Single end. 

Plain 

2356* 

Single end. 

Indicating 

2357* 

Double end. 

Plain 

2358* 

Double end. 

Indicating 



THREE-WAY 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts 



10 

100 

42 

$0.76 

$1.37 

10 

100 

42 

.86 

1.55 

10 

100 

42 

.76 

1 37 

10 

100 

42 

.86 

1.55 


Single end. 

Plain 

1 ins. 

10 

100 

42 

$0.76 

Double end. 

Plain 

lJi ins. 

10 

100 

42 

.76 


The above switches may be converted into lock switches by t 
When specified, round handles will be furnished on the abo' 


When specified, round handles will be fui 
sizes without extra charge. 

* National Electrical Code Standard. 
Device* 1^7 


the use of the Lock Attad 
jve switches in 5 and 10 i 
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Quantity Prices 
Quoted on Request 


Western Electric 

"H & H” ROTARY SURFACE SWITCHES 


701 



No. 325 


No. 2503 


No. 2615 


No. 2728 


Electrolier Type 

THREE SECTIONS. CONNECTIONS 1, 1 & 2, 1 & 2 & 3, OFF 

These switches operate as follows: First turn connects section One. Second turn connects sections 
One and Two. Third turn connects sections One, Two and Three. Fourth turn, Off. 


•10 Amperes, 125 Volts; 5 Amperes, 250 Volts Schedule 4, S” 


List 

No. 



Diameter 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

25 A 

Solid Base. 

Plain 

2J4 ins. 

1 % ins. 

10 

30 

17 

Bras 

$1 62 

125 A 

Slotted Base. 

Plain 

2 H ins. 

1 % ins. 

10 

30 

17 

.90 

1.62 

225 A 

Solid Base. 

Indicating 

2H ins. 

1 % ins. 

10 

30 

17 



325 A 

Slotted Base. 

Indicating 

2H ins. 

1 % ins. 

10 

30 

17 




15 Amperes, 125 Volts; 10 Amperes, 250 Volts 



Solid Base. 

Plain 


K W 7 W 



jw 

ni!i 


2502 A 

Slotted Base. 

Plain 


E 

1 

Hi 

■1 




Solid Base. 

Indicating 

K jWp 'i 

E jjm«jj 

1 

H| 

mm 

■B2 



Slotted Base. 

Indicating 

3 ft ins. 

v Vx * 9 

1 

mm 

19 

Dell 



THREE SECTIONS. CONNECTIONS 1, 2, 3, OFF 

These switches operate as follows: First turn connects section One. Second turn connects section 
Two. Third turn connects section Three. Fourth turn, Off. 


•10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


2615 A 

Solid Base. 

Plain 

2* 

\ ins. 

1 % ins. 

10 

30 

17 



2616 A 

Slotted Base. 

Plain 

2* 

\ ins. 

1 % ins. 

10 

30 

17 


1.62 

2617* 

Solid Base. 

Indicating 

2* 

\ ins. 

1 M ins. 

10 

30 

17 



2618 

Slotted Base. 

Indicating 

2* 

\ ins. 


10 

30 

17 

BBS 

EB&2 


15 Amperes, 125 Volts; 10 Amperes, 250 Volts 


9^9 

Solid Base. 

Plain 

3 A ins. 

2 A ins. 

1 

30 

29 

EZE2 

$2.52 

mkbMM 

Slotted Base. 

Plain 

3^r ina - 

2 A ins. 

1 

30 

29 


2.52 


Solid Base. 

Indicating 

3 ft ins. 

2 ft ins. 

1 

30 

29 

BBS 

2.70 


Slotted Base. 

Indicating 

3 A »ns. 

2 ft ins. 

1 

30 

29 

mm 

2.70 



The above switches may be converted into lock switches by the use of the Lock Attachments. 

• When specified, round handles will be furnished on the above switches without extra charge. 

* National Electrical Code Standard. 

Digitized by VjUU^ 
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702 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“H & H” ROTARY SURFACE SWITCHES 


No. 629 



No. 2664 




Electrolier Type 

TWO SECTIONS. CONNECTIONS 1, 2, 1 & 2, OFF 

These switches operate as follows: First turn connects section One. Second turn connects section 
Two. Third turn connects sections One and Two. Fourth turn, Off. 


*10 Amperes, 125 Volts; 5 Amperes, 250 Volts Schedule “S” 


List 

No. 



Diameter 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfra. 

List 

Each 

W.E 

Li* 

Each 

2061* 

Solid Base. 

Plain 

2*} ins. 
2J4 ins. 
2H ins. 
2Ji ins. 

154 ins. 

10 

30 

17 

■BE 

Km 

$1:37 

1.37 

1.55 

1.55 

2662* 

Slotted Base. 

Plain 

1 54 ins. 

154 ins. 

1 54 ins. 

10 

30 

30 

17 

2663* 

Solid Base. 

Indicating 

Indicating 

10 

17 

2664* 

Slotted Base. 

10 

30 

17 


15 Amperes, 125 Volts; 10 Amperes, 250 Volts 


2669* 

Solid Base. 

Plain 

3A ins. 

2A ins. 

1 

30 

30 

SI.40 

$2.52 


Slotted Base. 

Plain 

3^ ins. 

2 A ins. 

1 

30 

30 

■K'l 

2.52 

2671* 

Solid Base. 

Indicating 

3A ins. 

2/j ins. 

1 

30 

30 

■Mill 


2672* 

Slotted Base. 

Indicating 

3tV ins. 

2 A ins. 

1 

30 

30 

1.50 



TWO SECTIONS. CONNECTIONS 1, 1 & 2, 2, OFF 

These switches operate as follows: First turn connects section One. Second turn connects sections 
One and Two. Third turn connects section Two. Fourth turn, Off. 


*10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


429* 

Solid Base. 

Plain 

2** ins. 

154 ins. 

10 

30 

17 

F3HS 

$1.62 

529* 

Slotted Base. 

Plain 

2tf ins. 

154 ins. 

10 

30 

17 

.90 

1.62 


Solid Base. 

Indicating 

2JJ ins. 

154 ins. 

10 

30 

17 

■■ril 

1.80 

729* 

Slotted Base. 

Indicating 

2 H ins. 

154 ins. 

10 

30 

17 

l or 

1.80 


15 Amperes, 125 Volts; 10 Amperes, 250 Volts 


2598* 

Solid Base. 

Plain 

3 A ins. 

2jfj ins. 


KB 

30 

rrvff 

$2.52 

2599* 

Slotted Base. 

Plain 

3 A ins. 

2 A ins. 


mm 

30 


2.52 


Solid Base. 

Indicating 

3tV ins. 

2-fj ins. 

1 

mm 

30 

■If?! 

2.70 

2591* 

Slotted Base. 

Indicating 

3 A ins. 

2jfo ins. 

1 

30 

30 

1.50 

2.70 


The above switches may be converted into lock switches by the use of the Lock Attachments. 
* When specified, round handles will be furnished on these switches without extra charge. 
Wiring Devices 149 






































































Quoted^n Request WCStVftt EtCCtTtC 703 

“H & H” ROTARY SURFACE SWITCHES 



No. 329 



No. 2507 


No. 2721 



Electrolier Type 


TWO SECTIONS. CONNECTIONS 1, 1 & 2, 1, OFF 

These switches operate as follows: First turn connects section One. Second turn connects sections 
One and Two. Third turn connects section One. Fourth turn, Off. 


*10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


Schedule “S” 


List 

No. 



Diameter 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfre. 

List 

Each 

W.E. 

List 

Each 

29* 

Solid Base. 

Plain 

2J$ ins. 

1 % ins. 

10 

30 

17 

RgS 

$1.62 

129* 

Slotted Base. 

Plain 

2 ins. 

1% ips. 

10 

30 

17 


1.62 

229* 

Solid Base. 

Indicating 

2 H ins. 

1 ins. 

10 

30 

17 


1.80 

329* 

Slotted Base. 1. 

Indicating 

2}$ ins. 

1 % ins. 

10 

30 

17 

n 

1.80 


15 Amperes, 125 Volts; 10 Amperes, 250 Volts 



Solid Base. 

Plain 

3 A ins. 

2fy ins. 

1 

30 

30 

$1.40 

$2.52 


Slotted Base. 

Plain 

ins. 

2 A ins. 

1 

30 

30 


2.52 

2507* 

Solid Base. 

Indicating 

3A ins. 

2 A ins. 

1 

30 

30 


2.70 


Slotted Base. 

Indicating 

3 A ins. 

ins. 

1 

30 

30 

1.50 

2.70 


TWO SECTIONS. CONNECTIONS 1, -OFF, 2, -OFF 

These switches operate as follows: First turn connects section One. Second turn, Off. Third turn 
connects section Two. Fourth turn, Off. 


*10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


[CSV 

Solid Base. 

Plain 

ins. 

1% ins. 

10 

30 

17 

$0.90 

$1.62 

SB 

Slotted Base. 

Plain 

2 H ins. 

1 % ins. 

10 

30 

17 

.90 

1.62 


Solid Base. 

- Indicating 

2 H ins. 

1 Z A ins. 

10 

30 

17 

1.00 

1.80 

ESa 1 

Slotted Base. 

| Indicating 

2 $$ ins. 

1 % ins. 

10 

30 

17 

1.00 

1.80 


15 Amperes, 125 Volts; 10 Amperes, 250 Volts 


2694* 

Solid Base. 

Plain 

3 A ins. 

2^j ins. 

1 

30 

30 

$1.40 

$2.52 

2595* 

Slotted Base. 

Plain 

3 A ins- 

2 A ins. 

1 

30 

30 

1.40 

2.52 

2596* 

Solid Base. 

Indicating 

3* ins. 

2 A ins. 

1 

30 

30 

1.50 

2.70 

2597* 

Slotted Base. 

Indicating 

3^ ins. 

2-fa ins. 

1 

30 

30 

1.50 

2.70 



The above switches may be converted into lock switches by the use of the Lock Attach¬ 
ments. 


*When specified, round handles will be furnished on the above switches without extra charge. 


^National Electrical Code Standard. 
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Digitized by 


Google 
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No. 2499 


No. 2609 


Electrolier Type 

TWO SECTIONS. CONNECTIONS 1, 2, OFF 

These switches operate as follows: First turn connects section One. Second turn connects section 
Two. Third turn, Off. 

*10 Amperes, 125 Volts; 5 Amperes, 250 Volts Schedule “S” 


ScrewHoles 



v^ai IUU utu. 

S f« d . " Quantity Pkg. 



Solid Bast... 
Slotted Base. 
Solid Base... 
Slotted Base. 


Plain 

Plain 

Indicating 

Indicating 



15 Amperes, 125 Volts; 10 Amperes, 250 Volts 



Solid Base. 

Plain 

Slotted Base. 

Plain 

Solid Base. 

Indicating 

Slotted Base. 

Indicating 



TWO SECTIONS. CONNECTIONS 1 & 2, 1, OFF 

These switches operate as follows: First turn connects sections One and Two. Second turn connects 
section One. Third turn, Off. 

*10 Amperes, 125 Volts; 5 Amperes, 250 Volts 



Solid Base. 

Plain 

2 £$'ins. l%ins. 

10 

30 

17 


Slotted Base. 

Plain 

2 £4 ins. 1 % ins. 

10 

30 

17 

■gEtf 

Solid Base. 

Indicating 

2 ins. 1 % ins. 

10 

30 

17 

.■f® 

Slotted Base. 

Indicating 

214 ins. l^ins. 

10 

30 

17 

■KiMl 


15 Amperes, 125 Volts; 10 Amperes, 250 Volts 





15 Amperes, 125 Volts; 10 Amperes, 250 Volts 


2482* 

Solid Base. 

Plain 

3J^ ins. 

2 & ins. 

1 

30 

39 

2483* 

Slotted Base. 

Plain 

3 l A ins. 

2 ft ins. 

1 

30 

39 

2484* 

Solid Base. 

Indicating 

3H ins. 

2 ft ins. 

1 

30 

39 

2485* 

Slotted Base. 

Indicating 

3 l A ins. 

2 ft ms- 

1 

30 

39 


16 $0.90 $1.62 
16 .90 1.62 
16 1.00 1.80 
16 1.00 1.80 


>1 70 $3 06 
1.70 306 

1.80 3 24 

1 SO 3 24 


The above switches may be converted into lock switches by the use of the Lock Attach¬ 
ments. 

*When specified, round handles will be furnished on the above switches without extra charge. 
A National Electrical Code Standard. 
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Quantity Price* 
Quoted on Request 


Western Electric 


705 


“H & H” ROTARY SURFACE SWITCHES 

With Porcelain Covers and Handles 



No. 2627 



No. 2231 


No. 2632 



No. 2244 


•SINGLE POLE 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts Schedule “S” 


List 

No. 



Diameter 
of Base 

Screws 
Spaced 
on Centers 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
.LUt 
Each 

2626* 

Solid Base. 

Plain 

2 A ins. 

1A ins. 

1 

30 

17 


$0.58 

2626* 

Slotted Base. 

Plain 

2 A ins. 

1A ins. 

1 

30 

17 

.32 

.58 

2627* 

Solid Base. 

Indicating 

2 A ins. 

1A ins. 

1 

30 

17 

.36 

' .65 

2628* 

Slotted Base. 

Indicating 

2 A ins. 

1A ins. 

1 

30 

17 


.65 


SINGLE POLE 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts 



Solid Base. 

Plain 

2V 8 ins. 

l^ins. 

1 

30 

25 

$0.64 

im 


Slotted Base. 

Plain 

2 5 /a ins. 

1 % ins. 

1 

30 

25 

.64 

KBS 


Solid Base. 

Indicating 

2 Y% ins. 

1 % ins. 

1 

30 

25 

.74 

Ess 

2206 A 

Slotted Base. 

Indicating 

2Ya ins. 

1 % ins. 

1 

30 

25 

.74 

BSU 


DOUBLE POLE 
5 Amperes, 250 Volts 


2629* 

Solid Base. 

Plain 

n| 



10 

8 

nr 



Slotted Base. 

Plain 


mmm 


10 

8 


UBS 

2631* 

Solid Base. 

Indicating 




10 

8 


■Be 

2632 A 

Slotted Base. 

Indicating 

KiuESi 

KEa&l 

mm 

10 

8 


mm 


DOUBLE POLE 
10 Amperes, 250 Volts 


2244 A 

Solid Base. 

Plain 

2Va ins. 

1 % ins. 

1 

10 

9 

$0.82 

im 

2245* 

Slotted Base. 

Plain 

2% ins. 

1 ins. 

1 

10 

9 

.82 

■Be 

2207 A 

Solid Base. 

Indicating 

2 Ya ins. 

1 % ins. 

1 

10 

10 

.92 

■SI 

2208 A 

Slotted Base. 

Indicating 

2Va ins. 

1 % ins. 

1 

10 

10 

.92 

tte 


THREE-WAY 

5 Amperes, 125 Volts; 3 Amperes, 250 Volts 


2633 A 

Solid Base. 

Plain 

2 A ins. 

1A ins. 

1 

10 

8 



2634 A 

Slotted Base. 

Plain 

2 A ins. 

1A ins. 

1 

10 

8 




THREE-WAY 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


2209* 

Solid Base. 

Plgin 

2 Ya ins. 

1 % ins. 

1 

10 

10 


2210* 

Slotted Base.. 

Plain 

2V% ins. 

1 ins. 

1 

10 

10 



FOUR-WAY 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts 



Solid Base. 

Plain 

2Ya ins. 

1 % ins. 

1 

10 

9 

HE? 


Slotted Base. 

Plain 

2 Va ins. 

1 % ins. 

1 

10 

9 

1.021 



*The above switches may be converted into lock switches by the use of the Lock Attachments. 
•When specified, round handles will be furnished on the above switches in 3, 5, and 10 ampere 
sizes, without extra charge. 

* National Electrical Code Standard. Digitized by K 

45 152 Wiring Devices 











































































































706 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“H & H” ROTARY SURFACE SWITCHES 

With Porcelain Covers and Handles 



No. 2240 No. 2676 No. 2246 


Electrolier Type 

THREE SECTIONS. CONNECTIONS I, 2, 3, OFF 

10 Amperes, 125 Volts; 5 Amperes, 250 Volts Schedule “S” 


List 

No. 



Diameter 
of Base 

ScrewHoles 
Spaced on 
a Circle 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfra. 

List 

Each 

W.E. 

List 

Each 


Solid Base 

Plain 

2Y& ins. 

1 Y ins. 

1 

10 

10 

$1.06 

$1.91 

Klif: 9 

Slotted Base 

Plain 

2 5 /i ins. 

1% ins. 

1 

10 

10 

1.06 

1.91 

Hfk rrs 'v 

Solid Base 

Indicating 

2 5 /i ins. 

1 Y ins. 

1 

10 

10 

1.16 

2 09 

2750 A 

Slotted Base 

Indicating 

2% ins. 

1 Y ins. 

1 

10 

10 

1.16 

2.09 


THREE SECTIONS. CONNECTIONS 1, 1 & 2, 1 & 2 & 3, OFF 
10 Amperes, 125 Volts; 5 Amperes, 250 Volts 



Solid Base 

Plain 

2 Y% ins. 

1 Y ins. 

1 

10 

9 


$1.91 

2241 A 

Slotted Base 

Plain 

2Ya ins. 

1 Y ins. 

1 

10 

9 


1.91 

2242 A 

Solid Base 

Indicating 

2% ins. 

1 Y ins. 

1 

10 

9 


2.09 

2243 A 

' Slotted Base 

Indicating 



1 

10 

9 


2 09 


TWO SECTIONS. CONNECTIONS 1, 2, 1 & 2, OFF 
10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


2673 A 

Solid Base 

Plain 

2 % ins. 

1 % ins. 

1 

10 

10 

nasii 

$1 73 

2674 A 

Slotted Base 

Plain 

2Yz ins. 

1 Y\ ins. 

1 

10 

10 

.96 

1 73 

2675* 

Solid Base 

Indicating 

2^ ins. 

IY ins. 

1 

10 

10 


1.91 

2676* 

Slotted Base 

Indicating 

254 ins. 

1 Y\ ins. 

1 

10 

10 

"KM 

1 91 


TWO SECTIONS. CONNECTIONS 1, 1 & 2, 1, OFF 
10 Amperes, 125 Volts; 5 Amperes, 250 Volts 



Solid Base 

Plain 

2 Y% ins. 

1 Y\ ins. 

1 

10 

9 

$0.96 

$1.73 


Slotted Base 

Plain 

2% ins. 

1 Y ins. 

1 

10 

9 

.96 

1.73 


Solid Base 

Indicating 

2% ins. 

1 Y ins. 

1 

10 

9 

1.06 

1.91 

mmm 

Slotted Base 

Indicating 



1 

10 

9 

1.06 

1 91 


TWO SECTIONS. CONNECTIONS 1, 1 & 2, 2, OFF 
10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


224b A 

Solid Base 

Plain 

2 Y% ins. 

1 Y ins. 

1 

10 

9 



2247* 

Slotted Base 

Plain 

2 % ins. 

IY ins. 

1 

10 

9 


■is 

2248 A 

Solid Base 

Indicating 

2 Y ins. 

1 Y ins. 

1 

10 

9 


mM 

2249 A 

Slotted Base 

Indicating 


1 Y ins. 

1 

10 

9 


ME9 


TWO SECTIONS. CONNECTIONS 1, 2, OFF 
10 Amperes, 125 Volts; 5 Amperes, 250 Volts 


2739 A 

Solid Base 

Plain 

2 Y* ins. 

IY ins. 

1 

10 

10 

EEE3 

$1.73 


Slotted Base 

Plain 


\Y ins. 

1 

10 

10 

.96 

1.73 

2741 A 

Solid Base 

Indicating 

2Ys ins. 

1 Y ins. 

1 

10 

10 


1.91 

2742 A 

Slotted Base 

Indicating 

254 ins. 

1 Y ins. 

1 

10 

10 

BBEa 

1 91 




The above switches may be converted into lock~switehee by the use of the Lock Attachments. 
When specified, round handles will be furnished on the above switches in 3, 5, and 10 
ampere sizes, without extra charge. 

* National Electrical Code Standard, 
w Tinit Devices 


Google 


153 
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Quantity Prices 
Quoted on Request 


Western Electric 


“H & H” ROTARY FLUSH SWITCHES 



No. 2886 



No. 2681 No. 3055 


Electrolier Type 

TWO SECTIONS. CONNECTIONS 1, 1 & 2, 1, OFF Schedule “S” 

These switches operate as follows: First turn connects section One. Second turn connects sections 
One and Two. Third turn connects section One. Fourth turn, Off. 

5 Amperes, 125 Volts; 2 Amperes, 250 Volts 


List 

No. 


Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

m 

W. E. 
Ust 
Each 

609* 

Plain. 

10 

10 

8 

$1.05 

$1.89 

2.07 

2886* 

Indicating.. 

10 

10 

8 

1.15 


TWO SECTIONS. CONNECTIONS 1, 1 & 2, 2, OFF 

These switches operate as follows: First turn connects section One. Second turn connects sections 
One and Two. Thira turn connects section Two. Fourth turn, Off. 


5 Amperes, 125 Volts; 2 Amperes, 250 Volts 


619* 

Plain. 

10 

10 

8 

$1.05 

2887* 

Indicating. 

10 

10 

8 

1.15 


TWO SECTIONS. CONNECTIONS 1, 2, 1 & 2, OFF 

These switches operate as follows: First turn connects section One. Second turn connects section 
Two. Third turn connects sections One and Two. Fourth turn, Off. 

5 Amperes, 125 Volts; 2 Amperes, 250 Volts 


2681* 

Plain. 

10 

IQ 

8 


2888* 

Indicating. 

10 

10. 

8 



THREE SECTIONS. CONNECTIONS 1, 1 & 2, 1 & 2 & 3, OFF 

These switches operate as follows: First turn connects section One. Second turn connects sections 
One and Two. Third turn connects sections One, Two and Three. Fourth turn, Off. 

5 Amperes, 125 Volts; 2 Amperes, 250 Volts 



Plain.. 

10 

10 

8 

$1.05 

$1.89 


Indicating... 

10 

10 

8 

1.15 

2.07 


THREE SECTIONS. CONNECTIONS 1, 2, 3, OFF 

These switches operate as follows: First turn connects section One. Second turn connects section 
Two. Third turn connects section Three. Fourth turn, Off. 


5 Amperes, 125 Volts; 2 Amperes, 250 Volts 


3055* 

Plain. 

10 

10 

KB 

FIBili 

$1.89 

2980* 

Indicating. 

10 

10 ‘ 

KB 

MU* 

2.07 


Depth of switches without plate: 5 ampere size, 1 inches. 10 ampere size, 1J} inches. 
Supporting screw holes are spaced as follows, both on 5 ampere and 10 ampere switches: 
Outside supporting screw holes, 3 A inches on centers. 

Inside supporting screw holes, 2{i inches on centers. 




The above switches may be converted into lock switches by the use of the Lock Attachment. 
When specified, round handles will be furnished on the above switches in 3, 5 and 10 ampere 
sizes, without extra charge. 

A National Electrical Code Standard. Digitized by v 

159 Wiring Device 















































708 


... _ . Mail Orders Filled 

Western Electric at PrevaUlna Prices 

<‘H & H” RECEPTACLES AND SWITCHES 



Standard finish polished brass. No extra charge lor brush brass. 

For other finishes, except gold and silver, add 15 cents to the list price. 


Automatic Door Switch Schedule **S” 


2022* 

S. P. 6 amp. 125 v.; 3 amp. 250 v. 

10 

30 

22 

I 2.251 

4 05 

2023* 

S. P. 6 amp. 125 v.; 3 amp. 250 v.. 

10 

10 

10 

mm** 

4 05 


Mfr. No. 2022. Light on when door is opened. Mfr. No. 2023. Light on when door is closed. 
The shell of the switch is of sheet steel .081 inch in thickness. Dimensions of plate, 3^ x 1^ 
inches. Opening required, 2 % x 1^ inches. Depth, 1 inches. 


Wall Case for Door Switch Schedule “H” 

A special wall case is made for this switch, to be used with flexible non-metailic conduit or with iron 
conduit, with knockout outlets for inch and V* inch conduit._ 


List 

No. 


Dimensions 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 


For one door switch. 

MvrvsPFf&ttm 

i 

30 

20 

lag re 

SO.72 


National Electrical Code Standard. 


Wiring Device* 


163 
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Quantity Prices 
Quoted on Request 


Western Electric 


DIAMOND “H” PUSH BUTTON SWITCHES 



No. 50 

Side View Showing 
Enclosed Mechanism 



No. 065 

Lock Push Button 
Switch 

Push Button 


t 

Key for Lock Switch 
Push Button Type 

Switches 



No. 09 

Mechanism of Momentary 
Contact Switch 


Laboratory Ratings. Single pole, 3 way and 4 way, 10 amperes, 125 volts—5 amperes, 250 volts. 
Double pole, 10 amperes, 250 volts. 

Shallow base, l A inches deep. Switch supporting screws 3& inches center to center. 


List 

No. 



Mfrs. List 
Each 

W. E. List 
Each 

f050 

Single Pole, without plates. 

100 

FS1 


tooo 

Double Pole, without plates. 

50 

ifjJB 'til 

1.40 


3 Way, without plates. 

50 

OTB ill 

1 40 


4 Way, without plates. 

10 

Vl ! >■ 

4 00 

t055 

Single Pole, lock type, without plate. 

100 

.95 

1 90 

f065 

Double Pole, lock type, without plate. 

50 

1.15 

2.30 

f075 

3 Way, lock type, without plate. 

50 

1.15 

2 30 

f085 

4 Way, lqck type, without plate. 

10 

2.45 

4.90 


MOMENTARY CONTACT SWITCH 


6 Amperes, 125 Volts—3 Amperes, 250 volts. 


095 

Momentary Contact Switch, lock type without plate. 


$2.85 

$5.70 

09 

Momentary Contact Switch, without plate*. 


2.40 

4 80 



2 Gang Tandem Plate 

Push Button Switch Plates 


All plates are made of hard brass, A inch thick, with edges milled to the correct dimensions. 


List 

No. 

Dimensions 

Std. 
Pk g. 

IffiG 

UitEadi 

List 

No. 

rp.. .-— Z-L w ~ ‘ rr._ 

Dimensions 

Std. 

Pkg^ 

1 Mfrs. 
List Ea. 

u 

ListEach 

1 

2% x 4 A inches, 1 gang 

* 

$0.60 

ragii 

6 

11 H x 4 A inches, 6 gang 

Ml 

$3.10 

$6.20 

2 

4 A x 4H inches, 2 gang 

* 

1.10 

2 20 

7 

13% x 4% inches, 7 gang 

■1 

3.60 

7.20 

3 

6% x 4 A inches, 3 gang 

• 

1.60 


8 

15y^ x 4 A inches, 8 gang 

■I 

4.10 

8.20 

4 

8A x 4A inches, 4 gang 

• 

2.10 

4.20 

9 

17% x 4% inches, 9 gang 

m 

iWillM 

9.20 

5 

10 x 4 A inches, 5 gang 

* 

K&£1 

5.20 

10 

19 A x 4% inches, 10 gang 

D 

5.10 



Tandem Style 


ini 

wmmmm 

* 

$0.69 

$1.38 

1112 

4 ^ x 4 A inches, 
stamped 060 brass. 

* 

$1.24 

$2.48 

2 

2% x 8 A inches, 2 gang 

* 

1.10 

2.20 

4 

x 16 inches, 4 gang. 

* 

2.10 

4.20 

3 

2% x 12^ inches, 3 gang 

• 

1.60 

3.20 

5 

2% x 19}$ inches, 5 gang. 

• 

mimiu 

6.20 


•100 single plates or equivalent in gangs is a standard package. 

Polished nickel, polished brass, old or brush brass, polished bronze and oxidized copper are standard finishes. 
For special finishes, add to list per switch $0.24. Mfrs. List $0.12. 
fl00 push button switches assorted also constitute a standard package. b V 

165 Wiring Devices 

















































710 Western Electric « a &< 

DIAMOND “H” ROTARY FLUSH SWITCHES 


Malt Orders Filled 
at Prevailing Prices 



No. 802 

With Outside Dial 


No. 802 No. 831 No. 802 

Off-Hlgh-Med.-Low Off-Low-Med.-Hlah With Outside 

SERIES—PARALLEL HEATER TYPE 

These switches have been specially designed for use on heating and cooking apparatus. 

Off—High—Medium—Low. Furnished with Inside or Outside Dials 


Ko St Style I “■ 

801 1 Yi amperes, 250 volts, 400 watts. 

802 3 amperes, 250 volts, 800 watts. 

803 7 Yi amperes, 250 volts, 1S00 watts. 

804 12 amperes, 250 volts, 3000 watts. 


_Off—Low—Medium—High 



1 ampere, 250 volts, 250 watts. 

100 

$0.70 

$1.52 

831 

2>2 amperes, 250 volts, 700 watts. 

100 

.97 

2.48 

832 

5 amperes, 250 volts, 1200 watts. 

100 

1.35 

3.40 

833 

8 amperes, 250 volts, 2000 watts.. . .. 

30 

1.70 

4.32 


ROTARY FLUSH SWITCHES 

Rotary Flush Switches can be converted into lock switches by removing the handles and substituting a 
rotary lock attachment, which can be operated only by a special key. 

Without Plates 


List 

No. 

Style 

Rating * 

Std. 

Pkg. 

Mfrs. List 
l*ch 

W. E. Lid 
Each 

0105 

Single pole 

5 amperes, 125 volts—3 amperes, 250 volts. 

... 100 

$0.56 

$1.12 

0110 

Single pole 

10 amperes, 125 volts—5 amperes, 250 volts. 

50 

.64 

1 28 

0120 

Double pole 

10 amperes, 250 volts. 

50 

.96 

1 92 

0130 

3 way 

10 amperes, 125 volts—5 amperes, 250 volts. 

50 

.96 

1 92 

0140 

4 way 

5 amperes, 125 volts—2 amperes, 250 volts. 

10 

.96 

1 92 

0150 

2 Pt. El. 

5 amperes, 125 volts—2 amperes, 250 volts. 

10 

.96 

1 92 

0160 

3 Pt. El. 

5 amperes, 125 volts—2 amperes, 250 volts. 

10 

.96 

1.92 

105 

Single pole 

With Plates 

5 amperes, 125 volts—3 amperes, 250 volts. 

... 100 

$1.21 

$2 42 

110 

Single pole 

10 amperes, 125 volts—5 amperes, 250 volts. 

50 

1.29 

2 58 

120 

Double pole 

10 amperes, 250 volts. 

... 50 

1.61 

3 22 

130 

3 way 

10 amperes, 125 volts—5 amperes, 250 volts. 

... 50 

1.61 

3.22 

140 

4 wav 

5 amperes, 125 volts—2 amperes, 250 volts. 

10 

1.61 

3 22 

150 

2 Pt. El. 

5 amperes, 125 volts—2 amperes, 250 volts. 

5 ami>ere8, 125 volts—2 amperes, 250 volts. 

... 10 

1.61 

3.22 

160 

3 Pt. El. 

... 10 

1.61 

3 22 


Lock attachment, extra. .$0.18 


ROTARY FLUSH LOCK SWITCHES 

Key only, extra.$0.09 Pull attachment, extra. . 

Plates for Rotary Flush Switches 


List 

No. 


Dimensions, Ins. 

Std. 

Pkg. 

Mfrs. List W. E. List 
Each Each 

List 

No. 

Dimensions, In®. 

Std. 

Pkg. 

Mfrs. List W. E.List 
Each Each 

1 

1 gang 

2? 4 x 4h> 

♦ 

$0.65 

$1.30 

6 

6 gang 

li Hx 4H 

* 

$3.90 

$7 80 

2 

2 gang 

4ft x 4A 

* 

1.30 

2.60 

7 

7 gang 

13'V sX 4 Vi 

* 

4.55 

9 10 

3 

3 gang 

6 3 gx 4% 

* 

1.95 

3.90 

8 

8 gang 

15ft x 4 M 

♦ 

5.20 

10 40 

4 

4 gang 

8ft x 4Vi 

* 

2.60 

5.20 

9 

9 gang 

17>4x 4 Vi 

* 

5.85 

11 70 

5 

5 gang 

10 \ 4'A 

* 

3.25 

6 50 

10 

10 gang 

19* x 4'A 

* 

6.50 

13 00 

2 

2 gang 

2 8 ix 8ft 

* 

$1.30 

Tandem Style 
$2.60 (I 4 4 gang 

2H x 16 

* 

$2.60 

$5 20 

3 

3 gang 

2M x 12ft 

* 

1.95 

3.90 

1 5 

5 gang 

2% x 19M 

♦ 

3.25 

6.50 


•100 single plates or equivalent in gangs is a standard package. 
Special finishes, add to list per switch $0.24. Mfrs. list $0.12. 

Polished nickel, polished brass, old 


or brush brass, polished bronze and oxidized copper are standard finishes. 

Gold and silver finishes are not included in the above price for special finish. Prices on application. 
Wiring Devices 106 & 170 
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Quoted on Request 


Western Electric 

“DIAMOND H” SWITCHES 


711 



No. 061 DP Panel Board Surface Switch No. 1222 DP Panel Board Switch 

Push Button Type Rotary Type 

Panel Board Type Surface Switches Schedule “S” 

PUSH BUTTON TYPE 



Mfrs. 

W. E. 




Mfrs. 

W. E. 

List Std. 

List 

List 

List 


Std. 

List 

List 

No. Style Pkg. 

Each 

Each 

No. 

Style 

Pkg. 

Each 

Each 

061 Double pole without cover. 100 $0.88 

$1.06 

1221 

Single pole. 

100 

$0.72 

$0.86 

61 Double pole with cover. . . 100 

1.15 

1.38 

1222 

Double pole.... 

. 100 

1.12 

1 34 


Supporting screws center to center cover 2x2 inches. 



Single Battery Switch Battery Switch Showing Mechanism No. 601 Door Switches 


Push Button- Switches Schedule “S" 





Mfrs. 

W. E. 




Mfrs. 

W.E 

List 


Std. 

List 

List 

List 


Stck 

List 

List 

No. 

Type 

'Pkg. 

Each 

Each 

No. 

Type 

pkg. 

Each 

Each 

31 

Single pole. . . . 

100 . 

$0.70 

$0 84 

331 

3 way single. 

100 

$0 80 

$0.96 

32 

2 gang. 

50 

1.40 

1.68 

631 

Automatic door switch. 

100 

.70 

.84 

33 

3 gang. 

35 

2 10 

2 52 

13 

2 circuit. 

50 

1.50 

1.80 

34 

4 gang. 

2 ft 

2.80 

3.36 







Door Switches 

6 AMPERE 125 VOLT, 3 AMPERE 250 VOLT Schedule “S” 





Mfrs. 

W. E. 

List 

' 

Std. 

List 

List 

No. 


Pkg. 

Each 

Each 

601 

Light on with door open. 

. 25 

$2.25 

$2.70 

602 

Light off with door open. 

. 10 

2 25 

2.70 

681 

Conduit box with clamp. 


.40 

.48 


Plates and strikes for door switch are made of hard brass & inch thick. 

Delivery F. O. B. Hartford, Conn. For warehouse deliveries write^^r^t house. 

171 Wiring Devices 
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... ^ ^ * Mail Orders Filled 

Western Electric ®* Prevailing Price* 

“DIAMOND H” REMOTE CONTROL SWITCHES 


LOAD 



LINE 

Remote Control Switch Type F-l Wiring Diagram Type F-l 


Type F-l Remote Control Switch 

The remote control switch is located where the circuit is to be opened and closed. The push button 
may be located wherever convenient, at any distance from the switch or, if desired, several push buttons may 
be used to operate the same switch from different locations. 

The remote control switch is useful for controlling small motors or.groups of sign lamps, as well as for 
the service mentioned above, and is a saver of time and trouble wherever used. 

The solenoids that operate the switch are located at each end of the switch housing directly under the 
brush yokes, and give a straight pull without rocking or crampjng. The releasing solenoid is in the center 
of the housing and operates on the locking mechanism direct. All working parts are entirely enclosed and 
cannot become damaged through rough usage. All wearing parts are of case-hardened and tempered steel. 


List 

No. Pole 

730 Double pole, single throw. 

740 Double pole, single throw. 

750 Double pole, single throw. 

760 Double pole, single throw. 

770 Double pole, single throw. 

780 Double pole, single throw. 

790 Triple pole, single throw. 

800 Triple pole, single throw. 

810 Triple pole, single throw. 

820 Triple pole, single throw. 

830 Triple pole, single throw. 

840 Triple pole, single throw. 

610 Four pole, single throw. 

620 Four pole, single throw. 

630 Four pole, single throw. 

640 Four pole, single throw. 


Amp. 

Mfrs. List 

W. E. List 

Capacity 

Each 

Each 

25 

$35.00 

$43 20 

50 

48.00 

57.60 

75 

60.00 

72.00 

100 

93.60 

112 32 

150 

108.00 

120 96 

200 

122.40 

146.88 

25 

43.20 

51.84 

50 

.54.00 

64 80 

75 

67.20 

80.64 

100 

108.00 

120 96 

150 

124.80 

149 76 

200 

139.20 

167 04 

25 

54.00 

64.80 

50 

68.00 

81 60 

75 

112.00 

134.40 

100 

128.00 

153.60 



Remote Control Switch Type A 

List 

No. 

72 Tank switch with float 


Type A Remote Control Switch 

CONTINUOUS CURRENT, NO VOLTAGE RELEASE 

For the remote control of small motors, for vacuum cleaners, automatic 


elevators, etc. 




List 


Amp. 

Mfrs. 

List 

W. E. 
List 

No. 

Pole 

Capacity 

Each 

Each 

605 

Double pole. 

30 

$48.00 

$57.60 

615 

Double pole. 

50 

54.00 

64.80 

625 

Triple pole. 

30 

60.00 

72.00 

635 

Triple pole. 

50 

68.00 

81.60 


Tank Switch 


Mfrs. List 
Each 
$25.00 

W. E. List 
rEach 
$30.00 


721 Tank switch without float 


10.00 12.00 


Delivery F. O. B. Factory, Hartford, Conn. For warehouse deliveries v?pt <3 nearest house. 


Wiring Devices 
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Quantity Prices 
Quoted on Request 


Western Electric 
Western Electric 

TOGGLE SWITCH 


713 



Single Gang Toggle Switch 
Complete with Plate 


Toggle Switches and Plates 

The idea of a switch mechanism operated by means of a toggle is not a new one, although it has been 
introduced into this country onlv recently. This type of switch has been in operation in Europe for a num¬ 
ber of years, but its mechanism has never been up to the standard demanded in the United States. We are 
now able to offer a thoroughly improved switch mechanism which has been passed by the Board of Fire 
Underwriters and one which we can guarantee to stand up under the most severe conditions. 

In presenting the Western Electric Toggle Switch to the trade and public, we feel we have embodied 
therein the last word in switch making from the standpoints of operating convenience and artistic appear¬ 
ance. The drawbacks to other types of switches have all been eliminated. There are no unsightly screws 
or buttons to mar the appearance of the device, and the plate has been reduced in size to a minimum. All 
that appears on the wall is a well finished, neat looking plate with a toggle in the center. This plate can be 
concealed further by sinking it flush with the wall and giving it a coat of paint which will give it the appear¬ 
ance of being a combination of the room wall, the toggle being the only indication of the presence of a switch. 

The toggle movement is the most natural one for the operation of a switch. In fact, it is the most 
instinctive, and once a person has made use of it, there is no desire to go back to any of the older types 
Furthermore, there is no mistaking what to do when it becomes necessary to turn on the switch in the dark. 
Take hold of the toggle and the light will be on as soon as you move it. 

The artistic effects and finishes possible with the Western Electric Toggle Switch are not feasible with 
any other type of switch. Either with a single plate or in gangs, and with the same finish for both plate 
and toggle or with a different finish for each, remarkably striking effects can be obtained, which will appeal 
greatly to architects. 

The Western Electric Toggle Switch is furnished in single pole, double pole, three-way and four-way. 
The standard finish of the plate is brush brass and all prices for plates listed in this catalog are on this basis. 
We are prepared, however, to furnish special finishes for which prices will be quoted on application. 

The standard switch plate adopted for the Western Electric Toggle Switch is of the following dimen¬ 
sions: 2^x4. These plates will fit all standard outlet box covers in use at the present time. If 
smaller plates are desired, we are prepared to furnish them in the same finish and of the following dimensions: 
2% x 3H- These plates will not fit the standard outlet box cover, but will take a special Western 
Electric cover which we can furnish and which will fit any standard outlet box. The switch itself will fit 
any standard outlet box. . All switches are packed in cartons of ten. 


Cat. No. 


Switches 

Mfrs. List 

Less than 10 

W. E. List Prices 

10 to 50 

Over 50 

101 

Single pole 

$0.75 

$1.50 

$1.28 

$1.08 

102 

Double pole 

.95 

1.90 

1.62 

1.37 

103 

3 way 

.95 

1.90 

1.62 

1.37 

104 

4 way 

2.25 

4.50 

3.83 

3.24 

201 

Single gang 

Plates 

$0.25 

$0.50 

$0.43 

$0.36 

202 

Two gang 

.50 

1.00 

.85 

.72 

203 

204 

Three-gang 

Four-gang 

.75 

1.00 

1.50 ( b&inlo 

2.00 1.7(r^ L ' 

1.08 

1.44 


Wiring Devices 
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Western 'Electric 


Mall Orders Filled 
at Prevailing Prices 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

Single Pole—Single Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 



Switch Prices do 
not Include Fuses 



Without Fuse Connections 

250 VOLTS D. C. AND A.C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 



Amperes 

HIGH JAWS 

Capacity 

iJlot 

VT^ 


Capacity 

List 

List 

of Switch 

ISO. 

rnce 

of Switch 

No. 

Price 

30 

540000 

81.60 

30 

540021 

$2.36 

60 

540001 

2.40 

60 

540022 

3.48 

100 

540002 

4.50 

100 

540023 

6.68 

200 

540003 

6.96 

200 * 

540024 

10.28 

300 

540004 

10.68 

t300 



400 

540005 

16.28 

n 400 

540025 

23.28 

600 

540006 

23.08 

600 

540026 

32.68 

• 800 

540007 

40.00 

800 

540027 

52.68 

1000 

540008 

45.36 

1000 

540028 

60.68 

1200 

540009 

54.68 

1200 

540029 

71.36 

1500 

540010 

82.00 

1500 



2000 

540011 

109.36 

2000 




For polished finish 30 to 200 Ampere add 30%, over 200 Ampere 20%. For further notes see 
bottom of page. 


Single Pole—Single Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 


Switch Prices do 
not Include Fuses 




Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 



Amperes 

HIGH JAWS 

Capacity 


I rice 

Capacity 

List 

List 

of Switch 

i\o. 


of Switch 

No. 

Price 

30 

540030 

*1.92 

30 

540051 

$2.48 

60 

540031 

3.00 

60 

540052 

3.76 

100 

540032 

5.08 

100 

540053 

7.04 

200 

540033 

7.80 

200 

540054 

10.64 

300 

540034 

11.88 

1300 



400 

540035 

16.96 

400 

540055 

22.56 

600 

540036 

24.40 

600 

540056 

32.72 

800 

540037 

42.92 

800 

540057 

54.12 

1000 

540038 

46.76 

1000 

540058 

61.16 

1200 

540039 

58.08 

1200 

540059 

73.72 

1500 

540040 

77.00 

1500 



2000 

540041 

105 60 

2000 




All Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connections at hinge end. For plain finish back connected 30 to 400 Ampere switches deduct 
10%, over 400 ampere 5%. 

Fuscless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. Switches over 800 ampere equipped w ith Spade Handles. 

For Quick Break Attachments see listing elsewhere. For Double Break Switch^ add 5Q2J>. 
t 300 Ampere Fusible Switch not permitted by Code. Digitized by VjOOQLCT 

ntfe$ witches, Fuses and Cut-Outs 2 
























Quantity Prices 
Quoted on Request 
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Western Etecttic 
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HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE 8TANDARD 


Single Pole—Double Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 



Switch Prices do 
not Include Fuses 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

540060 

$3.36 

30 

540072 

$4.56 

60 

540061 

3.48 

60 

540073 

6.16 

100 

540062 

6.68 

100 

540074 

12.40 

200 

540063 

10.68 

200 

540075 

12. (18 

300 

540064 

17.36 

f300 



400 

540065 

25. OS 

400 

540076 

37.36 

600 

540066 

34.68 

600 

540077 

55.36 

800 

540067 

56.00 

800 

540078 

85.36 

1000 

540068 

63.36 

1000 

540079 

101.36 

1200 

540069 

80.00 

1200 

540080 

117.36 

1500 

540070 

125.36 

1500 



2000 

540071 

160.00 

2000 




For polished finish 30 to 200 Ampere add 30%, over 200 Ampere 20%. For further jiotes see 
bottom of page. 


Single Pole—Double Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 



Switch Prices do 
not Include Fuses 



Without Fuse Connections 

350 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 





30 

540081 

$2.76 

30 

540093 

$5.28 

60 

540082 

4.08 

60 

540094 

6.16 

100 

540083 

7.04 

100 

540095 

11.10 

200 

540084 

11.20 

200 

540096 

17.16 

300 

540085 

17.16 

1300 



400 

540086 

24.76 

400 

540097 

36.88 

600 

540087 

34.68 

600 

540098 

50.16 

COO 

540088 

61.60 

800 

540099 

85.80 

1000 

540089 

68.20 

1000 

540100 

97.36 

1200 

540090 

85.80 

1200 

540101 

114.40 

1500 

540091 

114.40 

1500 



2000 

540092 

158.40 

2000 




Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. Switches over 800 Ampere equipped with Spade Handles. For plain finish back connected 
30 to 400 Ampere Switches deduct 10%, over 400 Ampere 5%. 

For Quick Break Attachments see listing elsewhere. For Double Break Switches add ijj0%. 

^300 Ampere Fusible Switch not permitted by Code. Digitized by VjOOQIC 

3 Knife Switches, Fuses and Cut-Outs 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

Double Pole—Single Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

-;-'- 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

HIGH 

List 

No. 

\ JAWS 

List 

Price 

30 

540102 

$2.40 

30 

540123 

$3.52 

60 

540103 

3.56 

60 

540124 

5.20 

100 

540104 

6.76 

100 

540125 

10.00 

200 

540105 

10.40 

200 

540126 

15.40 

300 

540106 

16.00 

t300 



400 

540107 

24.40 

400 

540127 

34.92 


540108 

34.60 

600 

540128 

49.00 


540109 

60.00 

800 

540129 

78.00 

1000 

540110 

68.00 

1000 

540130 

91.00 

1200 

540111 

82.00 

1200 

540131 

107.00 

1500 

540112 

123.00 

1500 



2000 

540113 

164.00 

2000 




For polished finish 30 to 200 Ampere add 30%, over 200 Ampere 2Q%. For further notes see bot¬ 
tom of page. 

Double Pole—Single Throw—Unmounted 


BACK CONNECTION—POLISHED FINISH 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

*¥% oRBl Mm- -J 

HIGH 

JAW'S 


List 

Price 

30 

540132 

$3.48 

30 

540153 

$4.48 

60 

540133 

5.40 

60 

540154 

6.84 

100 

540134 

9.20 

100 

540155 

12.80 

200 

540135 

14.20 

200 

540156 

19.32 

300 

540136 

21.60 

t300 



400 

540137 

30.80 

400 

540157 

41.00 

600 

540138 

44.40 

600 

540158 

59.48 

800 

540139 

78.00 

800 

540159 

98.40 

1000 

540140 

85.00 

1000 

540160 

111.20 

1200 

540141 

105.60 

1200 

540161 

134.00 

1500 

540142 

140.00 

1500 



2000 

540143 

192.00 

2000 




All Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connect ion at hinge end. For plain finish back connected 30 to 400 Ampere Switches deduct 
10%, over 400 Ampere 5%. 

Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. Switches over 800 Ampere equipped with Spade Handles. 

For Quick Break Attachments see listing elsewhere. For Double Break Switches add $0%. 

1300 Ampere Fusible Switches not permitted by Code. 

Knlfs Switches, Poses and Cut*Out* 4 






















Quantity Prices 
Quoted on Request 


Western Electric 
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HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE 8TANDARD 


Double Pole—Double Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 



Switch Prices do 
not Include 
Fuses 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

540162 

$3.52 

30 

540174 

$6.80 

60 

540163 

5.20 

60 

540175 

9.20 

100 

540164 

10.00 

100 

540176 

18.60 

200 

540165 

16.00 

200 

540177 

28.00 

300 

540166 

26.00 

t300 



400 

540167 

37.60 


540178 

56.00 


540168 

52.00 

600 

540179 

83.00 

800 

540169 

84.00 


540180 

128.00 

1000 

540170 

95.00 

1000 

540181 

152.00 

1200 

540171 

120.00 

1200 

540182 

176.00 

1500 

540172 

188.00 

1500 



2000 

540173 

240.00 

2000 




For polished finish 30 to 200 Ampere add 30%, oyer 200 Ampere 20%.. 
For further notes see bottom of page. 


Double Pole—Double Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 



Switch Prices do 
not Include Fuses 



.Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List' 

Price 

30 

540183 

$5.00 

30 

540195 

$9.60 

60 

540184 

7.40 

60 

540196 

11.20 

100 

540185 

12.80 

100 

540197 

20.00 

200 

540186 

20.40 

200 

540198 

31.20 

300 

540187 

31.20 

1300 



400 

540188 

45.00 

400 

540199 

67.00 

600 

540189 

63.00 

600 

540200 

91.20 

800 

540190 

112.00 

800 

540201 

156.00 

1000 

540191 

124.00 

1000 

540202 

177.00 

1200 

540192 

156.00 

1200 

540203 

208.00 

1500 

540193 

208.00 

1500 



2000 

540194 

288.00 

2000 




Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. Switches over 800 Ampere equipped with Spade Handles. For plain finish back connected 
30 to 400 Ampere switches deduct 10%, over 400 Ampere 5%. 

For QuicK Break Attachments see listing elsewhere. For Double Break Switches add 50%. 

1300 Ampere Fusible Switch not permitted by Code. 

5 Knife Switches. Fuses and Cut-Outs 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 


Three Pole—Single Throw—Mounted on Slate Base 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

HIGH 

List 

No. 

JAWS 

List 

Price 

30 

540204 

$3. GO 

30 

540225 

65.28 

60 

540205 

5 30 

60 

540226 

7.80 

100 

540206 

10.16 

100 

540227 

15.00 

200 

540207 

15.60 

200 

540228 

23.12 

300 

540208 

24.00 

t300 



400 

540209 

36.60 

400 

540229 

52.40 

600 

540210 

51.92 

600 

540230 

73.50 

800 

540211 

90 00 

800 

540231 

118.50 

1000 

54021? 

102.00 

1000 

540232 

136.50 

1200 

540213 

123.00 

1200 

540233 

160.50 

1500 

540214 

184.50 

1500 



2000 

540215 

246 00 

2000 




For polished finish 30 to 200 Amperes add 30%, over 200 Amperes 20%. lor farther notes see bottom 
of page. 


Three Pole—Single Throw—Unmounted 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connection* 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Swit.cn 

HIGH 

List 

No. 

[ JAWS 

List 

Price 

/ 30 

540234 

$5.20 

30 

540255 

16.72 

60 

540235 

8.12 

60 

540256 

10.28 . 

100 

540236 

13.80 

100 

540257 

10.20 

200 

540237 

21.32 

200 

540258 

29.00 

300 

540238 

32.40 

1300 



400 

540239 

46.20 

400 

540259 

61.50 

600 

540240 

66.60 

600 

540260 

89.24 

800 

540241 

117.00 

800 

540261 

147 60 

1000 

540242 

127.50 

1000 

540262 

166.80 

1200 

540243 

158.40 

1200 

540263 

201.00 

1500 

540244 

210.00 

1500 ' 



2000 

540245 

288.00 

2000 



All Single Throw Switches furnished fused at handle end unless otl 

lerwise ordered. 

No extra chaise 


for fuse connections at hinge end. For plain finish back connected 30 to 400 Ampere Switches deduct 
10%, over 400 Ampere 5%. 

Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. Switches over 800 Ampere equipped with Spade Handles. 

For Quick Break Attachments see listing elsewhere. For Double Break Switches add 50 ' 

t300 Ampere Fusible Switches not permitted by Code, )Q [g ' -•• • 

Knlfa Switches, Fusee and Cut-Outs 6 















Quantity Prices 
Quoted on Request 


Western Electric 


719 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

Three Pole—Double Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

5402G4 

$5.28 

* 30 

540276 

$10.20 

60 

540265 

7.80 

60 

540277 

13.80 

100 

540266 

15.00 

100 

540278 

27.92 

200 

540267 

24.00 

200 

540279 

42.00 

300 

540268 

39.00 

t300 



400 

540269 

56.40 

400 

540280 

84.00 

600 

540270 

78.00 

600 

540281 

124.50 

800 

540271 

126.00 

800 

540282 

192.00 

1000 

540272 

142.50 

1000 

540283 

228.00 

1200 

540273 

180.00 

1200 

540284 

264.00 

1500 

540274 

282 00 

1500 



2000 

540275 

360.00 

2000 




For polished finish 30 to 200 Ampere add 30%, over 200 Ampere 20%. For further notes see bottom 

of page. 


Three Pole—Double Throw—Unmounted 


BACK CONNECTION—POLISHED FINISH 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 

List 

List 

Amperes 

List 

List 

Capacity 
of Switch 

No. 

Price 

Capacity 
of Switch 

No. 

Price 

30 

540285 

S7.50 

30 

540297 

$14.40 

60 

540286 

11.12 

60 

54029S 

16.80 

100 

540287 

19.20 

100 

540299 

30.00 

200 

5402S8 

30.60 

200 

540300 

46. SO 

300 

540289 

46.80 

|300 



400 

540290 

67.50 

400 

540301 

100.50 

600 

540291 

94.50 

600 

540302 

136.80 

800 

540292 

168.00 

800 

540303 

234.00 

1000 

540293 

186.00 

1000 

540304 

265.50 

1200 

540294 

234.00 

1200 

540305 

312.00 

1500 

540295 

312.00 

1500 



2000 

540296 

432.00 

2000 




Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. Switches over 800 Ampere equipped with Spade Handles. For plain finish back connected 
30 to 400 Ampere Switches deduct 10% ; over 400 Ampere 5%. 

For Quick Break Attachments see listing elsewhere. For Double Break Switches add 50%. 


1300 Ampere Fusible Switch not permitted by Code. 

7 


Die 


iyzedb^OQQle 

Knife Switches, Fusee and Cut-Outs 






720 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

Four Pole—Single Throw—Mounted on Slate Base 



Without Fuse Connections With Fuse Connections 

250 VOLTS D. C. AND A. C. 250 VOLTS D. C. AND A. C. 


Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

640306 

*4.80 

60 

540307 

7 12 

100 

540308 

13 52 

200 

540309 

20 80 

300 

540310 

34.00 

400 

540311 

51 88 

600 

640312 

73 56 

800 

540313 

120.00 

1000 

540314 

136.00 

1200 

540315 

164 00 

1500 

540316 

246 00 

2000 

540317 

328.00 


Amperes 

BIGH JAWS 

Capacity 
of Switch 

List 

No. 

List 

Price 

30 

540327 

$7.04 

60 

540328 

10.40 

100 

540329 

20 00 

200 

540330 

30.80 

t300 



400 

540331 

74 20 

600 

540332 

104.12 


540333 

158 00 

1000 

540334 

182.00 

1200 

540335 

214 00 

1500 



2000 





%, over 200 Ampere 20%. For further notes see 


™ For polished finish 30 to 200 Ampere ai 
bottom of page. 

Four Pole—Single Throw—Unmounted 


BACK CONNECTION 
POLISHED FINISH 


Switch Price* do not 
Include Fuses 


Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 

C apacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

HIGH 

List 

No. 

JAWS 

List 

Price 

30 

540336 

#>.06 

30 

540357 

$8 96 

60 

540337 

10.80 

60 

540358 

13 68 

100 

540338 

18 40 

100 

540359 

25 60 

200 

540339 

28.40 

200 

540360 

3S.64 

300 

540340 

45.92 

1300 



400 

540311 

65.44 

400 

540361 

87.12 

600 

540342 

94.36 

600 

540362 

126.40 

800 

540343 

156.00 

800 

540363 

196 80 

1000 

540344 

170 00 

1000 

540364 

222 40 

1200 

540345 

211.20 

1200 

540365 

268.00 

1500 

540346 

280.00 

1500 



2000 

540347 

384 00 

2000 


n-:- L _1 


All Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connections at hinge.end. For plain finish back connected 30 to 400 Ampere Switches deduct 
10%, over 400 Ampere 5%. *' # ’ 

Fuseless Switches are furnished with Regular Jaws only Fusible Switches are furnished with High 
Jaws only. Switches over 800 Ampere equipped with Spade Handles. 

For Quick Break Attachments see listing elsewhere. Double Break Switches add 50%. i 
1300 Ampere Fusible Switches not permitted by Code. Digitized by vjOOxIl 

Knife Switches. Fueeeand Cut-Outs 8 















Quantity Prices 
Quoted on Request 


Western Electric 


721 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 


Four Pole—Double Throw—Mounted on Slate Base 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 

Fist. 

Li<?t 

Amperes 

Fist 

Fist 

Capacity 
of Switch 

No. 

Price 

Capacity 
of Switch 

No. 

Price 

30 

540366 

$7.04 

30 

540378 

$13.60 

60 

540367 

10.40 

60 

540379 

18.40 

100 

540368 

20.00 

100 

540380 

37.20 

200 

540369 

32.00 

200 

540381 

56. (X) 

300 

540370 

52.00 

t300 



400 

540371 

75.20 

400 

540382 

112.00 

600 

540372 

104.00 

600 

540383 

166.00 

800 

540373 

168.00 

800 

540384 

256.00 

1000 

540374 

190.00 

1000 

540385 

304.00 

1200 

540375 

240.00 

1200 

540386 

• 352.00 

1500 

540376 

376.00 

1500 



2000 

540377 

480.00 

2000 




For polished finish 30 to 200 Ampere add 30%, over 200 Ampere 20%. For further notes see bottom 

of page. 

Four Pole—Double Throw—Unmounted 



Without Fuse Connections 

250 VOLTS D. C. AND A. C. 

With Fuse Connections 

250 VOLTS D. C. AND A. C. 

Amperes 
Capacity 
of Switch 

Fist 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

540387 

$10.00 

30 

540399 

$19.20 

60 

540388 

14. SO 

60 

540400 

22.40 

100 

540389 

25.60 

100 

540401 

40.00 

200 

540390 

40.80 

200 

540402 

62.40 

300 

540391 

62.40 

t300 



400 

540392 

90.00 

400 

540403 

134.00 

600 

540393 

126 (X) 

600 

540404 

182.40 

800 

540394 

224.00 

800 

540405 

312.00 

1000 

540395 

248.00 

1000 

540406 

354.00 

1200 

540396 

312 00 

1200 

540407 

416.00 

1500 

540397 

416.00 

1500 



2000 

540398 

576.00 

2000 




Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. Switches over S00 Ampere equipped with Spade Handles. For plain finish back connected 
30 to 400 Ampere Switches deduct 10%, over 400 Ampere 5%. f"' . i 

For Quick Break Attachments sec listing elsewhere. For Double Break Switches add 
1300 Ampere Fusible Switch not permitted by Code. 

o 







722 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 


600 Volts 


Single Pole—Single Throw—Mounted on Slate Base 


FRONT CONNECTION—PLAIN FINISH 



Switch Prices do not 
Include Fuses 


600 VOLTS 



WITHOUT FUSE CONNECTION 

Amperes 

Capacity 

-j- 

WITH FUSE CONNECTION 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 

List 

List 

List 

of Switch 

List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price 

No. 

Price 

640408 

$3.00 

540415 

$2.36 

30 

540418 

$4.32 

540424 

$3.68 

540409 

3.20 

540416 

2.56 

60 

540419 

4.68 

540425 

4.08 

540410 

5.52 

540417 

4.40 

100 

540420 

7.80 

540426 

6.96 

540411 

8.80 



200 

540421 

12.32 



540412 

13.64 



t300 





540413 

18.72 



400 

540422 

25.84 



540414 

• 24.76 



600 

540423 

34.68 




For polished finish, 30 to 200 Ampere, add 30%; over 200 Ampere, 20%. 
For further notes see bottom of- page. 


Single Pole—Single Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 



WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

Amperes 

Capacity 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 

List 

List 

List 

of Switch 

List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price 

No. 

Price 

540427 

$4.20 

540434 

$3.68 

30 

540437 

$5.32 

540443 

$4.68 

540428 

4.40 

540435 

3.88 

60 

540438 

5.92 

540444 

5.20 

540429 

7.16 

540436 


100 

540439 

9.36 

540445 

8.16 

540130 

10..56 



200 

540440 

13.88 



540431 

14.32 



|300 





540432 

22.00 



400 

540441 

29.16 



540433 

30 80 



600 

540442 

40.16 




AH Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connections at hinge end. 

Fuscless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. 

t 300 Ampere Fusible Switch not permitted by Code. 


For Double Break Switches add 60%. 
deduct 10%, over 400 Ampere 5%. 

Knife Switches, Fueee and Cut-Oute 


For plain finish, back connected, 30 

Digitized by VJV 




Ampere Switches 


10 




















Quantity Prices 
Quoted on Request 


Western Electric 


723 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 


600 Volts 


Single Pole—Double Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 



Switch Prices do 
not Include Fuses 


600 VOLTS 



WITHOUT FUSE CONNECTION 

Amperes 

Capacity 

WITH FUSE CONNECTION 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 


WITHOUT QUICK BREAK 


List 

List 

List 

of Switch 

List 

List 

List 

List 

WM 

Price 

No. 

Price 


No. 

Pr;ce 

No. 

Price 

540446 

$5.28 

540453 

$4.72 


540456 

$7.48 

540462 

$6.24 

540447 

5.52 

540454 

4.96 


540457 

8.16 

540463 

7.16 

540448 

8.16 

540455 

7.16 


540458 

13.76 

540464 

12.68 

540449 

13.20 




540459 

20.92 



540450 

19.80 








540451 

27.52 




540460 

39.60 



540452 

35.20 




540461 

59.40 




For polished finish, 30 to 200 ampere, add 30%; above 200 ampere, 20%. 
For further notes see bottom of page. 


Single Pole—Double Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 



Switch Prices do 
not Include Fuses 



600 VOLTS 


WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 


1 

1 


Amperes 



i 


V ITH QUICK BREAK 

|WITHOUT QUICK BREAK 

Capacity 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

Lht 

List 

List 

List 

of Switch 

List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price 

No. 

Price 

540465 

' $6.44 

540472 

$5.40 

30 

540475 

$7.48 

540481 

$0.36 

540466 

6.60 

540473 

5.60 

60 

540476 

8.28 

540482 

7.16 

540467 

9.92 

540474 

8.16 

100 

540477 

13.76 

5404S3 

12.12 

540468 

14.76 



200 

540478 

20.36 



510469 

23.12 



|300 





540470 

30.80 



400 

540479 

40.72 



540471 

41.80 



600 

540480 

57.20 




Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with 

High Jaws only. 

t 300 Ampere Fusible Switch not permitted by Code. 

For Double Break Switches add 50%. For nlain finish, back connected, 30(to £00 Ampere Switches 
deduct 10%, over 400 Ampere 5%. t)igiTizeb By 

11 Knifs Switches, «•« nd Cut-Outs 


























724 


Western Electric 


Mail Orders Fined 
at Prevailing Prices 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

600 Volts 

■ Double Pole—Single Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 



WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 


_ 1 

1 


Amperes 


1 

1 


WITH QUICK BREAK 

|WITHOUT QUICK BREAK 

Capacity 

WITH QUICK BREAK 

|WITHOUT QUICK BREAK 

List 

List 

List 

List 

of Switch 

List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price , 

No. 

Price 

540484 

$5.40 

540491 

$4.24 

30 

540494 

$7.84 

540500 

$6.64 

540485 

5.80 

540492 

4.60 

60 

540495 

8.52 

540501 

7.40 

540486 

10.00 

540493 

8.00 

100 

540496 

14.20 

540502 

12.60 

540487 

16.00 



200 

540497 

22.40 



540488 

24.80 



f300 





540489 

34.00 



400 

540498 

47.09 



540490 

45 00 



600 

540499 

63.00 




Fur polished finish, 30 to 200 ampere, add 30%; over 200 ampere, 20%. 
For further notes see bottom of page. 


Double Pole—Single Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 



WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

Amperes 

Capacity 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 

List 

List 

List 

of Switch 

List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price 

No. 

Price 

540503 

$7.64 

540510 

$6.64 

30 

540513 

$9.64 

540519 

$8.44 

540504 

8.00 

540511 

7.00 

60 

540514 

10 80 

540520 

9.40 

540505 

13.00 

540512 

11.00 

100 

540515 

17.00 

540521 

14. SO 

540506 

19.20 



200 

540516 

25.20 



540507 

26.00 



t300 





540508 

40.00 



400 

540517 

53.00 



540509 

56.00 



600 

540518 

73.00 




All Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connections at hinge end. 

Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. 

t 300 Ampere Fusible Switch not permitted by Code. 

Foi Double Break Switches add 50%. For plain finish, back connected,,SO^ $00 Ampere Switches 
deduct 10%, over 400 Ampere 5%. ^ 

Knife 9wf tehee. Fusee end Cut.Outa 


12 



Quantity Prices 
Quoted on Request 


Western Electric 


725 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 


600 Volts 


Double Pole—Double Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 



Switch Prices 
do not Include 
Fuses 


600 VOLTS 



WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

Amperes 

Capacity 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 

List 

List 

List 

of Switch 

List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price 

No. 

Price 

540522 

$9.52 

540529 

$8.52 

30 

540532 

$13.48 

540538 

$10.84 

540523 

10.00 

540530 

9.on 

60 

540533 

14.80 

540539 

12.00 

540524 

14.80 

540531 

13.00 

100 

540534 

25.00 

540540 

23.00 

540525 

24.00 



200 

540535 

38.00 



540526 

36.00 



1300 





540527 

50.00 



400 

540536 

72.00 



540528 

64.00 



600 

540537 

108.00 




For polished nnisn, 50 to 200 Ampere, add 30%; over 200 Ampere, 20%. 
For further notes see bottom of page. 


Double Pole—Double Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 



Switch Prices do 
not Include Fuses 


600 VOLTS 



WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 

WITH QUICK BREAK 

WTTHOUT QUICK BREAK 

Amperes 

Capacity 

WITH QUICK BREAK 

WTTHOUT QUICK BREAK 

List 

List 

List 

List 

of Switch 

List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price 

No. 

Price 

540541 

$11.48 

540548 

$9.72 

30 

540551 

$13.76 

540557 

$11.52 

540542 

12.00 

540549 

10.20 

60 

540552 

15.00 

540558 

13.00 - 

540543 

18.00 

540550 

14.80 

100 

540553 

25.00 

540559 

22.00 

540544 

26.80 



200 

540554 

37.00 



540545 

42.00 



t300 





540546 

56.00 



400 

540555 

74.00 



540547 

76.00 



600 

540556 

104.oo 




Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with 
High Jaws only. 

t 300 Ampere Fusible Switch not permitted by Codo. 

For Double Break Switches add 50%. For plain finish, back connected, 30 Jto 400 Ampere Switches 

‘ Digitized by VjUOVlC 

Knife Switches. Fi nes and Cut-Outs 


deduct 10%, over 400 Ampere 5%. 


13 






726 


Western Electric 


Mail Orders Fitted 
at Prevailing Prices 


HIGH GRADE KNIFE SWITCHES 


NATIONAL ELECTRICAL CODE STANDARD 

600 Volts 




Three Pole—Single Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 


Switch Prices do not 
Include Fuses 


600 VOLTS 


WITHOUT FUSE CONNECTION 

Amperes 
Capacity 
of Switch 

WITH FUSE CONNECTION 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

510560 

540561 

540562 

540563 

540564 

540565 

540566 

$8.76 

9.28 

16.00 

25.20 

39.68 

54.40 

72.00 

540567 

540568 

540569 

$6.80 

7.36 

12.80 

30 

60 

100 

200 

f300 

400 

600 

540570 

540571 

540572 

540573 

540574 

540575 

$12.60 

13.64 

22.72 

35.84 

75.20 

100.80 

540576 

540577 

540578 

$10.68 

11.84 

20.16 


For polished finish, 30 to 200 Ampere, add 30%; over 200 Ampere, 20%. 
For further notes see bottom of page. 


Three Pole—Single Throw—Unmounted 


BACK CONNECTION—POLISHED FINISH 



WITHOUT FUSE CONNECTION 

Amperes 
Capacity 
of Switch 

WITH FUSE CONNECTION 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

540579 

540580 

540581 

540582 

540583 

540584 

540585 

$12.24 

12.80 

20.80 

30.72 

41.60 

64.00 

89 60 

540586 

540587 

540588 

$10.68 

11.20 

17.60 

30 

60 

100 

200 

f300 

400 

600 

540589 

540590 

540591 

540592 

540593 

540594 

$15.48 

17.28 

27.20 

40.32 

84.80 

116.80 

540595 

540596 

540597 

$13.56 

15.04 

23.68 


All Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connections at hinge end. 

Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. 

t 300 Ampere Fusible Switch not permitted by Code. 

For Double Break Switches add 50%. For plain finish, back connected, 30 to 400 Ampere Switches 
deduct 10%, over 400 Ampere 5%. Digitized by vjOOQLC 

Kails Switches, Fusee end Cut-Oute 14 







Quantity Prices 
Quoted on Request 


Western Electric 


727 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

600 Volts 

Three Pole—Double Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 


Switch Prices 
do not Include 
Fuses 


600 VOLTS 




WITHOUT FUSE CONNECTION WITH FUSE CONNECTION 


WITH QUICK BREAK 

WITHOUT QUICK BREAK 

Amperes 
Capacity 
of Switch 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 
. No. 

List 

Price 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

540598 

540599 

540600 

540601 

540602 

540603 

540604 

$15.28 

16.00 

23.68 

38.40 

57 60 
80.00 
102.40 

540605 

540606 

540607 

$13.68 

14.40 

20.80 

30 

60 

100 

200 

|300 

400 

600 

54060S 

540609 

540610 

540611 

540612 

540613 

$21.68 
15.68 
40.00 
60.80 

115.20 

172.80 

540614 

540615 

540616 

$18.80 

20.80 

36.80 


For polished finish, 30 to 200 Ampere, add 30%; over 200 Ampere, 20%. 
For further notes see bottom of page. 


Three Pole—Double Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 



Switch Prices 
do not Include 
Fuses 


600 VOLTS 



WITHOUT FUSE CONNECTION 

Amperes 
Capacity 
of Switch 

WITH FUSE CONNECTION 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 









List 

List 

List 

List 


List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price 

No. 

Price 

540617 

$18.48 

540624 

$15.60 

30 

540627 

$21.68 

540633 

$18.48 

540618 

19.20 

540625 

16.32 

60 

540628 

24.00 

540634 

20.80 

540619 

28.80 

540626 

23.48 

100 

54062P 

40.00 

540635 

35.20 

.540620 

42.88 



200 

540630 

59.20 



540621 

67.20 



|300 





540622 

89.60 



400 

540631 

118.40 



540623 

121.60 



600 

540632 

166.40 




Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with 
High Jaws only. 

f 300 Ampere Fusible Switch not permitted by Code. 

For Double Break Switches add 50%. For plain finish, back connected. 3Q to 
leduct 10%, over 400 Ampere 5%. TTigitiiecTby^ 


Switches 


15 


Knife Swire b.- 


:.nd Cut-Outs 







Mail Orders Filled 
at Prevailing Prices 


Western Electric 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE 8TANDARD 

600 Volt* 

Four Pole—Single Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 

Spade Handles furnished without extra charge * - 


Switch Prices do not 
Include Fuses 


600 VOLTS 


WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 


For polished finish 30 to 200 Ampere add 30%, over 200 Ampere 20%. For further notes see bot- 


Four Pole—Single Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 

Spade Handles furnished without extra charge 


Switch Prices do not 
Include Fuses 


600 VOLTS 


WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 


All Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connections at hinge end. 

Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. 

1300 Ampere Fusible Switch not permitted by Code. 

For Double Break Switches add 50%. For plain finish back connected 30 to 400Ampere Switches 
deduct 10%, over 400 Ampere 5%. 

Knife Switches, Fueee and Gut-Oute 


WITH QUICK BREAK 

WITHOUT QUICK BREAK 

Amperes 

Capacity 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 

List 

List 

List 

of Switch 

List 

List 

List 

List 

No. 

Price 

No. 

Price 


No. 

Price 

No. 

Price 

540636 

/ $12.04 

540043 

$9.40 

30 

540040 

$17.32 

540652 

$14 6S 

540637 

12.70 

540044 

10 12 

60 

540047 

18.76 

540653 

16.28 

540038 

22. (X) 

540045 

17.00 

100 

540048 

31.24 

540054 

27.72 

540039 

35.20 



200 

540649 

49.28 



540040 

54.50 



f300 





540041 

74.80 



400 

540650 

103.40 



540042 

99.00 



600 

540051 

138.60 




WITH QUICK BREAK 

WITHOUT QUICK BREAK 

Amperes 

Capacity 

WITH QUICK BREAK 

WITHOUT QUICK BREAK 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

of Switch 

List 

No. 

List 

Price 

List 

No. 

List 

Price 

540655 

$16.88 

540662 

*14.68 

30 

540665 

$21.28 

540671 

$18.64 

540650 

17.00 

540663 

15.40 

60 

540666 

23.76 

540672 

20.68 

540057 

28.60 

540664 

24.20 

100 

540667 

37.40 

540673 

32.56 

540058 

42.24 



200 

540668 

55.44 



540559 

57.20 



f300 





540600 

88.00 



400 

540669 

116.60 



540601 

123 20 



600 

540070 

160.60 




16 







WITH FUSE CONNECTION 


Amperes 
Capacity 
of Switch 


WITHOUT FUSE CONNECTION 


WITH QUICK BREAK 


WITHOUT QUICK BREAK 


WITHOUT QUICK BREAK 


WITH QUICK BREAK 


List 

Price 

List 

No. 

List 

Price 

$21.04 

22.00 

32.56 

52.80 

79.20 

110.00 

140.80 

5406&1 

540682 

540683 

$18.84 

19.80 

28.60 


List 

No. 


List 

Price 


540690 

540691 

540692 


List 

No. 

540674 

540675 

540676 

540677 

540678 

540679 

540680 


List 

Price 


540684 

540685 

540686 

540687 

540688 

540689 


$29.84 

32.56 

55.00 

83.60 

158.40 

237.60 


$25.00 

27.00 

50.60 


100 

200 

t300 

400 

600 


For polished finish 30 to 400 Ampere add 30%, over 200 Ampere 20%. For further notes see bot¬ 
tom of page. 

Four Pole—Double Throw—Unmounted 

BACK CONNECTION—POLISHED FINISH 
Spade Handles furnished withoutextra charge 


WITHOUT FUSE CONNECTION 


Amperes 
Capacity 
of Switch 


WITH FUSE CONNECTION 


WITHOUT 3UICK BREAK 


WITH QUICK BREAK 


WITH QUICK BREAK 


WITHOUT QUICK BREAK 


List 
Price . 


List 

No. 


List 

Price 


List 

No. 


List 

No. 


List 

Price 


List 

No. 


List 

Price 


540700 

540701 

540702 


$21.48 

22.44 

32.56 


30 

60 

100 

200 

t300 

400 


540703 

540704 

540705 

540706 

540707 

540708 


$29.84 

33.00 

55.00 

81.40 

162.80 

228.80 


540709 

540710 

540711 


$25.44 

28.60 

48.40 


$25.44 

26.40 
39.60 
58.96 

92.40 

123.20 

167.20 


540693 

540694 

540695 

540696 

540697 

54b698 

540699 


Fuseless Switches are furnished with Regular Jaws only. Fusible Switches are furnished with High 
Jaws only. 

1300' Ampere Fusible Switch not permitted by Code. 

For Double Break Switches add 50%. For plain finish, back connected 30 to 400 Ampere Switches 
deduct 10%, over 400 Ampere 5%. 

Knife Switches. Fusee end Cut-Outs 


Quantity Prices 
Quoted on Request 


Western Electric 


729 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

600 Volts 

Four Pole—Double Throw—Mounted on Slate Base 

FRONT CONNECTION—PLAIN FINISH 
Spade Handles furnished without~extra charge 


17 















































730 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

500 Volts a. c. fused and unfused—front connected—plain finish 

Three Pole—Single Throw 



WITHOUT fuse connection 

WITH 

FUSE CONNECTION 

Amperes 



Amperes 

HIGH 

JAWS 

Capacity 

No 


Capacity 

List 

List 

of Switch 



of Switch 

No. 

Price 

30 

540748 

§4.96 

30 

540769 

§8.00 

60 

540749 

5.36 

60 

540770 

9.20 

100 

540750 

10.16 

100 

540771 

16.40 

200 

540751 

15.60 

200 

540772 

26.20 

300 

540752 

24.00 

t300 



400 

540753 

36.60 

400 

540773 

57.00 

600 

540754 

51.92 

600 

540774 

80.00 

800 

540755 

90.00 

800 

540775 

124.00 

1000 

540756 

102.00 

1000 

540776 

140.00 

1200 

540757 

123.00 

1200 

540777 

168.00 

1500 

540758 

185.00 




2000 

540759 

246.00 





Three Pole—Double Throw 



Switch Prices do 
not Include 
Fuses 


500 VOLTS A. C. 



WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 


Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

540778 

$6.80 

30 

540790 

$15 00 


540779 

7.80 

60 

540791 

18.00 


540780 

15.00 

100 

540792 

32.00 

200 

540781 

24.00 

200 

540793 

47.00 


540782 

39.00 

|300 



400 

540783 

56.40 

400 

540794 

96.00 

600 

540784 

78.00 

600 

540795 

144.00 

800 

540785 

126.00 

800 

540796 

220 00 

1000 

540786 

142.50 

1000 

540797 

240 00 

1200 

540787 

180.00 

1200 

540798 

280 00 


540788 

282.00 

1500 



2000 

540789 

360.00 

2000 




All Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connection? at hinge end. 

Single and Double Throw Fuseless Switches are furnished with Regular Jaws only. Single Throw 
Fused Switches are furnished with High Jaws only. Switches over 800 Ampere equipped with 
Spade Handles. 

For polished finish 30 to 200 Ampere add 30%, over 200 Ampere 20%. For Double Break Switches 
add 50%. 

t 300 Ampere Fusible Switch not permitted by Code. Digitized by 

Knlfs Switch^-. Fuses and Cut-Outs 18 











Quantity Prices 
Quoted on Request 


Western Electric 


731 


HIGH GRADE KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 


500 VOLTS A. C. FUSED AND UNFUSED—FRONT CONNECTED—PLAIN FINISH 

Four Pole—Single Throw 



WITHOUT FUSE CONNECTION | 

1 • WITH FUSE CONNECTION 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

HIGH JAWS 

List 

No. 

List 

Price 

30 

540799 

*6.60 

30 

540820 

*10.68 

60 

540800 

7.12 

60 

540821 

12.28 

100 

540801 

13.52 

100 

540822 

21.88 

200 

540802 

20.80 

200 

540823 

34.96 

300 

540803 

34.00 

t300 



400 

540804 

51.88 

400 

540824 

76.00 

600 

540805 

73.52 

600 

540825 

106.68 

800 

540806 

120.00 

800 

540826 

165.36 

1000 

540807 

136.00 

1000 

540827 

• 186.68 

1200 

540808 

164.00 

1200 

540828 

224.00 

1500 

540809 

246.00 

1500 



2000 

540810 

328.00 

2000 




Four Pole—Double Throw 



Switch Prices 
do not In¬ 
clude Fuses 


500 VOLTS 
A. C. 


WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 



Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacitv 
of Switch 

List 

No. 

List 

Price 

30 

540829 

SO 20 

30 

540841 

*20.00 

60 

540830 

10.40 

60 

540842 

24.00 

100 

540831 

20.00 

100 

540843 

42.64 

200 

540832 

32.00 

200 7 

540844 

62.64 

300 

540833 

52.00 

t300 



400 

540-834 

75.20 

400 

540845 

120 00 

600 

540835 

104.00 

600 

540846 

192.00 

800 

540836 

168.00 

800 

540847 

293.32 

1000 

540837 

190.00 

1000 

540848 

320.00 

1200 

540838 

240.00 

1200 

540849 

373.32 

1500 

540839 

376.00 

1500 



2000 

540840 

480 00 

2000 




All Single Throw Switches furnished fused at handle end unless otherwise ordered. No extra charge 
for fuse connections at hinge end. 

Single and Double Throw Fuseless Switches are furnished with Regular Jaws only. Single Throw 
Fused Switches are furnished with High Jaws only. Switches over 800 Ampere equipped with 
Spade Handles. 

For polished finish 30 to 200 Ampere add 30%, over 200 Ampere 20%. For Double Break Switches 
add 50%. n 

t 300 Ampere Fusible Swdtch not permitted by Code. Digitized by VjUUv LL. 

19 Knife Switches. Fuses and Cut-Our* 















732 


Western Electric 


Mail Orders Filled 
dt Prevailing Prices 


MOTOR STARTING SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

FOR ALTERNATING CURRENT MOTORS 
PLAIN FINISH—FRONT CONNECTION—MOUNTED ON OILED SLATE BASES 



Double Pole—Double Throw 

HIGH GRADE 


250 VOLTS 

500 VOLTS 

Amperes 
Capacity 
of Swatch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

540712 

$7.42 

30 

540715 

$9.45 

50 

540713 

9.90 

60 

540716 

11.70 

100 

540714 

18.90 

100 

540717 

20.94 


PUNCHED CLIP 


30 

540718 

$6.75 

30 

540721 

$8.10 

60 

540719 

8.55 

60 

540722 

10.08 

100 

540720 

17.82 

100 

540723 

19.62 


Three Pole—Double Throw 

HIGH GRADE 


250 VOLTS ! 

500 VOLTS 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

540724 

$9.90 

, 30 

540727 

$12.60 

60 

540725 

13.14 

60 

540728 

15.48 

100 

540726 

25.20 

100 

540729 

27.90 


PUNCHED CLIP 


30 

540730 

$9.00 

30 

540733 

jljjHlQQSBMl 

60 

540731 

11.34 

60 

540734 

mm 

100 

540732 

23.76 

100 

540735 



Four Pole—Double Throw 


HIGH GRADE 


250 VOLTS 

i 500 VOLTS 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List ■■ 

No. 

List 

Price 

30 

540736 

$13.14 

30 

540739 

$16.74 

60 

540737 

17.55 

60 

540740 

20.70 

100 

540738 

33.58 

100 

540741 

37.26 

PUNCHED CLIP 

30 

540742 

$12.02 

30 

540745 


60 

540743 

15.12 

60 

540746 


100 

540744 

31.68 

100 * 

540747 

HEEHI 


Switch prices do not include Fuses. Prices include Spade Handle. ' 
Knife Switches, Fum and Gut-Cuts 20 































































Quantity Price 
Quoted on Request 


Western Electric 


733 


PUNCHED CUP KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

250 AND 600 VOLTS—FRONT CONNECTION 
PLAIN FINISH—MOUNTED ON OILED SLATE BASE 


Single Pole—Single Throw 



Switch Prices do not 
Include Fuses 


250 Volts 



WITHOUT FUSE CONNECTION 

WITH FUSE CONNECTION 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

HIGH JAWS 

List 

No. 

List 

Price 

30 

540890 

$0.76 

30 

540898 

$1.26 

60 

540891 

1.33 

60 

540899 

2.12 

100 

540892 

2.70 

100 

540900 

4.28 

200 

540893 

4.86 

200 

540901 

7.92 


600 Volts 


With Quick Break Blades 


30 

540902 

$1.95 

30 

540910 

$3.06 

60 

540903 

2.16 

60 

540911 

3.52 

100 

540904 

3.89 

100 

540912 

6.48 

200 

540905 

7.56 

200 

540913 

11.70 


Without Quick Break Blades 


30 

540914 


30 

540920 

$2.52 

60 

540915 


60 

540921 

3.06 

100 

540916 


100 

540922 

5.85 


Single Pole—Double Throw 



Switch Prices do 
not Include Fuses 


250 Volts 


WITHOUT FUSE CONNECTION 

WITH FUSE CONNECTION 

Amperes 
Capacity 
of .Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

ma 

List 

Price 

30 

540923 

$1.37 

30 

540927 

$2.77 

60 

540924 

2.34 

60 

540928 

4.28 

100 

540925 

5.29 

100 

540929 

9.32 

200 

540926 

8.78 

200 

540930 

17.64 


600 Volts 

Without Quick Break Blades 


30 

540931 

$2.98 

30 

540934 

mmmzmm 

60 


3.42 

60 

540935 


100 


7.02 

100 

540936 



21 Knife Switches, Puses sad Cut-Outs 




















































734 


Western Electric 


Mall Orders Filled 
at Prevailing Prices 


PUNCHED CLIP KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 
250 AND 600 VOLTS—FRONT CONNECTION 
PLAIN FINISH—MOUNTED ON OILED SLATE BASE 


Double Pole—Single Throw 



WITHOUT FUSE CONNECTION 

WITH 

FUSE CONNECTION 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

HIGH 

JAWS 

List 

No. 

List 

Price 

30 

540937 

SI .22 

30 

540945 

$1.91 1 

60 

540938 

2.20 

60 

540946 

3.24 

100 

540939 

4.50 

100 

540947 

6.58 

200 

540940 

8.10 

200 

540948 

12.17 


600 Volts 


With Quick Break Blades 


30 

540949 

$3.24 

30 

540957 

$4.68 

60 

540950 

3.60 

60 

540958 

5.40 

100 

540951 

6.48 

100 

540959 

9.90 

200 

540952 

12.60 

200 

540960 

18.00 


Without Quick Break Blades 


30 

540961 

$2.41 

30 

540967 


60 

540962 

2.88 

60 

540968 

4.68 

100 

540963 

5.69 

100 

540969 

9.00 


Double Pole—Double Throw 



Switch Prices 
do not Include 
Fuses 


250 Volts 



WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 


Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

30 

540970 

$2.09 

30 

540974 

$3.96 

60 

540971 

3.60 

60 

540975 

’6.12 

100 

540972 

8.10 

100 

540976 

13.68 

200 

540973 

13.50 

200 

540977 

2?. 40 


600 Volts 

Without Quick Break Blades 


30 

540978 

$3.96 

30 

540981 

$7.92 

60 

540979 

4.68 

60 

540982 

9.00 

100 

540980 

9.36 

100 

540983 

18 00 


Knife Switches, Fusee and Cut-Outs 


22 








































Quantity Prices 
Quoted on Request 


Western Electric 


735 


PUNCHED CLIP KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 

250 AND 600 VOLTS—FRONT CONNECTION 
PLAIN FINISH—MOUNTED ON OILED SLATE BASE 

Three Pole—Single Throw 



WITHOUT FUSE CONNECTION 

WITH FUSE CONNECTION 

Amperes 

List 

List 

Amperes 

HIGH 

JAWS 


List 

Capacity 

No. 

Price 

Capacity 

List 

of Switch 

of Switch 

No. 

Price 

30 

540984 

$1.84 

30 

540992 

$2.88 

60 

540985 

3.31 

60 

540993 

4.86 

100 

540986 

8.77 

100 

540994 

9.90 

200 

540987 

12.17 

200 

540995 

18.25 


600 Volts 

With Quick Break Blades 


30 

540996 

$5.04 

30 

541004 

$7.49 

60 

540997 

5.58 

60 

541005 

8.64 

100 

540998 


100 

541006 

15.84 

200 

540999 

19.55 | 

200 

541007 

28.80 


Without Quick Break Blades 


30 

541008 

$3.78 

30 

541014 

■Hi 

60 

541009 

4.50 

60 

541015 

mmmmm 

100 

541010 

8.82 

100 

541016 



Three Pole—Double Throw 



Switch Prices 
do not Include 
Fuses 


250 Volts 



WITHOUT FUSE CONNECTION 


WITH FUSE CONNECTION 


Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switcn 

List 

No. 

List 

Price 

30 

541017 

$3.24 

30 

541021 

$6.34 

60 

541018 

5.58 

60 

541022 

9.79 

100 

541019 

12.42 

100 

541023 

21,31 

200 

541020 

20.88 

200 

541024 

37.44 


600 Volts 

Without Quick Break Blades 


30 

541025 

$6.66 

I 30 

541028 


60 

541026 

7.74 


541029 

■KIW 

100 

541027 

15.48 

100 . 

541030 



23 


Knife Switches, Fuses and Cut-Outs 























































736 


ffistem Electric 


MaU Orders Filled 
at Prevailing Prices 


PUNCHED CLIP KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 


250 AND 000 VOLTS—FRONT CONNECTION 
PLAIN FINISH—MOUNTED ON OILED SLATE BASE 



WITHOUT FUSE CONNECTION 

WITH FUSE CONNECTION 

Amperes 
Capacity 
of Switch 

List 

No. 

List 

Price 

Amperes 
Capacity 
of Switch 

HIGH JAW'S 

List 

No. 

List . 

Price 

30 

541031 

$2.45 

30 

541039 

$3.82 

60 

541032 

4.39 

60 

541040 

6.48 

100 

541033 

9.00 

100 

541041 

13.14 

200 

541034 

16.20 

200 

541042 

24.30 


600 Volts 

With Quick Break Blades 


30 

541043 

$6.84 

30 

541051 

$10.26 

60 

541044 

7.56 

60 

541052 

11.88 

100 

541045 

13.50 

100 

541053 

21.60 

200 

541046 

26.46 

200 

541054 

39.60 


Without Quick Break Blades 


30 

541055 

$5.04 

30 

541061 

$8.71 


541056 

5.94 

60 

541062 

10.26 

100 

541057 

11.88 

100 

541063 

19.80 


Four Pole—Double Throw 



WITHOUT FUSE CONNECTION 

WITH 

FUSE CONNECTION 

Amperes 

Capacity 

List 

List 

Amperes 

Capacity 

List 

List 

of Switch 

No. 

Price 

of Switch 

No. 

Price 

30 

541064 

$5.12 

30 

541068 

$8.71 

60 

541065 

8.80 

60 

541069 

13.46 

100 

541066 

17.64 

100 

541070 

29.38 

200 

541067 

27.90 

200 

541071 

47.88 


600 Volts 

Without Quick Break Blades 



641072 


30 

SlHx VvMPf 

$18 00 


541073 


60 


20.70 

100 

541074 


100 


41.40 


Knife Switches, Fusee end Cut-Outs 


24 





























Quantity Prices 
Quoted on Request 


Western Electric 


PUNCHED CUP KNIFE SWITCHES 

NATIONAL ELECTRICAL CODE STANDARD 


737 


500 VOLTS A. C. FUSED AND UNFUSED—FRONT CONNECTED—PLAIN. FINISH 


Three Pole 



WITHOUT FUSE CONNECTION 

WITH FUSE CONNECTION 

Amperes 

List 

No. 


Amperes 

HIGH 

JAWS 

Capacity 

Price 

Capacity 

List 

List 

of Switch 

of Switch 

No. 

Price 

30 

540850 

$2.88 

30 

540858 

$5.04 

60 

540851 


60 

540859 

6.30 

100 


6.76 

100 

540860 

12.60 

200 

540853 

12.17 

200 

540861 

21.96 


DOUBLE THROW 


30 

•540862 

$4.79 

30 

540866 

$10.80 

60 

540863 

5.58 

60 

540867 

13.32 

100 

540864 

• 12.42 

100 

540868 

25.20 

200 

540865 

20.88 

200 

540869 

38.70 


Four Pole ' 



WITHOUT FUSE CONNECTION 

WITH 

FUSE CONNECTION 

Amperes 
Capacity 
of Switch 

List 

No 

List 

Price 

Amperes 
Capacity 
of Switch 

HIGH 

JAWS 

List 

No. 

List 

Price 

30 

640870 

$3.85 

30 

540878 

$6.66 

60 

540871 

4.39 

60 

540879 

8.64 

100 

540872 

9.00 

100 

540880 

16.74 

200 

540873 

16.20 

200 

540881 

29.16 


DOUBLE THROW 


30 

540882 

$6.91 

30 

540886 


60 

540883 

7.92 

60 

540887 

17.64 

100 

540884 

17.64 

100 

540888 

33.48 

200 

540885 

27.90 

200 

540889 

51.48 


47 


25 


Knife Switches, Pusss and Cut-Outs 












































738 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


HIGH GRADE AND PUNCHED CLIP KNIFE SWITCHES 



A n 

Single throw a witches 


Back connected switches 


Knife Switches 

OVERALL DIMENSIONS 


Amp. A 
30 4H 


60 7 

100 8f 
200 11 
400 14 

600 17 


44 2 

7 3 

84 34 


30 to 600 Amp. 250 Volts, Unfused- 
C D E F G 

34 0 84 IM 3A 

5 8 11 14 3% 

54 9 12 l J g 4 A 


1.4 3 H 

1*8 4 A 


64 104 14 4 14 4 H 

7 fa 12 4 17 IK 6 A 

9 14 19 ltf 6*4 

—30 to 600 Amp. 250 Volts, Fused- 


84 13 


104 144 


• Handle does 


Amp. A 
30 64 


not extend beyond slate base. 

—30 to 000 Amp. 500 Volts. A. C.. I’nfused- 


34 1A m 

34 1 4 

4 A 14 
*A 14 
6A 1.4 
oU 2 A 


60 7 

100 8f 
200 11 
400 14 

600 17 


64 3 

7 3 

84 34 


14 4 4 

14 34 


14 4 A 

64 104 14 4 14 4H . 

74 124 17 14 6A . 

9 14 19 l H 64 . 

-30 to 400 Amp. 500 Volts A.C., Fused- 

C D E HI 

5 8 11 . 4 A 1A 

5 8 11 . 34 1 


•Handle does 


5 8 11 

5 8 11 

54 9 4 124 

64 104 144 

84 13 18 

not extend beyond slate base 


4 A 14 


High Grade 
K 

ft ::: 


1 High Grade 
K L M 
24 24 24 

it IS it 

4A 4A 4 A 

64 64 64 

6*4 74 04 

High Grade 


High Grade 
C L M 
H 34 34 

N 34 34 

A 3 A 3 A 
A 5 A 6 A 
4 64 64 


Punrhed Clip 


Punched Clip 


M N 
24 64 

34 104 

3 A 144 


44 44 


Punched Clip 


Punched Clip 
L M X 
34 34 12 

34 34 13 

3 A 3 A 164 


Back Connected Knife Switches 

NOT OVER 125 OR 125-250 VOLTS 


Ampere 

Capacity 

A 

F 

G 

H 

T 

V 

w 

Inches 

Inches 

Inches 

Inches 

Inches 

Inches 

Inches 

30 


if 

2 A 

A 

ih 

2A 

3H 

60 

*55 

}l 

3A 

4 

2 A 

211 


100 

74 

u 

*4 

X 

3 if 

34 

54 

200 

400 


1A 
l A 

7 

84 

H 

4 

HI 

6 A 

44 

54 

8 

104 

600 

13 U 

2 

104 

X 

7A 

64 

114 




NOT 

OVER 250 

VOLTS 


5 A 

30 

44 

H 

j! 

2A 

A 

2A 

211 

60 

6 H 

3 A 

4 

3 A 

34 


100 

74 

* K 

54 

4 

3 H 

4 

74 

200 

9A 

l A 

7 

4 

4\l 

Ain 

84 

400 


l A 

84 

4 

6 A 

54 

104 

11.4 

600 

13 A 

2 

104 

4 

7 A 

6,4 




NOT 

OVER 600 

VOLTS 


io A 

30 

7 H 

4 

*4 

A 

-Hi 

5A 

60 

7H 

A 

54 

A 

■Hi 

5 A 

io A 

100 

94 

h 

74 

4 

5 rl 

64 

114 

200 

n A 

l A 

94 

H 

7 A 

74 

134 

400 144 

600 16 A 

Knife Switchea. Fuaea 

1A 

2 

and Cut-Outs 

114 

134 

4 

4 

2-1 

n 

7 4^ 1^4 

Digitized by 














































































Quantity Prices 
Quoted on Request 


Western Electric 

BRYANT BABY KNIFE SWITCHES 


739 



No. 1636 


No. 1638 


No. 164 




SLATE BASE—250 VOLTS 


Single Pole—Mounted Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

WE. List 
Each 

163ti 

15 Ampere, 8. P., S. T. 

■a. 

100 

45 

MTiWm 

$0.64 


30 Ampere, S. P., S. T. 


100 

50 




15 Ampere, S. P., D. T. 


50 

35 


1.09 

■ 

30 Ampere, S. P., D. T. 

n 

50 

37 

wmm 

F.34 


Single Pole — Unmounted 



Schedule “H” 

1642 

15 Ampere, S. P., S. T. 

i 

100 


$0.40 

■21 

1643 A 

30 Ampere, S. P., S. T. 

l 

100 


.50 


1648 

15 Ampere, S. P., S. T., Fusible*. 

i 

50 

i 

.46 

BHB I 

1649 A 

30 Ampere, S. P., S. T., Fusible*. 

i 

50 

i 

.57 


1660 

15 Ampere, S. P., D. T. 

i 

50 


.68 


1661 A 

30 Ampere, S. P., D. T. 

i 

50 


.84 

1.34 

1666 

15 Ampere, S. P., D. T., Fusible*. 

i 

25 


.80 

1.28 

1667* 

30 Ampere, S. P., D. T., Fusible*. 

i 

25 


.98 

1.38 


Double Pole—Mounted Schedule 


1638 

15 Ampere, D. P., S. T. 

5 

100 

100 

$0.50 

$0.80 

1639 A 

30 Ampere, D. P., S. T. 

5 

100 

105 

.60 

.96 

1656 

15 Ampere, D. P., D. T. 

5 

50 

75 

.86 

1.38 

1657 A 

30 Ampere, D. P., D. T. 

5 

50 

78 

1.04 

1.66 


Double Pole—Unmounted 



Schedule “H” 

1644 

15 Ampere, D. P., S. T. 

1 

100 



E3EJ 

1645 A 

30 Ampere, D. P., S. T. 

1 




96 


15 Ampere, D. P., S. T., Fusible*. 

1 

50 


.62 

99 

1651 A 

30 Ampere, D. P., S. T , Fusible*. 

1 

50 


.74 

1 15 

1662 

15 Ampere, D. P. T D. T. 

1 

50 


.86 

1 38 


30 Ampere, D. P., D. T. 

1 

50 


1.04 

1.66 

1668 

15 Ampere, D. P., D T., Fusible*. 

1 

25 


1.10 

1.76 

1660* 

30 Ampere, D. P., D. T., Fusible*. 

1 

25 


1 32 



Triple Pole — Mounted 



Schedule “H” 

1640 

15 Ampere, T. P., S. T. 

5 

25 

40 

$1.04 

$1.66 

1641 A 

30 Ampere, T. P., S. T. 

5 

25 

45 

1.30 


1658 

15 Ampere, T. P., D. T. 

1 

10 

24 

1.40 

2 24 

1659 A 

30 Ampere, T. P.. D. T. 

1 

10 

26 

1.64 

2.62 


Triple Pole—Unmounted _ Schedule “H” 


1646 

15 Ampere, T. P., S. T. 

1 

25 


$1.04 

$1.66 

1647* 

30 Ampere, T. P., S. T. 

1 

25 


1.30 


1652 

15 Ampere, T. P., S. T., Fusible*. 

1 

25 


1.22 

1.95 

1663* 

30 Ampere, T. P., S. T., Fusible*. 

1 

25 


1.51 

2.42 

1664 

15 Ampere, T. P., D. T. 

1 

10 


1.40 

2.24 

1665* 

30 Ampere, T. P., D. T. 

1 

10 


1.64 

2 62 

1670 

15 Ampere, T. P., D. T., Fusible*. 

1 



1.76 

2.82 

1671* 

30 Ampere, T. P., D. T., Fusible*. 

1 

10 


2.06 



Mounted switches are plain finished, but will be furnished polished on special order at 20 per cent, 
advance. 

Unmounted switches are furnished in polished finish and with back connections suitable for switch¬ 
board 1H inches thick, unless ordered otherwise. Plain finish switches will be furnished on special order 
at the same price. 

A National Electrical Code Standard. *To open length fuses* 

35 Knife Switches. Fuses end Cut-Outs 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


BRYANT BABY KNIFE SWITCHES 


Mfr. No. 1436 

Mfr. No. 1438 

Mfr. No. 1440 


PORCELAIN BASE—125 VOLTS 

Single Pole—Mounted 

Schedule "H” 



Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

15 Ampere, S. P., S. T. 

10 

100 

40 

$0.34 

30 Ampere, S. P., S. T. 

10 

100 

45 

.44 

15 Ampere, S. P., D. T. 

10 

50 

25 

.f0 

30 Ampere, S. P., D. T. 

10 

50 

27 

.74 


Single Pole—Unmounted 


1442 

15 Ampere, S. P., S. T. 

1 

100 

1443* 

30 Ampere, S. P., S. T. 

1 

100 

1448 

15 Ampere, S. P., S. T., Fusible. 

1 

50 

1449* 

30 Ampere, S. P., S. T., Fusible. 

1 

50 

1460 

15 Ampere, S. P., D. T. 

1 

50 

1461* 

30 Ampere, S. P., D. T. 

1 

50 

1466 

15 Ampere, S. P., D. T., Fusible. 

1 

25 

1467* 

30 Ampere, S. P., D. T., Fusible. 

1 

25 


Double Pole—Mounted 



15 Ampere, D. P., S. T. 
30 Ampere, D. P., S. T. 
15 Ampere, D. P., D. T. 
30 Ampere, D. P., D. T. 


■ 


Double Pole—Unmounted 


1444 

1445* 

1450 

1451* 

1462 

1463* 

1468 

1469* 

15 Ampere, D. P., S. T.1 

30 Ampere, D. P., S. T. 

15 Ampere, D. P., S. T., Fusible. 

30 Ampere, D. P., S. T., Fusible. 

15 Ampere, D. P., D. T. 

30 Ampere, D. P., D. T. 

15 Ampere, D. P., D. T., Fusible. 

30 Ampere, D. P., D. T., Fusible. 

1 

1 

1 

1 

1 

1 

1 

1 

100 

100 

50 

50 

50 

50 

25 

25 


Triple Pole—Mounted 


1440 

15 Ampere, T. P., S. T. 

5 

25 

1441* 

30 Ampere, T. P., S. T. 

5 

25 


Triple Pole—Unmounted 


1446 

15 Ampere, T. P., S. T. 

1 

25 

1447* 

30 Ampere, T. P., S. T. 

1 

25 

1452 

15 Ampere, T. P., S. T., Fusible. 

1 

25 

1453* 

30 Ampere, T. P., S. T., Fusible. 

1 

25 

1464 

15 Ampere, T. P., D. T. 

1 

10 

1465* 

30 Ampere, T. P., D. T. 

1 

10 

1470 

15 Ampere, T. P., D. T., Fusible. 

1 

10 

1471* 

30 Ampere, T. P., D. T., Fusible. 

1 

10 


W.E. List 
Each 




0 

100 

65 

$0 42 

0 

100 

70 

.50 

5 

50 

55 

.74 

5 

50 

58 

.90 


Schedule “H” 


$0.67 


Schedule 



Schedule 


Schedule "H” 


$1 44 



Mounted Switches are plain finish, but will be furnished polished on special order at 20 per cent, advance; 
Unmounted Switches are furnished in polished finish and with back connections suitable for switch¬ 
board iyi inches thick, unless ordered otherwise. Plain Finish Switches will be furnished on special order 
at the same price. 

* National Electrical Code Standard* 

Knifa Switch*#, Fuaec and Cut-Outa 36 


36 

















































































Quantity Prices 
Quoted on-Request 


Western Electric 


741 


BRYANT BABY KNIFE SWITCHES 


For Battery and Telephone Circuits 



Mfr. No. 1001 Mfr. No. 974 Mfr. No. 1102 


PORCELAIN BASE TYPE “A” SINGLE POLE Schedule “H” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. | 
List 
Each | 

List 

Price 

Each 

KEaiXHi 

16 Ampere, S. P., S. T. 

10 

100 

25 

mma 

MTEK1 


30 Ampere, S. P., S. T. 

10 

100 

27 

• 44 

.79 


15 Ampere, S. P., D. T. 

10 

50 

18 

l^ll 

.96 

1040 ! 

30 Ampere, S. P., D. T. 

10 

50 

20 

1 .74 | 

1.18 


PORCELAIN BASE—TYPE “A” DOUBLE POLE Schedule “H” 


974 1 

1041 | 

1042 | 

15 Ampere, D. P., S. T. 

15 Ampere, D. P., D. T. 

30 Ampere, D. P., D. T. 

10 

5 

1 

100 

50 

50 

40 

33 

35 




SLATE BASE—TYPE “A” TRIPLE POLE 


Schedule "H” 

1158 

15 Ampere,,T. P., D. T. 

30 Ampere, T. P., D. T. 

. 1 

10 

15 

$1.20 

$1.92 

1159 

1 

10 

17 

1.40 

2.24 


TYPE “A” UNMOUNTED Schedule "H” 


1048 

15 Ampere, S.P..S.T. 

1 

100 


$0 34 

$0.54 

1054 

30 Ampere, S. P., S. T. 

1 

100 


44 

.70 

1050 

15 Ampere, S. F/, D. T. 

1 

50 



.96 

1056 

30 Ampere, S. P., D. T. 

1 

50 


.74 

1.18 

1049 

15 Ampere, D. P., S. T. 

1 

100 


42 

.67 

1055 

30 Ampere, D. P., S. T. 

1 

100 


50 

.78 

1051 

15 Ampere, D. P., D. T. 

1 

50 


74 

1.15 

1057 

30 Ampere, D. P., D. T. 

1 

50 



1.40 

1053 

15 Ampere, T. P., S. T. 

1 

25 


90 

1.40 

1058 

30 Ampere, T. P., S. T. 

1 

25 


1 10 

1.76 

1150 

15 Ampere, T. P., D. T. 

1 

10 


1 20 

1.92 

1151 

30 Ampere, T. P., D. T. . . 

1 

10 


1 40 

2.24 


PORCELAIN BASE—TYPE “B” Schedule “H” 


1245 

15 Ampere, S. P., S. T. 

10 

100 

25 

$0 20 

$0.32 

1246 

30 Ampere, S. P., S. T. 

10 

100 

27 

.30 

.48 

1102 

15 Ampere, D. P., S. T. 

10 

100 

60 

.35 

.56 

1074 

30 Ampere, D. P., S. T. 

10 

100 

65 

.44 

.70 


Mounted Switches are plain finish, but will be furnished polished on special order at 20 per cent, advance. 


Unmounted Switches are furnished in polished finish and with back connections suitable for switch¬ 
board inches thick, unless ordered otherwise. Plain Finish Switches will be furnished on special order 
at the same price. ^oogie 

Knife Switches, Fuse* and Cut-Outs 


37 
































































742 


Western Electric 

DOSSERT WIRE CONNECTORS 
Dossert Solderless Connectors 


Mail Orders Filled 
at Prevailing Prices 


For illustrations of the several types of Dossert Connectors listed below, see preceding page. When 
ordering by list numbers for sizes from No. 14 to No. 0000 always specify whether stranded or solid. 


Type A 2-Way 
Connectors 

Type B 2-Way 
Connectors 


2-Way 

Elbows 

Size 

of 

Cable 

List 

No. 

List 

Price 

Each 

List 

No. 

List 

Price 

Each 

List 

No. 

List 

Price 
’ Each 

List 

No. 

List 

Price 

Each 

*14 to 4 

541816 

$0.80 

541847 

$0.80 

541878 


541909 

$0.80 

* 3 to 1 

541817 

1.00 

541848 

1.00 

541879 


541910 

1.00 

0 

541818 

1.20 

541849 

1.20 

541880 

1.20 

541911 

1.20 

00 

541819 

1.48 

541850 

1.48 

541881 

1.48 

541912 

1.48 

000 

541820 

1.80 

541851 

1.80 

541882 

1.80 

541913 

1.80 

0000 

541821 

2.20 

541852 

2.20 

541883 

2.20 

541914 

2.20 

250000 

541822 

2.60 

541853 

2.60 

541884 

2.60 

541915 

2.60 

300000 

541823 

3.04 

541854 

3.04 

541885 

3.04 

541916 

3.04 

350000 

541824 

3.48 

541855 

3.48 

541886 

3.48 

541917 

3.48 

400000 

541825 

4.00 

541856 

4.00 

541887 


541918 

4.00 

450000 

541826 

4.60 

541857 

4.60 

541888 


541919 

4.60 

500000 

541827 

5.20 

541858 

5.20 

541889 


541920 

5.20 

550000 

541828 

5.80 

541959 

5.80 

541890 


541921 

5.80 

600000 

541829 

6.36 

541860 

6.36 

541891 

6.36 

541922 

6.36 

650000 

541830 

6.88 

541861 

6.88 

541892 

6.88 

541923 

6.88 

700000 

541831 

7.36 

541862 

7.36 

541893 

7.36 

541924 

7.36 

750000 

541832 

7.84 

541863 

7.84 

541894 

7.84 

541925 

7.'84 

800000 

541833 

8.32 

541864 

8.32 

541895 

8.32 

541926 

8.32 

850000 

541834 

8.80 

541865 

8.80 

541896 


541927 

8.80 

900000 

541835 

9.28 

541866 

9.28 

541897 

9.28 

541928 

9.28 

1000000 

541836 

10.00 

541867 

10.00 

541898 


541929 

10.00 

1100000 

541837 

11.00 

541868 

11.00 

541899 

11.00 

541930 

11.00 

1200000 

541838 

12.00 

541869 

12.00 

541900 

12.00 

541931 

12.00 

1300000 

541839 

13.00 

541870 

13.00 



541932 

13.00 

1400000 

541840 

14.00 

541871 

14.00 

541902 

14.00 

541933 

14.00 

1500000 

541841 

15.00 

541872 

15.00 

541903 

15.00 

541934 

15.00 

1600000 

541842 

16.00 

541873 

16.00 


16.00 

541935 

16.00 

1700000 

541843 

17.00 

541874 

17.00 


17.00 

541936 

17 00 

1800000 

541844 

18.00 

541875 

18.00 


18.00 

541937 

18.00 

1900000 

541845 

19.00 

541876 

19.00 


19.00 i" 

541938 

19.00 

2000000 

541846 

20.00 

541877 

20.00 



541939 

20.00 


• Prices of 14 to 4 inclusive, and 3 to 1 inclusive, respectively, are the same, but in ordering state 
exact size wanted, as inner bore of sleeve must be drilled to fit wire to be connected up. 



Insulated Cover 


Insulated Covers for Cable Taps 

List Price 
Each 


For No. 1. 

For No. 0000. 

For No. 300,000 C.M 
For No. 500,000 C.M 


SI. 32 
2.00 
2.20 
4.40 



Detail of Insulating Cover for 3-Way 
Knife Switches, Fuse# and Cut-Outs 


Insulated 3-Way Connector 

Insulating cover for 3-way connector takes wires from No. 14 


No. 4, inclusive. 

List 

List Price 

No. Each 

542172 Insulator and connector complete. $2.50 

542173 Insulator only. 1.30 

542174 Connector only. 1.20 


See page elsewhere for additional sizes of insulating covers. 
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Quantity Prices 
Quoted on Request 



Cable Tap 


Western Electric 743 

DOSSERT WIRE CONNECTORS 



3-Way Y Connector 


Dossert Solderless Connectors 


Cable Taps 

The Cable Tap is used to connect a branch wire, rod oi bleeder to a main wire, rod or feeder. It does 
not splice the main, but simply clamps on to it. 

The Cable Tap can be furnished to connect any size branch wire to any size main wire 

3-Way Connector 

The 3-way is used to make a main line splice and to connect a branch wire at the joint. 

“Y” Connector 

The “Y” is used to make a 3-way splice when the cables are not at right angles to each other. It can 
be furnished to connect any three sizes dr combinations of wire, cable or rod. 

When ordering by list numbers for sizes from No. 14 to No. 0000 always specify whether stranded 
or solid. 


Cable Taps 

3-Way Connector 

“Y” Connector 

Size 

List 

List 

List 

of 

Price 

Price 

Price 

Cable 

Each 

Each 

Each 

*14 to 4. 


$1.20 . 

$1.20 

* 3 to 1. 



1.50 

0. 



1.80 

00. 

2.22 

2.22 ! 

2.22 




2.70 




3.30 

250000. 



3.90 

300000. 

4.56 

4.56 

4.56 

350000. 

5.22 

5.22 

5.22 

400000. 



6.00 

450000. 



6.90 


■ ' "BrSI ' 

7.80 1 

7.80 

550000. 



8.70 

600000. 

9.54 

9.54 

9.54 

650000. 

10.32 

10.32 

10.32 


11.04 

11.04 

11.04 

750000. 

11.76 

11.76 

11.76 


12.44 

12.44 

12.44 




13.20 


13.96 

13.96 

13.96 

1000000. 



15.00 

1100000. 



16.50 

1200000. 



18.00 

1300000. 

19.50 

1 19.50 

19.50 

1400000. 



21.00 

1500000. 



22.50 

1600000. 



24.00 

1700000. 



25.50 

1800000.. 



27.00 

1900000. 


28.50 

28.50 

2000000. 



30.00 


•Prices of 14 to 4 inclusive, and 3 to 1 inclusive, respectively, are the same, but in ordering state exact 
size wanted, as inner bore of sleeve must be drilled exactly to fit wire to be connected up. 
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744 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 



Front Connected Lug 


DOSSERT WIRE CONNECTORS 



Bsck Connected Lug Angle Lug 



Swivel Lug 


Dossert Cast Lugs 

All lugs are regularly furnished with contact surfaces, undrilled, but if desired bolt holes will be drilled 
according to specifications without extra charge. 

When ordering by list numbers for sizes from No. 14 to No. 0000 always specify whether stranded 
or solid. 


Front Connected Lug 

1 

Back Connected Lug 

Angle Lug 

Swivel Lugs Pair 

Size 

of 

Cable 

List 

No. 

List 

Price 

Each 

List 

No. 

List 

Price 

Each 

List 

No. 

List 

Price 

Each 

List 

No. 

List 
Price 
Per Pair 

•14 to 4 

542033 

SO.60 

542064 

$0.60 

5420J5 

SO. 60 

542126 

$1.20 

• 3 to 1 

542034 

.76 

542065 

. 76 

542096 

.76 

542127 

1.52 

0 

542035 

.90 

542066 

.90 

542097 

.90 

542128 

1.80 

00 

542036 

1.12 

542067 

1.12 

542098 

1.12 

542129 

2.24 

000 

542037 

1.36 

542068 

1.36 

542099 

1.36 

542130 

2.72 

0000 

542038 

1.66 

542069 

1.66 

542100 

1.66 

542131 

3.32 

250000 

542039 

1.96 

542070 

1.96 

542101 

1.96 

542132 

3.92 

300000 

542040 

2.28 

542071 

2.28 

542102 

2.28 

542133 

4.56 

350000 

542041 

2.62 

542072 

2.62 

542103 

2.62 

542134 

5.24 

400000 

542042 

3.(X) 

542073 

3.00 

542104 

3.00 

542135 

6.00 

450000 

542043 

3.46 

542074 

3.46 

542105 

3.46 

542136 

6.92 

500000 

542044 

3.90 

542075 

3.90 

542106 

3.90 

542137 

7.80 

550000 

542045 

4.36 

542076 

4.36 

542107 

4.36 

542138 

8.72 

600000 

542046 

4.78 

542077 

4.78 

542108 

4.78 

542139 

9.56 

650000 

542047 

5.16 

542078 

5.16 

542109 

5.16 

542140 

10.32 

700000 

542048 

5.52 

542079 

5.52 

542110 

5.52 

542141 

11.04 

750000 

542049 

5.88 

542080 

5.88 

542111 

5.88 

542142 

11.76 

800000 

542050 

6.22 

542081 

6.22 

542112 

6.22 

542143 

12.44 

850000 

542051 

6.60 

542082 

6.60 

542113 

6.60 

542144 

13.20 

900000 

542052 

6.96 

542083 

6.96 

542114 

6.96 

542145 

13.92 

1000000 

542053 

7.50 

542084 

7.50 

542115 

7.50 

542146 

15.00 

1100000 

542054 

8.26 

542085 

8.26 

542116 

8.26 

542147 

16.52 

1200000 

542055 

9.00 

542086 

9.00 

542117 

9.00 

542148 

18.00 

1300000 

542056 

9.76 

542087 

9.76 

542118 

9.76 

542149 

19.52 

1400000 

542057 

10.50 

542088 

10.50 

542119 

10.50 

542150 

21.00 

1500000 

542058 

11.26 

542089 

11.26 

542120 

11.26 

542151 

22.52 

1600000 

542059 

12.00 

542090 

12.00 

542121 

12.00 

542152 

24.00 

1700000 

542060 

12.76 

542091 

12.76 

542122 

12.76 

542153 

25.52 

1800000 

542061 

13.50 

542092 

13.50 

542123 

13.50 

542154 

27.00 

1900000 

542062 

14.26 

542093 

14.26 

542124 

14.26 

542155 

28.52 

2000000 

542063 

19.00 

542094 

19.00 

542125 

19.00 

542156 

30 00 


* Prices of 14 to 4 inclusive, and 3 to 1 inclusive, respectively, are the same, but in ordering state exact 
size wanted, as inner bore of sleeve must be drilled exactly to fit wire to be connected up. 


Reducers 

Reducers are made in 2-ways and 3-ways. The accompanying cut shows a 
2-way reducer. 

Any combination of reduction can be effected by means of these reducers, and 
they are used to a great extent in connecting solid round busses on switchboards to 
feeder cables. 

To ascertain the list price of a 2-way reducer, take one-half of the price of a 
regular 2-way of the corresponding size of each end. For example: Reducer from 
500000 C.M. to No. 0000. 

Rsducsr 

M of 2-way for 500000 C.M. $2.60 

yi of 2-way for No. 0000. 1.10 

The list price would then be.R'R' 1 .. { . -f . $3.70 
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Western Electric 


745 


DOSSERT WIRE CONNECTORS 



Stud Connector, Type F 


Stud Connector, Type M 


Dossert Solderless Connectors 

Type F 

Stud Connector Type F is used to connect a wire or cable to a stud or threaded rod. 

When ordering Type F Stud Connectors, give diameter and number of threads per inch of stud or rod 
that the connector is screwed onto, the circular millage of cable or gauge number of wire, and state whether 
wire is solid or stranded. 


Type M 

Type M is used to connect wires or cables to flat strips of blocks. 

When ordering Type M Stud Connectors, give diameter and length of stud and number of threads 
per inch, the circular millage of cable or gauge number of wire, and state whether wire is solid or stranded. 

List price of Type F and Type M Stud Connectors same as a two-way of corresponding size less 20%, 
except when special large diameter or length of stud is specified. 



Detail of Insulating Cover Insulated Joint Complete 


Dossert Insulating Covers 


For Use with Connectors 

The material used in the manufacture of this cover is heat-resisting, non-hygroscopic, of gctod dielectric 
strength and mechanically very strong. The arrangement is in two parts, with a threaded coupling and 
shoulders which lock against the ends of the connectors, thus holding firmly in position as shown in above 
sectional view. The cover here, as shown above, is for conductors from No. 0, B. & S. Gauge, to 250,000 cir. 
mils. A wide range of conductor openings is provided to accommodate various thicknesses of insulation. 
This cover can be furnished for a number of types and sizes of Dossert connectors. 


List 

List Price 

No. Description Each 

542157 Connector and cover for No. 1 to No. 14 C.M. Conductor. $1.52 

542209 Connector and cover for No. 4 to No. 14 Conductor. 1.20 

542158 Connector and cover for No. 0 Conductor.. 2.12 

542159 Connector and cover for No. 00 Conductor. 2.40 

542160 Connector and cover for No. 000 Conductor.. 3.00 

542161 Connector and cover for No. 0000 Conductor. 3.40 

542162 Connector and cover for 250,000 C.M. Conductor. 3.80 


Grounding Device 



Grounding Device 


The Grounding Cap is used for connecting ground wires to the end of a pipe. 
One end of the cap is threaded to take a stranded gas pipe, while the other end is 
fitted with a compression nut and tapered sleeve, by means of which the wire is 
connected to cap. 

When ordering, give size of gas pipe and circular millage or gauge number of 
wire, and state whether stranded or solid conductor. 

List 


List 


Size Pipe 

Price 

No. 

Size Wire 

Inches 

Each 

542163 

No. 14 to 1 

X 

$0.96 

542164 

No. 14 to 1 

Vi 

.88 

542165 

No. 14 to 1 

X 

1.24 

542166 

No. 14 to 1 

1 

1.50 

542167 

No. 0 to 0000 

Vi 

1.50 

542168 

No. 0 to 0000 

X 

1.60 

542177 

No. 0 to 0000 

. 

1.70 


10 i. V V W VWV/ A * V 

Any other sizes desired will be made according to specifications. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



DOUBLE POLE, 30 AMPERES, 125 VOLTS Schedule “I” 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

■MSI 

Fuses at the top. 

1 

100 

170 

$0.90 

$1.80 


Fuses at the bottom. 

1 

100 

170 

.90 

1.80 


TRIPLE POLE, 30 AMPERES, 125 VOLTS 


Schedule “I” 

■TltM 

Fuses at the top, same style handle as No. 16951 

1 

50 

150 

$1.40 

1 $2.80 

1986 A 1 

Fusesat the bottom, same style handleasNo. 16951 

1 

50 

150 

1.40 

2.80 


DOUBLE POLE, 30 AMPERES, 125 VOLTS 


Schedule “I” 

*16‘J2 A 

Fuses at the top. 

1 1 1 



$1.00 

$2.00 

*1985 A 

Fuses at the bottom. 




1.00 

2.00 



Bryant Panel Switches 

30 Ampere, Double Pole, Single Branch 


Schedule “1* 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

BIB 

BB 

Mfrs. 

list 

Each 

W. E. 
List 
Each 

HrrrnH 

Fuses at the top. 

1 

100 

210 

S1.C0 



Fuses at the bottom.‘. 

1 

100 

210 

1.00 



30 Ampere, Double Pole, Double Branch 


Schedule “l” 


For Vertical Mains. 

1 

50 

180 

$2.00 

$4.00 


For Horizontal Mains. 

1 

50 

180 

2.00 

4.00 


30 Ampere, T. P. to D. P., Double Branch 


Schedule “I” 

KTjTCQg 

For Vertical Mains. 

1 

50 

220 

$2.10 

$4.20 


For Horizontal Mains. 

1 ’ 

50 

220 

2:i0 

4.20 


30 Ampere, Double Pole, 

Single Branch 


Schedule “I" 


Fuses at the top. 

1 

50 

130 

$1.10 

$2.20 


Fuses at the bottom. 

1 

50 

130 

1.10 

2.20 


• These Switches were approved for use on 250-Volt circuits prior to the change of rules adopted by 
the Underwriters* National Electrical Association at their meeting of March, 1909. We continue to list 
them as they have greater spacings than the 125-Volt switches of the same description listed above, and 
may, on that account, be preferred by some, although it will be understood that they will only be 
approved when installed on circuits of 125 volts and under. 

* National Electrical Code Standard. 
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Quoted on Request Western Electric 747 

PERKINS PANEL SWITCHES 



No. 2700 No. 2599 No. 2300 


Perkins Panel Switches 


Schedule “H” 


Each branch is fitted with a 10 ampere double pole switch, which is mounted on a separate base and 
may be removed without disturbing either main or branch connections. These switches may be installed 
in any standard cabinet having a minimum depth of 3 inches. 


List 

No. 

2698* 

2699* 

2700* 


2598* 

2599* 

2600* 


2400* 

2300* 

2360* 


WITH CONNECTIONS FOR PLUG FUSES—10 AMPERES, 125 VOLTS 


*With Dead Fronts and Push Button Switches 

Carton Std. Pkg. Pkg. Wt 


Double pole, single branch. 6M s 3 inches. 1 10 

Double pole, double branch, 10J4 x 3 inches. 1 10 

Triple to double pole, double branch, 11 % x 3 inches 1 10 

♦With Dead Fronts and Rotary Switches 

Rouble pole, single branch. 6J£ x 3 inches. 1 10 27 

Double pole, double branch. 10J4 x 3 inches. 1 10 45 

Triple to double pole, double branch, 115^ x 3 inches. .1 10 45 

With Open Fronts and Rotary Switches 

Double pole, single branch, 6^ x 3 inches.. 1 10 15 

Double pole, double branch, 10 l A x 3 inches. 1 10 17 

Triple to double pole, double branch, 115^ x 3 inches. .1 10 20 


Mfr’s. 

List 

Each 

$2 25 
3.50 
3.75 


$2 00 
2.50 
3.25 


$1.60 
2.25 
3 00 


List 

Price 

Each 

$3.60 

5.60 

6.00 


$3.20 

4.00 

5.20 


$2.56 

3.65 

4.80 



No. 2685 No. 2688 No. 2535 


Perkins Panel Switches 


WITH CONNECTIONS FOR CARTRIDGE FUSES—10 AMPERES. 250 VOLTS 



♦With Dead Fronts and Push Button Switches 


Mfr’s. 

List 

List 





List 

Price 

No. 


Carton 

Std. Pkg. 

Pkg. Wt. 

Each 

Each 

2684* 

Double pole, single branch, 7^x3 inches. 

1 

10 

# # 

$2 25 

$3.65 

2685* 

Double pole, double branch, 12 ft x 3 inches. 

1 

10 


3.50 

5.60 

2686* 

Triple to double pole, double branch, 14 x 3 inches.... 

1 

10 


3.75 

6.00 


♦With Dead Fronts and Rotary Switches 




2687* 

Double pole, single branch. x 3 inches. 

1 

10 


$2.00 

$3.20 

2688* 

Double pole, double branch, 12 x 3 inches. 

1 

10 


3.00 

4.80 

2689* 

Triple to double pole, double branch, 14x3 inches.... 

1 

10 


3.25 

5.20 


With Open Fronts and Rotary Switches 




2534* 

Double pole, single branch, 7 l /$ x 3 inches. 

1 

10 

27 

$1.60 

$2.56 

2535* 

Double pole, double branch, 12 fj x 3 inches. 

1 

10 

45 

2.25 

3.65 

2536* 

Triple to double pole, double branch, 14 x 3 inches.... 

1 

10 

45 

3 00 

4.80 


MECHANISMS 






2595* 

Rotary, without handle. 

. 10 

100 

,. 

$0.71 

$1.14 

2523* 

Push button. 

. 10 

50 


.80 

1.28 


♦The covers of these switches are steel, lined with insulating material. Each cover has an overhang¬ 
ing edge which engages with the cover of the adjoining switch, thereby effectively preventing accidental 
contact with any live parts. Covers are the same length as the bases. Orders wifi regularly be filled with 
switches having dull black covers. White enamel covers will be supplied when specified without extra 
charge. All other finishes on covers, add to list price $1.20. To Mfrs. List $0.50. 

*National Electrical Code Standard. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“D & W” ENTRANCE CUT-OUTS 

NATIONAL ELECTRICAL CODE STANDARD 



Mfr. No. 25050 Mfr. No. 25051 


60 Amperes, 250 Volts 

For Cartridge Fuses 


List 

No. 

Ampere 

Capacity 

Volts 

Description 

Std. 

Pkg. 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

•List 

Price 

Each 

25050 

31-60 

125 

Double Pole. 

10 

42 lbs. 

$195 

2.80 

$3.90 

25051 

31-60 

125 

Triple Pole. 

5 

30 lbs. 

5.GO 






Mfr- No. 25028 


Mfr. No. 25029 


30 Amperes, 125 Volts 

For Plug Fuses 


List 

No. 

Ampere 

Capacity 

Volts 

Description 

Std. 

Pkg. 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

■■ 

g 

25028 

30 

125 

Double Pole. 

100 

150 

$0 90 

wm 

25029 

30 

125 

Double Pole, Single Branch. 

100 

190 

1.00 

■KB 



•Delivery F. O. B. Factory, Providence, R. I. For warehouse deliyeii£§ write nearest house. 
Knife Switches, Fuses end Cut-Outs 39 
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“D & W” ENTRANCE CUT-OUTS AND SWITCH BOXES 

NATIONAL ELECTRICAL CODE STANDARD 




Mfr. No. 25030 


Mfr. No. 25031 


30 Amperes, 125 Volts 


For Plug Fuses 


List 

No. 

Ampere 

Capacity 

Volts 

Description 

Std. 

Pkg. 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

•List 

Price 

Each 

*25030 

30 

125 

Double Pole. 

100 

200 

$1.00 

1.40 

$1.60 

2.24 

25031 

30 

125 

Triple Pole. 

50 

175 


• These Cut-outs, are spaced and were formerly approved for 250 Volts. 




Mfr. No. 25022 
For Conduit Connection 


Mfr. No. 25033 
For Open Wiring 


Switch Boxes with Cut-outs 

With Cover Hinged on End 


List 

No. 

Type 

Ampere 

Capacity 

Volts 

* Description 

Std. 

Pkg. 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

•List 

Price 

Each 


J-6 

30 

125 

Double Pole. 

25 

loO 


$3.96 


Msm 

30 

125 

Double Pole. 

25 

225 

3.50 

4.62 



30 

125 

Triple Pole. 

25 

340 


5.28 


With Cover Hinged on Side 


25032 

J 

30 


Double Pole. 

25 

160 


$3.96 

25033 

J-2 

30 

ImmM 

Double Pole. 

25 

225 


4.62 

25034 

J-3 

30 

HEj 1 

Triple Pole. 

25 

340 


5.28 


•Delivery F. 0. B. Factory, Providence, R. I. For warehouse deliveries write neared house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


BRYANT CUT-OUTS 


30 Amperes, 125 Volts 




Mfr. No. 62569 


Mfr. No. 62965 



Mfr. No. 61935 



Mfr. No. 8020 


Plug Cut-outs Schedule “I M 


List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

62569* 

Single Pole, Main. 

— 

150 

70 

$0.18 

$0.36 

.60 

62965* 

Double Pole, Main. 

— 

150 

• 100 

.30 

61935* 

Double Pole, Single Branch. 

■■ 

100 

95 

.32 

.64 

8020 A 

Double Pole, Single or Double Cross-over Branch.. 

WKm 

150 

165 

.36 

.72 



Mfr. No. 62587 


Mfr. No. 62199 


Mfr. No. 62165 




Plug Cut-outs Schedule “I” 


Listi 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

62587 A 

Double Pole, ^Double Branch. 


100 

1G0 

$0.62 

$1.24 

62199 A 

Triple to Double Pole, Double Branch. 


100 

170 

.64 

1 28 

62165 A 

Triple Pole, Main. 


100 

102 

.44 

.88 



Mfr. No. 8042 



Mfr. No. 62135 



No. 559 (1 Actual Size) 
Illustrating Method of Using 
Plug No. 559 


Plug Cut-OUtS Schedule “I” 


"List 

No. 

Description 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 


8042* 

Triple Pole, Single Branch. 

i 

75 

195 

$0.62 


62135* 

Triple Pole, Double Branch. 

i 

50 

150 

.90 






Schedule “H” 


550 4 

Short circuiting plug for service cut-outs and entrance 






switches. 

75 

300 

$0.05 

$0.12 


* National Electrical Code Standard. 
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Quantity Prices 
Quoted on Request 


Western Electric 

FUSE LINKS AND WIRE 


751 



Standard Car Fuses 

These fuses are made with copper terminals and flat fuse strips. Length, center to center of slots, 
2)4 inches. Standard package contains 100 fuses. 


List 

Ampere 


List Pride 

List 


Ampere 

List Price 

No. 

Capacity 

Style 

per 100 

No. 

Style 

Capacitv 

per 100 

541411 

50 

Round 

$7.00 

541415 

Flat 

150 ' 

$8.40 

541412 

75 

Flat 

7.00 

541416 

Flat 

200 

10.00 

541413 

100 

Flat 

7.00 

541417 

Flat 

225 

12.00 

541414 

125 

Flat 

8.40 

541418 

Flat 

250 

12.00 



Round Fuse Wire 

Y% to 200 Amperes 


List 

No. 

Safe Carrying 
Capacity 
Amperes 

Best Lengths for Use, and 
Fusing Currents for such Lengths. 

Lgth. per Lb. 

Mils. 

Diam. 

One Package 
Contains 

List Price 
per Lb. 

Inches 

Amperes 

Ft. 

In. 

3500 

l A 

l Vi 

H 

10800 


5 

2 oz. 

• 

3501 

A 

m 

l, T » 

2700 



2 oz. 


3502 

Vi 

VA 

3 A 

950 


17 

2 oz. 

$5.50 

3503 

% A 

1A 

3/„ 

810 


18 H 

8 oz. 

5.50 

3504 

1 

VA 

4 A 

670 



8 oz. 

2.20 

3505 

1J'2 

VA 

5A 

510 


23 

8 oz. 

2.10 

3506 

2 

Vi 

6 

430 


25 

8 oz. 

2.10 

3507 

3 

VA 


370 


27 

8 oz. 

2.00 

3508 

4 

VA 

8 

300 


30 

1 lb. 

2.00 

3509 

5 

2 

9 

220 


35 

1 lb. 

2.00 

3510 

6 

2 

10 A, 

185 


38 

1 lb. 

1.70 

3511 

7 

2 

m 

140 


44 

1 lb. 

1.70 

3512 

8 

2 


120 


47 

1 lb. 

1.60 

3513 

9 

2 

17 

93 


54 

1 lb. 

1.60 

3514 

10 

2 

19 A 

80 


58 

1 lb. 

1.60 

3515 

12 

3 

19 

70 


62 

1 lb. 

1.60 

3516 

14 

3 

21 

60 


68 

1 lb. 

1.60 

3517 

15 

3 

22^2 

52 


70 

1 lb. 

1.50 

3518 

16 

3 

24 

49 


75 

1 lb. 

1.50 

3519 

18 

3 

27 

43 


80 

1 lb. 

1.50 

3520 

20 

4 

27 

36 


85 

1 lb. 

1.50 

3521 

25 

4 

30 

32 


90 

1 lb. 

1.50 

3522 

30 

4 

35 

26 


100 

1 lb. 

1.50 

3523 

35 

4 

40 

22 


110 

1 lb. 

1.50 

3524 

40 

4 

46 

18 


120 

2 lbs. 

1.50 

3525 

45 

4 

49 

17 


125 

2 lbs. 

1.50 

3526 

50 

4 

63 

12 

6 

145 

2 lbs. 

1.50 

3527 

60 

5 

70 

10 

3 


2 lbs. 

1.40 

3528 

70 

5 

78 

9 


175 

2 lbs. 

1.40 

3529 

75 

5 

83 

8 

3 


2 lbs. 

1.40 

3530 

80 

5 

88 

7 

6 


2 lbs. 

1.40 

3531 

90 

5 

94 

6 

8 


2 lbs. 

1.40 

3532 

100 

5 

110 

5 

6 

220 

2 lbs. 

1.40 

3554 

125 

5 

135 

4 

2 

255 

5 lbs. 

1.40 

3555 

150 

5 

165 

3 

2 


5 lbs. : 

1.40 

3556 

175 

5 

200 

2 

5 

330 

5 lbs. 

1.40 

3557 

200 

5 

240 

1 

11 

365 

5 lbs. 

| 1.40 


fusible metal from abrasion or other mechanical injury; these are then placed in small cans tnat are properly 
labeled and sealed so that fuse wire may be stored away for an indefinite time without the slightest depre¬ 
ciation in quality or appearance. For the number of feet per pound, in mils, and the proper 

length to obtain best results at rated capacity, see above. 
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Western Electric 

FUSE RIBBON AND LINK FUSES 


Mall Orders Filled 

at Prevailing Prices 



Fuse Ribbon 


List 

No. 

Carrying Capacity 
Amperes 

Standard Length 
Inches 

Size in 

Inches 

Feet per 

Lb. 

List Price 
per Lb. 

35315. 

50 

4 

.36 x .047 

13 

$1.20 

35325. 

60 

4 

.44 x .047 

10 

1.20 

3533. 

70 

4 

.47 x .047 

9.55 

1.20 

3534. 

75 

4 

.50 x .047 

9.1 

1.20 

3535. 

80 

4 

.375 x .078 

7.1 

1.20 

3536. 

90 

4 

.44 x .078 

6.1 

1.20 

3537. 

100 

4 

.44 x .094 

5.2 

1.00 

3538. 

115 

4 

.375 x .125 

4.4 

1.00 

3539. 

125 

4 

.50 x .094 

4.4 

1.00 

3540. 

150 

4 

.57 x .094 

4 

1.00 

3541. 

175 

4 

.64 x .094 

3.5 

1.00 

3542. 

190 

4 

.75 x .094 

3 

1.00 

3543.. 

200 

4 

.875x .094 

2.6 

1.00 

3544. 

225 

4 

1. x .094 

2.2 

1.00 

3545. 

250 

4 H 

1. x .110 

1.9 

1.00 

3546. 

275 

4'A 

1. x .130 

1.65 

1.00 

3547. 

300 

4'A 

1. x.150 

1.4 

1.00 

3548. 

350 

4'A 

1.94 x .075 

1.43 

1.00 

3549.. 

400 

4 A 

1. x .20 

1.1 

1.00 

3550. 

450 

4'A 

1.125 x .20 

.97 

1.00 

3551. 

500 

4'A 

1.25 x .20 

.85 

1.00 

3552. 

550 

4'A 

1.37 x .20 

.78 

1.00 

3553.. 

600 

4'A 

1.50 x 20 

.70 

1.00 


Standard package 10 lbs. assorted. 




3 A Terminal. Slot A Inch 
5 A Terminal. Slot H Inch 

4 A Terminal. Slot K Inch 


4 A Terminal. Slot f j Inch 
8 A Terminal. Slot H Inch 
1 B Terminal. Slot H Inch 


2.4 B Terminal. Slot A Inch 
10 C Terminal. Slot % Inch 


Open Link Fuses 

“A” terminals have one slot parallel and one slot perpendicular to the center line of the link, “B” 
terminals have both slots parallel and * C” terminals, both perpendicular to center line. Made in all styles 
except where specially noted. 


List Price per 100 


List 


No. 

1V 2 Inch 3 l /4 Inch 

5 Inch 

No. 

Amperes Terminal 

Centers Centers 

Centers 

541474 

1-5 

1 B 

$4.CO $6.00 

$8 00 

541475 

5-30 

2HB 

600 8.00 

10.00 

541476 

35-100 

3 

6 CO 10.00 

12.00 

541477 

35-100 

4 

800 12.00 

16.00 

Standard package: 100 of one size. 





List Price 

per 100 

List 


No. 

5 Inch 

8 Inch 

No. 

Amperes 

Terminal Centers 

Centers 

541482 

100- 400 

8 

$.50.00 

$80.00 

541483 

410- 600 

8 

80 00 

120.00 

541484 

610- 800 

8 

110.00 

160.00 

541485 

810-1000 

8 

150.00 

200.00 


Standard package: 25 assorted. 


List Price per 100 

List No. 2H Inch 5 Inch 8 Inch 

No. Amperes Terminal Centers Centers Centers 
541478 25-100 5 $20 00 $30.00 $40.00 

541479 110-200 5 or 6 24.00 36.00 48.00 

541480 210-400 6 30.00 45.00 60.00 

541481 410-600 6 45.00 60 00 80.00 

Standard package: 50 of assorted sizes. 


List Price per 100 


.List 


No. 

4 Inch • 

8 Inch 

No. 

Amperes 

Terminal 

Centers 

Centers 

541486 

100- 200 

10C 

$80.00 

$1*20.00 

541487 

210- 400 

10C 

90.00 

140.00 

541488 

410- 600 

10C 

100 00 

160 00 

541489 

610- 800 

10C . 

120.00 

180.00 

541490 

810-1000 

IOC 

150.00 

200.00 


Standard package: 25 assorted. 
Prices on larger sizes on application. 


r.ir. 



































Quantity Prices 
Quoted on Request 


Western Electric 

FUSE PLUGS 


753 



No. 66341 Palate No. 2203 Palate No. 203 Paiste No. 200 Cross Section View 

Mica Cap Fuse Plug Complete Fusette Holder “Paiste Fusette” 


Bryant “Pyrotite” Fuse Plugs Schedule “I” 


List 

Capacity Std. Pkg. Wt. Mfrs. List 

'-W. E. List—» 1 

List 

Capacity 

Std. Pkg.Wt. Mfrs. List 

^-W. E. List—- 

No. 

Amperes 

Pkg. 

Lbs. 

Each 

Each 

per 100 

No. 

Amperes 

Pkg. 

Lbs. 

Each 

Each 

per 100 

66327* 

3 

500 

45 

$0*07 

$0.30 

$5.25 

66335 4 

15 

500 

45 

$0 07 

$0 30 

$5.25 

66329* 

6 

500 

45 

.07 

.30 

5.25 

66337* 

20 

500 

45 

.07 

.30 

5.25 

66331* 

10 

500 

45 

.07 

30 

5.25 

66339* 

25 

500 

45 

07 

.30 

5 25 

66333* 

12 

500 

45 

.07 

.30 

5.25 

66341* 

30 

500 

45 

07 

30 

5 25 


Carton quantity for fuse plugs is 100. 

The above fuses can also be furnished with solid brass caps on special order. Add to W. E. List Price, 
$0.009. To Mfrs List* SO. 005, 

For Plug Fuses with Special Finish Caps, add to W. E. Lial Price $0.05. To Mfrs. List SO. 03. 

* National Electrical Code Standard. 

Paiste “Fusette” Fuse Plugs 

This fuse plug consists of two parts; the interchangeable holder, into which will fit all the fusettes from 
3 amperes to 30 amperes, and the fusette or fuse carrying part. 


Fuse Plug Complete 


List 

Capacity 

Carton 

Std. Mfrs. List 

W. E. List^ 1 

List 

Capacity 

Carton 

Std. 

Mfrs. List 

—W. E. List—. 

No. 

Amperes 

Quantity 

Pkg. 

Each 

Each 

per 100 

No. 

Amperes Quantity Pkg. 

Each 

Each 

per 100 

2203 

3 

50 

500 

SO.07 

$0.30 

$5.25 

2215 

15 

50 

500 

SO.07 

$0.30 

$5.25 

2206 

6 

# 50 

500 

.07 

.30 

5.25 

2220 

20 

50 

500 

.07 

.30 

5:25 

2210 

10 

50 

500 

.07 

.30 

5.25 

2225 

25 

50 

500 

.07 

.30 

5.25 

2212 

12 

50 

500 

.07 

.30 

5.25 

2230 

30 

50 

500 

.07 

.30 

5.25 


Fusette Only 


203 

3 

50 

500 

SO. 05 

.24 

4.00 

215 

15 

50 

500 

.05 

.24 

4 00 

206 

6 

50 

500 

.05 

.24 

4.00 

220 

20 

50 

500 

.05 

.24 

4.00 

210 

10 

50 

500 

.05 

.24 

4.00 

225 

25 

50 

500 

.05 

.24 

4.00 

212 

12 

50 

500 

.05 

.24 

4.00 

230 

30 

50 

500 

.05 

.24 

4.00 



Holder Only 

Carton Mfrs. 

List Quan- Std. List W. E. List-^ 

No. Description tity Pkg. Each Each per 100 
200 Holder only. 50 500 SO.04 $0.20 $3.00 


G. E. Enclosed Fuse Plugs 


SIX-IN-ONE FUSE PLUG 


list 


Wt. 

Std. Mfrs. List W. E. List 

W. E. Ust 

No. 


Pkg. 

Pkg. Each Each 

per 100 

542210 

Six-in-one fuse plug (Made in 3, 6,10,15, 20, 
25 or 30 amperes maximum voltage). 

10 

500 $0:1^ 

$42.00 


44 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



List No. 190 


“D & W” PLUG FUSE CASES AND FUSES 
Plug Fuse Cases 

NATIONAL ELECTRICAL CODE STANDARD 

0-60 Amperes, 125 Volts 


These fuse cases are made in two types, No. 190, 0-30 amperes, being designed for 
standard cartridge fuses within its range, and No. 191, 31 to 00 amperes, designed for 
standard cartridge fuses within that range._ 


List 

No. 

Amp. 

Cap. 

For Fuses 

Carton 

Quantity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 

list 

Each 

190 

0-30 

N. K. C. Std. 

25 

100 

17 

#0.18 

$0 28 
.56 

191 

31-00 

N. E. O. Std. 

25 

100 

50 

.36 




Before Blowing 



List No. 410 


After Blowing 



Type “C” Indicating Plug'.Fuges 

3-30 Amperes, 125 Volts 


These plug fuses are designed for standard Edison plug cut-outs, r and afford a positive indication 
when the fuse has blown. These fuses may be reloaded._ 


List 

No. 

Amp. 

Capac¬ 

ity 


Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

List 

No. 

Amp. 

Capac¬ 

ity 

Carton 

Quan¬ 

tity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E 

Liat 

Each 

403 

3 

25 

100 

n 

$0.43 

$0 67 

412 

12 

25 

100 

9 

SO. 43 


404 

4 

25 


u 

.43 

67 

415 

15 

25 

100 

9 

.43 

HTr! 

405 

5 

25 


Hi 

.43 

.67 

418 

18 

25 

100 

9 

.43 


400) 

6 

25 


9 

43 

67 

mm 


25 

100 

9 

.43 

WBH 

408 

8 

25 


9 

43 

67 

425 

25 

25 

100 

9 

.43 


410 

10 

25 

100 

9 

.43 

67 

430 

30 

25 

100 

9 

.43 

.67 


Above can be reloaded for W. E. List each $3.50, at Mfrs. List for 80. 25. 



3-30 Amp. 35-75 Amp. 


Type “B” Plug Fuses 

3-75 Amperes, 250 Volts Old Code 


These fuse cartridges are for use in connection with Old Code Type B plug fuse cases, and are made 
in ranges of from 3 to 30 amperes, designed for 30 ampere, and from 35 to 75 amperes, designed for 75 
ampere cases. 


List 

No. 

Amp. 

Capac¬ 

ity 

Carton 

Quan¬ 

tity 

Std. 

Pkg. 

Pkg. 

wt. 

Lbs. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

List 

No. 

Amp. 

Capac¬ 

ity 

Carton 

Quan¬ 

tity 

Std. 

Pkg. 

Pkg. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

W.E 

List 

Each 

103 

3 

50 

100 

3 

$0.18 

$0.28 

E£il 

30 

50 

100 

3 


$08 

104 

4 

50 

100 

3 

..18 

.28 

B 1 

35 

25 

100 

12 

.35 

55 

105 

5 

50 

100 

3 

.18 

28 

■ 3 

40 

25 

100 

12 

.35 

55 

106 

6 


100 

3 

.18 

28 

145 

45 

25 

100 

12 

.35 

.55 

108 

8 


100 

3 

.18 

28 

150 

50 

25 

100 

12 

.35 

55 

110 

10 

50 

100 

3 

.18 

.28 

155 

55 

25 

100 

12 

.35 

.55 

112 

12 

50 

100 

3 

.18 

.28 

160 


25 

100 

12 

.35 

55 

115 

15 

50 

100 

3 

.18 

28 

165 

65 

25 

50 

|KH 


1.40 

118 

18 

50 

100 

3 

.18 

.28 

170 


25 

50 

6 

■Fr 

1.40 

120 

20 

50 

100 

3 

.18 

.28 

175 

75 

25 

50 

6 

.90 

1.40 

125 

25 

50 

100 

3 

.18 

.28 



Digitize 

by VjV 


1 
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“D & W” INDICATING ENCLOSED FUSES 

NATIONAL ELECTRICAL CODE STANDARD 

The mechanical design of “D <fe W” fuses has been rendered as nearly correct in all particulars as 
possible to conform to the requirements of the National Electrical Code. Exceptionally heavy fibre tubes 
with extra long caps are used throughout. Where extreme rigidness is required, as in large fuses, the tubes 
are fitted inside with steel reinforcing rings which are so placed as to receive the ends of all the screws which 
hold on the fuse caps. The strength ana rigidity obtained by passing these machine screws into the steel 
bands within the fibre tubes enable the fuse to withstand great mechanical abuse and the severest electrical 
conditions. 

A special feature of “D & W” fuses is, that whenever possible, the copper terminal wires in the 
fusible links are fastened together so as to be both mechanically and electrically continuous, even before 
the application of solder. 

An important and distinctive feature of “D & W” fuses is the so-called “Bull's-eye Indicator.” 
The location of the indication is absolutely defined and the indication itself is extremely distinct, not re¬ 
quiring close inspection as is the case with other types. 



Construction of Fuses from 3 to 60 Amperes 


3 to 60 Amperes, 250 Volts 


List 

No. 

Ampere 

Capacity 

Length 

Inches 

Carton 

Quantity 

Std. 

Pkg. 

Quantity 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

W. E. 

List 

Each 

Reload 

Price 

Each 

V*or 30 Ampere Cut-Outs 


3 

2 

10 

100 

4 lbs. 




91126 

4 

2 

10 

100 

4 lbs. 

.25 

.36 

W 

91127 

5 

2 

10 

100 

4 lbs. 

.25 

.36 


91128 

6 

2 

10 

100 

4 lbs. 

.25 

.36 

CQ 

91130 

7 

2 

10 

100 

4 lbs. 

.25 

.36 

i-3 

91131 

8 

2 

10 

100 

4 lbs. 

.25 

.36 


91132 

9 

2 

10 

100 

4 lbs. 

.25 

.36 

E 

91133 

10 

2 

10 

100 

4 lbs. 

.25 

.36 

w 

91134 

12 

2 

10 

100 

4 lbs. 

.25 

.36 

« 

91135 

15 

2 

10 

100 

4 lbs. 

.25 

.36 

H 

91136 

20 

2 

10 

100 

4 lbs. 

.25 

.36 

O 

91137 

25 

2 

10 

100 

4 lbs. 

.25 

.36 

£ 

91138 

30 

2 

10 

100 

4 lbs. 

.25 

.36 



For 60 Ampere Cut-Outs 


91139 

35 

3 




100 

10 lbs. 

mimm 

$0.50 


91140 

40 

3 



10 

100 

10 lbs. 


.50 

/-s —l »-H 

91141 

45 

3 



10 


10 lbs. 


.50 

91143 

50 

3 


\ 


100 

10 lbs. 


.50 


91146 

55 

3 

* 


10 


10 lbs. 

. 35 

.50 

91147 

60 

3 



10 


10 lbs. 

.35 

.50 




Construction of Fuses from 65 to 100 Amperes 


65 to 100 Amperes, 250 Volts 




Length 

Inches 

Carton 

Quantity 

Std. 

Pkg. 

Quantity 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

W.E. 

List 

Each 

Mfrs. 

Reload 

Each 

W. E. 
Reload 
Each 



65 

5/^ 

5 

50 

14 lbs. 

SO. 90 

$1 30 

$0.60 

$0 86 

91150 

70 

5V» 

5 

50 

14 lbs. 

.90 

1 30 

.60 

.86 

91151 

75 

5Vs 

5 

50 

14 lbs. 

.90 

1.30 

.60 

.86 

91152 

80 

5% 

5 

50 

14 lbs 

.90 

1.30 

.60 

.86 

91153 

85 

5 Ji 

5 

50 

14 lbs. 

.90 

1.30 

.60 

.86 

91154 

90 

5Vs 

5 

50 

14 lbs. 

90 

1.30 

.60 

.86 

91155 

95 

5% 

5 

50 

14 lbs. 

.90 

1.30 

.60 

.86 

91156 

100 

514 

5 

50 

14 lbs. 

90 

-v 1 30 

.60 

.86 


Refilled Fuses 

It should be noted that fuses refilled by others than the original or approved manufacturers are not 
approved by the National Board of Fire Underwriters. Fuses returned to their original manufacturers 
for refilling come under the approval of the National Board of Fire Underwriters anoEf^m^(tibB0ame atten¬ 
tion and care as new fusee. 


47 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“D & W” INDICATING ENCLOSED FUSES 

NATIONAL ELECTRICAL CODE STANDARD 



Construction of Fuses from 110 to 1000 Amperes 


110 to 1000 Amperes, 250 Volts 


List 

No. 

•Ampere 

Capacity 

Length 

Inches 

Carton 

Quantity 

Md. 

Pkg. 

Quantity 

Pkg. 

Net 

Wt 


■EXB 

HOES 

Mfrs. 

Reload 

Each 

W. E. 

Reload 

Each 

For 200 Ampere Cut-Outs 

91157 


7 > 8 

5 


IliB Kfl • 

$2 00 

$2.88 

K1IJKIW 

WT <ZJ 

91158 


7Vs 

5 



2 00 

2.88 

■RSI 

mm ?? 

91161 

125 

7 Yi 

5 


lliBTll 

2.00 

2.88 

IWEiil 

WSS ?! 

91162 

150 

7 y» 

5 


iH(t] •" 

2 00 

2.88 

.90 


91163 

175 

7 K 

5 


Hl^l III •" 

• 2.00 

2.88 

.90 


91164 

200 

7V% 

5 


7" 

2.00 

2.88 

.90 

mM 


For 400 Ampere Cut-Outs 


91165 

■ ■ 

8% 

5 

25 1 

40 lbs. 

$3. GO 

$5.18 


$2.16 

91166 

■ 

SH 

5 

25 

40 lbs. 

3.60 

5.18 


2.16 

91167 

K3H 

8% 

5 

25 

40 lbs. 


5 18 

| ■ | 

2.16 

91168 

300 

8H 

5 

25 

40 lbs. 

3.60 

5.18 

■RSS1 

2.16 

91169 

325 

8% 

5 

25 

40 lbs. 


5.18 

fl 

2.16 

• if 

350 

8% 

5 

25 

40 lbs. 

3.60 

5.18 

silffip 

2.16 

I* a ra^Hlf 

375 

8 !X 

5 

25 

40 lbs. 

3.60 

5.18 

1.50 

2.16 


400 

8% 

5 

25 

40 lbs. 

3 60 

5.18 

1.50 

2.16 


For 600 Ampere Cut-Outs 


91173 

450 

10H 

1 

10 

Hire 

$5 50 

$7.92 

$2.00 

$2.88 

91174 

500 

W's 

1 

10 


5.50 

7.92 

2.00 

2.88 

91175 

550 

10H 

1 

10 


5.50 

7.92 

2.00 

2.88 

91176 

600 

10 H 

1 

10 

wSm 

5.50 

7.92 

2.00 

2.88 


•For 800 Ampere Cut-Outs 


ES&H 

650 

mam 

1 

10 

mmm 

$12.00 

$18.72 

$4 00 

$6.24 


700 

myM 

1 

10 

Kiss 

12.00 

18.72 

4.00 

6.24 



mtm 

1 

10 


12 00 

18.72 

4.00 

6.24 



WM 

1 

10 

BIB 

12 00 

18.72 

4 00 

6.24 


•For 1000 Ampere Cut-Outs 



850 

12Vg 

1 

10 

T» 

$15 00 

$23.40 

$5 00 

$7.80 

J i JsA^K-; 

900 

12H 

1 

10 

Kill 

15.00 

23.40 

5 00 


; ftsi 1 

950 

12^ 

1 

10 


15.00 

23.40 

5 00 

TO 


1000 

l2Vs 

1 

10 

HI 

15.00 

23 40 

5.00 

mm 


•Underwriters' published approval only includes up to 600 amperes. 


Refilled Fuses 

It should be noted that fuses refilled by others than the original or approved manufacturers are sot 
approved by the National Board of Fire Underwriters. Fuses returned to their original manufacturers 
for refilling come under the approval of the National Board of Fire Underwriters and require the same 
attention and care as new fuses* ungitizecr by / 

Knife Switches. Fuses and Cut-Outs 48 


48 
























































































Quantity Price* 
Quoted on Request 
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“D & W” INDICATING ENCLOSED FUSES 

NATIONAL ELECTRICAL CODE STANDARD 



Construction of Fuses from 3 to 60 Amperes 


3 to 60 Amperes, 600 Volts 


List 

No. 

Ampere 

Capacity 

Length 

Inches 

Carton 

Quantity 

Std. 

Pkg. 

Quantity 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

List 

Price 

Each 

Reload 

Price 

Each 

For 30 Ampere Cut-Outs 

28084 

3 

5 

10 

100 

14 lbs. 

$0.40 

$0.57 


28085 

4 

5 

10 

100 

14 lbs. 

.40 

.57 


28086 

5 

5 

10 

100 

14 lbs. 

.40 

.57 

w 

i-i 

28087 

6 

5 

10 

100 

14 lbs. 

.40 

.57 

CQ 

28088 

7 

5 

10 

100 

14 lbs. 

.40 

.57 

3 

28089 

8 

5 

10 

100 

14 lbs. 

.40 

.57 


28090 

9 

5 

10 

100 

14 lbs. 

.40 

.57 

l-H 

(24 

28091 

10 

5 

10 

100 

14 lbs. 

.40 

.57 

W 

28092 

12 

5 

10 

100 

14 lbs. 

.40 

.57 

£ 

28093 

15 

5 

10 

100 

14 lbs. 

.40 

.57 

H 

28094 

20 

5 

10 

100 

14 lbs. 

.40 

.57 

O 

28095 

25 

5 

10 

100 

14 lbs. 

.40 

.57 

£ 

28096 

30 

5 

10 

100 

14 lbs. 

.40 

.57 



For 60 Ampere Cut-Outs 


28097 

35 

VA 

10 

mm 

22 lbs. 


$0.86 


28098 

40 

5A 

10 


22 lbs. 

HI 

.86 


28099 

45 

5'A 

10 

lUKultaw 

22 lbs. 


.86 



50 

5A 

10 


22 lbs. 

.60 

.86 


28101 

55 

5'A 

10 


22 lbs. 

.60 

.86 


28102 

60 

5'A 

10 

um 

22 lbs. 


.86 

1—4 



Construction of Fuses from 65 to 100 Amperes 


65 to 100 Amperes, 600 Volts 


List 

No. 

Ampere 

Capacity 

Length 

Inches 

Carton 

Quantity 

Std. 

Pkg. 

Quantity 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

List 

Price 

Each 

B 

0 

For 100 Ampere Cut-Outs 

28103 

65 

m 

5 

50 

23 lbs. 

$1.50 

$2.16 

$1.15 

28104 


7 % 

5 

50 

23 lbs. 

1 50 

2.16 

1.15 

28105 

75 

7 A 

5 

50 

23 lbs. 

1 50 

2.16 

1.15 

28106 


7Vs 

5 

50 

23 lbs. 

1.50 

2.16 

1.15 

28107 

85 

7 14 

5 

50 

23 lbs. 

1 50 

2.16 

1.15 

28108 


7H 

5 

50 

23 lbs. 

150 

2.16 

1.15 

28109 

95 

7 14 

5 

50 

23 lbs. 

1 50 

2.16 

1.15 

28110 


714 

5 

50 

23 lbs. 

1 50 

2.16 

1.15 


Refilled Fuses 

by < 

approved by the National Board of Fire Underwriters. Fuses returned to their original manufacturers 
lor refilling come under the approval of the National Board of Fire Underwriters and require the same at- 
tention and care as new fuses. 

Knife Switches, Fusee and Cut-Outs 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“D & W” INDICATING ENCLOSED FUSES 

NATIONAL ELECTRICAL CODE STANDARD 



Construction of Fuses from 110 to 1000 Amperes 


110 to 1000 Amperes, 600 Volts 


List 

No. 

Ampere 

Capacity 

Length 

Inches 

Carton 

Quantity 

Std. 

Pkg. 

Quantity 

Pkg. 

Net 

Wt. 

Mfrs. 

List 

Each 

Mfrs. 

Reload 

Each 

W.E. 

Lut 

Each 

W. E. 

Reload 

Each 

For 200 Ampere Cut-Outs 

28111 

110 

9% 

5 

25 

34 lbs. 

$2.50 

$1.20 

$3.60 

■ff! 

28112 

120 

9% 

5 

25 

34 lbs. 

2.50 

1.20 

3.60 


28113 

125 

9% 

5 

25 

34 lbs. 

2.50 

1.20 

3.60 

KIT 

28114 

150 

9% 

5 

25 

34 lbs. 

2.50 

1.20 

3.60 


28115 

175 

9/4 

5 

25 

34 lbs. 

2.50 

1.20 

3 60 


28116 

200 

9% 

5 

25 

34 lbs. 

2.50 

1.20 

3.60 

BE 


For 400 Ampere Cut-Outs 



225 

11% 

1 

25 

77 lbs. 

$5 50 

$2.00 

$7.92 

$2.88 


250 

11% 

1 

25 

77 lbs. 

5.50 

2.00 

7.92 

2.88 


275 

11% 

1 

25 

77 lbs. 

5.50 

2.00 

7.92 

2 88 

28120 


11% 

1 

25 

77 lbs. 

5.50 

2.00 

7.92 

2.88 

28121 

325 

11% 

1 

25 

77 lbs. 

5.50 

2.00 

7.92 

2.88 

28122 


11% 

1 

25 

77 lbs. 

5.50 

2.00 

7.92 

2.88 

28123 

375 

11% 

1 

25 

77 lbs. 

5.50 

2.00 

7.92 

2.88 

28124 


11% 

1 

25 

77 lbs. 

5.50 

2.00 

7.92 

2.88 


•For 600 Ampere Cut-Outs 


28125 


13? g 

1 

10 

49 lbs. 

*x.oo 

$3.00. 

$11.52 

mm 

28126 


15% 

1 

10 

49 lbs. 

8.00 

3.00 

11.52 

wtffl 

28127 


13H 

1 

10 

49 lbs. 

8.00 

3.00 

11.52 

Bwffl 

28128 


mi 

1 

10 

49 lbs. 

8 00 

3.00 

11.52 

Bb 


*For 800 Ampere Cut-Outs 


28129 

650 

14% 

1 

10 

60 lbs. 

$15.00 

$5.00 

$23.40 

$7.80 

28130 

700 

14% 

1 

10 

GO lbs. 

15 00 

5.00 

23.40 

7.80 

28131 

750 


1 

10 

60 lbs. 

15 00 

5.00 

23.40 

7.80 

28132 

800 

14% 

1 

10 

• 

60 lbs. 

15.00 

5.00 

23.40 

7.80 


•For 1000 Ampere Cut-Outs 


28133 

850 

15% 

1 


75 lbs. 

$18.00 

$6.00 

m 

$9 36 

28134 

900 

15% 

1 


75 lbs. 

18.00 

6.00 

Kill 

9 36 

28135 , 

950 

15% 

1 


75 lbs. 

18 00 

6 00 

Km 

9.36 

28136 

1000 

15% 

1 


75 lbs. 

18.00 

6.00 

mm 

9.36 


•Underwriters 9 published approval only includes up to 400 Amperes. 


Refilled Fuses 

It should be noted that fuses refilled by others than the original or approved manufacturers are not 
approved by the National Board of Fire Underwriters. Fuses returned to their original manufacturers 
for refilling come under the approval of the National Board of Fire Underwriters and require the same at¬ 


tention and care as new fuses. 
Knife Switches, Fuses and Cut-Outs 
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Mfrs. List, 
Each 


For 

Cut-Outs 


Ampere 

Capacity 


List 

No. 


•Delivery 


0 Postal 4 % 

0_ Postal 

). B. Factory, Providence, R. 1. 


100 7 lbs .20 .27 

5 A _ 100 7 Ujs. . 20 _J27 

For warehouse deliveries writ-e nearest house. 

55 Knife Switches. Puses and Cut-Outs 


TELEGRAPH FUSES 
For Telegraph Protectors 


Centres 
es 


List Price 


Mfr. No. 3100 Mfr. No. 3104 

Fire Alarm Protectors 

Combination Cut-outs furnished complete with fuses and sneak coils. _ 

List • i’ Std. 

JJ® Description Pk g 

100 Single Pole Cut-Out. 

102 Single Pole Combination Cut-Out. 50 

104 Double Pole Combination Cut-Out. 50 

105 D. P. Comb. Cut-Out with Arrester without Sneak Coils. 50 

FIRE ALARM FUSES—2000 VOLTS 


Std. 

Pkg. 

Pk„'. 

Wt. 

Lbs. 

Mfrs. 

List 

Each 

•List 

Price 

Each 

50 

42 

$0 50 

$0.06 

50 

54 

1 10 

1.46 

50 

101 

1 75 

2.32 

50 

100 

1 40 

1.84 


Lis!; 

No. 

Ampere 

Capacity 

Centres 

Inches 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

•List 

Price 

Each 

3001. 

1 Ampere 

5/j 

100 

14 lbs. 

$0 20 

$0.27 

3002. 

2 Ampere 

5 A 

100 

14 lbs. 

.20 

.27 

3003. 

3 Ampere 

5& 

100 

14 lbs. 

20 

.27 

3004. 

4 Ampere 

5A 

100 

1 4 lbs. 

20 

.27 


3110. ^ Ampere 

3210.... , 2 0 Ampere 

3310. , 3 0 Ampere 

3410. j 4 0 Ampere 

3510. t \ Ampere __ 

For telephone service we recommend 
sneak coil. 


For Combination Cut-Out 

1 Vs 100 41b. $0.18 $0.24 

V/i 100 4 lb. .18 .24 

14 100 ,41b. .18 .24 

1 % 100 41b. 18 .24 

1 % _100_ 4 lb. _J8_.24 

end a f 0 ampere sneak coil, and for fire alarm service a ^ ampere 
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List 

No. 

Type 

Std. 

Pkg. 

Pkg. 

Wt 

Lbs. 

Mfrs. 

List 

Each 

•List 

Price 

Each 

2750 

Western Union S. P. without Lightning Arrester. 

50 

24 lbs. 

$0 30 

$0.40 

2751 

Western Union D. P. without Lightning Arrester. 

50 

48 lbs. 

.50 

.66 

2752 

W estern Union S. P. with Lightning Arrester. 

50 

25 lbs. 

.60 

.79 

2753 

Western Union D. P. with Lightning Arrester. 

50 

50 lbs. 

1 00 

1.32 

2754 

Postal Type A, S. P. without Lightning Arrester. 

50 

43 lbs. 

40 

.53 

2755 

Postal Type C, S. P. without Lightning Arrester. 

50 

43 lbs. 

.40 

.53 

2756 

Postal Type A, S. P. with Lightning Arrester. 

50 

52 lbs. 

75 

.99 

2757 

Postal Tvpe C, S. P. wdth Lightning Arrester. 

50 

52 lbs. 

75 

.99 


Quantity Prices 
Quoted on Request 


Western Electric 

“D & W” PROTECTORS 


Mfr. No. 2753 

Telegraph Protectors 

Without Fuses 


Mfr. No. 2757 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“D & W” ENCLOSED FUSE CUT-OUTS 


NATIONAL ELECTRICAL CODE STANDARD 



List No. 91102 



List No. 91104 List No. 91103 List No. 91117 


0 to 100 Amperes, 250 Volts 

Porcelain 


List 

No. 

Ampere 

Capacity 

Description 

Contact 

Std. 

Pkg. 

l*kg. 

Net 

Wt. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

91101 

0- 30 

Single Pole, Main Line, pore. 

Ferrule 

50 

13 

$0.40 

$0 58 

91107 

31- 60 

Single Pole, Main Line, pore. 

Ferrule 

50 

30 

.65 

94 

91114 

Til-100 

Single Pole, Main Line, pore. 

Knife Blade 

50 

79 

1 40 

2 02 

91102 

0- 30 

Double Pole, Main Line, pore. 

Ferrule 

50 

37 

.55 

79 

91108 

31- 60 

Double Pole, Main Line, pore. 

Ferrule 

50 

81 

1 10 

2 02 

91119 

61-100 

Double Pole, Main Line, pore. 

Knife Blade 

50 

156 

2.80 

4 04 

91104 

0- 30 

Double Pole, Single Branch, pore.... 

Ferrule 

50 

60 

.70 

1.01 

91110 

31- 60 

Double Pole, Single Branch, pore.... 

Ferrule 

50 

121 

1.75 

2 52 

91106 

0- 30 

Double Pole, Double Branch, pore... 

Ferrule 

25 

50 

1 30 

1 87 

91113 

31- 60 

Double Pole, Double Branch, pore... 

Ferrule 

25 

134 

3 50 

5 04 

91103 

0- 30 

Triple Pole, Main Line, pore. 

Ferrule 

50 

51 

SO 

1 15 

91109 

31- 60 

Triple Pole, Main Line, pore. 

Ferrule 

50 

117 

2 00 

2 88 

91120 

61-100 

Triple Pole, Main Line, pore. 

Knife Blade 

25 

117 

4 00 

5 76 

91105 

0- 30 

Triple Pole, Single Branch, pore. ... 

Ferrule 

50 

90 

1.35 

1 94 

91111 

31- 60 

Triple Pole, Single Branch, pore. ... 

Ferrule 

50 

250 

3.00 

4 32 

91100 

0- 30 

Triple Pole, Double Branch, pore . .. 

Ferrule 

25 

91 

2.25 

3 24 

91123 

31- 60 

Triple Pole, Double Branch, pore ... 

Ferrule 

10 

95 

6.00 

8 64 

91121 

0- 30 

3 to 2 Wire, Double Branch, pore... 

Ferrule 

25 

65 

1.50 

2 16 

91124 

31- 60 

3 to 2 Wire, Double Branch, pore... 

Ferrule 

25 

158 

4.20 

6 04 

91122 

0- 30 

2 Wire Cross-over Branch, pore. 

Ferrule 

50 

53 

.65 

94 


101 to 1000 Amperes, 250 Volts 

Slate Base 


91115 

101— 200 iSinzle Pole. Main Line. Slate. 

Knife Blade 

25 

84 

$2.10 

$3 02 
7.56 

91117 


Knife Blade 

25 

138 

5.25 

91118 


Knife Blade 

10 

93 

7.20 

10.36 

91190 


Knife Blade 

10 

175 

20.00 

31.20 

91191 

*801-1000 .Single Pole, Main Line, Slate. 

Knife Blade 

10 

200 

25.00 

39 00 


■* Underwriters’ published approval only includes up to 600 amperes. 



Oil Fuse Cut-outs 

For High Tension Work 

In the “D & W” Cut-out the fusible element is placed under a heavy 
body of special oil. The cutouts are made in three capacities, of 60, 100 
and 200 ampere, 2500 volt capacity. Special precautions have been taken 
to so design the device as to render re-fusing safe for the operator. The 
cut-out is not intended for use as a switching device. The fusible element 
is light and readily inserted. *r. . p. 


List No. Each 

542196 50 ampere, oil fuse cut-out pole type. $20.00 

542197 100 ampere, oil fuse cut-out pole type. 30.00 

542198 200 ampere, oil fuse cut-out pole type. 40.00 

542199 50 ampere, capacity fuse. $0.60 

542200 100 ampere, capacity fuse. 1 00 

Oil Fuse Cut-out 542201 200 ampere, capacity fuse. 2.40 


•Delivery F. O. B. Factory, Providence, R. I. For warehouse deliveries write nearest house. 


Knife Switches, Fusee and Cut-Outs 
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Quantity Prices 
Quoted on Request 


Western Electric 


761 


“D & W” CUT-OUTS 

NATIONAL ELECTRICAL CODE STANDARD 



List No. 28076 List No. 28078 


0 to 100 Amperes, 600 Volts 


Ferrule Contact—Single Pole Porcelain 


List 

No. 

Ampere 

Capacity 

Standard 

Package 

Package 

Net Weight 

Mfrs. List 
Each 

W. E. 
List 
Each 

28076 Without barrier 

0-30 

50 

48 lbs. 

$0.60 

$0.96 

28077 Without barrier 

31-60 

50 

54 lbs. 

.90 

1.44 

28074 With barrier... 

0-30 

50 

48 lbs. 

.60 

.96 

28075 With barrier... 

31-60 

50 

54 lbs. 

.90 

1.44 


28078 


Knife-Blade Contact—Single Pole Porcelain 

61-100 j SO j 102 lbs. 


$1.75 


$2.89 


101 to 1000 Amperes, 600 Volts 

Knife-Blade Contact—Single Pole Slate 


List 

No. 

Ampere 

Capacity 

Standard 

Package 

Package 

Net Weight 

Mfrs. List 
Each 

W.E. 

List 

Each 

28079 

101- 200 

25 

106 lbs. 

$2.30 

$3.68 

28080 

201- 400 

25 

181 lbs. 

6.00 

9.60 

28081 

*401- 600 

10 

108 lbs. 

7.80 

12.48 

28140 

*601- 800 

10 

250 lbs. 

21.00 

33.60 

28141 

*801-1000 

10 

275 lbs. 

26.00 

41.60 


•Underwriters* published approval only includes up to 400 amperes. 



List No. 60100 List No. 60123 


0 to 100 Amperes, 2500 Volts 

Knife-Blade Contact 


List 

No. 

Ampere 

Capacity 

Description 

—f - 

~Std. 

Pkg. 

Pkg. 

Net 

Wt 

Mfrs. List 
Each 

W. E. 
List 
Efich 

60030 

60060 

60100 

O- 30 
31- 60 
60-100 

Single Pole Slate. 

Single Pole Slate. 

Single Pole Slate. 

25 

25 

25 

81 lbs. 
86 lbs. 
91 lbs. 

$2.25 

2.50 

2.75 

$3.60 

4.00 

4.40 


4400-22000 Volt Cut-Outs 

Knife-Blade Contact 


List 

No. 

Description 

Std. 

Pfe- 


Mfrs. List 
Each 

W. E. 
List 
Each 

60120 

60121 

60122 

60123 

0-20 Amperes, 4400 Volts Marble Base. 

0-15 Amperes, 6600 Volts Marble Base. 

0-10 Amperes, 13200 Volts Marble Base. 

0- 5 Amperes, 22000 Volts Marble Base. 

10 

10 

10 

10 

led by V: 

$15.00 

15.00 

16.00 

JgcK 

$19.80 

19.80 

21.12 

21.12 
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Western Electric 


Mail Orders* Filled 
at Prevailing Prices 


“D & W” HIGH TENSION FUSES 

Knife-Blade Contact 



List No. 6030 


List No. 60113 


3-100 Amperes, 2500 Volts 

For 30 Ampere Cut-Outs 


List 

No'. 

Ampere 

Capacity 

Length 

Inches 

Std. 

Pkg. 

Net 

Pkg. 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

Mfrs. 

Reload 

Each 

W E. 
Reload 
Each 

0003 

3 

10 

50 

28 lbs. 

$1 .50 

$2 34 

$1.10 

.72 

0004 

4 

10 

50 

28 lba. 

1 .50 

2.34 

1 10 

1.72 

6005 

5 

10 

50 

28 11)8. 

1 50 

2.34 

1.10 

1.72 

6006 

6 

10 

50 

28 lbs. 

1 50 

2.34 

1 10 

1.72 

6007 

7 

10 

50 

28 lbs. 

1 50 

2 34 

1 10 

1.72 

6008 

8 

10 

50 

28 11 s. 

1.50 

2 34 

1 10 

1.72 

6009 

9 

10 

50 

28 lbs. 

1.50 

2.34 

1.10 

1.72 

6010 

10 

10 

50 

28 lbs. 

1.50 

2.34 

1 10 

1.72 

6012 

12 

10 

50 

28 lbs. 

1 50 

2.34 

1.10 

1.72 

6015 

15 

10 

50 

28 lbs. 

1 50 

2.34 

1.10 

1.72 

6020 

20 

10 

50 

28 lbs. 

1 50 

2.34 

1.10 

1 72 

6025 

25 

10 

50 

28 lbs. 

1 50 

2.34 

1.10 

1.72 

6030 

30 

10 

50 

28 lbs. 

1.50 

2.34 

1 10 

1.72 


For 60 Ampere Cut-Outs 


6035 

35 

10H 

25 

30 lba. 

$2.00 

$3.12 

$1.30 

$2.02 

6040 

40 

10H 

25 

30 lbs. 

2.00 

3.12 

1 30 

2.02 

6045 

45 

10 'A 

25 

30 lbs. 

2.00 

3.12 

1.30 

2.02 

6050 

50 

10H 

25 

30 lbs. 

2.00 

3.12 

1.30 

2.02 

6055 

55 

10H 

25 

30 lbs. 

2.00 

3.12 

1.30 

2.02 

6060 

60 

10^ 

25 

• 30 lbs. 

2.00 

3.12 

1.30 

2.02 


For 100 Ampere Cut-Outs 


6065 

65 

11 

25 

42 lbs. 


$4.68 

$1.60 

$2.50 

6070 

70 

11 

25 

42 lba. 

3.00 

4.68 

1.60 

2.SO 

6075 

75 

11 

25 

42 lbs. 

3.00 

4.68 

1.60 

2.50 

6080 

80 

11 

25 

42 lbs. 

3.00 

4.68 

1.60 

2.50 

6085 

85 

11 

25 

42 lbs. 


4.68 

1.60 

2.50 

6090 

90 

11 

25 

42 lbs. 

3.00 

4.68 

1.60 

$.50 

6095 

95 

11 

25 

42 lbs. 

3.CO 

4.68 

1.60 

2.50 

6100 

100 

11 

25 

42 lbs. 

3.00 

4 68 

1.60 

2.50 


Fuses 4400-22000 Volts 


Knife-Blade Contact 


List 

No. 

Ampere 

Capacity 

Volts 


Length 

Inches 

Std. 

Pkg. 

Mfrs. 

List 

Each 


Mfrs. 

Reload 

Each 

W.R 

Reload 

Eadk 

60110 


4400 

60120 

14 

25 

$3.50 


$2.50 

*3 30 

60111 



60121 

17 

25 

4.00 

5.28 

2.75 

3.04 

60112 


■ 

60122 

20 

10 

4.50 

5.94 

3.00 

3.9$ 

60113 

0- 5 

WKEwmL 

60123 

23 

10 

5 00 

6.60 

3.50 

4.62 
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“D & W” FUSED SWITCH BOXES 

FOR NATIONAL CODE FUSES 

Waterproof 


Type J-28 Closed 


Type J-28 Open 


Waterproof Fused Switch Boxes 

250 Volts 


List 

No. 

Type 

Description 

Net 

Wt. 

Each 

•List 

Price 

Each 

25075 

MEM 

0-30 Amperes, Double Pole. 

18 lbs. 


25076 


31-60 Amperes, Double Pole... 

26 lbs. 


25077 


61-100 Amperes, Double Pole. 

35 lbs. 

47.52 

25078 

J-28 

0-30 Amperes, Triple Pole. 

20 lbs. 


25079 

J-29 

31-60 Amperes, Triple Pole. 

30 lbs. 

31.68 

25080 

J-30 

61-100 Amperes, Triple Pole. 

40 lbs. 

63.36 


The above prices do not include fuse or padlock. 



Mfr. No. 60128 Mfr. No. 60129 


“D & W” Railway Cut-Outs 

Car Type—600 Volts 


These Cut-outs consist of an asbestos-lined iron case with hinged cover, held in place by a spring catch. 


List 

No. 

Type 

Description 

Length 
of Fuse 

Pkg. 

Quantity 

Pkg. 

Net 

Wt. 

m 

60128 

R-5 

Car Motor Cut-out for N. E. Code Std. fuses 61 







to 100 amperes, 600 volts. 

7 H ins. 

25 

225 lbs. 

$8.92 

60129 

R-6 

Car Motor Cut-out for N. E. Code Std. fuses 







bolted, 101 to 200 amperes, 600 volts. 

9% ins. 

25 

369 lbs. 

12.22 


Notb: Type R-5 box can be fitted with screw clamp contacts, and Type R-6 with knife-blade contacts 
if desired* In ordering fuses for boxes specify the type of box. 

•Delivery F. O. B. Factory, Providence, R. I. For warehouse deliveries write nearest house. 
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“D & W” BRANCH BOXES AND OUTLET HOODS 

FOR NATIONAL CODE FUSES—250 VOLTS 



List No. 1952 


List No. 1950 


Triple Pole Single Branch 


In the use of the branch boxes we would call particular attention to the split bushings mounted in the 
covers and boxes, w r hich permit of the necessary connections without any break in the wiring, thereby 
greatly reducing the cost of installation. These boxes are not ordinarily gasketted, but can be so furnished 
if desired. 


List 

No. 

Type 

Description 

Std. 

Pkg. 

Pkg. 

Net 

Wt. 

•List 

Price 

Each 

1950. 

JB-1 

3- 30 Amperes, T. P. S. B. 

25 

188 lbs. 

$7.92 

1951. 

JB-2 

31- 60 Amperes, T. P. S. B. 

25 

380 lbs. 

10.56 

1952. 

JB-3 

61-100 Amperes, T. P. S. B. 

25 

640 lbs. 

17.16 


“D & W” Outlet Hoods 

For Above Branch Boxes 


List 

No. 

Type 

Description 

Std. 

Pkg. 

Pkg. 

Net 

Wt. 

•List 

Price 

Each 

1970. 

JB-1 

End Connection. 

25 

81 lbs. 

$1.32 

1971. 

JB-1 

Side Connection v .... 

50 

162 lbs. 

1.32 

1972. 

JB-2 

End Connection. 

25 

113 lbs. 

1.58 

1973. 

JB-2 

Side Connection..._. 

50 

225 lbs. 

1.58 

1974. 

JB-3 

End Connection. 

25 

163 lbs. 

2.18 

1975. 

JB-3 

Side Connection. 

50 

325 lbs. 

2.18 






_ 


•Delivery F. O. B. Factory, Providence, R. I. For warehouse deliveries write nearest house. 
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“D & W” SERVICE SWITCHES AND FUSE BOXES 

FOR NATIONAL CODE FUSES 

Waterproof 



No. 1905 
Switch for D. C. 
Circuit 



No. 1906 

Switch for Multiphase 
Circuit 



No. 2205 
Fuse Box 



No. 2208 
Fuse Box 


The service switch is constructed for use both as a cut-out and a switch. It consists of a set of enclosed 
fuses mounted in an iron box so that they can be made to swing with the cover and open the circuit or 
to remain in the fuse clip while the cover is open. The fuse box is a device similar to the service switch 
except that the cover is not provided with any mechanism for withdrawing the fuses from the circuit. They 
are so designed as to be used on the outside of buildings or in cellars where the wires enter from the subway. 
In the covers of the service switches are mounted the fuse guides to positively align the fuses in order that 
the boxes may be readily closed with the fuses properly engaging in the cut-outs. Withdrawal hooks are 
also mounted in the cover. These grasp the fuses when the levers outside the boxes are given a one-quarter 
turn. Thus the fuses can be withdrawn from the circuit if desired when the boxes are opened. 


“D & W” Service Switches, 250 Volts 


List 

No. 

Type 

Ampere 

Capacity 

Poles 

Std. 

Pkg. 

Pkg. 

Net 

Wt. 

•List 

Price 

Each 

1910. 

1-6 

' 0- 30 

2 

25 

175 lbs. 

$9.58 

1900. 

1-7 

31“ 60 

2 

25 

225 lbs. 

10.90 

1901. 

1-8 

61-100 

2 

25 

450 lbs. 

16.50 

1902. 

1-9 

101-200 

2 

20 

560 lbs. 

27.06 

1903. 

1-10 

201-400 

2 

20 

920 lbs. 

55.44 

1904. 

1-11 

401-600 

2 

10 

680 lbs. 

92.40 

1911. 

1-0 

0- 30 

3 

25 

218 lbs. 

11.88 

1905. 

I 

31- 60 

3 

25 

275 lbs. 

13.20 

1906. 

1-2 

61-100 

3 

25 

550 lbs. 

19.80 

1907. 

1-3 

101-200 

3 

20 

680 lbs. 

34.32 

1908. 

1-4 

201-400 

3 

20 

1140 lbs. 

73.92 

1909. 

1-5 

401-600 

3 

10 

880 lbs. 

126.72 


Note: For D. C. Three-Wire Circuits these boxes are equipped with two hooks operated by individual 
levers, and for Multiple Circuits with three hooks operated simultaneously by one lever. Unless otherwise 
specified, boxes for D. C. circuits will be shipped. 


“D & W” Fuse Boxes, 250 Volts 


List 

No. 

Type 

Ampere 

Capacity 

Poles 

Std. 

Pkg. 



2210. 

K-19 

0- 30 

2 

25 

150 lbs. 

$6.60 

2200. 

K-20 

31- 60 

2 

25 

190 lbs. 

8.44 

2201. 

K-21 

61-100 

2 

25 

380 lbs. 

10.90 

2202. 

K-22 

101-200 

2 

20 

475 lbs. 

23.10 

2203. 

K-23 

201-400 

2 

20 

780 lbs. 

46.20 

2204. 

K-24 

401-600 

2 

10 

580 lbs. 

69.30 

2211. 

K-25 

0- 30 

3 

25 

190 lbs. 

8.58 

2205. 

K-26 

31- 60 

3 

25 

235 lbs. 

10.56 

2206. 

K-27 

61-100 

3 

25 

470 lbs. 

14.52 

2207. 

K-28 

101-200 | 

3 

20 

580 lbs. 

31.68 

2208. 

K-29 

201-400 

3 

20 

970 lbs. 

62.70 

2209. 

K-30 

401-690 

3 

10 

748 lbs. 

101.64 


•Delivery F. O. B. Factory, Providence, R. I. For warehouse deli^ries write nearest house. 
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“D & W” SERVICE SWITCHES AND FUSE BOXES 

FOR NATIONAL CODE FUSES 

Waterproof 



No. 1811 
Service Switch 


No. 1819 
Service Switch 



No. 1831 
Fuse Box 



No. 1839 
Fuse Box 


The service switch is constructed for use both as a cut-out and a switch. It consists of a set of enclosed 
fuses mounted in an iron box so that they can be made to swing with the cover and open the circuit or to 
remain in the fuse clip while the coyer is open. The fuse box is a device similar to the service switch except 
that the cover is not provided with any mechanism for withdrawing the fuses from the circuit. They 
are so designed as to be used on the outside of buildings or in cellars where the wires enter from the subway. 
In the covers of the service switches are mounted the fuse guides to positively align the fuses in order that 
the boxes may be readily closed with the fuses properly engaging in the cut-outs. Withdrawal hooks are 
also mounted in the cover. These grasp the fuses when the levers outside the boxes are given a one-quarter 
turn. Thus the fuses can be withdrawn from the circuit if desired when the boxes are opened. 


“D & W” Service Switches, 600 Volts 


List 

No. 

Type 

Ampere 

Capacity 

Poles 

Std. 

Pkg. 

Pkg. 

Net 

Wt. 

♦List 

Price 

Each 

1811. 

() 

0- 30 

*2 

25 

300 lbs. 


1812. 

0-2 

31- 60 

2 

25 

362 lba. 

mmS. 

1813. 

0-3 

61-100 

2 

25 

500 lbs. 


1814. 

0-4 

101-200 

2 

20 

COO lbs. 

46.20 

1815. 

0-5 • 

201-400 

2 

20 

1000 lbs. 

105.60 

1816. 

0-6 

401-600 

2 


818 lbs. 

175.56 

1817. 

0-7 . 

0- 30 

3 

25 

400 lbs. 

13.20 

1818. 

0-8 

31- 60 

3 

25 

432 lbs. 

15.84 

1819. 

0-9 

61-100 

3 

25 

732 lbs. 

30.36 

1820. 

0-10 

101-200 

3 

20 

928 lbs. 

55.44 

1821. 

0-11 

201-400 

3 

20 

1840 lbs. 

134.64 

1822. 

0-12 

401-600 

3 

10 

1168 lbs. 

231.00 


“D & W” Fuse Boxes, 600 Volts 


List 

No. 

Type 

Ampere 

Capacity 

Poles 

SM. 

Pkg. 

Pkg. 

Net 

Wt. 

♦List 

Price 

Each 

1831. 

L 

0- 30 

2 

25 

262 lbs. 

$7.92 

1832. 

L-2 

31- 60 

2 

25 

325 lbs. 


1833. 

L-3 

61-100 

2 

25 

450 lbs. 

21.12 

1834. 

L-4 

101-200 

2 

20 

560 lbs. 

36.96 

1835. 

L-5 

201-400 

2 

20 

950 lbs. 

83.16 

1836. 


401-600 

2 

10 

785 lbs. 


1837. 

L-7 

0- 30 

3 

25 

344 lbs. 


1838. 

L-8 

31- 60 

3 

25 

388 lbs. 

12.54 

1839. 

L-9 

61-100 

3 

25 

672 lbs. 

26.40 

1840. 

L-10 

101-200 

3 

20 

870 lbs. 

55.44 

1841. 

L-ll 

201-400 

3 

20 

1760 lbs. 

110.88 

1842. 

L-12 

401-600 

3 

10 

1112 lbs. 

180.84 


♦Delivery F. O. B. Factory, Providence, R. I. For warehouse deliveries write nearest house. 
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“SQUARE D” STEEL ENCLOSED SWITCHES 



Fig. 3. No. 5342. 3 Pole. 60 Amp.. 500 Volts. A.C. 
Showing Detachable End Plates. The Quick- 
break Mechanism in These Switches Insures All 
Blades Opening at the Same Time . 


Description 

“Square D” Steel Enclosed Switches are designed for use n con¬ 
nection with installations whenever it is desirable to completely 
enclose all terminal wires ami live parts for the advancement of 
‘‘Safety First” principles, standardisation of equipment, the preven¬ 
tion of tampering with circuits and the elimination oi accident 
hazards. 

SAFETY 

The switch and cutout unit are completely enclosed in a sheet 
steel box provided with a hinged cover which is held closed with a 
simple spring catch. The switch is operated by a crank handle 
located outside the box. The switch may be locked in the “off” 
position to prevent accidents while repairs are made on apparatus 
controlled by the switch, or may be locked in the “olT” position per¬ 
manently, if it is desired that the apparatus be not used. 

Means are also provided to seal the cover shut to prevent un¬ 
authorized persons over-fusing the switch or tampering with live 
connections. 

All “ Squa r I ’"Steel Enclosed Fused Switches of over 30 ampere 
capacity for circuits of more than 250 volts are of the quick break 
type, and are designed for the use of enclosed fuses—Edison Plug type 
for 125 volt switches and National Electrical Code Standard Cartridge 
Fuses for 250 volts A.C. or D.C., 500 volts A.C. and 600 volts A.C. or 
I).C. Spacings for live metal parts arc as given in the National 
Electrical Code. 


CONVENIENCE 

Removable and interchangeable end plates are provided. 

These plates are furnished blank, with knockouts, or with porcelain outlet covers, according to installation requirements. 
Convenient knockouts are furnished in sides of boxes. 

All boxes are designed so that ample wiring space is provided inside to make the necessary connections. 

“Square D“ Cabinets are constructed of sheet steel. 

Corners are electrically welded. 

The crossbar attached to switch blades is of steel, heavily insulated, and will not warp or bend. 

Switch and cutout unit is mounted complete within the box, ready for immediate installation. 



Fig. 5. No. 5351 


Fig. 4. Nos. 521 IE and 


5251X. Switch “Locked Off” 


“Square D” Steel Enclosed and Service Switches 

BEAR UNDERWRITERS’ FIRE AND; ACCIDENT LABEL 

The Underwriters' laboratories, Inc., have inaugurated a new label service called the Casualty Label Service. 

The most prominent casualty insurance companies who insure under employers’ liability and workmen’s compensation 
acts. are subscribers to the merit classification service and accident prevention inspection of the Workmen’s Compensation 
Service Bureau. 

Devices labeled with the Underwriters’ Fire and Accident label are not subject to charge under the analytic schedule of the 
Workmen’s Compensation Service Bureau, but devices without this label may be responsible for a much higher rate. 

The factory has been manufacturing enclosed electrical switches and motor starters for several years. It has 
always advocated the complete housing of all live metal parts in electrical installations, realizing the danger of exposed live 
parts, both from fire and accident standpoints. When it learned that the Underwriters’ Laboratories, working together with 
the Workmen's Compensation Service Bureau, were to inaugurate this new label service, it at once submitted, its devices 
for examination and approval. 

After several months' severe examination and tests, it was given permission, in May, 1915, to use the new fire and acci¬ 
dent label on its enclosed electrical switches. Its switches were the first to be given this “safety" label privilege. 

The labels are serially numbered. No. 1 was issued to that company. Their products now bearing the Underwriters' Fire 
and Accident label are “Square D” Steel Enclosed Service Switches, Ironclad Induction Motor Starters and Ironclad Switches. 

This significant action on the part of the Underwriters’ Laboratories shows to what extent they regard the importance of 
enclosing all live metal parts of electrical installations. 

Knifeswlckea, Fuses and Cut-Oute 


61 






768 


Western Electric 


Mail Orders Filled 
as Prevailing Prices 


“SQUARE D” STEEL ENCLOSED SWITCHES 
and Steel Enclosed Service Switches 

“Square D” boxes are made with openings at each end in which end plates are to be inserted to meet 
any desired wiring requirements and it is necessary to order end plates with each box to have the device 
complete. 

All “Square D” Steel Enclosed Switches and end plates are divided into three classes, A, B and C, 
according to the depth of boxes in which switch and cutout are mounted. 

Class A boxes are 3 ins. deep and end plates to fit ends of Class A boxes are listed as Class A end plates. 

Class B boxes are 4 ins. deep and end plates to fit ends of Class B boxes are listed as Class B end plates. 

Class C boxes are 5 ins. deep and end plates to fit ends of Class C boxes are listed as Class C end plates. 

When ordering switches be sure to specify the list numbers of end plates wanted. If end plates are not 
specified and unless definite instructions are given NOT to furnish switches complete with end plates we will 
ship and bill end plates suitable for use with switches ordered. 

When the National Electrical Code was amended to read so that if a knife blade switch were mounted 
in an approved box, the switch could be ahead of the cutout, we changed the design of “Square D” switches 
from fused top to fused bottom. 

When our stock of fused top switches is exhausted no more of this type will be made. 

List prices for fused bottom switches are the same as for fused top switches of the same capacities. 

125 VOLTS 


For Edison Plug Fuses at Top 


List 




Depth 

End Plates 



List Price 

No. 



Amperes 

of Box 

to Fit 

Weight 

Each 

521 IE 

Double pole 


. 30 

3 ins. 

Class A 

51 

2 lbs. 

$4.67 

*521 IB 

Double pole 


. 30 

3 ins. 

Class A 

6 

lbs. 

4.93 

531 IE 

Triple pole. 


. 30 

3 ins. 

Class A 

7 

lbs. 

7.80 

•5311B 

Triple pole. 


. 30 

3 ins. 

Class A 

8V 2 lbs. 

8.40 

5411E 

Four pole... 


. 30 

3 ins. 

Class A 

n 

lbs. 

9.73 

*541 IB 

Four pole... 


. 30 

3 ins. 

Class A 

12 

lbs. 

10.20 

•With 

i single branch connections at top of cutout base. 





List No. 

List 








Fused 

No. 


250 VOLTS 





Bottom 

Fused Top 


For N. E. C. S. Fuses at Top 






525IX 

Double pole, 

. 30 

3 ins. 

Class A 

6 

lbs. 

$5.93 

56252 

5252 

Double pole. 

. 60 

4 ins. 

Class B 

11?4 lbs. 

15.68 

56253 

5253 

Double pole. 

. 100 

4 ins. 

Class B 

2\]4 lbs. 

24.98 

56254 

5254 

Double pole. 

. 200 

5 ins. 

Class C 

41 

lbs. 

40.80 

56255 


Double pole 

. 400 

5 ins. 

Class C 

80 

lbs. 

61.86 


535ix 

Triple pole. . 

. 30 

3 ins. 

Class A 

8 

lbs. 

10.28 

56352 

5352 

Triple pole. 

. 60 

4 ins. 

Class B 

20 

lbs. 

21.60 

56353 

5353 

Triple pole.. 

. 100 

4 ins. 

Class B 

30 

lbs. 

32.40 

56354 

5354 

Triple pole. . 

. 200 

5 ins. 

Class C 

58 

lbs. 

56.25 

56355 


Triple pole. 

. 400 

5 ins. 

Class C 

95 

lbs. 

90.00 


6451X 

Four pole... 

. 30 

3 ins. 

Class A 

12 

lbs. 

12.45 

56452 

5452 

Four pole. . . 

... 60 

4 ins. 

Class B 

25 

lbs. 

28.05 

56453 

5453 

Four pole... 

. 100 

5 ins. 

Class C 

51 

lbs. 

47.55 

56454 


Four pole... 

. 200 

5 ins. 

Class C 

77 

lbs. 

76.88 

56455 

.... 

Four pole.. 

. 400 

5 ins. 

Class C 

120 

lbs. 

110.25 




500 VOLTS A.C. 








For N. E. C. S. 

Fuses at Top 





56341 

5341 

Triple pole. . 

.... 30 

4 ins. 

Class B 

22 

lbs. 

$20.55 

56342 

5342 

Triple pole. , 

. 60 

4 ins. 

Class B 

23 

lbs. 

22.95 

56343 

5343 

Triple pole. . 

.... 100 

4 ins. 

Class B 

32 lbs. 

34.80 

56441 

5441 

Four pole... 

. 30 

4 ins. 

Class B 

32 

lbs. 

27.30 

56442 

5442 

Four pole... 

..... 60 

4 ins. 

Class B 

33 

lbs. 

30.75 

56443 

5443 

Four pole. . . 

. 100 

5 ins. 

Class C 

56 

lbs. 

51.00 


600 VOLTS 

For N. E. C. S. Fuses at Top 


56261 

5261 

Double pole.. . . 

30 

4 ins. 

Class B 

21 lbs. 

$20.25 

56262 

5262 

Double pole.... 

60 

4 ins. 

Class B 

21 lbs. 

21.75 

56263 

5263 

Double pole. . . . 

100 

5 ins. 

Class C 

42 lbs. 

34.95 

56264 

5264 

Double pole. . . . 

200 

5 ins. 

Class C 

62 lbs. 

54.83 

56265 


Double pole 

400 

6 ins. 

tSolid ends 

135 lbs. 

150.00 

56361 

536i 

Triple pole. 

30 

4 ins. 

Class B 

30 lbs. 

26.10 

56362 

5362 

Triple pole. 

60 

4 ins. 

Class B 

30 lbs. 

28.50 

56363 

5363 

Triple pole. 

. 100 

5 ins. 

Class C 

67 lbs. 

47.25 

56364 

5364 

Triple pole. 

200 

5 ins. 

Class C 

95 lbs. 

76.2H 

56365 


Triple pole. 

400 

6 ins. 

tSolid ends 

160 lbs. 

215.00 

56461 

546i 

Four pole. 

30 

4 ins. 

Class B 

37 lbs. 

37.50 

56462 

5462 

Four pole. 

60 

4 ins. 

Class B 

40 lbs. 

40.80 

56463 

5463 

Four pole. 

100 

5 ins. 

Class C 

83 lbs. 

62.10 

56464 

• • • • 

Four pole. 

200 

5 ins. 

Class C 

120 lbs. 

359.50 

56465 


Four pole....... 

. 400 

6 ins. 

tSolid ends 

180 lbs. 

252.00 


Prices do not include fuses or end plates. Ground wire lug for grounding switch box furnished as part of 
regular equipment without charge, t We will drill to order ends of six-inch boxes at 25 cents list each per hole . 
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STANDARD END PLATES 


DETACHABLE AND INTERCHANGEABLE 

End plates listed are divided into three classes, A, B and C, according to depth of “Square D" boxes for which they ars 
designed. 

Class A end plates are for use with Class A boxes (3 inches deep). 

Class B end plates are for use with Class B boxes (4 inches deep). 

Class C end plates are for use with Class C boxes (5 inches deep). 

End plates for use in end openings of the “Square D” steel enclosed switch boxes are furnished as listed below; blank, or 

with knockouts for use with rigid conduit, or with multiple hole porcelain outlet covers for open wiring installations. 



Class A End Plates 

For Use with Class A Boxes (3 Inches Deep) 


Blank. 

3 Knockouts for H in- conduit 


Description 


Class A end plates are of sheet steel inches long by 3 inches wide. 


Carton 

Quantity 

10 

10 


. Wt. 
Carton 
Quantity 
2H lbs. 
2H lbs. 


Open Wiring End Plates with Porcelain Outlet Covers 

For Use with Close A Boxes (3 Inches Deep) 


Open wiring. 
Open wiring. 
Open wiring. 
Open wiring. 
Open wiring. 
Open wiring. 
Open wiring. 
Open wiring. 


Description 





Wt. 

List 

Holes in 

Porcelain 

Carton 

Carton 

Price 

Number 

Diameter 

Quantity 

Quantity 

Each 

2 

A in. 

10 

3 lbs. 

$0.30 

3 

Ain. 

10 

8 lbs. 

.30 

4 

A in- 

10 

3 lbs. 

.30 

5 

A in. 

10 

3 lbs. 

.30 

2 

ft in. 

10 

2 lbs. 

.30 

3 

H in. 

10 

3 lbs. 

.30 

4 

H in. 

10 

3 lbs. 

.30 

5 

% in. 

10 

3 lbs. 

.30 


Class A open wiring end plates are 4 'A inches long by 3 inches wide. 

All end plates listed under Class A will fit the opening in either end of Class A boxes (3 inches deep). 



Class B End Plates ' 

For Use with Class B Boses (4 Inches Deep) 

Wt. ] 

t Carton Carton P 

Description Quantity Quantity E 

2 1 Knockout for % in. conduit. 5 3 H lbs. $0 

3 1 Knockout for 1 in. conduit. ' . 5 3J* lbs. 

4 1 Knockout for 1 \i in. conduit. 5 3 J4 lbs. 

5 1 Knockout for 11A in- conduit. 5 3 4 lbs. 

6 Blank. 5 3)4 lbs. 

4 Adapter end plate.‘... 5 lbs. 

Class B end plates are of sheet steel 6H inches long by 4 inches wide. 

Above Class B end plates are furnished with screws to provide perfect ground connection between end plate and box. 




fiHl—B 




1 


1 



‘List Holes in Porcelain 

No. Number Diameter 

1827 2 H in- 

1928 3 H in. 

1929 4 H in. 

1930 6 H in. 

1931 2 A in. 

1932 3 A in. 

1933 4 A m. 

«« (i SiS:} 

1935 2 k in. 

1938 3 H in. 

1937 4 H in. 


. Porcelain Outlet Covers 

• (4 Inches Deep) 

List 

Carton 

Wt. Carton 

Price 

Quantity 

Quantity 

Each 

5 

4 lbs. 

$0.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 

5 

4 lbs. 

.80 


Class B end plates are 6$£ inches long by 4 inches wide. 

All end plates listed under Class B will fit openings in either end of Class B Boxes (4 inches deep), 
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Western Electric 


Mall Order* Filled 
at Prevailing Price* 


STANDARD END PLATES AND ACCESSORIES 



Class C End Plates 


For Use with Class C Boxes (5 Inches Deep) 


List 


Carton 

Weight 

List Price 

No. 

Description 

Quantity 

Carton Quantity 

Each 

1812 

1 knockout for 1 l A ins. conduit 

5 

Wx lbs. 

10.69 

1813 

1 knockout for 2 ins. conduit 

5 

4% lbs. 

.69 


Class C end plates are of sheet steel S\i inches long by 5 inches wide. 

Above Class C end plates are furnished with screws to provide perfect ground connection between 
end plate and box. 


Open Wiring End Plates with Porcelain Covers 

I 

For Use with Class C Boxes (5 Inches Deep) 


List 


-Holes in Porcelain - 

Carton 

Weight 

List Price 

No. 

No. 

Diameter 

Quantity 

Carton Quantity 

Each 

1953 

2 

M in. 

5 

5 H lbs. 

$1.08 

1954 

3 

V< m. 

5 

5V 2 lbs. 

1.08 

1955 

4 

V< in. 

5 

53/ 2 lbs. 

1.08 

1956 

u 

^in.\ 

in./ 

5 

5H lbs. 

1.08 

1957 

2 

1 in. 

5 

7 lbs. 

1.47 

1958 

3 

1 in. 

5 

7 lbs. 

1.47 


Class C end plates are inches long bv 5 inches wide. 

All end plates listed under Class C will fit the openings in either end of Class C boxes (5 inches deep). 


Porcelain Bushings 

For Use In Conduit Knockout Openings 

Q © © © @ O Q 

Illustration Shows Comparative Size of Bushings for Uae with “Square D“ Boxee. Reversed Bushing 
' at Left Show* How Spring Wire damp Ie Attached 


List 

Diameter 

Outside 

Diameter 

Equivalent 
Trade Sise 

Carton 

Std. Pkg. 

Wt. 

List 

Price 

No. 

Wire Hole 

of Shank 

Conduit 

Quantity 

Quantity 

8td. Pkg. 

per C 

399B 

Bin. 

. Hfc 

X in. 

X in. 

50 

250 

12 V$ lbs. 

$5.04 

399C 

Ain. 

50 

250 

12H lbs. 

5.04 

399D 

H in* 

1 in. 

X in. 

25 

150 

6 lbs. 

8.10 

399E 

A in. 

1 in. 

X in- 

25 

150 

6 lbs. 

8.10 

399F 

X in. 

1H ins. 

IX ins. 

1 Y% ins. 

1 in. 

25 

100 

6 lbs. 

10.80 

399G 

IX ins. 

25 

50 

5 lbs. 

13.32 


Porcelain bushings listed above are designed particularly for use with “Square D’’ steel enclosed switch boxes. They may 
be used, however, to an advantage in any sheet steel cabinet made of metal of the same thickness where proper openings sre 
provided. 

Price includes spring wire damp with each bushing. 


Steel Seals 


For Closing Unused Holss for Conduit 

List Diameter To Slip Std. Wt. Carton List Price 

No. Opening Conduit Sise Pkg. Std. Pkg. Quantity per C 

1901 H in. H in. 200 5*$ lbs. 100 *5.94 

1902 1A ins. X in. 200 7 lbs. 100 8.7a 

1903 1A ins. 1 in. 200 91$ lbs. 100 11.70 

Steel Seal Seals are made of 16 gauge sheet steel and furnished with cotter pin. 
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METER PROTECTIVE TRIMS AND ADAPTER END P^ATE 



No. 1507 No. 1514 No. 1512 No. 1515 

Top Trim Bottom Trim Bottom Trim RewaibU (Top or Bottom Trim) 



Noa. 1501,1511 Top Trim No. 1502 Bottom Trim No. 1503 Top Trim No. 1504 Top Trim 


Meter Protective Trims 


Trims listed as top trims are for use at top of “Square D ” boxes. Those listed as bottom trims are for 
use at bottom of boxes. Reversible trims may be used at either top or bottom. 

Ordinarily top trims are used at top of boxes with bottom connected meters and bottom trims at bottom 
of boxes with top connected meters. 

List No. 1512 is a bottom trim for use with G. E. Type 1-14 or F. W. Type K-5 meters. These meters 
are both bottom connected and List No. 1512 trim is so designed that these bottom connected meters may 
be used at bottom of the box to meet special requirements. 

All meter trims are made of sheet steel except List Nos. 1515 and 1516 which are of non-magnetic 
metal. List Nos. 1515 and 1516 are for use with high capacity direct current meters which are affected 
by stray magnetic fields. 

If trims are required for types of meters not mentioned, quotations will be furnished on request. 

All meter protective trims listed are for use with Class A boxes (3 inches deep), and when Adapter End 
Plate List No. 1814 is used, with Class B boxes (4 inches deep). 


List No. Meter Description 

1501 Type O. A. (West.) single phase, 5-10 ampere, 2 and a wire, top trim. 

1502 Type C (West.) single phase, 20 ampere, 2 wire, bottom trim. 

1503 Type 1-14 (G. E ) single phase, 5-25 ampere, 2 and 3 wire, top trim. 

1503 Type K-5 (Ft. w.) single phase, below 50 ampere, 2 and 3 wire, top trim. 

1504 Type 1-10 (G. E.) single phase, 5-25 ampere. 2 wire, 5-15 ampere, 2 and 3 wire, top trim... 

1505 Type H New Model (Sang.) single phase. 5-15 ampere, top trim, also Duncan model M-2 

AC, 3 wire 110.660 volt, 5 to 15 amp. top trim. 

1506 Type I (G. E.) single phase, 3-25 ampere, 2 and 3 wire, reversible (top or bottom trim). 

1507 Type K-4 Form S. A. A. (Ft. W.) single phase, 5-25 ampere, 2 wire; 5-15 ampere, 2 and 3 

wire, top trim. 

1508 Type 1-9 (Can. G. E.) Induction Meter, 3-25 ampere, 50-75 ampere, 2 and 3 wire, top trim. 

1510 Type I (G. E.) single phase, 50-75 ampere, 2 and 3 wire, reversible (top or bottom trim). . 

1511 Type O. A. (West.) single phase, 5-10 ampere, 15-80 ampere, 2 and 3 wire, top trim. 

1512 Type 1-14 (G. E.) single phase, 5-25 ampere. 2 and 3 wire, bottom trim. 

1512 Type K-5 (Ft. W.) single phase, below 50 ampere, 2 and 3 wire, bottom trim. 

1513 Type D-3 (G. E.) Polyphase, up to 75 ampere, reversible (top or bottom). 

1514 Type K-3 Form S. B. A. (Ft. W.) single phase, 5-50 ampere, bottom trim. 

1515 Type C-6 (G. E.) D.C. Watthour, 5-50 ampere, 2 and 3 wire, reversible (top or bottom trim). 

1516 Type C-7 (G. E.) D.C. Watthour, 5-50 ampere, 2 wire, reversible (topor bottom trim).... 


Weight 

List Prioe 

Eaoh 

Each 

H lb. 

10.71 

Hlb. 

.71 

Xlb. 

.71 

Hlb. 

.71 

X lb. 

.71 

H lb. 

.71 

IH lbs. 

1.72 

X lb. 

.71 

X lb. 

.71 

2H lba. 

2.13 

H lb. 

.71 

2 K lbs. 

1.75 

2)2 lbs. 

1.75 

3 H lbs. 

2.62 

Hlb. 

.71 

IX lbs. 

2.48 

2 lbs. 

3.38 



Adapter End Plate 

List No. 1814 is an adapter end plate for use in reduoing the rise of openings in ends of Class B 
boxes (4 inches deep), go that any of the meter protective trims listed may be used with Class B boxes. 


List 


No. 


1814 


Adapter End plate 


Carton Wt. 

Quantity Carton 

Digitized b# V. 1J< IU. 


List Prioe 
Each 
80 33 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


STEEL, SERVICE SWITCHES AND DISTRIBUTING CABINETS 

FOR 2, 3 AND 4 BRANCH CIRCUITS 
Double Comportment Boxes 


—Switch Compartment*- 



2 Pole 30 Ampere 

No. 



-Branch Circuit Compartment- 


List 

List 

Main Switch 

Branch 

No. 


2 Pole Branch Cutouts 


Price 

No. 

Volta 

Type Fiiae 

Circuit 

CutOUt8 

Volta 

Style 

Type Fuse 

Wt. 

Each 

2001 

125 

Ed. Plug 

2 

1 

125 

Double Branch 

Ed. Plug 

10 lba. 

$8.78 

2002 

125 

Ed. Plug 

3 

3 

125 

Single Branch 

Ed. Plug 

11 H lba. 

10.28 

2003 

125 

Ed. Plug 

4 

2 

125 

Double Branch 

Ed. Plug 

12 % lba. 

11.63 

2011 

250 

Cartridge 

2 

1 

250 

Double Branch 

Cartridge 

11H lba. 

12.45 

2012 

250 

Cartridge 

3 

3 

250 

Single Branch 

Cartridge 

12% lba. 

15.15 

2013 

250 

Cartridge 

4 

2 

250 

Double Branch 

Cartridge 

14 X lba. 

16.58 

2021 

250 

Cartridge 

2 

1 

125 

3-2 Double Branch 

Ed. Plug 

10% lba. 

10.95 

2023 

250 

Cartridge 

4 

2 

125 

3-2 Double Branch 

Ed. Plug 

13 lba. 

13.80 

2031 

250 

Cartridge 

2 

1 

250 

3-2 Double Branch 

Cartridge 

12% lba. 

13.80 

2033 

250 

Cartridge 

• 4 

2 

250 

3-2 Double Branch 

Cartridge 

15H lba. 

16.58 

2041 

125 

Ed. Plug 

2 

1 

125 

3-2 Double Branch 

. Ed. Plug 

10 lba. 

10.28 

2043 

125 

Ed. Plug 

4 

2 

125 

3-2 Double Branch 

Ed. Plug 

13 lba. 

13.13 

2051 

250 

Cartridge 

2 ‘ 

1 

125 

Double Branch 

Ed. Plug 

10 H lbs. 

10.28 

2052 

250 

Cartridge 

3 

3 

125 

Single Branoh 

Ed. Plug 

11% lba. 

11.63 

2053 

250 

Cartridge 

4 

2 

125 

Double Branoh 

Ed. Plug 

13 U>8. 

13.13 


List Nos. 2001 to 2053 inclusive, "Square D” Steel Enclosed Service Switches and Distributing Cabinets are Class A Boxes 
(3 inches deep), and use Class A End Plates. 


Prices do not include fuses, end plates or meter trims. Ground wire lug for grounoing switch box furnished as part of regu¬ 
lar equipment without charge. 



Dimensions 


Dimensions of “Square D” 

Steel Inclosed Service Switches 
and Distributing Cabinets 


TWO COMPARTMENT boxes three inches 
DEEP INSIDE 


List 

No. 

A 

B 

C 

D 

E 

F 

G 

H 

J 

2001 

10H 

sx 

2 

H 

sx 

oh 


X 

4 H 

2002 

10tt 

SX 

2 

X 

m 

OH 

11X 

% 

*x 

2003 

10 H 

3 X 

2 

X 

sx 

12H 

UX 

% 

4% 

2011 

10H 

3 X 

2 

X 

sx 

OH 

11 H 

X 

4H 

2012 

10tt 

SX 

2 

X 

sx 

12H 

UX 

X 

4K 

2013 

10tt 

SX 

2 

X 

SX 

12H 

UX 

X 

4H 

2021 

10H 

SX 

2 

X 

SX 

OH 

11X 

X 

4X 

2023 

10H 

3 X 

2 

X 

sx 

12H 

UX 

X 

4X 

2031 

10H 

SX 

2 

X 

sx 

OH 

liX 

X 

4 H 

2033 

10H 

SX 

2 

X 

sx 

12H 

UX 

X 

4 H 

2041 

10tt 

3 X 

2 

X 

sx 

OH 

nx 

X 

4X 

2043 

10H 

SX 

2 

X 

sx 

12H 

UX 

X 

4 H 

2051 

10H 

SX 

2 

X 

SX 

OH 

nx 

X 

4 H 

2052 

ioh 

3 X 

*2 

X 

sx 

OH 

UX 

X 

4X 

2053 

lOtt 

3 X 

2 

X 

sx 

12H 

UX 

X 

4 X 


SWITCHES 4 INCHES DEEP INSIDE 



SWITCHES 3 INCHES DEEP INSIDE 


SWITCHES 5 INCHES DEEP INSIDE 
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“SQUARE D” IRONCLAD FUSED ■ SWITCHES 



No. 7251 No. 7253 No. 7351 

Plunger Type Side Lever Type Plunger Type 

Standard Type 

The desirability and necessity of practical accident prevention in the electrical field is now recognized 
by all industries. To prevent accidents has been proven good business policy. 

“Square D” Ironclad Fused Switches are designed to eliminate accidents to employees, and to protect 
the equipment with which these devices are used. 

The switches may be sealed shut to protect them against tampering or the possible use of fuses of too 
large capacity. 

“Square D” Ironclad Fused Switches are non-hazardous. All live parts are enclosed in a cast-iron 
box and the mechanism is operated from outside the box by a handle. 

The switch mechanism is of the quick make and quick break type. When closed, a gasket in the lid 
makes the box fire and fume-proof—installations may be made where exposed to water, steam, fumes or 
dust, without injury to the vital parts of the switch. 

To replace fuses the cover is opened and the entire mechanism to which the fuses are attached swings 
out and away from the live parts. The fuse connections are absolutely dead and accidental contact with 
live parts when replacing fuses is impossible. 

“Square D” Ironclad Fused Switches have proved in actual service to be positive insurance against 
accidents—they have enabled manufacturers to maintain production schedules by insuring minimum loss 
from costly shut-downs through injury to employees or machines—they have reduced the cost of fuse 
replacements, standardized equipment, and because of their rugged construction will outlast the machines 
to which they are attached. 

“Square D” Ironclad Fused Switches may be locked “off” with a padlock, making operation impossible 
until the lock has been removed. This feature is of the greatest importance from a safety standpoint. 
It prevents turning on the current when repairs are being made, either to the electrical connections or to a 
machine driven by the motor that the switch controls. 


Indoor Type 

250 VOLTS 

For N. E. C. S. Fuses 


List 



Weight 

List Prioe 

No. 

Amperes 

Type 

Not Boxed 

Each 

7251 

Double pole, 30 

Plunger 

12 lbs. 

$13.13 

7252 

Double pole, 60 

Plunger 

25 lbs. 

30.23 

7253 

Double pole, 100 

Side lever 

57 lbs. 

65.85 

7254 

Double pole, 200 

Side lever 

71 lbs. 

91.93 

7255 

Double pole, 400 

Side lever 

133 lbs. 

167.00 

7351 

Triple pole, 30 

Plunger 

23 lbs. 

26.35 

7352 

Triple pole, 60 

Plunger 

41 lbs. 

43.28 

7353 

Triple pole, 100 

Side lever 

90 lbs. 

97.00 

7354 

Triple pole, 200 

Side lever 

100 lbs. 

125.33 

7355 

Triple pole, 400 

Side lever 

155 lbs. 

209.00 

7451 

Four pole, 30 

Plunger 

24 lbs. 

26.35 

7454 

Four pole, 200 

Side lever 

116 lbs. 

167.00 


Price for solid brass padlock, brass chain, two keys, locking device and attaching to switch, $1 per 


switch, net additional. 

The above switches will be drilled for conduit or equipped with porcelain bushings without additional 
charge, but if drilling specifications do not accompany order, switches will be furnished without being drilled. 
Fuses are not included in the above prices. 

Approved by the Underwriters’ Laboratories after examination and test under the DrpFisions of the 
National Electrical Code. Digitized by vjOOQIC 
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“SQUARE D” 


Western Electric 

IRON CLAD FUSED SWITCHES 


Mall Orders Filled 
at Prevailing Prices 



No. 8252. Plunger Type No. 8253 


“Severe Service” Type 

WEATHERPROOF TYPE 

“Square D” severe service switches are designed for outdoor use or wherever they are directly exposed 
to water, steam, fumes, or the roughest kind of handling. 

This type embodies the features of the “Square D” plunger type switch mechanism, being instantly 
controlled from the outside of a cast iron box. Rubber gaskets give a waterproof design, and phosphor 
bronze rods, rivets and wing nuts prevent rusting. All parts are substantially made, and there is notning 
whatever in this switch to get out of order. 

250 VOLTS 
For N. E. C. S. Fuses 


DOUBLE POLE 


List 

No. 

Amperes 

Type 

Weight 

Not Boxed 

List Price 
Each 

8251 

30 

Plunger 

13 lbs. 

$16.95 

8252 

60 

Plunger 

Side Lever 

26 lbs. 

30.00 

8253 

100 

57 lbs. 

34.80 

8254 

200 

Side Lever 

71 lbs. 

46.95 

8255 

400 

Side Lever 

133 lbs. 

69.45 


TRIPLE POLE 


8351 

30 

Plunger 

24 lbs. 

$75.27 

8352 

60 

Plunger 

Side Lever 

42 lbs. 

100.27 

8353 

100 

90 lbs. 

109.00 

8354 

200 

Side Lever 

100 lbs. 

142.13 

8355 

400 

Side Lever 

155 lbs. 

183.97 



FOUR POLE 



8451 

30 

Plunger 

25 lbs. 

$225.57 

8454 

200 

Side Lever 

116 lbs. 

234.06 


We can furnish the above switches with padlock and locking device so they may be locked in the “off" 
position if desired. Price for solid brass padlock, brass chain, two keys, locking device and attaching to 
switch, $1 per switch net, additional 

The above switches will be drilled for conduit or equipped with porcelain bushings without additional 
charge, but if drilling specifications do not accompany order, switches will be furnished without being drilled. 
Fuses are not included in the above prices. 

Approved by the Underwriters’ Laboratories after examination and test under the provisions of the 
National Electrical Code. 
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“SQUARE D” IRONCLAD FUSED SWITCHES 



No. 8251 Y 


No. 7351 B Cover Closed 


No. 7351 B Cover Open 


v._ 


Double Pole “Severe Service’* Junction Box Type 

“Square D” Severe Service Junction Box Type provides for the branching out of circuits in all directions. The porcelain 
base holding the terminals is mounted on a sub-base allowing the main lines to pass through the box under the porcelain base. 
List No. Amperes Volts Wt. Not Boxed List Price Each 

30 


Service Box Type 


List No. 
7351B 
7352B 


Triple Pole, Solid Neutral. 0-60 Amperes, 250 Volts 

Amperes Volts Wt. Not Boxed 

30 250 16 lbs. 

60 250 28 lbs. 


List Price Each 
$22.50 
37.65 



No. 7251 L-3 No. 7251 L No. 7252 L 


“Square D’* Ironclad Fused Switches 

3 HEAT INDICATING SWITCH 

This switch was designed for a concern making laundry machines to be used on electrically heated ironing machines of 
large capacity. 

With the main switch and the two single pole switches closed, the heating element gets full line ”oltage and the ironing 
machine gets hot quickly. To reduce the heat, the single pole switches may be opened, which cuts down the current in the 
heating element. 

The pilot light is provided so that visual indication will be given that current is “ON." 

List No. Amperes Volts Wt. Not Boxed List Price Each 

7251 L-3 30 250 20 lbs. $41.25 

Price does not include Pilot Lamp. 

“Square D” Ironclad Indicating Switch—Double Pole 

This type of 30 ampere, 250 volt two pole switch is designed to provide visual proof whether or not the oircuit that the 
switch controls is complete. 

List No. ~ Amperes Volts Wt. Not Boxed List Price Each 

7251L 30 250 16 lbs. $22.50 

7252L 60 . 250 27 lbs. 37.65 

Prices do not include Pilot Lamp. 

We can furnish the above switches with padlock and locking device so they may be locked in the "off" position if desired. 
Price for solid brass padlock, brass chain, two keys, locking device and attaching to switch $1 per switch net, additional. 
The above switches will be drilled for conduit or equipped with porcelain bushings without additional charge, but if drilling 
specifications do not accompany order, switches will be furnished without being drilled. 

Fuses are not included in the above prices. 

Approved by the Underwriters' Laboratories after examination and test under the provisions of the National Electrical Code. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“SQUARE D” INDUCTION MOTOR STARTERS 



Front and Side Lever Types 

Ironclad—Indestructible—Non-Hazardoua 

“Square D" induction motor starters (formerly “Detroit” induction motor starters) are designed for use with motors up to 
and including 74 H.P. or motors which may be started by switching them directly on to full voltage service. 


List 

No. 

6251 

6351 

6451 

6361 


'/Square D” Induction Motor Starters 


Single phase 
Three phase. 
Two phase. 
Three phase 


6361N Three phase no-voltage release. 


Amperes 

Volts 

Weight 
Not Boxed 

List Price 
Each 

SO 

250 

20 4 lbs. 

$41.53 

30 

250 

26 lbs. 

33.75 

30 

250 

28 lbs. 

41.53 

30 

600 

76 lbs. 

75.15 

30 

600 

82 lbs. 

116.56 

no-voltage release. 





List No. 58342 u«t No. 6M41 


“Square D” Steel Enclosed Compensator Switch 
250 Volts, Triple Pole 


List 

No. 

Amperes 

Depth 
of Box 

Weight 

List 

Each 

58351 

30 

4 ins. 

20 lbs. 

$22.50 

58352 

60 

4 ins. 

21 lbs. 

23.32 

58353 

100 

4 ins. 

32 lbs. 

36.70 

58354 

200 

5 ins. 

61 lbs. 

31.8? 

58341 

30 

500 Volts, Triple Pole 

4 ins. 

23 lbs. 

$23.56 

58342 

60 

4 ins. ' 

24 lbs. 

27.44 

58343 

100 

4 ins. 

34 lbs. 

40.80 

58364 

200 

600 Volts, Triple Pole 

5 ins. 

100 lbs. 

$88.50 


Prices do not include fuses or end plates. 


“Square D” Steel Enclosed Double Throw Motor Starting Switch 

STRAIGHT INDUCTION TYPE—3 PHASE 


List 



Depth 
of Box 

•-E 

Ind Plates-- 


List 

No. 

Amperes 

Volts 

Conduit 

Open Wiring 

Weight 

Each 

66351 

30 

250 

3 ins. 

18313 

19332 

14 4 lbs. 

822.50 

66341 

30 

500 

4 ins. 

18413 

19432 

27 lbs. 

37.50 

66342 

60 

500 

4 ins. 

STAR-DELTA 

18414 

TYPE—3 

19433 

PHASE 

274 lbs. 

42.76 

65351 

30 

250 

3 ins 

18313 

19332 

144 lbs. 

822.50 

65341 

30 

500 

4 ins. 

18414 

19434 

27 lbs. 

37.50 

65342 60 500 

Knife Switches. Puses end Cut-Outs 

4 ins 

18415 

73 

19434 

Digitized by 

27^ lbs. 

42.76 
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“NATIONAL” METAL MOLDING 

Sherardized 



Base Capping 



No. 333—Base and Cap 


“ National ” Metal Molding 

“National” metal molding consists of two pieces, base and capping, so formed as to “snap” together— 
the capping “snapping” over the base. 

It is finished under the non-corrosive Sherardizing process in which finely divided zinc is driven into the 
pores of the base metal, effecting an alloy which is not only rust proof but which cannot be scraped off. 

It is particularly adapted for steel ceiling, show window, show case, theater or similar construction 
where appearance, as well as electrical and mechanical safety, is essential. 

Bending 

The molding lends itself readily to bending and, with reasonable care, may be worked on any radius 
down to four ana one-half inches. 

Bends must be made in all cases with base and capping snapped together. 

The Screw-and-Slot Principle 

The base of “National” metal molding is furnished with a “Keyhole Slot” at each end as shown in 
illustration. 

This “Keyhole Slot” is used in connection with the special Bond Screws furnished in all “National” 
metal molding fittings. 

Punching 

The new style “National” hand punch, as shown on another page, is used for punching the “Keyhole 
Slot” where lengths are cut. 

Cutting 

Because of the light stock, hacksaw blades*having fine teeth and commonly known as “tube saws” 
should be used for cutting. Some construction men also recommend marking deeply with a file apd breaking. 

Wire 

Single braid wire has been approved for use with “National” metal molding, but it must be laid in 
and not “fished.” 


-W. E. List- 


list Unit Std. 

No. Pkg. Pkg. 

333 Metal molding and capping. 100 ft. 1000 ft. 


Wt per Mfra. List Strips of Unit Pkg. Std. Pkg. 
100 Ft per 100 10 Ft oflOO Ft. oflOOO Ft. 
40 lbs. $8.00 $1.60 $12.80 $115.20 




No.. 344—Base Coupling 


No. 434—Fitting Coupling 


BASE COUPLING 

The “National” base coupling is designed to do the same work for “National” m6tal molding as does 
a coupling for rigid conduit, and its use is necessary to obtain the perfect bond between lengths required 
by the code. The outlines shown in cut illustrate the slotted ends of the molding base which are placed in 
position over the holes provided at the ends of the coupling and the whole fastened securely to the wall by 
wood screws passing through both molding and base. 

This device prevents loose joints. 

List 
No. 

344 


Schedule “R” 



Unit 

Std. 

Pkg. 

Mfrs. List 

W. E. List 


Pkg. 

Pkg. 

Wt 

per 100 

per 100 

Base coupling. 

. 50 

500 

15 lbs. 

$2.50 

$5.00 


436 Fitting Coupling. 


FITTING COUPLING 

. 60 250 

Q 


Digitized by 

8 lbs. 


Google 


$1.50 
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No. 334—Cross 

Molding Cross and Tee Schedule “R” 

No. 334 Molding Cross fitting performs the same function as an “ X ” condulet. The expanded or raised 
center of the capping affords additional space which permits splicing of wires for junction leads. Although 
the size has been reduced, more room for the laying in of joints has been provided than in the old style 
through a deep recessing of the covers. 

No. 335 Molding Tee is used in the same manner as a molding taplet or “T” condulet. The capping 
is expanded or raised, permitting ready splicing of junction leads in the additional space thus afforded. 
The new “National” screw-and-slot system of coupling, now used in all fittings, makes the use of four and 
three screws or bolts for installing these fittings unnecessary. 


Schedule “R” 

List Unit Std. Std. Pkg. Mfrs. List W. E. Lift 

No. Pkg. Pkg. Wt per 100 Each 

334 Molding cross. 30 120 25 lbs. $17.00 $0.34 

335 Molding tee. 30 120 23 lbs. 14.00 .28 



No. 335—Tee 



No. 336 
90° Flat Elbow 



No. 437 
45* FlatlElbow 


0 * W3 

No. 337 No. 338 

External Elbow Internal Elbow 


Flat External and Internal Elbows 

The size of these elbows has been reduced. This reduction simplifies the work of breaking around 
large obstructions. Where it is necessary to break around “I” beams, for example, four of these elbows 
may now be assembled with short lengths of molding to form a U-shaped unit, which may then be installed 
as one piece. The new screw-and-slot system of coupling has greatly simplified the installation of the flat- 
elbow by making the use of two screws or bolts unnecessary. Base and capping of the molding are cut the 
same length where these fittings are used. 


Schedule “R” 

List Unit Std. Std. Pkg. Mfrs. List W.E.List 

No. Pkg. Pkg. Wt. per 100 Each 

336 Flat elbow. 30 240 30 lbs. $11.00 $0.22 

437 45° Flat Elbow. 20 100 10 lbs. 11.00 .22 

337 External elbow. 30 60 8 lbs. 11.00 .22 

338 Internal elbow. 30 120 15 lbs. rVcflfb 22 

Digitized by VjVJVJV Lv~ 
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Attachment Plug 


No. 390 

Attachment Plug 
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Attachment Plugs 


Fittings 360 and 360A are designed to mount upon the molding and are shipped in “dead end” form 
but can easily be converted into “continuous type” by twisting off the upturned ear, on the base plate, 
which blanks the molding opening. 

Fittings 390 and 390A are designed for use with the No. 342R Outlet Box and Nos. 423 and 424 Sub¬ 
bases only, and cannot be mounted upon the molding. 

Schedule “X” 


List 



Unit 

Std. 

Std. Pkg. Mfrs. List W. E. List 

No. 


Type 

Pkg. 

Pkg. 

Wt 

per 100 

Each 

360 

Porcelain, attachment plug. 

Molding 

10 

100 

45 lbs. 

$38.00 

$0.76 

360A 

Composition, attachment plug 

Molding , 

10 

100 

45 lbs. 

38.00 

.76 

390 

Porcelain, attachment plug. 

Outlet box 

10 

100 

45 lbs. 

35.00 

.70 

390A 

Composition, attachment plug.... 

. Outlet box 

10 

100 

45 lbs. 

39.00 

.78 



No. 430 

Combination Fitting 




No. 392 

Indicating Switch 


Combination Fixture and Drop Cord Fitting 

Fitting No. 430 is designed to mount upon the molding and is shipped “dead end” style but can 
easily be converted into continuous by twisting off the upturned ear, on the base plate, which blanks the 
molding opening at one end. It is equipped with a special patented fiber bushing which is approved as 
an insulating joint and can be furnished with bushings tapped for Y% inch, inch or % inch fixture stems. 

Schedule “X” 


List 


Unit 

Std. 

Std. Pkg. Mfrs. List 

W. E. List 

No. 

Type 

Pkg. 

Pkg. 

Wt per 100 

Each 

430 

Combination fixture and drop cord. Molding 

10 

80 

30 lbs. $40.00 

$0.80 


5 Ampere Snap Switches 

Fittings Nos. 391 and 392 are designed to mount upon the molding and are shipped “dead end” 
style, but can easily be converted into continuous by twisting off the upturned ear, on the base plate, which 
blanks the molding opening at one end. 

Schedule “X” 


list 



Unit 

Std. 

Std. Pkg. Mfrs. List W. E. List 

No. 


Amperes 

• Pkg. 

Pkg. 

Wt per 100 Each 

301 

Snap Switch Non-Indicating. 

5 

10 

100 

35 lbs. $41.00 $0.82 

302 

Snap Switch Indicating.. 

5 

10 

100 

35 lbs. 45.00 . 90 

t 


4 


Conduit and Wiring Accessories 








780 


Western Electric 

“NATIONAL” METAL MOLDING 


Mail Orders Filled 
at Prevailing Prices 



No. 475 No/477 No. 481 No. 485 


Keyless Receptacles and Rosettes 




Metal Cap—Box Cover Type 



Schedule "X” 

List 



Unit 

Std. 

Wgt. 

Mfrs. List 

W. E. List 

No. 


For Use On 

Pkg. 

Pkg. 

Lbs. 

per 100 

Each 

474 

3H in. Keyless Receptacle 

Straight molding jobs 

1 

100 

45 

$60.00 

$1.20 

475 

3H in. Keyless Receptacle 

3 in. conduit box outlet 

-1 

100 

45 

62.00 

1.24 

*476 

3^ in. Keyless Receptacle 

Straight molding jobs 

1 

100 

45 

52.00 

1 04 

*477 

3J^ in. Keyless Receptacle 

3 in. conduit box outlets 

1 

100 

45 

55.00 

1.10 

480 

3H in. Two-piece Rosette 

Straight molding jobs 

1 

100 

45 

62.00 

1.24 

481 

3 l /2 in. Two-piece Rosette 

3 in. conduit box outlets 

1 

100 

45 

64.00 

1.28 

t481 

3 Yi in. Fixture Rosette 

Straight molding jobs 

1 

100 

45 

64.00 

1.28 

t485 

3J^ in. Fixture Rosette 

3 in. conduit box outlets 

1 

100 

45 

66.00 

1.32 



No. 471 No. 473 No. 479 No. 483 


Keyless Receptacles and Rosettes 


Metal Cap—Box Cover Type Schedule “X” 


List 



Unit 

Std. 

Wgt 

Mfrs. List 

W. E. list 

No. 


For Use On 

Pkg. 

Pkg. 

Lbs. 

per 100 

Each 

470 

in. Keyless Receptacle 

Straight molding jobs 

1 

100 

60 

$78.00 

$1.56 

471 

4J^ in. Keyless Receptacles 

4 in. conduit box outlets 

1 

100 

60 

80.00 

1.60 

*472 

4}^ in. Keyless Receptacle 

Straight molding jobs 

1 

100 

60 

58.00 

1.16 

*473 

43^ in. Keyless Receptacle 

4 in. conduit box outlets 

1 

100 

60 

60.00 

1.20 

478 

4in. Two-piece Rosette 

Straight molding jobs 

1 

100 

60 

73.00 

1.46 

479 

4H in. Two-piece Rosette 

4 in. conduit box outlets 

1 

• 100 

60 

75.00 

1.50 

f482 

4 x /2 in. Fixture Rosette 

Straight molding jobs 

1 

100 

60 

78.00 

1.56 

t483 

4J^ in. Fixture Rosette 

4 in. conduit box outlets 

1 

100 

60 

80.00 

1.60 



No. 575 No. 577 No. 581 No. 585 


Box Cover Receptacle? and Rosettes 


Metal Cap Schedule “X” 


List 


Unit 

Std. 

Wgt. 

Mfrs. List 

W. E. List 

No. 


Pkg. 

Pkg. 

Lbs. 

per 100 

Each 

571 

Box Cover Receptacle, for 4 in. conduit boxes. 

1 

100 

55 

$52.00 

$1.04 

*573 

Box Cover Receptacle, for 4 in. conduit boxes. 

1 

100 

55 

45.00 

.90 

575 

Box Cover Receptacle, for 3 in. conduit boxes. 

1 

100 

40 

39.00 

.78 

*577 

Box Cover Receptacle, for 3 in. conduit boxes. 

1 

100 

40 

34.00 

.68 

579 

Box Cover Cord Rosette, for 4 in. conduit boxes. 

1 

100 

55 

56.00 

1.12 

581 

Box Cover Cord Rosette, for 3 in. conduit boxes. 

1 

100 

40 

45.00 

.90 

t583 

Box Cover Fixture Rosette, for 4 in: conduit boxes... 

1 

100 

55 

60.00 

1.20 

1585 

Box Cover Fixture Rosette, for 3 in. conduit boxes... 

1 

100 

40 

48.00 

.96 


•All porceJaii. type. 

tFumished tapped for % inch gas pipe only. 
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No. 348 No. 423 No. 424 

One Piece Rosette Standard Sub-base Angle Sub-base 


Porcelain Rosettes Schedule “X M 

This rosette is arranged to be applied directly over the molding, it being unnecessary to cut the 
base of the molding to install it, the capping only being removed to allow the introduction of wires into 
the rosette. It is equipped with metal base plates in dead end form, but is arranged for easy 
conversion into continuous type by twisting off the ear which blanks the molding opening at one end, 
and arranged to be supported by the molding. 

Installation of this device requires an opening 1% inches long in the capping. 


List Unit Std. Std. Pkg. Mfrs. List W. E. List 

No. Pkg. Pkg. Wt per 100 Each 

348 Onepiece... 20 120 35 lbs. $9.00 $0.18 

* 

Sub-bases for Fittings Schedule “X” 

423 Standard Sub-base. 10 100 35 lbs. $20.00 $0.40 

424 Angle Sub-base. 10 50 40 lbs. 30.00 . 60 





No. 377 No. 433 No. 376 


Single Clamp Bushing Double Clamp Bushing Corner Box 


Clamp Bushings Schedule “R” 

These fittings perform the same function with “National” metal molding as does*a locknut and bushing 
for conduit, in bushing the molding wherever it joins any fitting of a box type and in locking the molding 
to any fitting of such type. The clamp consists of two parts, a base and a cap. In installing, the base piece 
is fastened to the-fitting, with the screws provided in all fittings of box type for the purpose. The molding 
is then fastened to base piece and the cap of the clamp snapped on last over the molding capping with the 
small up-turned lip insiae the box. The double clamp bushing is tor connecting two pieces of molding with 
one opening in outlet box. 

The base and capping of the molding are cut the same length when this fitting is installed. 


List 


Unit 

Std. 

Pkg. 

Mfrs. List 

W. E. List 

No. 


Pkg. 

Pkg. 

Wt. 

per 100 

Each 

377 

Single Clamp Bushing... 

. 50 

200 

8 lbs. 

$3.50 

$0.07 

433 

Double Clamp Bushing. 

. 10 

100 

10 lbs. 

12.00 

.24 


Comer Box Schedule “R” 

This box is designed for use where the feeder wires are brought through a rigid or flexible conduit into 
a point in the comer of the room from whence the metal molding is to be run. 

The fitting is provided with four “twistouts” for molding entrance and with one inch conduit 
knockout in the base. 

Rushing 377 or 433 must be used for entering this box with molding, as the “twistouts" are too small 
for direct entrance. 

376 Corner box.*. 10 „ 20 iWbir 1 'yf&JO 0 $0.50 

, 7 Conduit and Wiring Accmuartm 
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No. 375—Outlet Box No. 378—Porcelain Cover No. 383—Blank Cover 


Outlet Box and Covers 

Schedule “R” 

No. 375 outlet box may be used either as an outlet surface switch or junction box, adapted for molding 
to molding runs only. Four “twistouts” are provided for molding entrance, but there is no conduit knock¬ 
out in its base, therefore its use is limited to straight molding work. Bushing No. 377 or 433 must be 
used for entering this box with molding, as the 11 twistouts” are too small for direct entrance with molding. 

i 

No. 378 porcelain covers are furnished in one, two, three and four hole types for use with No. 375 outlet 

box. 

No. 383 blank cover is used where No. 375 box is installed as a junction box. 


List 


Unit 

Std. 

Std. Pkg. 

Mfre. List 

W. E. List 

No. 


Pkg. 

Pkg. 

Wt 

per 100 

Each 

375 

Outlet box. 

. 20 

120 

25 lbs. 

$20.00 

$0.40 

378 

Porcelain cover, one way. 

. 10 

40 

7 lbs. 

10.00 

.20 

379 

Porcelain cover, two way. 

. 10 

40 

7 lbs. 

10.00 

.20 

380 

Porcelain cover, three way. 

. 10 

40 

7 lbs. 

10.00 

.20 

381 

Porcelain cover, four way. 

. 10 

40 

7 lbs. 

10.00 

.20 

383 

Blank cover. 

. 20 

40 

4 lbs. 

5.00 

.10 



No. 341—Junction Box 


No. 410—Fixture Outlet Box 


No. 330—Outlet Box 


Junction and Outlet Boxes 

Schedule 4 ‘R” 

No. 341 junction box consists of two parts, base and cap. This box is provided with four molding 
“ twistouts” and one J^-inch knockout in its base for the introduction of rigid or flexible conduit feeder. 

No. 339 outlet box differs from the above junction box in no detail save that it is equipped with a M inch 
insulating bushing for drop cord work. 


List Unit Std. Std. Pkg. Mfrs. List W. E. List 

No. Pkg. Pkg. Wt per 100 Each 

341 Junction box. 20 120 39 lbs. $25.00 $0.50 

410 Fixture Outlet box. 10 00 40 lbs. 35.00 . 70 

339 Outlet box. 20 ^Ibs. 25.00 .50 
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10 Ampere 

No. 342—Snap Switch Base 


No. 365 


Snap Switch Bases Schedule “R” 


No. 342 fitting is designed for mounting snap switches, rosettes and similar devices. It is provided 
with four molding “twistouts” and one Vi inch conduit knockout in its base. 


List 

Unit 

Std. 

Std. Pkg. 

Mfrs. List 

W. E. List 

No. 

Pkg. 

Pkg. 

Wt. 

per 100 

Each 

342 Snap switch base, 10 amperes. 

. 20 

120 

35 ibs. 

$25.00 

$0 50 

342R Snap switch base, 5 amperes.. 

. 20 

120 

35 lbs. 

25.00 

.50 

Bushing No. 377 or 433 must be used for entering fitting 342 type with molding, as 

the twistouts are too 


small for direct entrance. 


Complete Canopy Base Schedule “R” 

These canopy bases are designed to provide a standard form of outlet for installing fixtures on a straight 
metal molding job. They are made in two sizes, 4H inches and 6 inches. The 4 Vi inch for use in all average 
installations and the 6 inch for occasional use with large fixture canopies. Both sizes are drilled and tapped 
to take any standard fixture stud. One Vi inch and two Vi inch knockouts are provided in the base plate 
of these canopies in addition to the usual four molding “ twistouts ” in the covers m order that they may be 
used for picking up a circuit at an existing “concealed knob and tube outlet” if desired. 

365 Canopy base and cap, inches diameter.. 10 40 30 lbs. $35.00 $0.70 

366 Canopy base and cap, 6 inches diameter .. . 10 40 53 lbs. 50.00 1.00 

Bushing No. 377 or 433 must be used for entering these canopies with molding as the twistouts are too 

small for direct entrance. 



No. 363A 


No. 363 

4H Inch Split Type Adapter Plate 


* No, 363B 

4H Inch Split Type Cover 


4 Vi Inch Blank Cover Schedule “R” 

This cover is designed for use with the No. 363 adapter plate or the base of the No. 365 canopy base 
at any point where a blank form of cover for these plates is desirable, as in cases where a circuit is picked 
up for extension at an existing “pull box” or “junction box,” or where a fixture is relocated and its original 
outlet used as a junction. ■ 

363A 4H inch blank cover..... 10 20 8 lbs. $15.00 $0.30 


Split Type Cover and Adapter Plate Schedule “R” 

No. 363B split type cover is designed for use with No. 363 adapter plate; it is made in split form for 
use in “picking up” a circuit at an existing fixture outlet without removing or disturbing the fixture. The 
object of its large size is to form a seat for fixture canopies and so avoid the mutilation and labor necessary 
to fitting canopies down over the molding. 

No. 383 split type adapter plate is designed in conjunction with covers No. 363A and 363B, to care for 
a troublesome detail of constriction for which no fitting of any kind has heretofore been available—the pick¬ 
ing up and extension of circuits from existing fixture outlets without removing or disturbing the fixture.. 

It is arranged with slots and holes through which it can be fastened to any three (3) inch or four (4) inch 
conduit outlet box with the cover screws provided in such boxes. A special yoke or bridge is furnished 
with each plate through which it can be hung on any “open cover, ” “extension plate” or “plaster ring. ” 

363B 4 Vi inch split type cover. 10 40 15 lbs. $17.00 $0.34 

363 4 Vi inch split type adapter plate. 10 60 20 lbs. 25.00 .50 


Note: When ordering covers 363A or 363B bear in mind they are covers only and that a corresponding 
number of 363 plates must be ordered with them. Bushing No. 377 or 433 must be used for entering No. 
363 with molding, as the “twistouts” in the covers are too small for direct entrance. 

Digitized by 

9 Conduit and Wiring Accessories 







784 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“NATIONAL” METAL MOLDING 

Sherardized 



No. 395 No. 396 No. 397 No. 398 

Chain Pull Receptacle Chain Pull Receptacle Key Receptacle Key Receptacle 


Chain Pull Receptacles Schedule “X” 

Fitting No. 395 is designed to mount upon the molding and is shipped in “dead end” form 
but p$n easily be converted into “continuous type” by twisting off the upturned ear, on the base plate, 
which blanks the molding opening at one end. 

r Fitting 396 is designed for use with 342R Outlet Box and Nos. 423 and 424 sub-bases only, and can¬ 
not be mounted upon the molding. 


List Unit Std. Std. Pkg. Mfrs. List W. E. List 

No. Type Pkf. Pkg. Wt. per 100 Each 

395 Pull, receptacle.. Molding 10 100 50 lbs. $64.00 $1.28 

396 Pull, receptacle. Outlet box 10 100 50 lbs. 62.00 1.24 


Key Receptacles Schedule “X” 

' Fitting No. 397 is designed to mount upon the molding and is shipped in “dead end” form but can 
easilv be converted into “continuous type” by twisting off the upturned ear, on the base plate, which 
blanks the molding opening at one end. 

Fitting No. 398 is designed for use with the No. 342R Outlet Box and Nos. 423 and 424 sub-bases 
only, and cannot be mounted upon the molding. 


397 Key, receptacle. Molding 10 . 100 45 lbs. $41.00 $0.82 

398 Key, receptacle . ...*. Outlet box 10 100 45 lbs. 39.00 .78 



Keyless Receptacles Schedule “X” 

Fitting No. 356 is desijgned to mount upon the molding and is shipped in “dead end” form but can be 
easily converted into “continuous type” by twisting off the upturned ear, on the base plate, which blanks 
the molding opening at one end. 

Fitting No. 399 is designed for use with the No. 342R Outlet Box and Nos. 423 and 424 sub-bases only 
and cannot be mounted upon the molding. 


356 Keyless Receptacle. Molding 10 100 37 lbs. $38.00 $0.76 

399 Key less Receptacle. Outlet box 10 100 40 lbs. 27.00 .54 


Two-piece Rosettes Schedule “X” 

Fitting No. 431 is designed to mount upon the molding and is shipped in “dead end” style but can 
easily be converted into continuous by twisting off the upturned ear, on the base plate, which blanks the 
molding opening at one end. 

Fitting No. 432 is designed for use with the No. 342R Outlet Box and Nos. 423 or 424 sub bases only 
and cannot be mounted upon the molding. 


431 Two-piece Rosette.. 

432 Two-piece Rosette.. 

429 Fixture Rosette. 

430 Fixture Rosette_ 

Conduit mad Wiring Acco tt ortoo 


Molding 

10 

120 

67 lbe. 

$28.00 

$0 56 

Outlet box 

10 

120 

67 lbs. 

25 00 

.50 

Sub-base 

10 

100 

35 lbs. 

35 00 

.70 

Molding 

10 

)ig 80 

by*£yi®0 

40.00 

.80 
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No. 442 No. 443 No. 441 No. 438 

Two-Gang Switch Adapter Spacers Flush Switch Adapter Flush Box and Adapter 

^ ■ ' Switch Box Fittings • 

No. 442 is a two-gang flush switch adapter. Made in split form to permit building up into large gangs. 

No. 441 adapter is designed to mount on any of the standard makes of wall cases, the switches or 
receptacles being removed and remounted upon the cover of the adapter. 

No. 438 flush switch box and adapter plate is designed for the installation of flush switches or recep¬ 
tacles on new metal molding jobs. It is especially designed for shallow partitions and brick work. 

Bushing No. 377 or 433 must be used for entering these canopies with molding, as the “twist-outs” 
are too small for direct entrance. 

TWO-GANG FLUSH SWITCH ADAPTER Schedule “R” 


No. 441 

Flush Switch Adapter 


No. 438 

Flush Box and Adapter 


List 



Unit 

Std. 

Std. Pkg. 

Mfrs. List 

W. E. List 

No. 



Pkg. 

Pkg. 

Wt. 

per 100 

Each 

442 

Two-gang flush switch adapter. 

10 

100 

80 lbs. 

$55.00 

$1.10 



SPACERS FOR USE WITH NO. 

442 ADAPTER 

Schedule “R” 

List 


Builds No. 442 

Unit 

Std. 

Std Pkg. 

Mfrs. List 

W. E. List 

No. 

Type 

Into 

Pkg. 

Pkg. 

Wt 

per 100 

per Pair 

443 

Single 

3 Gang 

10 

100 

13 lbs. 

$20.00 

$0.40 

444 

Double 

4 Gang 

10 

100 

25 lbs. 

40.00 

.80 

445 

Triple 

5 Gang 

10 

100 

38 lbs. 

60.00 

1.20 

446 

Quadruple 

6 Gang 

10 

100 

50 lbs. 

80.00 

1.60 


Notb: Two No. 443 Spacers may be used in place of No. 444 to build No. 442 into 4 gang, three in place of 
No. 445 or four in place of No. 446, although the use of 444,445 Or 446 makes abetter looking and simpler job. 


TYPES No. 441 AND 438 ADAPTERS 


Schedule 1 


Flush switch adapter, solid type. . . 
Combination flush box and adapter. 


Unit 

Std. 

Std. Pkg. 

Mfrs. List 

W. E. List 

Pkg. 

Pkg. 

Wt. 

per 100 

Each 

10 

100 

40 lbs. 

$27.00 

$0.54 

10 

20 

20 lbs. 

40.00 

.80 





No. 451—Push Type No. 461—Rotary Type No. 447—Plug Type No. 448—Blank Type 

Flush Switch Plates Schedule “R” 

These plates are designed for use with “ National” flush switch adapter No. 441 and 438. The open¬ 
ings in Nos. 451 and 448 are standardized for use with standard makes of push auu rotary flush switches. 
No. 447 is designed for use with Hubbell flush plug receptacle No. 5547 and similar devices. 

No. 448 is designed for use in case a switch or receptacle is removed for relocating and its original outlet 
used for a junction only. Unit Std. Pkg. Mfrs. List W. E. List 


List No. Type 

451 Push 

452 Push 

453 Push 

461 Rotary 

462 Rotary 

463 Rotary 

447 Plug 

4*8 Blank 


Style 

Single 

2 Gang 

3 Gang 
Single 

2 Gang 

3 Gang 
Single 
Single 


Finish 

Sherardized 

Sherardized 

Sherardized 

Sherardized 

Sherardized 

Sherardized 

Sherardized 

Sherardized 


Pkg. 

Wt. 

20 lbs. 
20 lbs. 
20 lbs. 
20 lbs. 
20 lbs. 
20 lbs. 
20 lbs. 
20 lbs. 


per 100 
$12.00 
24.00 
36.00 
12.00 
24.00 
36.00 
12.00 
12.00 


Note: “ National” Flush Switch Adapters No. 441, 438 and 442 are now made in size to fit all standard 
flush plates, hence No. 451,461,447 and 448 plates are now furbished in sherardized finish only. 
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No. 367 

Porcelain Cover 


Sherardized 


• -.v 



No. 404 
Coupling 


Metal Molding Fittings Schedule “R” 

Nos. 367 and 368 porcelain covers are used in connection with No. 404 coupling through which the 
wires are brought. The covers are fastened by means of screws in the face of the coupling. 

No. 40^ fitting is designed for use as a junction between “National” metal molding and “open work,” 
and should be used in all cases where, necessary to pass from molding to this class of construction or to the 
terminal lugs of meters, knife switches, etc. The coupling is attached to the molding base by means of the 
screw in the coupling and after the wires have been laid in the capping is brought up flush with the fitting 
and snapped on over the molding base. 


List 


Unit 

Std. 

Std. Pkg. 

Mfrs. List 

W. E. List 

No. 


Pkg. 

Pkg. 

Wt. 

per 100 

Each 

367 

2 hole porcelain cover.. 

10 

20 

6 lbs. 

$10.00 

$0.20 

368 

3 hole porcelain cover. 

10 

20 

6 lbs. 

10.00 

.20 

404 

Molding to open work coupling.... 

10 

20 

7 lbs. 

18.00 

.36 



No. 405 No. 411 

Molding Toe Conduit Tee 


Tee Fittings Schedule “R” 

Noe. 405 and 405A conduit to molding tee is designed for use where a tap from runs of inch or inch 
conduit to “National” metal molding is desirable, as in cases where a series of side wall outlets are fed from 
a line of rigid conduit installed close up in the corner on the floor and risers to the outlets run in “National” 
metal molding. 

No*. 411 and 411A molding to conduit tee is designed for use where a tap from runs of “National” metal 
molding to % inch or ££ inch conduit is desirable, as in cases where it is necessary to pass from some point 
in a line of molding on the ceiling to the floor above in conduit. 

The new “National” screw-and-slot system of coupling has not only permitted a reduction in the size 
of these fittings and a marked improvement in their appearance, but has eliminated the use of covers and 
small screws. 

The molding base and capping is cut the same length when fittings Nos. 404,405 ancT405A are installed, 
but the base only is cut in installing Nos. 411 and 411 A, the capping continuing over and forming a cover for 
these fittings. 


List 


Unit 

Std. 

Std. Pkg. 

Mfrs. List 

W. E. List 

No. 


Pkg. 

Pkg. 

Wt. 

per 100 

Each 

405 

inch, conduit to molding tee. 

10 

20 

15 lbs. 

$35.00 

$0 70 

405A 

inch, conduit to molding tee. 

5 

10 

10 lbs. 

40.00 

80 

411 

Vi inch, molding to conduit tee. 

10 

20 

10 lbs. 

25.00 

.50 

411A 

% inch, molding to conduit tee 

IQ 

10 Digitized b$ibs. 30.00 

.60 
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“NATIONAL” METAL MOLDING 

Sherardized 

• fie • m 3 f) 

No. 401 No. 402 No. 403 No. 417 No. 414 No. 415 No. 416 


Molding Couplings and Elbows Schedule “R” 

Nos. 401 and 401A fittings are designed for use in effecting a junction between “National” metal 
molding and any fitting having A inch or % inch conduit knockouts, such as a surface type panel box or 
any fitting having a A inch or % inch tapped and threaded boss, such as condulet. 

Nos. 402 and 402A fittings are designed for use as couplings between “National” metal molding and 
A inch or % inch conduit. The A .inch size in particular should be included in all stock orders since its 
use is necessary, m most instances, in connection with the short lengths of conduit required for passing 
through floors m metal molding jobs. 

Nos. 403 and 403A fittings are designed for use as elbow couplings between the “National” metal 
molding and A inch or % inch conduit. 

Nos. 417 and 417A fittings are designed for use in effecting an elbow junction between “National” 
metal molding and any type of fitting which is flushed into the wall, such as a flush type panel box, or from 
which an elbow exit is necessary ; as in the case of coming out of a panel box mounted on the surface of a 
pillar and running back to and rising upon the pillar. 

TTie new “National” screw-ana-elot system has not only permitted a reduction in the size of these 
fittings and a marked improvement in their appearance, but has eliminated the use of covers and small 
screws. 

The base and capping of the molding is cut the same length where fittings No. 401, 401A and 402 and 
402A are installed, but the base must be cut % inch shorter when installing Nos. 403, 403A, 417 and 417A 
to permit the capping to lap over and form a cap for these fittings. 


List 

No. 

401 Male coupling, H-inch..... 

401A Male coupling, J^-inch.. 

402 Female coupling, jfainch . 

402A Female coupling, J^-inch. 

403 Male elbow, H-inch. 

403A Male elbow, J^-inch. 

417 Female elbow, J4-inch. 

417A Female elbow, Ji-inch. 

414 Armored cable coupling. 

415 90° elbow coupling, right hand» 

416 90° elbow coupling, left hand... 



No. 345 No. 354 

Single Clamp Double Clamp 


Unit 

Std. 

Std. Pkg. 

Mfrs. List 

W. E. List 

W. E.List 

Pkg. 

Pkgl 

Wt. 

per 100 

Each 

per 100 

30 

60 

8 lbe. 

$15.00 

$0.30 

$25.20 

10 

20 

3 lbs. 

20.00 

.40 

33 60 

30 

60 

10 lbs. 

15.00 

.30 

25.20 

10 

20 

3 lbs. 

20.00 

.40 

33.60 

20 

40 

8 lbs. 

18.00 

.36 

30 24 

10 

20 

4 lbs. 

22.00 

.44 

36.96 

20 

40 

8 lbs. 

18.00 

.36 

30.24 

10 

10 

4 lbs. 

22.00 

.44 

36.96 

10 

20 

3 lbs. 

20.00 

.40 

33.60 

10 

50 

15 lbs. 

18.00 

.36 

30.24 

10 

50 

15 lbs. 

18.00 

.30 

30.24 


& a 

No. 355 No. 434 . No. 435 

Ground Clamp Single Clamp Double Clamp 


Metal Molding Clamps 


Schedule “R” 


List 

No. 

345 Single clamp plain. 

354 Double clamp plain. 

434 Single clamp with base plate. 

435 Double clamp with base plate 


Ground 

355 Ground damp... 


Unit 

Std. 

Std. Pkg. 

Mfrs. List W. E. List 

Pkg. 

Pkg. 

Wt. per 100 

per 100 

Each 

100 

1000 

13 lbs. 

$0.75 

$1.50 

50 

100 

3 lbs. 

1.50 

3.00 

100 

1000 

30 lbs. 

3.60 

7.20 

50 

200 

8 lbs. 

4.50 

9.00 


Clamp Schedule “R” 

20 40 tized 2 lbe. $6.00 $12.00 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


“NATIONAL” METAL MOLDING 

Sherardized 




Method of Applying No. 425 


No. 369 

Mats! to Wood Molding 
Coupling 


No. 425 
Strap Clamp 


u 

No. 428 
Strap Clamp 



Metal to Wood Molding Coupling Schedule “R” 

This fitting is designed for use as a coupling in effecting a junction between an existing run of wood 
molding and “ National” metal molding. 

It is arranged for use with Jordan Tapi eta, or similar types of approved wood molding fittings, and 
such a fitting must be used in connection with No. 369 where a right angle tap is made from wood molding. 
In cases where the circuit is picked up at the end of a run of wood molding for extension in metal molding, 
a wood molding fitting may bfe dispensed with and No. 369 butted against the backing of the wood molding, 
from which inch must be cut to allow the wood molding capping to extend over and form a cover for No.369. 


List 

Unit 

Std. 

Std. Pkg. 

Mfr&List 

W. E. List 

W. E. List 

No. 

Pkg. 

Pkg. 

wt. 

per 100 

Each 

per 100 

369 Metal to wood molding coupling...., 

10 

20 

5 lbs. 

$15.00 

$0.30 

$25.20 


Strap Clamp Schedule “R” 

This strap has been especially designed for use with 11 National" Metal Molding where same is run over 
uneven surfaces upon which the .capping has a tendency to spring away from the base. 

It should not be confused with "National" Clamp No. 345 as no provision is made for fastening it to 
the surface wired over and it consequently provides no support for the molding. 


List 


Unit 

Std. 

Std. Pkg. 

Mfrs. List W. E.List 

No. 


Pkg. 

Pkg. 

Wt. 

per 100 

per 100 

425 

Strap clamp, plain.. 

. 100 

1000 

10 lbs. 

$0.75 

$1.50 

428 

Strap clamp with screw hole. 

. 100 

1000 

15 lbs. 

1.50 

3.00 


T+ 


- 

No. 420 



•*T Head” Totfftla 


i 

'Cone Head'* 

Toggle 





“T Head” Toggle 



Schedule “R” 

List 


Unit 

Std. 

Std. Pkg. 

Mfrs. last W. E. List 

No. 

Size 

Pkg. 

Pkg. 

Wt. 

per 100 per 190 

419 

H x 4 in. 

... 50 

100 

6 lbs. 

$7.50 $15.00 

419 

A x 4 in. 

. 50 

100 

6 lbs. 

8.50 17.00 

419 

x 4 in. 

. 50 

100 

8 lbs. 

9.00 18.00 



“Cone Head” Toggle 



Schedule “R” 

420 

A x 2 in. 

. 100 

500 

5 lbs. 

$3.00 $6.00 

420 

A x 3 in.. 

. 100 

500 

7 lbs. 

3.35 6.70 

420 

A x 4 in. 

. 100 

500 

9 lbs. 

3.70 7.40 


Note: No. 420 Toggle 

is arranged to pass through holes in "National" 

Metal Molding base without 

removal of toggle head. 


Digitized by VjiVJ 
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“NATIONAL” METAL MOLDING 

Sherardized 



No. 426 

2 Line Suspension Strip 


No. 414 

Steel Armored Conductor Coupling 


No. 427 

3 Line Suspension Strip 


These suspension strips have been designed to permit the support of two or three parallel lines of 
“National” Metal Molding with one screw or bolt and are providea with screws for fastening the molding 
to them and with a hole fdr the introduction of a supporting screw or bolt. 


List 



Unit 

Std. 

Std. Pkg. 

Mfrs. List 

W. E. List 

No. 



Pkg. 

Pkg. 

Wt. 

per 100 

par 100 

426 

2 Line suspension 

strip. 

. 50 

100 

5 lbs. 

$4.00 

*8.00 

427 

3 Line suspension 

strip. 

. 20 

50 

5 lbs. 

♦ 5.50 

11.00 



No. 500 
Cap Screw 


No. 421 

Espansion Shield 


Suspension Strips 


Schedule “R 


« 

Steel Armored Conductor Coupling 

For connecting in combination with any fittings having “twist-outs,” sizes 14 and 12 twin steel 
armored conductors and sizes 14 and 12 twin leaded or size 14-3 conductor leaded to metal molding. 

414 Steel armored conductor coupling.. 10 20 3 lbs. $20.00 Each $0.40 


Cap Screw 

600 Cap screw. 100 1000 2 lbs. *25.00 Per 100 *0.50 

Expansion Shield 

421 Expansion shield. 100 100 2 lbs. $6.50 Per 100 $13.00 



No. 418 




No. 422 


Lever Type Hand Punch 

The “National” lever type punch is designed for accurate punching of the keyhole slot. 


List 

No. 

418 

Unit Std. 

Pkg. Pkg. 

Lever type hand punch. 1 1 

Std. Pkg. 

Wt 

12 lbs. 

Mfrs. List 
per 100 
$32.50 

W.E. List 
Each 
$6.50 


Lever Type Hand Shear 





The “National” lever type hand shear was designed for cutting the base and capping of “National” 
metal molding. 

422 Lever type hand shear. 1 1 8dbs. *27^60 *5.50 
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Western Electric 

WIREMOLD 


Mail Orders Filled 
at Prevailing Prices 


Wiremold has been designed to meet the demand for a surface wiring material 
which would be comparatively inexpensive, of small size, easy to install and whicfo 
would require few fittings. 

Its cost is the lowest consistent with a high-grade metal surface raceway. 

It ia very neat and compact—just large enough for easy fishing of a pair 

of 14’s or 12’s. 



No. 500 


Its assembly and installation call for no special tools, slots, holes or screws—it is simply cut into lengths 
required and shoved over the coupling tongues of fittings. 

Its fittings are few in number, are of simple design and arranged wherever possible for use with standard 
fittings and materials. 

It is the first wiring material to be provided with a finish which blends with the color of the average wall 
upon which it is used—a neutral-toned enamel. 


It is furnished complete with one coupling to each length, it goes up in one piece, it “fishes” and in many 
other ways works so much like conduit that no special experience is needed to install it. 



♦Lifht face prices are Mfrs. List and bold face prices are W. E. List. 

Delivery F. O. B. Pitteburgh,_Pa. For _ warehouse deliveries write nearest house. 
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Fift. 12 FI*. 13 Fig. 14 Fig. 15 Fig. 16 Fig. 17 Fig. 18 

Wiremold, like rigid conduit, is furnished with one Base Coupling No. 601 to each length, as shown in 
Fig. 1. but extra couplings must be used where short lengths are installed. 

To install Wiremold, push the coupling forward until screw hole is clear and then fasten to wall with a 
No. 8 flat head wood screw as shown m Fig. 2. Slip the next length over edges of coupling, as shown in 
Fig. 3, and close up as in Fig. 4. 

Base plates of all W T iremold fittings of cross, tee and elbow types are provided with ribbed tongues, 
a8 in Fig. 6. In coupling, the tongues are slipped into the grooved edges of the molding, as in Fig. 6, either 
before or after the fitting has been screwed to the wall. Kibbed tongues are also cut in the base plate of 
fittings of the outlet box type, as in Fig. 7. Wiremold is coupled to such plates by slipping tongues into 
the grooved edges of the moldmg, as is illustrated by Fig 8, either before or after the plate has been screwed 
to the wall. 

No. 602 Molding Bushing should be used wherever Wiremold enters fittings. It is slipped into the end 
of Wiremold in manner illustrated by Figs. 9 and 10 and should be installed m all cases before molding is 
assembled with fittings. It is locked tightly in place by the base plates of fittings. 

No. 603 Supporting Clip is designed to support Wiremold in the middle of lengths of where tongues 
of fittings do not serve the purpose. It is secured to the wall with a No. 8 flat head wood screw and Wire- 
mold snapped into it, as shown in Fig. 11. The screw hole is slotted to allow clip to be adjusted to the line 
of the molding. 

No. 604 Supporting Strap is designed for use where exceptionally rigid support is required. 

No. 609 Ground Clamp is a standard, screwless ground coupling, ana to install, the ground wire is first 
soldered into its lug. The coupling is then laid against the molding base in the position shown in Fig. 12, 
given a quarter turn to position shown by Fig. 13, and the lug bent down as in Fig. 14, which locks it firmly 
into the grooved edges of the molding capping. 

Note that coupling must be in place before Wiremold is installed. 

No. 519 Corner Box has been designed to provide in a single fitting for most of the comer combinations 
necessary where a run of Wiremold rises on the sidewall and must be turned and run close up in the comer on 
the ceiling or vice versa. 

Fig. 15, for example, shows the box used as a twisted elbow, Fig. 16 as a twisted tee, Fig. 17 as another 
form of twisted tee and Fig. 18 as a twisted cross—these being only a few of the many combinations which 
can be secured with it. !• j| 



Fig. 48 Fig. 50 

No. 681 is a H inch box connector provided at one end with a tongue for coupling Wiremold and at 
the opposite end with a male hub having standard inch conduit thread. 

No. 682 is a H inch conduit coupling tapped at one end for standard )4 inch conduit and provided at 
the opposite end with a tongue for coupling Wiremold. 

One-half inch elbow box connector No. 683 is eauipped with a removable steel cover and has coupling 
tongue for Wiremold spaced far enough back from the threaded hub to allow ample fish room around the 
elbow. 

No. 586 H inch elbow conduit coupling differs from No. 683 in no particular save that its hub is tapped 
for standard ]4 inch conduit instead of being furnished with male thread. 

No. 683 is for use where an elbow coupling between Wiremold and some fitting having knockout for 
inch conduit is necessary, as with outlet dox shown in Fig. 49. 

No. 684 is for use where a direct elbow coupling must be made between Wiremold and 14 inch conduit, 
as in Fig. 60, where molding is coupled with conduit to pass through ceiling to floor above. 

16-2 Conduit nnd Wiring A c e— orlet 







792 Western Electric 

WIREMOLD 



Fig. 19 Fig. 20 


Mail Orders Filled 
at Prevailing Prices 



Fig. 21 


Fig. 19 illustrates the use of Nos. 521 and 522 as standard drop cord rosettes. 

Fig. 20 illustrates the use of No. 523 for hanging any small fixture having Y% inch stem. 

Fig. 21 is an exploded view of No. 525 installed, showing circuit wires passing across the contact block 
and tap wires passing to the terminal lugs of a standard socket body. 

These contact blocks are furnished complete with two tap wires and make installation of socket bodies 
on No. 525 extremely simple. 

No. 521 is a one piece metal shell rosette equipped with standard porcelain bushing for drop cords. 

It is 2 Y inches in diameter and has four twistouts for Wiremold entrance. 

No. 522 is a two piece rosette identical with No. 521 save that it is equipped with contact block having 
terminals for circuit and tap wires similar to block shown in Fig. 21. 

No. 523 Fixture Rosette differs from No. 522 only in its bushing which is of insulating material and 
threaded for ]/% inch fixture stems. It can be furnished with Y% inch bushing only. 

No. 525 Receptacle Base is an insulated type steel receptacle base equipped with standard fluted ring 
to permit sockets, ceiling switches and all similar fittings of fluted type to be mounted upon it. 

It is 2Yi inches in diameter, has four twistouts for Wiremold entrance and is provided with special easy- 
to-wire contact block. 



Fig. 22 Fig 26 Fig. 27 Fig. 28 


No. 531 is a 2Y inch blank cover designed for use with boxes Nos. 532 and 533 where they are used for 
junction purposes only, as illustrated in Fig. 22 above. 

No. 532 is a 2Yi inch outlet box designed primarily as a base for 5 ampere snap switches, but may also 
be used as an outlet box with Type G or H condulet ana similar style covers. 

No. 533 is a 3 inch outlet box designed primarily as a base for 10 ampere snap switches, but like No. 532, 
may also be used with many Type G or H condulet covers or those of similar design. 

No v 536 is a 4 inch blank cover for use with boxes Nos. 537 and 538 where they are used for junction 
work only, as in Fig. 32. 

No. 537 is a 4 inch extension box for use in extending with Wiremold from existing conduit outlets in the 
manner shown in Figs. 26,27 and 28, its base plate being arranged with special slots for the purpose. 

Fig. 26 is a sectional view of SY inch conduit box and Fig. 27 of a 4 inch conduit box—both flushed into 
the wall—showing method of hanging base plate of No. 537 on their cover screws, in making extensions from 
such outlets with this fitting. 

Fig. 28 illustrates the method of hanging base plate of No. 537 on standard open covers with the special 
clamps furnished for the purpose with No. 537. 



Fig. 29 Fig. 30 Fig. 31 


No. 538 is a 4 inch fixture box primarily designed for use in hanging fixtures, but is also arranged for a 
number of other purposes, as shown by Figs. 29 to 34. ^ 

Where fixtures having round or square canopies larger than 1 4 inch are hung on No. 538, canopy rings 
Nos. 541, 542, 543 or 544 must be used. 

Note that in addition to four twistouts for molding entrance, No. 538 has five knockouts for Yt inch con¬ 
duit in its base arranged as in standard 4 inch conduit Doxes. 

Fig. 29 shows a conduit “pancake” box mounted on the surface and Fig. 30 shows “pancake” box re¬ 
moved and base plate of No. 538 substituted for it, thus indicating the ease with which Wiremold extensions 
may be made from “pancake” type outlets if the original box has been mounted on the surface. 

Fig. 31 shows base plate of No. 537 installed at old knob and tube outlet preparatory to extension with 
Wiremold. 
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Most fittings which can be mounted on 314 inch or 4 inch conduit boxes can also be mounted on Nos. 
537 and 538. Fig. 32, for example, shows 3J4 inch blank cover on one of these fittings, Fig. 33 a 4 inch drop 
cord cover and Fig. 34 a large base surface receptacle of the size used for 3% inch concealed conduit outlets. 



Fig. 35 illustrates the No. 538 Box installed complete with fixture stud ready to hang fixture. 

Fig. 36 illustrates the method of assembling round canopy rings Nos. 541 and 542 with the No. 538 Box. 
which is done by simply bending back the four small ears of these rings to engage over the flange of the 


No. 538 Box. 

The Nos. 543 and 544 square canopy rings are assembled with the No. 538 Box in the same Way as the 
round canopy ring. 

To install the No. 550, first cut a hold in the wall 2 inches wide, 3 inches long and 1 }4 inches deep and 
mount the base of the No. 550 in it. 

Then mount any standard push button switch on this base with the screws and spacer pieces furnished 
with each No. 550 for the purpose. 

Next mount the No. 550 cover on the switch in the same manner ordinary flush switch plates are 
mounted, using cover screws furnished for the purpose with each No. 550. 



Fig. 41 is a sectional view showing a standard flush switch box installed in a wall in the usual manner. 

Fig. 42 shows the No. 551 Plate and any standard push switch mounted over the box shown in Fig. 41. 

Fig. 43 shows the assembly of push switch outlet complete with a No. 561 Cover. 

Nos. 551, 552 and 553 are for use in coupling Wiremold with standard flush switch boxes in the manner 
shown in Fig. 42. 

Nos. 561, 562 and 563 are special push switch covers of standard type for use with the Nos. 551, 552 
and 553 plates. These covers furnished in enamel finish only. 

Nos. 571, 572 and 573 are not complete in themselves, but are designed to be covered with any standard 
style of plate desired, as illustrated by Figs. 44, 45 and 46. 

None of the above items are complete in themselves. An equal number of plates must be included in 
all cover orders. 

The 560 series covers provide for installation of push switches with Wiremold, but where rotary switches 
or flush plug receptacles, as shown in Figs. 44, 45 and 46, are required the 570 series must be used together 
with the usual cover required for various types of attachment plugs or 
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Western Electric 

STANDARD CONDUIT 


Mail Orders Filled 
at Prevailing Prices 



Rigid Conduit 


Black Enameled and Galvanized Rigid Conduit 

Mfr’e. List price in effect August 1st, 1913. Weights and dimensions are nominal. 


CONDUIT | 

COUPLINGS 

ELBOWS 







Mfrs. 



Mfrs. 





Mfrs. 





Wt. 

Threads 


Std. 

Wt. 


8td. 

Wt. 




Std. 

Size 



Thick- 

Per 

Per 

Std. 

List 

Per 

Std. 

List 

Per 

Radius 

Offset 

8td. 

List 


External 

Internal 

ness 

Foot 

Inch 

Pkg. 

Price 

100 

Pkg. 

Price 


Inches 

Inches 

Pkg. 

Prioe 








Per Foot 

Lbs. 


Each 

Lbs. 




Each 

Vi 

lMW?T»n 

.364 

.088 

.425 

18 

100 

$0,084 

6.0 

500 

$0.05 

42 

4.250 


200 

$0.19 

tc 


.493 

.091 

.568 

18 

100 

.084 

9.5 

600 

.06 

53 

4.250 

jM 

150 

.19 

4 


.622 

.109 

.852 

14 

100 

• C8K 

11.6 

600 

.07 

75 

4.250 

7.375 

125 

.19 


1.060 

.824 

.113 

1.134 

H 

50 

.114 

20.9 

400 

.10 

120 

5.375 

8.375 

100 

.25 

1 ‘ 

1.315 

1.094 

.133 

1.684 

114 

50 

.17 

34.3 

250 

.13 

200 

6.750 


50 

.37 

IX 

1.660 

1.380 

■Ul!l 

2.281 

11H 

30 

.23 

53.5 

150 

.17 

300 

7.260 

10.875 

25 

.45 

ix 

1.900 

1.610 

.145 

2.731 

114 

10 

27H 

74.3 

100 

.21 

427 

8.250 

12.625 

20 

.60 

2 

2.375 

2, 067 

.154 

3.678 

11 X 

10 

.37 

120.8 

60 

.28 

700 

9.500 

15.250 

15 

1.10 

24 

2.875 

2.469 

.203 

5.819 

8 

10 

.584 

172.0 

40 

.40 

1300 

10.500 

17.375 

10 

1.80 

3 

3.500 

3.068 

.216 

7.616 

8 

10 

.764 

249.8 

25 

.60 

1700 

13.000 


8 

4.80 

34 

4.000 

3.548 

.226 


8 

10 

.92 

424.1 

15 

.80 

2300 

15.000 

21.250 

6 

10.60 

4 

4.500 

4.026 

.237 

10.889 

8 

10 

1.09 

474.1 

10 

1.00 

2700 

16.000 


4 

12.25 

44 

5.000 

4.506 

.247 

12.642 

8 

10 

1.27 

550.0 


1.50 

3100 

18.000 

24.375 


18.55 

5 

5.563 

5.047 

.258 

14.810 

8 

10 

1.48 

700.0 


1.65 

5500 

24.000 

E 'EE2M 


25.75 

6 

6.625 

6.065 

.280 

19.185 

1 8 

10 

1 92 

750.01 


2.40 

9000 

30.000 



32.00 


Tubes in 10 foot lengths, threaded both ends, with one coupling. 


Discounts and prices on special sises, bends and lengths on application. 


Conduit Sizes for Different Size Wires 


No. 

BAS. 

Circular 

Mils 

Amperes 

Rubber 

Size of Conduit 

No 

BAS. 

Circular 

Mils 

Amperes 

Rubber 

Size of Conduit 

1 Wire 

2 Wire 

3 Wire 

1 Wire 

2 Wire 

3 Wire 

18 


3 

X 

u 



500000 

390 

2 

3 

3X 

16 

2583 

6 

u 

u 

X 


550000 

420 

2 

m 

4 

14 

4107 

12 

X 

x 

X 


600000 


2 

34 

4 

12 

6530 

17 

X 

X 

X 


650000 

475 

2 

34 

4 

10 

10380 

24 

X 

X 

1 


700000 

500 

2 

3X 

4 

8 

16510 

33 

X 

1 

1 


750000 

525 

2 

3X 

4 

6 

26260 

46 

X 

1 

IX 


800000 

550 

2 

3X 

4 

5 

33100 

54 

X 

IX 

IX 


850000 

575 

24 

4 

4 

4 

41740 

65 

x 

IX 

IX 


900000 

600 

2X 

4 

4X 

• 3 

52630 

76 

X 

IX 

ix 


950000 

625 

2X 

4 

44 

2 

66370 

90 

H 

IX 

2 


1000000 

650 

2X 

4 

44 

1 


107 

l 

IX 

2 


1100000 

690 

2X 

4 

5 

0 

105500 

127 

l 

2 

2 


1200000 

730 

2X 

4 

5 

00 

133100 

I 150 

l 

2 

2 


1300000 

770 

2X 

4X 

5 

000 

167800 

177 

IX 

2 

2X 


1400000 

810 

3 

4X 

6 

0000 

211600 

210 

l x 

2 

24 


1500000 

850 

3 

5 

6 


200000 

200 

\X 

2 

2X 


1600000 

890 

3 

5 

6 


250000 

235 

\x 

2X 

2X 


1700000 

930 

3 

5 

6 


300000 

270 

IX 

2X 

3 


1800000 

970 

3 

6 

7 


350000 

300 

IX 

2X 

3 


1900000 

1010 

3 

6 

7 


400000 

330 

IX 

3 

3 


2000000 

1050 

3 

6 

7 


450000 

380 

2 

3 

3X 








Conduits in 10 foot lengths, threaded on both ends with one coupling. 


Conduit pipe is known and spoken of by its nominal inside diameter. 


Non-metallic Flexible Conduit 



Flexible Conduit 
Conduit and Wiring Accessories 


Sise 

Feet 

Wt. per 

1000 Feet 

Mfrs. 

Standard 

W. E. List 
Per 1000 Feet 

Inches 

in Coil 

List per Foot 

in Coil Lots 

A (*/•) 

250 

50 

•0.054 

16.50 

X (A) 

250 

58 

.06 

• 90 

X 

250 

75 

.09 

• 00 

X 

200 

90 

.12 

12 00 

X 

200 

120 

.15 

IS 00 

X 

150 

196 

.18 

18.00 

1 

100 

250 

.25 

25 00 

IX 

100 

400 

.33 

S3 00 

14 

100 

480 

.40 

40 00 

14 

100 

590 

.47 

47 00 

2 

Odd lengths 

800 

.55 

55 00 

2X 

Odd lengths 

810 


«.0S 

Discounts on application. 

17 
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Quantity Prices 
Quoted on Request 
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Western Electric 

FLEXIBLE STEEL CONDUIT 



Single Strip Conduit 



Double Strip Conduit 


Singly Strip Type 

This conduit is designed particularly for fireproof construction, but is equally adaptable to new non- 
fireproof work, or for the wiring of finished buildings.. 

It differs from the Double Strip Type in that it is formed with a single strip of galvanized steel, inter¬ 
locked and gasketed in such a manner as to be highly suitable for concrete construction. 

In ordering Single Strip Type always specify S. S. Type. 


Data and List Prices 



Nominal Inside 

Approximate 

Weight 

Approximate 

List Price 

list 

Diameter 

Outside Diameter 

per 100 Feet 

Feet in 

per 

No. 

in Inches 

in Inches 

in Lbs. 

Coil 

100 Feet 

580388 

A 

.476 

18 

250 

$10.00 

580389 

yi 

.573 

29 

250 

15.00 

580390 

X 

.875 

54 

100 

14.80 

580391 

X 

1.062 

68 

50 

19.24 

580392 

1 

1.359 

114 

50 

31.08 

580393 

IX 

1.625 

138 

50 

38.48 

580394 

IX 

1.875 

182 

25-50 

51.80 

580395 

2 

2.375 

252 

25-50 

66.60 

580396 

2X 

3. 

280 

25 

76.96 


Double Strip Type , 

Where it is desired to make use of a conduit in existing buildings, we strongly recommend this Double 
Strip Type on account of its extreme flexibility. 

In ordering Double Strip Type of conduit always specify D. S. Type. 

Data and List Prices 


580397 

* 

.503 

21 

250 

$10.00 

580398 

X 

.635 

34 

250 

15.00 

580399 


.890 

63 

100 

14.80 

580400 


1.166 

80 

50 

19.24 

580401 

1 

1.460 

144 

50 

31.08 

580402 

IX 

1.782 

176 

50 

38.48 

580403 

IX 

2.025 

234 

25-50 

51.80 

580404 

2 

2.520 

277 

25-50 

66.60 



Armored Lsmp Cord Reinforced Armored Lamp Cord 

Flexible Armored Lamp Cord 

Twin Conductors FSL 

• t 


List 

No. 

Size 

Approximate 

Feet per Coil 

Weight 
per 1000 Feet 


List Price 
per 

1000 Feet 

580349 

No. 18 B. & 8. 

150-250 

200 lbs. 


$120.90 

580350 

No. 16 B. & 8. 

150-250 

210 lbs. 


148.80 

580351 

No. 14 B. AS. 

150-250 

250 lbs. 


213.90 

580352 

Flexible Reinforced Armored Lamp Cord 

Twin Conductors FSRLC 

No. 18 B. A 8. 160-250 245 lbe. 


$206:46 

580353 

No. 16 B. & S. 

150-250 

255 lbe. 

?le 

232.50 

580354 

No. 14 B. & S. 

150-250 

Diaiti 460 lbB - ' )0< 

325.50 
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Mall Orders Filled 
at Prevailing Prices 


• Western Electric 

ARMORED CONDUCTORS 



Armored Conductors 


Armored Conductors 

Armored conductors are designed for severe service and are built electrically and mechanically to meet 
these demands The flexible lead covered armored conductors are moisture proof and will give satisfac¬ 
tory results when installed in moist places, such as packing plants, cold storage buildings, breweries, 
etc., and are also adaptable for underground work. 


Single Conductor, Jype S 






List Price 

List Price 

List 


Approximate 

Weight 

per 

per 

No. 

Site 

Feet per Coil 

per 1000 Feet ' 

100 Ft. 

1000 Feet 

580309 

Ho. 14, B.& 8. Solid ' 

250 

190 lbs. 

$12.20 

$113.46 

580310 

No. 12, B. A 8. Solid 

250 

200 lbs. 

14.20 

132.06 

580311 

No. 10, B. &S. Solid 

250 

220 lbs. 

18.00 

167.40 

580312 

No. 8, B. & S. Solid 

250 

270 lbs. 

21.20 

197.16 

580313 

No. 6, B. AS. Solid 

250 

500 lbs. 

29.00 

269.70 

580314 

No. 10, B. A S. Stranded 

250 

220 lbs. 

19.00 

176.70 

580315 

No. 8, B. & S. Stranded 

250 

270 lbs. 

23.00 

203.90 

580316 

No. 6, B. A S. Stranded 

250 

500 lbs. 

32.00 

297.61 

580317 

No. 4, B.AS.Stranded 

250 

570 lbs. 

41.00 

381.83 

180318 

No. 2, B. A S. Stranded 

200 

690 lbs. 

53.20 

494.77 

580319 

No. 1, B. A S. Stranded 

100 

960 lbs. 

63.00 

585.91 


Twin 

Conductors, 

Type FS 



580320 

No. 14, B. AS. Solid 

250 

400 lbs. 

$20.80 

$193.44 

580321 

No. 12, B. A S. Solid 

250 

452 lbs. 

27.00 

251.10 

580322 

No. 10, B. AS.Solid 

200 

510 lbs. 

37.00 

344.10 

580323 

No. 8, B. A S. Stranded 

150 

780 lbs. 

47.00 

437.11 

5S0324 

No. 6, B. A S. Stranded 

100 

940 lbs. 

74.00 

688.22 

580325 

No. 4, B. A S. Stranded 

100 

1210 lbs. 

115.00 

1069.52 


Three Conductors, 

Typo FS3 



580326 

No. 14, B. A S. Solid 

250 

458 lbs. 

$27.60 

$256.68 

580327 

No. 12, B. A S. Solid 

250 

505 lbs. 

34.00 

316.21 

580328 

No. 10, B. A S. Solid 

200 

600 lbs. 

47.00 

437.11 

580329 

No. 8, B. A S. Stranded 

150 

862 lbs. 

65.00 

604.51 

580320 

No. 6, B. A S. Stranded 

100 

1160 lbs. 

94.40 

877.94 


Lead Covered Armored Conductors 



Single Conductors 

, Typo SL 



580331 

No. 10, B. A S. Stranded 

250 

460 lbs. 

$24.00 

$223.21 

580332 

No. 8, B. A S. Stranded 

200 

520 lbs. 

29.00 

269.70 

580333 

No. 6, B. A S. Stranded 

200 

790 lbs. 

39.20 

364.56 

580334 

No. 4, B. A S. Stranded 

150 

880 lbs. 

49.80 . 

463.15 

580335 

No. 2, B. A S. Stranded 

150 

1180 lbs. 

63.80 

593.35 

580:136 

No. 1, B. A S. Stranded 

100 

1600 lbs. 

77.60 

721.69 


Turin 

Conductors, 'Type FSL 



580337 

No. 14, B. AS. Solid 

100-200 

647 lbs. 

$32.80 

$305.04 

580338 

No. 12, B. AS. Solid - • 

100-200 

693 lbs. 

42.20 

392.47 

580339 

No. 10. B. AS. Solid 

100-150 

900 lbs. 

51.00 

474.31 

580340 

No. 8, B. A S. Stranded 

. 100-150 

1210 lbs. 

69.00 

641.71 

580341 

No. 6, B. AS. Stranded 

100 

1900 lbs. 

125.00 

1162.53 


Three Conductors, F9L3 



580342 

No. 14, B.&S. Solid 

100-150 

740 lbs. 

$44.40 

$412.93 

580343 

No. 12, B. A S. Solid 

100-150 

906 lbs. 

58.00 

539.41 

580344 

No. 10, B.&S. Solid 

100-150 

1040 lbs. 

65.00 

604.51 

580345 

No. 8, B. A S. Stranded 

100-150 

1040 lbs. 

90.00 

837.02 


Twin Conductors, a 

Typo FSM 




Specially Insulated for Marine Work 



580346 

No. 14, B. AS. Solid 

100-200 

500 lbs. 

$27.80 

$258.54 

580347 

No. 12, B. AS. Solid 

100-200 

580 lbs. 

37.80 

351.54 

580348 

No. U>, B.AS. Solid 

100-150 

620 lbs. 

Digitized by 

G60gle 

409.21 

Conduit end Wiring Acc—prior 
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797 



FLEXIBLE 

CONDUIT FITTINGS 



Stamped Steel Malleable Iron 

Connectors Box Connectors 

Sprague Box Connectors 


List 

Description 

Unit 

Std. 

Weight 
std.Pkg. • 

List 

Price 

List 

Price 

No. 

10, 12, 14D, 16 and 18E Cord inch knockout).... 

A inch D.S. Conduit; 8D, 16 and 18 EM Cord (}£ inch 
knockout). 

Pkg. 

Pkg. 

in Lbs. 

Each 

per 100 

7118 

50 

100 

17 

$0.20 

$15.00 

7119 

50 

100 

16 

.20 

15 00 

7119^ 

For A Inch 8.S. Conduit 04 inch knockout). 

50 

100 

16 

.20 

15.00 

7120 

% incbS.S. and D.S. Conduit; 14BX, 12B1X, 4BX3 and 
6D Cable; 14E and 14EM Cord (y£inch knockout). 

50 

100 

12 

.20 

15.00 

6121 

For Nos. 12BX and 10BX, 14BX3, 12BX3, 14BXL, 
14BXL3,14 and 12BM, 4D and 6DL Cable ()4 inch 
knockout). 

50 

100 

13 

.20 

15.00 

6122 

For Nos. 10BM, 12BXL, 12BXL3,2D, 4DLand 2DL 
and 10BX3 Cable (J4 inch knockout).. 

50 

100 

15 

.20 

15.00 

*7123 

For Nos. 8BX, 8BX3, 10 and 8BXL, 10BXL3, ID 
Cable, and )4 inch S. S. and D. S. Conduit (Yi inch 
knockout). 

50 

100 

17 

.20 

15.00 

*6124 

For Nos. 6BX, 8BXL3 Cable and inchS. S. Conduit 
Oi inch knockout). 

25 

100 

33 

.23 

19.00 

*6124 

For Nos. 4BX, 6BX3 and 6BXL Cable (1 inch knock¬ 
out) . 

20 

100 

43 

.35 

28.00 

*6125 

For 1 inch S. S. Conduit (1 inch knockout). 

20 

100 

39 

.35 

28.00 

*6126 

For 1 inch S. S. Conduit fl inch knockout)..... 

20 

100 

49 

.50 

40.00 

*6127 

For 1 )4 inch S. S. Conduit (l % inch knockout)..... 

20 

100 

65 

.75 

60.00 

*6128 

For 2 inch S. S. Conduit (2 inch knockout). 

10 

50 

48 

1.00 

80.00 

*6129 

For 2J4 inch S. S. Conduit (2)4 inch knockout). 

5 

25 

43 

2.25 

180.00 

*6131 

For % inch D. S. Conduit Oi inch knockout). 

25 

100 

31 

.23 

19.00 

*6132 

For 1 inch D. S. Conduit (1 inch knockout). . 

20 

100 

48 

.35 

28.00 

*6133 

For 1 inch D. S. Conduit (1)4 inch knockout). 

20 

100 

53 

.50 

40.00 

*6133 

For 1 inch D. S. Conduit (1H inch knockout). 

10 

50 

48 

.75 

60.00 

*6134 

For 2 inch D. S. Conduit (2 men knockout). 

10 

50 

66 

1.00 

80.00 


• These connectors are not of the stamped steel type, but are made of malleable iron of the clamp 
type and are furnished in hot galvanized finish. 

Above prices include locknuts. 



H inch Socket Adapter 
With Connector 


fl* 

H Inch Socket'Adapter 
With Connector 


Rosette Adapter 
With Connector 


Sprague Galvanized Adapters 

For Flexible Reinforced Cord Types *'E” and “EM” 


List 

Description 

Unit 

Std. 

Weight 

Std.Pkg. 

List 

Price 

List 

Price 

No. 


Pkg. 

Pkg. 

in Lbs. 

Each 

per 100 

7116 

% inch socket adapter and sauueze connector, nipple 
end with % in. thread, without locknut; will fit all 
standard % in. threads and Nos. 16 and 18E cord.. 

50 

100 

12 

$0.20 

$15.00 

7117 

% in. socket adapter, same as abovd except that it will 
accommodate 16 and 18EM cord. 

50 

100 

11 

.20 

15.00 

7110 

)4 in. socket adapter fitted with No. 7116 in. socket 

adapter. Will take 16 and 18E cord. 

60 

100 

23 

.44 

35.00 

7111 

)4 in. socket adapter, fitted with No. 7117 % in. socket 
adapter. Will take 16 and 18EM cord. 

50 

100 

22 

.44 

35.00 

7112 

Y% in. socket adapter, fitted with No. 7120 bo* con¬ 
nectors. Will take 14E cord. 

50 

100 

24 

.44 

35.00 

7113 

% in. socket adapter, fitted with No. 6121 box con¬ 
nector. Will take 14EM cord. 

50 

100 

26 

.44 

35.00 

7114 

Rosette adapter, fitted with No. 7116 in. socket 

adapter. Will take 16 and 18E cord. 

50 

100 

24 

.54 

43.00 

7115 

Rosette adapter, fitted with No. 7117 f4 in* socket 
adapter. Will take 16 and 18EM cord. 

50 

100 

23 

.54 

42.00 

Above prices are for the Adapter only, and do not include connectors. List Noe. 6119,7120 and 6121 

Box Connectors, shown above, are illustrated only for the purpose of showing their use. 

ogle 
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Western Electric 

FLEXIBLE CONDUIT FITTINGS 


Mail Orders Filled 
at Prevailing Prices 


‘"WISH % 

Nos. 6136 to 6139 and 6144^ Nos. 6135 and 6140 to 6144 Stamped Steel 45* Connector 90* Connector 

to 6149 Malleable Iron Panel Panel Box Connectors Nos. 6190 and 6191 Noo. 6192 and 6193 

Box Connectors 



Sprague Panel Box Connectors 

For Greenfield Flexible Steel Conduit and Armored Cables—Galvanized Finish 


List 


Unit 

Std. 

Weight 
Std. Pkg. 

List 

Price 

List 

Price 

No. 

Description 

Pkg. 

Pkg. 

in Lbs. 

Each 

per 100 

6135 

For ]4 inch D. S. Conduit and Nos. 8BX3, 10 and 
8BXL, 10BXL3 and ID Cable 04 inch knockout).. 

25 

100 

27 

$0.37 

$30.00 

*6136 

For % inch D. S. Conduit inch knockout). 

10 

100 

44 

.40 

32.00 

*6137 

For 1 inch D. 8. Conduit (1 inch knockout). 

10 

100 

61 

.47 

38.00 

*6138 

For 1 ]4 inch D. S. Conduit (1 \4 inch knockout). 

10 

100 

78 

.62 

50.00 

*6138}* 

For \\4 inch D. S. Conduit (l )4 inch knockout). 

10 

50 

58 

.92 

74.00 

*6139 

For 2 inch D. 8. Conduit (2 inch knockout). 

10 

50 

75 

1.42 

114.00 

6140 

For Nos. 14BX, 12BX, 14BX3 and 6D Cable. 14E 
Lamp Cord and % inch S. S. and D. S. Conduit (\4 
inch knockout). 

50 

100 

19 

.32 

26.00 

6141 

For Nos. 10BX, 14 and 12BX3, 12BXL, 14BXL, 
14BXL3, 14BM, 12BM, 4D and 6DL Cable ('A 
inch knockout). 

50 

100 

23 

.32 

26.00 

6142 

For Nos. 10BX3, 12BXL3, 2D, 4DL and 2DL and 

10BM Cable (A inch knockout). 

For }4 inch S. 8. Conduit and Nos. 8BX, 8BX3, 10 
and8BXL, 10BXL3and ID Cable (K inch knockout). 

50 

100 

27 

.32 

26.00 

6143 

25 

100 

30 

.32 

26.00 

6144 

For inch S. S. Conduit and Nos. 6BX and 8BXL3 
Cable 04 inch knockout). 

20 

100 

41 

.45 

36.00 

*6144H 

For Nos. 4BX, 6BX3 and 6BXL Cable (1 inch knock¬ 
out) .... 

10 

100 

53 

.45 

36.00 

*6145 

For 1 inch S. S. Conduit (1 inch knockout). 

10 

100 

49 

.52 

42.00 

♦6146 

For \}4 inch S. S. Conduit (1 ]4 inch knockout). 

10 

100 

67 

.75 

60.00 

♦6147 

For 1 14 inch S. S. Conduit (l inch knockout). 

10 

50 

48 

1.00 

80.00 

♦6148 

For 2 inch S. S. Conduit (2 inch knockout). 

10 

50 

50 

1.38 

108.00 

*6149 

For 2 ]A inch-S. S. Conduit (2)4 inch knockout). 

5 

25 

45 

2.50 

200.00 

* These connectors are not of the Stamped Steel Type, but are made of malleable iron of the Clamp Type 

and are furnished in a hot galvanized finish. Panel box connectors with an extra locknut may be used with 

cast-iron boxes having a wall thickness too great for the box connectors. 
Above prices include locknuts. 






Angle Box Connectors 


For Greenfield Flexible Steel Conduit and Armored Conductors—Malleable Iron—Hot Galvanised 


List 

No. 

6190 

6191 

6192 

6193 


Finish 


Description 


For Nos. 14BX, 12BX and 14BX3 Cable. 14E and 
14EM Lamp Cord (M inch knockout) 45 degree con¬ 
nector .. 

For inch S. S. and D. S. Conduit (H inch knockout) 

45 degree connector.. 

For Nos. 14BX. 12BX. 14BX3 Cable, 14E and 14EM 
Lamp Cord inch knockout) 90 degree connector. 
For }4 inch S. S. and D. S. Conduit (H inch knockout) 
90 degrees. 


Unit 
Pkg. * 

Std. 

Pkg. 

Weight 
Std. Pkg. 
in Lbs. 

List 

Price 

Each 

List 
Price 
per 100 

20 

100 

28 

$0.30 

$24.00 

20 

100 

31 

.30 

24.00 

20 

100 

38 

.30 

24.00 

20 

100 

44 

.30 

24.00 


List 


Std. Wt. Sid. List Price List Price 


No. Adapted for Pkg. 

*6194 inch S. S. or D. S. Conduit (% inch knockout) 45 degrees. 10 

*6194A inch S.S. or D.S. Conduit (% inch knockout) 90 degrees. 10 

*195 1 inch S. S. or D. S. Conduit (1 inch knockout) 90 degrees_ 10 

*6196 1 inch S. S. or D. S. Conduit (1H inch knockout) 90 degrees 10 

*6197 1inch S. S. or D.S. Conduit {\]4 inch knockout) 90 degrees 10 


Pkg. Each 
5 $0.75 

8 .75 

9 1.50 

14 1.87 

19 2.50 


per 100 

$60.00 

60.00 

120.00 

150.00 

200.00 


"Specify whether connector is wanted for S. S. or D. S. Conduit. T?)iis information is absolutely essentiaL 
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Western Electric 

FLEXIBLE CONDUIT FITTINGS 
Sprague Galvanized Couplings 


799 



Nos. 6160 to 6162 Nos. 6072 to 6077 Combination Coupling 

Nos. 6063 to 6067 Used to join Rigid Pipe to D. S. Flexible 


Steel Conduit or vice versa 


•Couplings for D. S. and S. S. Conduit ft Inch to ^ Inch Only 


List 

Size of 

Unit 

Std. 

Weight 
Std. Pkg. 

List 

Price 

List 

Price 

No. 

Conduit Description 

Pkg. 

Pkg. 

in Lbe. 

Each 

per 100 

t6160 

For A inch D. S. and S. S. Conduit. 

. 10 

100 

18 

SO.20 

$16.00 

6162 

For inch D. S. and S. S. Conduit. 

. 10 

100 

62 

.23 

18.50 


•Couplings for D. $• Conduit Larger than ^ Inch 


t6062 

For % inch D. S. Conduit. 

.... 10 

100 

24 

$0.22 

$17.00 

6063 

For inch D. S. Conduit. 

.... 10 

100 

72 

.30 

24.00 

6064 

For 1 inch D. S. Conduit. 

.... 10 

100 

121 

.40 

32.00 

6065 

For 1 H inch D. S. Conduit. 

.... 10 

50 

61 

.55 

44.00 

6066 

For 1 )4 inch D. S. Conduit. 

.... 10 

50 

78 

.75 

60.00 

6067 

For 2 inch D. 8. Conduit. 

.... 10 

50 

102 

1.07 

86.00 


Combination Coupling for D. S. or S. S. 

with Rigid Conduit for 14 Inch only 


6072 

For )4 inch D. S. or S. S. with Rigid Conduit. 

.... 10 

100 

45 

$0.31 

$25.00 


Combination Couplings for D. S. and Rigid Conduit 


6073 

For inch D. S. and Rigid Conduit. 

.... 10 

100 

74 

$0.40 

$32.00 

6074 

For 1 inch D. S. and Rigid Conduit. 

.... 10 

100 

111 

.52 

42.00 

6075 

For 1 inch D. S. and Rigid Conduit. 

.... 10 

50 

54 

.75 

60.00 

6076 

For 1 14 inch D. S. and Rigid Conduit. 

.... 10 

50 

82 

1.00 

80.00 

6077 

For 2 inch D. S. and Rigid Conduit. 

.... 10 

50 

104 

1.50 

120.00 



•Couplings for S. S. Conduit 






Weight 

List 

List 

list 

Size of 

Unit 

Std. 

Std. Pkg. 

Price 

Price 

No. 

Conduit Description 

Pkg. 

Pkg. 

in Lbs. 

Each 

per 100 

t6161 

For % inch S. S. Conduit. 

. 10 

100 

24 

$0.22 

$17.00 

6163 

For inch S. 8. Conduit. 

. 10 

100 

73 

.30 

24.00 

6164 

For 1 inch S. 8. Conduit. 

10 

100 

98 

.40 

32.00 

6165 

For 1 inch 8. 8. Conduit. 

. 10 

50 

57 

.55 

44.00 

6166 

For 1 )4 inch S. S. Conduit. 

. 10 

50 

67 

.75 

60.00 

6167 

For 2 inch S. 8. Conduit. 

. 10 

50 

111 

1.07 

86.00 

6168 

For 214 inch 8. 8. Conduit. 

5 

10 

39 

1.87 

150.00 


Combination Couplings for S. 

S. and Rigid Conduit 



6173 

For inch S. S. and Rigid Conduit. 

10 

100 

66 

$0.40 

$32.00 

6174 

For 1 inch S. S. and Rigid Conduit. 

10 

100 

97 

.52 

42.00 

6175 

For 1 inch S. S. and Rigid Conduit. 

. 10 

50 

71 

.75 

60.00 

6176 

For 1)4 inch S. S. and Rigid Conduit. 

. 10 

50 

81 

1.00 

80.00 

6177 

For 2 inch S. S. and Rigid Conduit. 

10 

50 

101 

1.50 

120.00 


• In ordering couplings it is advisable to order one coupling to every coil of Greenfield Flexible Steel 

t These couplings are furnished with only two ears and two securance Wltsi joogle 
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Western Electric 

FLEXIBLE CONDUIT FITTINGS 


MaH Orders Filled 
at Prevailing Prices 



Fish Plug No. 6115 

DU-auembled 

Fish Plugs 

These fish plugs, which are made for % inch, inch and % inch Greenfield Conduit, will be furnished 
free on application, and will be found very useful in drawing in either D. S. or S. S. Type of conduit in finished 
buildings where it is desired to fish it under floors or in partitions. 

After the conduit has been cut squarely off in the special vise, the fish plug may be screwed into the tube 
and the fish wire or drawing-in line should then be attached to the eyelet on the end of the plug. 

Watertight Stuffing Bushings 

These bushings are made in two parts consisting of a male nipple having one end drilled out in a cup 
shape, and a hexagonal female clamping nipple havmg a clamp on one end which when screwed together 
securely holds the cable. The cable is inserted into the clamping nipple and the steam packing is then 
wrapped around the lead covering of the conductors. The male nipple is then screwed into the female 
clamping nipple which forces the steam packing into the cup-shaped space, also against the shoulder in 
the bottom of female clamping nipple making an absolutely watertight joint in the bushing. 






Wgt. 

List 

Lisfr 

List 


Carton 

Std. 

Pkg. 

Price 

Price 

No. 

Description 

Quantity 

Pkg. 

Lbs. 

Each 

per 100 

6106 

Bushing for 14BXL and 12BXL Cable. 

. 20 

100 

36 

$0.80 

$64.00 

6107 

Bushing for 14BXL3 and 12BXL3 Cable. 

. 20 

100 

36 

.80 

64.00 

6108 

Bushing for 10BXL and 10BXL3 Cable.. 

. 20 

100 

59 

1.05 

84.00 


Insulated Brass Connectors 

For Steel Armored Flexible Cord Type “E” 

These connectors are for use with Steel-Armored Flexible Cord as they thoroughly insulate the armor of 
the cord from the boxes and covers, also from the shell of the socket. They may be used in connection with 
box covers, sockets, rosettes, plug receptacles and attachment plugs. 


List 

No. 

6111 

6113 

6115 

6118 


Description Qi 

Brass nipple for Hubbell attachment plugs Nos. 5815 and 

6116 when used with No. 6115 bushing. 

For Nos. 16 and 18 E Cord with % inch nipple locknut and 
cap. 




Wgt. 

List 

List 

rton 

Std. 

Pkg. 

Price 

Price 

ntity 

Pkg. 

Lbs. 

Each 

per 100 

50 

200 

5 

$0.20 

$16.00 

50 

200 

13 

.43 

35.00 

50 

200 

10 

.25 

20.00 

50 

200 

1 

.05 

4.00 


Mfrs. List No. Comparative Index 


on Metallic Conduit Fittings 


Thomas 

& 

National 

Metal 


Thomas 

& 

National 

Metal 


Thomas 

& 

National 

Metal 


Betts 

Molding 

Pratt Chuck 

Betts 

Molding 

Pratt Chuck 

Betts 

Molding 

Pratt Chuck 

580 

2092 



2187 

6065-6165 


2205 

6146 

253 

2163 

6120-6121 


2188 

6066-6166 


2206 

6147 

201 

2164 

6122 


2189 

6067-6167 


2207 

6148 

254 

2166 

6123-6130 

230 

2190 

6070 

265 

2208 

6190 

255 

2167 

6124 

231 

2191 

6073-6173 

267 

2209 

6191 

256 

2169 

6125 

232 

2192 

6074-6174 

266 

2210 

6192 

257 

2170 

6126 

233 

2193 

6075-6175 

268 

2211 

6193 

258 

2171 

6127 

234 

2194 

6076-6176 

250 

2220 

6115 

259 

2172 

6128 

235 

2195 

6077-6177 


2220A 

6115 


2182 

6160 

220 

5200 

6140-6141 


2221 

6115 


2183 

6161 


2201 

6142 

25i 

2222 

6116 

45 

2184 

6162 

22i 

2202 

6143-6135 

jitize’cTby C 

2224 

6117 


2185 

6063-6163 

222 

2203 

6144 

2225 

p6117 ^4-6118 

2186 6064-6164 1 

Conduit and Wiring Access 
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Nos. 6080-6084 
Bushing for 
Armored 
Conductors 



FLEXIBLE CONDUIT FITTINGS 
AND CUTTERS 


No. 6812 BX Hand Armor 
Cutter 


Lead Bushing 


No. 6811 BX Armor Cutter 
Attached to Bench 


Brass Terminal Bushings 


List Unit 

No. Description Pkg. 

6080 For 14,12 BX, and 14E Damp Cord. 100 

6081 For 14, 12 BX3 and 10 BX. 100 

6082 For 10 BX3. 100 

6083 For 8 BX. 50 

6084 For 8 BX3. 50 



Weight 

List 

Std. 

Std. Pkg. 

Price 

Pkg. 

in Lbs. 

per 100 

200 

8 

$5.00 

200 

7 

9.50 

200 

7 

9.50 

100 

7 

12.50 

100 

7 

13.50 


Lead Bushings 





Weight 

List 




Weight 

List 

List 

Size of 

Std. 

Std. Pkg. 

Price 

List 

Size of 

Std. 

Std.Pkg. 

Price 

No. 

Conduit 

Pkg. 

in Lbs. 

per 100 

No. 

Conduit 

Pkg. 

in Lbs. 

per 100 

6040 

V% in. 

100 

1 

$1.80 

6043 

1 in. 

50 

i 

$3.40 

0041 

l A in. 

100 

2 

1.90 

6044 

1 V\ in. 

25 

2 

5.00 

0042 

Jiin. 

50 

2 

2.60 

6045 

1 Y% in. 

25 

3 

10.00 






6046 

2 in. 

25 

4 

15.00 





Armor 1 

Cutters 





List 



Wt. 

List Price 

List . 



Wt. 

List Price 

No. 



Lbs. 

Each 

No. 



Lhs. 

Each 

6811 

BX Armor Cutter.. 

... sy 2 

$9.00 

6812 

BX Hand Armor Cutter 1 

$1.50 



No. 6815 
Bushing Tool 



No. 6813 



No. 6810 Reamer for S. S. Type of No. 6814 Special Vise 

Flexible Steel conduit 


Bushing Tools 

Lilt No. 6815 For D. S. Type of Flexible Steel Conduit 


Weight 

List 

Weight 

List 


Weight 

List 

per 100 

Price 

per 100 

Price 


per 100 

Price 

Size in Lbs. 

Each 

Size in Lbs. 

Each 

Size 

in Lbs. 

Each 

H in. 19 

$0.60 

1 in. 156 

$1.00 

\ Y A ins. 

20 

$1.50 

l A in. 44 

.60 

l^ina. 13 

1.50 

2 ins. 

38 

1.50 

M in. 106 

.80 





Tools for inch to 1 inch Inclusive, made of machine steel. 




Tools for 1 inch to 2 inches inclusive, made of hard wood. 




List 

Armor Cutters, Reamer and 

Vise 

Weight 

List Price 

No. 


Description 



Oz. 

Each 

6813 Cord Armor Cutter. 

, 




$1.10 
1 *0 

6810 Reamer. 





• 9 /4 

14 

6814 Special Vise.... 

51 


26 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDUIT FITTINGS 




Bushing 



Locknut 


Size 


H 

inch. 

H 

inch 

l 

inch 


inch 

v/ 2 

inch 

2 

inch 

2'A 

inch 

3 

inch 

3'A 

jnch 

4 

inch 

4'A 

inch 

5 

inch 

6 

inch 


Bushings 


Unit 

Std. 

Weight 

List Price 

Pkg. 

Pkg. per Std. Pkg. 

per 100 

100 

1000 

45 lbs. 

$7.20 

100 

1000 

60 lbs. 

9.60 

100 

1000 

90 lbs. 

15.00 


500 

60 lbs. 

20.00 


200 

30 lbs. 

25.00 


100 

20 lbs. 

40.00 


100 

30 lbs. 

45.60 


100 

40 lbs. 

68.40 


25 

14 lbs. 

152.00 


25 

20 lbs. 

210.00 


20 

24 lbs. 

280.00 


20 

30 lbs. 

350.00 


15 

34 lbs. 

420.00 


Size 


1 inch 
1 inch 

1 Yi inch 

2 inch 
2H inch 

3 inch 
3H inch 

4 inch 
4H inch 

5 inch 

6 inch 


Locknuts 

Unit 

Pkg. 


Sfcd. 

Pkg. 


List Price 
per Std. Pkg. per 100 



. 100 

. 100 

. 100 

5000 

5000 

1000 

500 

70 lbs. 
128 lbs. 
40 lbs. 
40 lbs. 

$3.76 

5.26 

7.20 

12.00 



250 

30 lbs. 

15.00 



100 

16 lbs. 

20.00 



100 

20 lbs. 

30.00 



100 

30 lbs. 

50.00 



25 

9 lbs. 

53.20 



25 

12 lbs. 

76.00 



20 

15 lbs. 

106.40 



20 

18 lbs. 

121.60 



15 

28 lbs. 

152.00 


Squeeze Connectors 


For Connecting Flexible Conduit to Outlet Boxen 



Armored Conduit Bushing 





Weight 

List 

List 

List 


Std. 

per 100 

Price 

Price 

No. 

Size 

Pkg. 

Lbs. 

Each 

per 10€ 

254 

For Y in. flexible conduit. 

100 

9 

$1.53 

$10.80 

255 

For % in. flexible conduit. 

100 

14 

2.04 

14.40 

256 

For 1 in. flexible conduit. 

50 

19 

3.06 

21.60 

257 

For \}4 in. flexible conduit. 

50 

22 

4.25 

30.00 


Price includes locknut. 


Hood Connectors 



Armored Conductor Bushing 



G. V. Pipe Cap 

Conduit and Wiring Accessories 


For Connecting Flexible Armored Conductor to Outlet Boxen 

Weight List List 

List Std. per 100 Price Price 

No. Size Pkg. Lbs. Each per 100 

200 8 8 in. For No. 14-2W armored conductor 100 8 $0.13 $9.00 

201 % in. For No. 12-3W, 14-BXL-2W or 

14-BX-3. 100 10 .13 9.00 

Price includes locknut. 


G. V. Pipe Caps 


List 


List Price List Price 1 

List 


List Prioe ListPric* 

No. 

Size 

Each 

per Box 

No. 

Size 

Each 

per Box 

1012 

1 2 in. 

$0.68 

$6.40 

1212 

2 Y in. 

$5.44 

26.16 

1034 

?4 in. 

.85 

8.00 

1003 

3 in. 

7.36 

44.16 

1001 

1 in. 

1.24 

10.00 

1312 

3}4 in. 

9.86 

59.16 

1114 

1 X in. 

1.68 

9.00 

1004 

4 in. 

11.64 

62.88 

1112 

\H in. 

2.08 

10.00 

1006 

6 in. 

38.40 

207.36 

1002 

2 in. 

3.04 

14.65 







X, 'A and 

1 inch put up ten in a box. 

T 



1 M and inch put up six in a box. 
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803 


CONDUIT FITTINGS 



Gas Elbow 


Fish Wire 


Gas Elbows 


List No. List Price per 100 

90 }4 in. x l A in. Gas Elbows. 840.00 

91 \4 in. x % in. Gas Elbows. 40.00 

92 in. x in. Gas Elbows. 40.00 


Fish Wire 

This wire is regularly furnished in 100, 200, 250 and 300 feet lengths, but can be furnished in any 
length desired. 


List No. List Price per 100 Feet 

1000 Fish Wire, ]/% in. (standard size). $4.00 

1001 Fish Wire, A in. 6.00 

1002 Fish Wire, 14 in. 8.00 



Pipe Hook 


Size 

% in. pipe hook 
Y<i in. pipe hook 
in. pipe hook 

1 in. pipe hook, 
1}4 in. pipe hook, 

in. P*pe hook. 

2 in. pipe hook 



Nipples Coupling 


Wrought Pipe Hooks 

Black Finish 

!!!!!!!!!!!! !!!!!!!!!!!;! 2 y ibs. "S.’oo 

. 2% lbs. 12.00 

. lbs. 16.00 

. 4^ lbs. 20.00 

. 5^1bs. 24.00 

. 12Hlbs. 32.00 


Pkg. List Price 
Wgt. per 100 

134 lhs. SA on 


List 

No. 


Chase Nipples 

100 in lbs. 

Std. 

PkR. 

List Price List Price 
Each per Std. Pkg. 

840 

14 in. nipples. 

. 2 

100 

$0.07 

$4.00 

841 

% nipples. 

. 3 

100 

.07 

4.00 

842 

\4 in* nipples. 

. 5 

100 

.07 

4.00 

843 

% in. nipples. 

. 6 

100 

.11 

6.40 

844 

1 in. nipples. 

. 12 

100 

.21 

12.00 

845 

1 % in. nipples. 

. 19 

100 

.25 

14.40 

846 

1 1 /2 in. nipples. 

. 27 

50 

.28 

8.00 

847 

2 in. nipples. 

. 45 

5b 

.42 

12.00 

848 

2)4 in. nipples. 

. 68 

25 

.70 

10.00 

849 

3 in. nipples. 

. 108 

25 

1.02 

16.00 

850 

in. nipples. 

. 122 

20 

3.50 

40.00 



Chase Couplings 




830 

}4 in. coupling. 

. 4 

100 

$0.08 

$4.80 

831 

% in. coupling. 

. 5 

100 

.08 

4.80 

832 

in. coupling. 

. 7 

100 

.08 

4.80 

833 

y in. coupling. 

Standard gas pipe threaded. 

. 10 100 

Digitized by V_ 

;o6^e 

7.20 
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804 Western Electric 

FIXTURE STEMS, BEAM STRAP AND FIXTURE HANGERS 




Fixture Stem 
H Inch Solid 


Fixture Stem 
H Inch Solid 


Fixture Stems 


List 

No. 

1300 

1301 

1305 

1306 


Fixture Stem 
H Inch Hollow 



Std. 

List Price 

List Price 

Finish 

Pkg. 

Each 

per 100 

Sherardized 

100 

$0,09 

$7.00 

Sherardized 

100 

.12 

9.50 

Sherardized 

100 

.085 

6.60 

Sherardized 

100 

.11 

9.00 


Description 

% in. solid. Sherardized 

% in. solid. Sherardized 

in. hollow. Sherardized 

Yi in. hollow. . . . Sherardized 

Parked in cartons containing 100 stems. 

Enameled finish also furnished at same price as sherardized. 

Stove bolts with nuts are not included in price of stems . Two bolts usually specified for each fixture 
stem. 

2000 bolts with nuts for 1000 fixture stems, $7 net. 


No. 1326 


No. 1327 and 1325 


Conduit Bushing Adapters 


List List Price List Price 

No. Sizes Each per 100 

1325 in. malex in. female. $0.20. $18.00 

1326 in. male x % in. female.40 36.00 

1327 1 in. male x % in. female.40 36.00 


No. 1316 


Showing Application to Beam 



Beam Strap 



Hickey Fixture Hangers 


List 

No. 

1315 

1316 

1317 

1318 

Sizes 

% in. male H in- female.... 
Yi in. male x in. female.. . . 

in. male x % in. female. . .. 
H in. male x % in. female. .. . 



List Price 
Each 
. $0.30 
.30 
.30 
, .30 

List Price 
per 100 
$25.20 
25.20* 
25.20 
25.20 

List 

No 

700 

Finish 

Sherardized. 

Beam Strap 

Std. 

Pkg. 

. r\ oq. 

List.Price 
Each 
$0,10 

List Price 
per 100 
$6.52 


Delivery F. 6. B. Factory, Pittsburgh, Pa, For warehouse deliveries write nearest house. 
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Type L Conduit Fitting ■ 


■ ■ 

^ :: 


ujH 


Conduit Coupling 


Bendhick’s Conduit Elbow 


Type L 


list 

Size 

Std. 

List 

Price 

List 

Size 

Std. 

List 

Price 

No. 

CoDduit 

Pkg. 

Each 

No. 

Conduit 

Pkg. 

Each 

l. x 

X in. 

100 

$0.96 

lax 

1 X ins. 

20 

$4.80 

L. X 

X in. 

100 

1.12 

L.2 

2 ins. 

10 

9.60 

LA 

1 in. 

50 

1.44 

L.2X 

2X ins. 

4 

12.80 

LAX 

IX ins. 

24 

4.00 

L.3 

3 ins. 

4 

16.00 


Erickson Conduit Coupling 


Does away with running threads. Permits opening'of conduit at any point. 




List 



List 


Std. 

Price 


Std. 

Price 

Size 

Pkg. 

Each 

Size 

Pkg. 

Each 

X inch 

100 

$0.45 

\X inches 

25 

$1.40 

X inch 

50 

.56 

1 X inches 

25 

1.82 

inch 

25 

.78 





The above coupling furnished tinned or black at the same price. 



THREADED 




SET SCREW 


Krantz Porcelain Lined Bushings 

Porcelain Lined Threaded and Set Screw Bushings 

These bushings are a great convenience where it is found difficult tc place a thread on the conduit. 
Size of Conduit, 

Inches. Vi X 1 lJi 1>* 2 2>S 3 , 3J< 4 

List Price each... $0.36 $0.40 $0.50 $0.56 $0.66 $0.78 $1.08 $1.32 $1.60 $1.96 

Standard Package 100 100 60 60 50 20 20 20 10 10 


Porcelain Lined Split Bushings 

These bushings are designed to be used on conduits which have already been equipped with wire. 

Size of Conduit, 

Inches. X X 1 IK IX 2 2X ^3 %X 4 

List Price each... $0.60 $0.60 $0.76 $0.88 $0.96 $1.10 $1.50 $1.80 $2.20 $2.50 

Standard Package 100 100 60 60 50 50 20 WoiO 10 

Conduit and Wiring Accessories 
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SUSPENSION HANGERS 


Mail Orders Filled 
at Prevailing Prices 



Minerallac Cable and Conduit Hangers 

These hangers are made of the best spring steel and are much stronger than cast iron hangers for the 
same purpose. They are easily and quickly put in place enabling great rapidity in running open wiring, 
conduit and cable. They are especially adapted for tile and beam work, as it is necessary to drill but 
one hole in surface wired over. These hangers are approved by the Underwriters’ National Electric Asso¬ 
ciation. 


List Prices and Data 





Diameter 


Approx. 


List 

List 

Size of 250-Volt 

Size 

of Opening 


Wgt. 

Std. 

Price 

No. 

Lead-Covered Cable 

Conduit 

Min. 

Max. 

per Pkg. 

Pkg. 

per 100 

0 

3 cond. No. 14 to 7 cond. No. 14. 

Vs in. 

Vs in. 

H 

in. 

4% lbs. 

100 

$10.3o 

1 

No. 1 to 2-0. 

- Vi in. to % 

Vs in. 

liV 

ins. 

7Yi lbs. 

100 

11.40 

2 

No. 4-0 to 300M. 

_ 1 in. 

l l /i ins. 

i« 

ins. 

10 lbs. 

100 

IS. 36 

3 

500 M. to750M. 

..., V/i ins. 

\ l /i ins. 

iff 

ins. 

10 lbs. 

100 

16.36 

4 

800 M. to 1125 M. 

.... V/i ins. 

ins. 

1H 

ins. 

14 lbs. 

100 

20.26 

5 

1500 M. 

.... 2 ins. 

2 ins. 

2tf 

ins. 

11 lbs. 

50 

21.76 

6 

2000 M. (3 cond. 4-0). 

_ 2^ ins. 

2 x /i ins. 

3 

ins. 

12H lbs. 

50 

24.30 


Standard finish japan. 

The above prices do not include stove bolts. 
For galvanized add $0.02 each. 


Porcelain Bushings 

For Minerallac Hangers 


Approx. List 

List Size of 250-Volt Diameter of Opening Wgt. Std. Price 

No. Rubber Covered Cable Min. Max. per Pkg. Pkg. per 100 

1 8-24). Ain. 8 lbs. 100 *12.60 

2 3-0—4-0. %in. ii in. 12 lbs. 100 14.40 

3 250 M.-450 M. Vs in. 1A ins. 13 lbs. 100 15.84 

4 500 M.-700 M. V/s ins.' 1A ins. 22 lbs. 100 18.36 

5 750 M.-1000 M. lA«ns. lj^ins. 14 lbs. 50 20.40 

6 1125 M.-2500 M. ltfins. 2 ins. b i> tbs. 50 22.20 
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Jiffy Bushing Connectors 

The Jiffy Bushing Connector is an absolutely new and original device for connecting metallic flexible 
conductors, sizes No* 14-2 wire, No. 14-3 wire, No. 12-2 wire. This bushing fits any round or straight edge 
box and always leaves a neat outside appearance. No inside locknut to adjust. The locking and ground¬ 
ing fingers are tempered and absolutely rust proof, giving not only a positive but a permanent ground 
jiffy, while its construction of a combination locknut and spring washer working on a saw-tooth thread gives 
the tightness and secureness demanded by inspectors and cannot work loose from vibration. 

-—List Price—* 
Each Per 100 

Jiffy Bushing Connector. $0.20 $12.00 

Universal Bushings 

Universal Bushings are approved bjr the National-Board of Fire Underwriters. 


List Std. --List Price-* 

No. Pkg. Each Per 100 

1 For % in- knockout, in. and A in. tubing. 100 $0.06 $4.50 

2 For % in. knockout, J-£ in. and A in. tubing. 100 . 07 5.26 

3 For in. knockout, A in. tubing. 100 . 06 4.50 

4 For in. knockout, A in. tubing. 100 .07 5.26 


H and H Conduit Clamp 

For Armored Conductor Schedule H 

You can run armored conduit into a 2 inch H and H shallow box by using the No. 911 H and H Conduit 
Clamp. It is very quickly and easily installed, takes up no room at all within the box. 

List Std. *-List Price-> 

No. Pkg. Each P er 100 

911 Conduit Clamp. 100 $0.35 $28.00 


Conduit Hangers 


A one piece strap hanger made from % inch and % inch hoop steel, with four sharp V shaped reinforced 
prongs that are driven into the wood, instead of nails or screws. 


List 




*-List 

Pnce-* 

No. 

Size 

Wright 

Length 

Each 

Per 100 

581464 

H in. 

11 lbs. 

4 ins. 

$0.10 

$4.50 

581465 

Vi in. 

11 lbs. 

4 ins. 

.10 

4.50 

581466 

Vi in- 

11 lbs. 

4 ins. 

.10 

4.50 

581467 

1 in. 

11 lbs. 

4 ins. 

.10 

4.50 

581468 

1 }/i ins. 

14 lbs. 

4J^ ins. 

.10 

4.68 

581469 

\}/z ins. 

14 lbs. 

4 1 /2 ins. 

.10 

4.68 

581470 

2 ins. 

16 lbs. 

5 ins. 

.10 

4.86 

581471 

2 H ins* 

17 lbs. 

5H ins. 


5.04 


Packed 100 in a box. 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


CONDUIT OUTLET BOXES 





Round Outlet Boxes 

NO. YA CEILING BOX 

Dimensions—3H inches diameter, % inch deep. 

Outlets—8 l /i inch Circular Loom .Outlets and one % inch Rigid Conduit Outlet in bottom. 

Mfrs. W. E. List 

List * List Each 

No. per 100 Gab. 

YA Ceiling Box... $14.00 $0.28 


NO. ZA OUTLET AND RECEPTACLE BOX 
Dimensions—3inches diameter, 1 % inches deep. 

8 M inch Circular Loom and 1 % inch Rigid Conduit Knock-out in bottom. 
4 y± inch Circular Loom and 4 y inch Rigid Conduit Knock-out in the side. 
Depth—inches. 

Screw holes spaced for all FA box covers. 

List 

No. 

ZA Receptacle Box. 


NO. FM OUTLET BOX 

Dimensions—3 }4 inch diameter, % inch deep; 3 Vi inch Outlets only in bottom. 
Outlets—3 H mch Rigid Conduit Outlets in bottom. 

List 

No. 

FM Outlet Box. 


Mfrs. W. E. List 
List Each 

per 100 Gab. 

$25.00 $0.50 


Mfrs. W. E. list 
List Each 

per 100 Gab. 

$18.00 $0.36 






Round Outlet Boxes 

NO. AA ROUND OUTLET BOX 

3 54 x inches deep. No knock-outs in sides. 

7 inch Circular Loom Knock-outs and 1 % inch Rigid Conduit Knocx-out in bottom. 
Screw-holes spaced for all FA box covers. 


Mfrs. W. E. List 

List List Each 

No. per 100 Gab. 

AA Round Box with Lugs. $18.00 $0.36 


NO. BBA ROUND OUTLET BOX 

3 x H inch deep. No Knock-outs in sides. 

7 inch Circular Loom Knock-outs and 1 % inch Rigid Conduit Knock-out in bottom. 

Screw holes spaced for all FA box covers. 

Mfrs. W. E. List 

List list Each 

No. per 100 Gab. 

BBA Round Box without Lugs. ! ... $14.00 $0.28 

STEEL PLATE 

580620 Steel Plate, inches, no sides... 12^.00 $0.2$ 

For enameled boxes deduct 10%. 
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Quantity Prices 
Quoted on Request 


Western Electric 
CONDUIT OUTLET BOXES AND COVERS 



NO. EA RECEPTACLE BOX 

For G. £. Receptacle No. 50746 and Bryant Receptacle Nos. 40507,, 50744 and 50746 

Dimensions—3 l /i inches diameter, 1% inches deep. 

Outlets—Four outlets in sides. 

Size Outlets—For l A inch conduit only. 

Note —Box cannot be furnished with bottom outlet. 


Mfra. W. E. List 

List List Each 

No. per 100 Gab. 

EA Round Receptacle Box. $30.00 $0.60 


NO. FA AND FAO RECEPTACLE BOX 


Dimensions— 3j4 inches diameter, 1% inches deep. 

Outlets—Four outlets in sides and one in bottom. 

Size Outlets—For A inch conduit only. 

Fixture Stems—Boxes are drilled for fixture stems. 

For Outlet and Junction purposes No. FA box with covers, FG and FH, can be used where a small 
box is necessary. 

Mfra. W. E. List 

List ' List Each 


No. 

FA Round Receptacle Box.. 

FAO Octagon Receptacle Box 



No. ED 



COVERS FOR 3 M INCH ROUND BOXES 


list 

No. 

ED Flush Steel Cover. 

EB Flush Brass Cover. 

EE Lapped Steel Cover. 

EC Lapped Brass Cover.. 

FB Steel Cover (Bryant No. 1508 Plug Receptacle) 

FE Steel Cover Flush (G. E. Receptacle No. 9397). 

FC Polished Brass Cover... 


per 100 Gab. 

$20.00 $0.40 

20.00 .40 




Mfrs. 

W. E. List 


List 

Each 

Finish 

per 100 

Gab. 

Galv. 

$10.00 

$0.20 


50.00 

1.00 

Galv. 

10.00 

.20 


54.00 

1.08 

Galv. 

10.00 

.20 

Galv. 

10.00 

.20 

• /• t • 

50.00 

1.00 






COVERS FOR 3J£ INCH ROUND BOXES 


list 

No. 


Finish 

Mfrs. 
List 
per 100 
$10.00 

W. E. List 
Each 
Gab. 

FF 

Steel Cover (lapped) G. E. Receptacle No. 9397. 

Polished Brass Cover (lapped).. 

Galv. 

$0.20 

FD 


54.00 

1.08 

FG 

Closed Steel Cover. 

G^v. 

9.00 

.18 

FH 

Open Steel Cover (Knowles Box Receptacle No. 2889) P. & S. 
Receptacles Nos. 61877, 61988 and 61577. 

Galv. 

10.00 

.20 

FI 

Steel Cover, with l A inch insulated bushing. 

Galv. 

12.00 

.24 

FS 

Polished Brass Cover, with l A inch insulated bushing. 


56.00 

1.12 

For enameled boxes deduct 10%. 
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810 Western Electric 

CONDUIT BOX COVERS 



No. FK 



COVERS FOR ROUND BOXES 


List 

No. 

FK Cover, Steel for P. & S. Receptacles Noe. 61777 and 61977., 
FL Cover, Brass for P. <k S. Receptacles Nos. 61777 and 61977. 
FO Polished Brass Cover (lapped) for Federal Receptacles... 

FP Steel Cover (Flush). 

FN Polished Brass Cover (Flush) for Federal Receptacles... 


Mail Orders Filled 
at Prevailing Prices 




Mfrs, 

W.E 


List 

List 

Finish 

per 100 

Each 

Galv. 

$10.00 

$0.20 


50.00 

1.00 


54.00 

1.08 

Galv. 

10.00 

.20 


50.00 

1.00 



No. FO 




COVERS FOR 3K ROUND BOXES 


List 

No. 

FQ Flat Steel Cover, drilled for 5 Amp. Snap Switches 

FR Snap Switch Steel Cover. 

FT Flat Brass Cover. 



Mfrs. 

W.E 


List 

List 

Finish 

per 100 

Each 

Galv. 

$12.00 

$0.24 

Galv. 

12.00 

.24 


50.00 

1.00 






COVERS FOR 3}4 ROUND BOXES 




Mfrs. 

W.E List 

List 


List 

Each 

No. 


per 100 

Galv. 

FU 

Closed Steel Cover, H inch Knock-out Center. 

. $10.00 

$0 20 

FV 

Steel Cover for inch bushing. 

. 10.00 

.20 

FW 

Steel Cover for Hubbell Receptacle No. 5506. 

. 10.00 

.20 

FY 

Raised Steel Cover for Freeman Receptacle No. 140. 

For enameled boxes, deduct 10%. 

. 12.00 

Digitized by VjOOQlC 

.24 
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Quoted on Request Western Electric 

CONDUIT OUTLET AND JUNCTION BOXES 


811 




NO. CA OUTLET BOXES 

Dimensions—4 inch diameter, 1 % inches deep. 

Outlets—Four outlets in side and five in bottom. 

Size Outlets—For A inch or inch conduit only. 

Fixture Stems—Boxes are drilled for fixture stems. 


List 

No. 

CA Round Box. 

CAO Octagonal Box..; 



Mfrs. 

W. E. List 

List 

Each 

per 100 

Galv. 

$25.00 

$0 50 

25.00 

.50 


NO. DA OUTLET BOX 

Dimensions—4 inches diameter, 2J4 inches deep. 

Outlets—Four outlets in sides and five in bottom. 

Note: Size Outlets—For A inch, % inch and 1 inch conduit—No bottom outlets are provided in boxes 
arranged for 1 inch conduit. 

Fixture Stems—Boxes are drilled for fixture stems. 

Mfrs. W. E. List 

List List Each 

No. per 100 Galv. 

DA Round Box. $32.00 $0.64 





NOS. QA AND RA OUTLET BOXES 
For Combination Gas and Electric Fixtures 

Dimensions—4 inches diameter; depth for brick work, 1% inches; for lath and plaster, 2inches. 
Outlets—Four in sides and four in bottom for A inch pipe. Where % inch pipe is used, box cannot 


be furnished with bottom outlets. 

Center Nipple—Will pass X A inch gas pipe. 

Mfrs. W. E. List 

List List Each 

No. per 100 Galv. 

QA Round box for brick, 1 % inches deep. $40.00 $0.80 

RA Round box for lath and plaster, 2% inches deep. 52.00 1.04 


WA OUTLET AND JUNCTION BOX 
For Rigid and Flexible Conduits 

Dimensions—4 inches diameter, \% inches deep. 

Outlets—21 outlets: 4 A inch knock-outs in side; 8 circular loom knock-outs in side; 6 circular loom 
knock-outs in bottom: 3 A inch knock-outs in bottom; drilled for fixture stems. 

Mfrs. W.E.List 

List a List Each 

No. per 100 Galv. 


WA Round Box.. 

For enameled boxes, deduct 10%. 


Digitized by 


* 


$25.00 


Le 


$0.50 


Conduit and Wiring Access* 


36 










812 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDUIT OUTLET BOXES AND COVERS 





NO. GA RECEPTACLE BOX 
For Norbitt, Trumbull, P. & S. and G. E. Receptacles 

Dimensions—4 inches diameter, 1 inches deep. 

Outlets—Four side outlets only. 

Size Outlets—For H inch or % inch conduit only. No provision is made for fixture stems. 


Note —Box cannot be furnished with bottom outlets. 

Mfrs. W.L 

List List per. list 

No. Finish 100 Esch 

GA Round Box. Galv. $25.00 $0.50 

COVERS FOR 4 INCH ROUND BOXES 

GB Steel Cover for No. C-33J^ Norbitt Rosette. Galv. $14.00 $0.28 

GD Brass Cover for No. C-33J^ Norbitt Rosette. 62.00 1.04 

GI Steel Cover for G. E. Receptacle No. 9397. Galv. 14.00 .28 

GK Brass, for G. E. Receptacle No. 9397. 62.00 1.04 





COVERS FOR 4 INCH ROUND BOXES 

list Mfrs. List W.ELast 

No. Finish per 100 Each 

GC Steel Cover for C-227 Norbitt Receptacle, P. & S. Receptacles 

’ Nos. 61877, 61988 and 61577. Galv. $14.00 $0.28 

GE Brass Cover for C-227 Norbitt Receptacle, P, & S. Receptacles 

Nos. 61877, 61988 and 61577. 62.00 1.04 

GF Steel Cover for Trumbull Receptacle... Galv. 14.00 .28 

GG Brass Cover for Trumbull Receptacle. 62.00 1.04 

GL Cover, Steel, for P. & S. Receptacles Nos. 61877 and 61988. Galv. 14 00 .28 

GM Cover, Brass, for P. & S. Receptacles Nos. 61877 and 61988. 62.00 1.04 






COVERS FOR 4 INCH ROUND BOXES 

List Mfrs. List W.E. list 

No. Finish per 100 Each 

CB Open Cover, Steel. Galv. $14.00 $0.28 

CC Closed Cover, Steel. Galv. 14 00 . 28 

CM Steel Closed Cover, with inch knockout in center. Galv. 14.00 .28 

CD Steel Cover, with % inch insulated bushing. Galv. 16.00 .32 

CK Polished Brass Cover, with Y% inch insulated bushing. 66.00 1.32 

CE Flat Stdfel Cover. Galv. 12.00 .24 

CL Flat Polished Brass Cover. 65.00 1.30 

Drilling and tapping cover No. CE for any standard rosette, net extra, 10 cents each. 


For enameled boxes, deduct 10%. 
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Quoted on Request 


Western Electric 


813 


CONDUIT BOX COVERS 






List 

No. 

CF 

CH 

CJ 

Cl 

CG 


COVERS FOR 4 INCH ROUND BOXES 




Mfrs. 

W. E. 



List 

List 


Finish 

Per 100 

Each 

Flat steel cover drilled for standard 10 ampere snap switches.. 

Galv. 

$16.00 

$0.32 

Polished brass cover “lapped” for Federal sockets. 


65.00 

1.30 

Open cover steel with lips drilled and tapped inch. 

Galv. 

14.00 

.28 

Steel cover (flush) for Federal sockets. 

Galv. 

12.00 

.24 

Polished brass cover (flush) for Federal sockets. 


62.00 

1.24 




COVERS FOR 4 INCH ROUND BOXES 




Mfrs. 

W. E. 

List 


List 

List 

No. 


Per 100 

Each 

CM 

Closed cover, steel with M inch outlet in center. 

. $14.00 

$0.28 

CN 

Flat cover, steel H inch knockout in center. 

. 12.00 

.24 

CO 

Closed cover, steel for G. E. Rosette No. 39237. 

. 14.00 

.28 





COVERS FOR 4 INCH ROUND BOXES 


List 

No. 

CP Flat steel cover for G. E. Rosette No. 39237 


CQ Flat steel cover for P. & S. Receptacles Nos. 61777 and 61997 

C8 Flat steel snap switch cover. 


For enameled boxes, deduct 10%. 


Digitized by 


Mfrs. 

W.E. 

List 

List 

Per 100 

Each 

. $14.00 

$0.28 

. 14.00 

.28 

Google 

.28 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



No. HA CEILING BOX 

Dimensions—4 inches diameter, 54 inch deep. 

Size Outlets—For H inch or 54 inch conduit only. 

Fixture Stems—Boxes are drilled for fixture stems. 


List 

No. 

HA Ceiling box.. 

HA Ceiling box with lugs 


No. KA CEILING BOX 

Dimensions—5 >4 inches diameter, 5i inch deep. 

Outlet—Five in bottom. 

Size Outlets—For 5i inch conduit only. 

KA Ceiling box.?. 

No. IA CEILING BOX 

Dimensions—4 inches diameter, }^ inch deep. 

Outlets—Five in bottom. 

Size Outlets—For H inch or % inch conduit only. 

IA Ceiling box. 


Mfrs. W. E. List 
List Each 

per 100 Galv. 

$16.00 $ 0.32 

18.00 .36 


30.00 .60 


15.00 .30 



No. A 


No. BA 



No. A OUTLET BOX 
For Combination Gas and Electric Fixtures 

Dimensions—4-inch square, 154 inches deep. 

Outlets—Eight conduit outlets in sides and five in bottom. 

Gas Outlets—One in each of two opposite sides for H inch gas pipe only. 
Size Outlets—For H inch or 54 inch conduit only. 

Fittings—Boxes are drilled and tapped for gas elbows. 


Mfrs. 

List Mfr. List 

No. No. per 100 

A Square box. $30.00 


No. BA SWITCH OUTLET OR JUNCTION BOX 

Dimensions—4 inch square, 1 54 inches deep. 

Outlets—Eight outlets in side, five in bottom. 

Size Outlets—For inch or 54 inch conduit only. 

BA Square box.Dtgitl^b/GoOf 00 

For enameled boxes, deduct 10%. 


W. E. List 
# Each 
Galv. 
$ 0.60 


.60 








Quantity Prices ... 

Quoted on Request WCStVm EltCtTtC 
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CONDUIT BOX COVERS 





COVERS FOR 4 INCH SQUARE BOXES 


Lilt 

No. 

B Open cover, steel. 

C Closed cover, steel 

D Open oover, steel. 


Mfrs. 

W. E. Lift 

List 

Each 

Per 100 

Gab. 

$20.00 

$0.40 

20.00 

.40 

20.00 

.40 






COVERS FOR 4 INCH SQUARE BOXES Mfrs. W.E.Lirt 

List List Each 

No. Per 100 Gab. 

BB Open cover, steel.. $14.00 $0.28 

BC Closed cover, steel. 14.00 .28- 

BD Steel cover for Hart round base rotary switches.. 20.00 .40 

BE Steel cover for Perkins round base rotary switches.... 20.00 . 40 

BF Deep Cover for Std. push button or rectangular base switches or flush 

plug receptacles. 20.00 .40 

BG Shallow Cover for Std. push button or rectangular base switches or flush 

plug receptacles. 25.00 .50 

BH Cover for two push-button switches.. 18.00 .36 


For enameled boxes, deduct 10%. 

Af\ 
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Western Electric 


MaU Orders Filled 
at Prevailing Prices 


CONDUIT OUTLET BOXES AND COVERS 








COVERS FOR 4 INCH SQUARE BOXES 

Mfrs. W. E. List 

List List Each 

No. Per 100 GaK. 

BJ Flat Steel, drilled for Std. 10-ampere rotary snap switch. $20.00 $0.40 

BK Flat Steel Cover...... 14.00 .28 

Drilling and tapping BK for any Std. receptacle, 10 cents each net extra 

BL Flat Steel Cover for Federal Receptacles. 14.00 .28 

BM Flat Steel Cover for P. & S. Receptacles Noe. 61777 and 61977. 14.00 .28 

BN Steel, Open Cover with lips drilled and tapped A inch. 12.00 .24 

BO French Cover, Steel. 45.00 .90 




NO. SA AND TA OUTLET BOXES AND COVERS 
For Combination Gas and Electric Fixtures 

Dimensions—4ft inches square; depth for brick work, 1% inches; for lath and plaster, 2 H inches. 

Outlets—Two in each of four sides and four in bottom for inch conduit. When % inch conduit is 
used, box cannot be furnished with bottom outlets. 

Center Nipple—Will pass inch gas pipe. 

Fixture Steins—Cannot be used with this box. 

Non—Box is carried in stock for inch conduit only. Mfrs. W. E. List 

List fList Each 

No. Per 100 Gab. 

SA Box for brick, 1 finches deep. $50.00 $1.00 

TA Box for plaster, 2J£ inches deep. 62.00 1.24 

MC 8teel Open Cover for above boxes.. 20.00 .40 

ND Steel Open Lapped Cover for above boxes........ T 20.00 . 40 

For enamel boxes, deduct 10%. 
r and Wiring 4 
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CONDUIT OUTLET BOXES AND COVERS 




NO. MA OUTLET AND JUNCTION BOX 
Dimensions—4H inches square, 1 % inches deep. 

Outlets—Eight outlets in sides and five in bottom. 

Size outlets—For H inch or inch conduit only. 

Boxes are drilled for Fixture Stems. 

List 

No. 

MA Square Box... 


Mfrs. W. E. List 
List Each 

Per 100 Gal?. 

$40.00 $0.80 


NO. NA DEEP OUTLET AND JUNCTION BOX 
For Lath and Plaster or Concrete 
Dimensions—-4H inches square, inches deep. 

Outlets—Eight in sides and five in bottom. 

Size Outlets—For l A inch, % inch or 1 inch conduit only. 

Boxes are drilled for Fixture Stems. 

Note —No bottom outlets are furnished in boxes for 1 inch conduit# 

List 

No. 

NA Square Deep Box for Plaster.. 


Mfrs. 
List 
Per 100 
$50.00 


W. E. list 
Each 
Gab. 
$1.00 





COVERS FOR 4B INCH SQUARE BOXES 




Mfrs. 

W.E.List 

List 


List 

Each 

No. 


Per 100 

Gab. 

MB 

Closed Steel Cover. 

. $20.00 

$0.40 

MC 

Open Steel Cover. 

. 20.00 

.40 

MD 

Steel Cover, with % inch insulated bushing. 

. 22.00 

.44 


For enameled boxes, deduct 10%. Digitiz ; Qq [ e 
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Western Electric 

OUTLET BOXES AND COVERS 


Mall Orders Filled 
at Prevailing Prices 





COVERS FOR 4H INCH SQUARE BOXES 




Mfrs. 

W. E. List 

List 


List 

Each 

No. 


per 100 

Galv. 

ME 

Steel cover, with lips drilled and tapped. 

. $20.00 

$0.40 

NE 

Closed lapped cover, steel. 

. 20.00 

.40 

ND 

Open lapped cover, steel. 

. 20.00 

.40 




NO. UA BOX 


For Push-Buttons 


Dimensions—2ft inches long, \% inches wide, ltf :inches deep. 
Outlets—Two in bottom, one in each end and two in each side. 
Sise Outlets—For inch conduit only. 


Mfrs. 

List List W.E. List 

No. Finish per 100 Each 

UA Box.. Galv. $25.00 $0.50 

UB Brass cover for bell push-buttons.. . 25.00 .50 


NO. VA BOX 

For Exposed Conduit Work 
Dimensions—3% inches long, l l /i inches wide, 1}4 inches deep. 

Outlets—One in bottom, one in each end and three in each side. 

Size Outlets—For H and % inch conduit only. 

_ Mfrs. W. E. Lid 

List List Each 

No. per 100 Galv. 

VA Box....... $25.00 $0.50 





N«. V*.J 



«•. VA « 


PORCELAIN COVERS WITH NIPPLES 


For 3Ji x lji Inch Boxes 


List 

No. 

VA1 Porcelain, ^ inch female nipple. 

VA2 Porcelain, ^ inch male nipple. 

VA3 Porcelain, % inch female nipple. 

VA4 Porcelain, inch male nipple. 

For enameled boxes, deduct 10%. 

Conduit and Wiring Accessories 44 


Mfrs. 

Std. List W. E. List 

Pkg. per 100 Each 

200 $40.00 $0.80 

200 40.00 . 80 

200 55.00 1.10 

200 55.00 1.10 

Digitized by V google 
















Quantity Prices 
Quoted on Request 
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CONDUIT BOXES AND COVERS 
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£33 r^\ osn 

«*. V*-» He vfc 4 «• VM *• Vt l He. VA » 

METAL COVERS WITH NIPPLES 


For 324 x 1J4 Inch Boxes 






Mfrs. 

W. E. Lit1 

list 



, Std. 

List 

Etch 

No. 



Pkg. 

per 100 

Gib. 

VA5 

54 inch female nipple. 


. 200 

$16.00 

$0.32 

VA6 

54 inch male nipple. 


. 200 

16.00 

.32 

VA7 

54 inch female nipple. 


. 200 

20.00 

.40 

VA8 

54 inch male nipple. 


. 200 

20.00 

.40 

VA9 

Metal cover blank. 


. 200 

9.00 

.18 

U 

a a 

’<0^ 

l<Q> (0> 

f&m 



H» *»•" He V* l*_ 


PORCELAIN COVERS 


For 3% x 1J4 Inch Boxes 

Mfrs. 


List 


Std. 

List 

W. E. List 

No. 


Pkg. 

per 100 

Each 

VA12 

Porcelain, 1 hole... .. 

. 200 

$12.00 

$0.24 

VA13 

Porcelain, 2 hole. 

. 200 

12.00 

.24 

VA10 

Porcelain, 3 hole. 

. 200 

12.00 

.24 

VA11 

Porcelain, 5 hole... 

. 200 

12.00 

.24 



Gantt Bos 


GANG BOXES 

Outlets—Two outlets on two opposite sides for each switch. 

Size Outlets—Boxes carried in stock for J4 inch and 54 inch pipe. 

Price list of boxes for push-button or rotary rectangular base switches and plug receptacles. 


List 

No. 

580719 2 Standard 2 gang box. 

580720 3 Standard 3 gang box. 

580721 4 Standard 4 gang box. 

580722 5 Standard 5 gang box. 

580723 6 Standard 6 gang box. 

580724 7 Standard 7 gang box. 

580725 8 Standard 8 gang box. 

580726 9 Standard 9 gang box. 

580727 10 Standard 10 gang box. 

The above prices are for gangs placed in one row. 
For enameled boxes, deduct 10%. 


Digitized by 


Mfrs. 

W. E. List 

List 

Each 

per 100 

Gab. 

... $90.00 

$1.80 

... 135.00 

2.70 

... 180.00 

3.60 

... 235.00 

4.70 

... 455.00 

9.10 

... 730.00 

14.60 

... 790.00 

15.80 

... 880.00 

17.60 

... 960.00 

19.20 

Google 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDUIT OUTLET BOXES AND COVERS 






k No. OB 


No. LA BRACKET OUTLET AND JUNCTION BOX 

Dimension—3H inches diameter, 2 inches deep. 

Outlets—Four in bottom, one in top side and two in flat side. 

Size Outlets—For l A inch and % inch conduit only. 

Boxes are drilled for fixture stems. 


Mfrs. W. E. List 

List List Each 

No. per 100 Galv. 

LA Bracket outlet box. $25.00 $0.50 

LB Steel open cover for bracket box. 12.00 .24 

LC Steel closed cover for bracket box. 12.00 .24 

Notb: No cover necessary with 4 inch canopy. 


No. OA BOX 

For Flush Rotary Snap Switches and Plug Receptacles 

Dimensions—2^ inches wide, 4 inches long, 1% inches deep. 

Outlets—One in each end, one in bottom, two on one side, one in opposite side. 
Size Outlets—For H inch conduit only. 

Note: These boxes designed for 2 inch partitions. 


Mfrs. W. E. List 

List List Each 

No. per 100 Galv. 

OA Box. $25.00 $0.50 


For all Diamond H rectangular base rotary snap flush switches. 


Hart and Hegeman rectangular base rotary flush snap switches, either 5 ampere or 10 ampere Nos. 
600, 601, 602, 603, 604, 605, 609 and 619. 

Hubbell plug receptacle. 

Hart and Hegeman shallow flush push-button switches Noe. 2081,2082,2083,2084; flush plug receptacle 
and shallow momentary contact push-button switch. 


List 

No. 

OB Blank steel cover. 

For enameled boxes deduct 10%. 

Conduit and Wiring Accessories 


Mfrs. W. E. List 
List Each 

per 100 Galv. 

. $12.00 $0.24 

Digitized by LjOOQIC 
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SWITCH BOXES 


“Union” Sectional Switch Boxes 


“Union” Sectional Switch Boxes are equipped with reversible and sliding ears so as to be adapted to 
plastered or unplastered walls for old or new installation in buildings. All single boxes are furnished with 
one side removable which obviates the necessity of carrying gang boxes assembled in stock. By removing 
one side of the box, spacers can be inserted and the boxes, built up to any desired number of gangs. The screw 
centers for attaching switches and flush receptaclesare standard and accommodate all standard makes of push 
button flush and rotary flush switches and flush plug receptacles. These boxes are furnished with two 
Btyles of ears, “C” and “SF,” as illustrated below. Unless otherwise specified, style “C” ears are regu¬ 
larly furnished. 

' Styles of Ears 



••C" Ear 
Regularly furnished 
on all Switch Boxoa 



**F M Ear 

Furnished only when 
specified 



"SF" Bar 

Furnished only when 
specified 




FOR NON-METALLIC FLEXIBLE CONDUIT —% INCH KNOCKOUTS 

Square Corners 


3 inches long, 2 inches wide. 


List 

No. 

Description 

Depth 

Unit 

Pkg. 

No. 

Per 

Case 

Wt. 

Per 

100 

Mfrs. 

List 

Each 

W. E. 
List 
Each 

CCS 

Single Gang. 

2 ins. 

1 

100 

66 lbs. 

SO.50 

$0.44 

CCS 

Two Gang. 

2 ins. 

1 

60 

101 lbs. 

.90 

.88 

CCS 

Spacer. 

2 ins. 

1 

100 

36 lbs. 

.40 

.40 

CC 

Smgle Gang. 

2^ ins. 

1 

100 

79 lbs. 

.60 

.48 

CC 

Two Gang. 

2Hina- 

1 

60 

116 lbs. 

1.10 

.96 

CC 

Spacer. 

2Hins. 

1 

100 

42 lbs. 

.50 

.44 

AB 

Smgle Gang. 

2% ins. 

1 

100 

84 lbs. 

.50 

.52 

AB 

Two Gang. 

2j| ins. 

1 

50 

125 lbs. 

.90 

1.04 

AB 

Spacer. 

2% ins. 

1 

100 

44 lbs. 

.40 

.48 

AA 

Smgle Gang. 

3 ins. 

1 

100 

91 lbs. 

.60 

.52 

AA 

Two Gang. 

3 ins. 

1 

50 

133 lbs. 

1.10 

1.04 

AA 

Spacer. 

3 ins. 

1 

100 

47 lbs. 

.50 

.48 


Black enameled finish regularly furnished. Sherardized furnished, when so 
specified, at slight increase in price. 




FOR NON-METALLIC FLEXIBLE CONDUIT —% INCH KNOCKOUTS 

Beveled Corners 


3 inches long, 2 inches wide. 


List 

No. 

Description 

Depth 

Unit 

Pkg. 

No. 

Per 

Case 

Wt 

Per 

100 

Mfrs. 

List 

Each 

W. E. 

List 

Each 

DD 

Single Gang. 

2 ins. 

1 

100 

70 lbs. 

$0.50 

$0.44 

DD 

Two Gang. 

2 ins. 

1 

50 

96 lbs. 

.90 

.88 

DD 

Spacer. 


1 

100 

34 lbs. 

.40 

.40 

DE 

Smgle Gang. 

2 l /i ins. 

1 

100 

73 lbs. 

.60 

.48 

DE 

Two Gang. 

2 Yi ins. 

1 

50 

110 lbs. 

1.10 

.96 

DE 

Spacer. 

2J4ins. 

1 

100 

40 lbs. 

.50 

.44 


Black enameled finish regularly furnished. Sherardized furnished, when so 
specified, at slight increase in price. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



"AC" Single 



"DC” Single 



"DC" Spacer 




“BB'VSlngls 


D. S. No. 1 


SWITCH BOXES 
“Union” Sectional Switch Boxes 


FOR METALLIC FLEXIBLE CONDUIT —% INCH KNOCKOUTS 
With Conduit Clamps—Square Corners 



Description 

Depth 

Unit 

Pkg. 

No. 

per 

Case 

Wt. 

per 

100 

Mfrs. 

List 

Each 


AC-Clamped 

Single. 

3}4 ins. 

1 

100 

98 lbs. 

$0.60 

$0.60 

AC-Clamped 

Two Gang.. 

3 ins. 

I 

50 

164 lbs. 

1.10 

1.20 

AC-Clamped 

Spacer. 

3 }4 ins. 

1 

100 

66 lbs. 

.50 

.56 


Black enameled finish regularly furnished. Sherardized furnished, when so 
specified, at slight increase in price., 


FOR METALLIC FLEXIBLE CONDUIT —% INCH KNOCKOUTS 
With Conduit Clamps—Beveled Corners 


List 

No. 

Description 

Depth 

Unit 

Pkg. 

No. 

per 

Case 

Wt. 

per 

100 

Mfrs. 

List 

Each 

W.E 

List 

Each 

DC-Clamped 

Single. 

2)4 ins. 

1 

100 

80 lbs. 

$0.60 

$0.56 

DC-Clamped 

Two Gang.. 

2\4 ins. 

1 

50 

112 lbs. 

1.10 

1.20 

DC-Clamped 

Spacer. 

2\4 ins. 

1 

100 

44 lbs. 

.50 

.56 


Black enameled finish regularly furnished. Sherardized furnished, when so 
specified, at slight increase in price. 


FOR H INCH OR M INCH RIGID IRON CONDUIT 
Square Comers 


List 

No. 

Description 

Depth 

Unit 

Pkg. 

No. 

per 

Case 

Wt. 

per 

100 

Mfrs. 

last 

Each 

W.E 

list 

Each 

BB 

Single. 

3}4 ins. 

n 

100 

102 lbs. 


$0.56 

BB 

Two Gang.. 

314 ins. 

Bfl 

50 

162 lbs. 

.90 

1.12 

BB 

Spacer. 

BEES! 

Bfl 

100 

60 lbs. 

.40 

.52 

BE 

Single. 

2% ins. 

Bl 

100 

84 lbs. 

.50 

.52 

BE 

Two Gang.. 

2 Yx ins. 

Bfl 

50 

125 lbs. 

.90 

1.04 

BE 

Spacer. 


Bfl 

100 

44 lbs. 

.40 

.48 


Black enameled finish regularly furnished. Sherardized furnished, when so 
specified, at slight increase in price. In ordering specify whether desired for 14 
inch or % inch conduit. 


DOOR SWITCH BOXES 

For Non-Metallic Flexible. Metallic Flexible and Rigid Iron Conduit. 

Square Comers 

These boxes are made in six types, D.S. No. 1, D.S. No. 2, D.S. No. 3, D.S. 
No. 4, D.S. No. 5 arid D.S. No. 6. D.S. No. 1, D.S. No. 3 and D.S. No. 5 are 
made for loom or rigid conduit. Two ft inch knockouts are provided for flexible, 
non-metallic conduit, and a knockout in one end for rigid K inch conduit. D.S. 
No. 2, D.S. No. 4 and D.S. No. 6 are made for flexible metallic and rigid conduit, 
having two holes % inch in diameter, arranged with clamps for securely fastening 
the flexible conduit. A knockout for \\ inch conduit is also furnished. 

~ D.S. No. 1 and D.S. No. 2 have switch screws on 3% inch centers and will 
accommodate Perkins, Arrow E or C-H switches. D.S. No. 3 and D.S. No. 4 
have switch screws on 3 % inch centers and are designed for Diamond H Switches. 
D.S. No. 5 and D.S. No. 6 have switch screws on 3>£ inch centers and are de¬ 
signed for H & H switches. 


List 

No. 

Description 

Depth 

Dimension 

Length 

s 

Width 

Unit 

Pkg. 

No. 

per 

Case 

Wt. 

per 

100 

Mfrs. 

List 

Each 

W. E. 

list 

Each 

DS No. 1 

Without Clamps. 

2 % ins. 

3% ins. 

1 % ins. 

1 

100 

65 lbs. 

$0.50 

$0 60 

DS No. 2 

With Clamps. 

2 % ins. 

3 % ins. 

1 % ins. 

1 

100 

69 lbs. 

.65 

.78 

DS No. 3 

Without Clamps. 

2 % ins. 

334 ins. 

1 % ins. 

1 

100 

63 lbs. 

.50 

.60 

DS No. 4 

With Clamps. 

2 % ins. 

334 ins. 

1 %> ins. 

1 

100 

67 lbs. 

.65 

.78 

DS No. 5 

Without Clamps. , 

3 ins. 

3 ins. 

1 %> ins. 

1 

100 

61 lbs. 

.50 

.60 

DS No. 6 

With Clamps. 1 

3 ins. 

3 ins. 

1 %ins. 

1 

100 

65 lbs. 

.65 

.78 


Black enameled finish regularly furnished. Sherardized furnished, when so specified, at slight in cr e ase 

In price. Digitized by CjOOQIc 
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No. 160 Spacer 


2 Gang Plate Core 


DEEP TYPE 

For Push Button, Rotary Flush Rectangular Base Switches and Receptacles 

This type box is made in two styles. No. 155 single gang, and No. 160 two gang. Style No. 155 has 
room for making splices, taps and junctions. Either of the small top covered plates may be removed by 
loosening the screws, thus permitting access to the wires without disturbing switch. A spacer is provided 
which may be used in connection with type No. 160 to build up a gang box of any desired capacity. Con¬ 
duit openings for either Y<i or % inch are provided in each of the four sides of these boxes. Spacers have 
but one outlet in each end and can be inserted without removing screws. By equipping above boxes with 
flat steel covers a junction or cut-out box is provided, which will accommodate single and double main line 
cut-outs. 



Description 


Dimensions 


Spacer. 

Single Cover.. 
Double Cover. 
Triple Cover. . 


Length 

Width 

4 ins. 
5% ins. 
4 ins. 

4 ins. 

4 ins. 
l%ins. 






Unit 

Pkg. 

No. 

per 

Can 

Wt. 

per 

100 

Mfra. List 
Each 

W.E. 

List 

Each 

1 

100 

152 lbs. 

SO.34 

$0.48 

1 

100 

186 lbs. 

.60 

.86 

1 

100 

44 lbs. 

.26 

.36 




.10 

.14 




.12 

.18 

.... 



.15 

.22 


Black enameled finish regularly furnished. Sherardized furnished, when so specified, at slight increase 
in price. 


! 





No. 170 Slngla Box 


l No. 170 2 Gang 


No. 170 Spacer 


SHALLOW TYPE 
For All Makes of Shallow Switches 

No. 170 sectional combination loom and conduit box is particularly adapted for thin partitions and 
outside wall work and will accommodate all makes of shallow switches. It is 1 % inches in depth. End and 
bottom outlets are provided for H inch conduit. Two outlets on either side take loom or % inch flexible 
conduit. Spacers are provided by means of which two gang boxes may be built up to accommodate any 
number of switches desired. Boxes are made in two types, No. 170 without ears, and No. 170A with 
ears. No. 170 spacer cannot be furnished with ears. Boxes may be used as junction boxes with flat 
steel covers illustrated at top of page. 


List 


Dimensions 

Unit 

No. 

Wt. 

Mfrs. List 

No. 

^6scnpiioD 

Length 

Width 

Depth 

Pkg. 

per 

Can 

per 

100 

Each 

170 

Single Box. 

4 ins. 

2 ins. 

1ins. 

1 

100 

72 lbs. 

$0.20 

170 

Two Gang Box. 

4 ins. 

3R ins. 

1 % ins. 

1 

100 

106 lbs. 

.38 

170 

Spacer. 

4 ins. 

1B ins. 

1 V% ins. 

1 

100 

36 lbs. 

.18 

170 A 

Single Box-with ears. 

4 ins. 

2 ins. 

1^6 ins. 

1 

100 

76 lbs. 

.30 

170A 

Two Gang Box-with ears.. 

4 ins. 

3B ins. 

1ins. 

1 

100 

110 lbs. 

.54 


Single Cover. 


1 



.10 


Double Cover. 




1 



.12 

.... 

Triple Cover. 




1 



.15 


m price 


Black enameled finish regularly furnished. Sherardized furnished, when so specified, at slight increase 

rice * Digitized by CjOOQTC 
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^ ^ , Mail Orders Filled 

Western Electric at prevailing price. 

SWITCH BOXES 



Gsm Box Type B 


Gem Box Type B 



“Gem” Sectional Switch Boxes 

The “Gem” Sectional Switch Box is for use with non-metallic, flexible and rigid conduit. They take 
all makes of push button and rectangular base switches and receptacles. The assembling can be done quickly 
by the use of no other tool than the screw driver. It is impossible to put the box together in any way except 
the right way, as Tall sides are interchangeable. 

Construction. The fastening is made by a hook which drops into a notch in the body of the box 
in such a way that when the side plate is brought to position and the single screw set at its opposite end, 
both ends are absolutely firm against movement in any direction. The “Gem” box is regularly furnished 
with type “C” ear, reversible, having an adjustment from fa inch to inch. Ear extends H inch from 
body of box and affords ample room for setting screws firmly into lath or mounting board. The D and 
E are designed particularly for the rewiring of old buildings. The beveled comers permit insertion into the 
smallest practical opening in the walls and make the “fishing” of the ends of flexible conduit into the box 
very easy. The type B, 2% inches deep, is designed for switch and receptacle casings in concealed conduit 
or armored cable work—takes ]/% inch and % inch conduit and may be used where a larger flexible tubing 
than H inch is desired. 


List Prices and Data 






List 


W. E. 

List 


W. E. List 




Knockout 

No. 

Mfrs. 

List 

No. 

Mfrs. 

Unit With- 

Type 

Depth 

Corners 

Inches 

Box 

List 

Box 

Unit 

List 

out Sides 

Gem S 

2 ins. 

Square, for loom 

% 

581146 

SO. 50 

$0.44 

581184 

SO. 40 

$0.40 

Gem C 

2]/ 2 ins. 

Square, for loom 

y 

581147 

.50 

.48 

581185 

.40 

.44 

Gem A 

3 ins. 

Square, for loom 

y 

581179 

.50 

.52 

581186 

.40 

.48 

Gem D 

2 ins. 

Beveled, for loom 

Vs 

581180 

.60 

.44 

581187 

.50 

.40 

GemE 

2 x /i ins. 

Beveled, for loom 

y 

581181 

.60 

.48 

581188 

.50 

.44 

Gem F 

2}4 ins. 

Beveled, for loom 

Vs 

581460 

.60 

.44 

581462 

.50 

.40 

Gem B 

2 % ins. 

Square, for rigid 










conduit. 

'AotK 

581182 

.50 

.52 

581189 

.40 

.48 

Gem X 

2J4 ins. 

Square, with 










clamps for flex¬ 
ible conduit... 

H 

581183 

.60 

.56 

581190 

.50 

.52 

Gem Y 

3 ins. 

Square, with 









clamps for flex. 






>gla» 




metallic cond.. 

U 

581461 

.60 

igi .60 581463 

.56 
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“H & H” WALL CASES 



No. 901 No. 902 No. 912 


Showing Ears Reversed 


Wall Cases 

The ears used in mounting the wall cases are reversible, as shown in the illustration, and the wall cases 
can be set flush in the walls that have already been plastered, or they can be mounted on the laths in walls 
not yet plastered, and in this latter case the ears have to be reversed. When specified, wall cases will be 
shipped with ears reversed. 

There are two screw slots in the ears so that in “new work” the wall case can be adjusted for the pro¬ 
posed thickness of the plaster. 

Knockout outlets for non-metallic flexible conduit are provided as follows: Four outlets in the,bottom 
for inch conduit, two at each end for 34 inch conduit. 

All “H & H” wall cases are made in two depths of 2* inches, and 2J4 inches, and can be furnished 


in horizontal or tandem gangs. 

List 

No. 

SHALLOW WALL CASES 

Dimensions 

Style Inches 

Std. 

Pkg. 

Pkg. Wt 
Lbs. 

Schedule "H” 

Mfrs. List W. E. List 
Each Each 

901 

For One Switch. 

Horizontal 

2 x3x2* 

« 

74 

$0.25 

$0.45 

902 

For Two Switches. 

Horizontal 

3Hx3x2* 

5%x3x2* 

* 

65 

.50 

.90 

903 

For Three Switches.... 

Horizontal 

• 

62 

.75 

1.35 

904 

For Four Switches.... 

Horizontal 

7*x3x2* 
9*4x3 x2* 

* 

65 

1.00 

1.80 

905 

For Five Switches. 

Horizontal 

* 

65 

1.25 

2.25 

906 

For Six Switches. 

Horizontal 

11* x 3x2* 

* 

65 

1.50 

2.70 

907 

For Seven Switches.... 

Horizontal 

12^x3 x2* 

« 

65 

1.75 

3.05 

908 

For Eight Switches.... 

Horizontal 

14H x 3 x 2* 

* 

65 

2.00 

3.60 

912 

For Two Switches. 

Tandem 

2Hi 6*4*2* 

« 

75 

.50 

.90 

913 

For Three Switches.... 

Tandem 

2*4x10*4x2* 

* 

76 

.75 

1.35 

914 

For Four Switches. 

Tandem 

2*4x13*4x2* 

« 

75 

1.00 

,1.80 

915 

For Five Switches. 

Tandem 

2*4 x 17*4 x 2* 

« 

75 

1.25 

2.25 

916 

For Six Switches. 

Tandem 

2*4x21*4x2* 

* 

75 

1.50 

2.70 

3031 

For One Switch. 

DEEP 

Horizontal 

WALL CASES 

2 x3x2J4 

* 

94 

Schedule “H” 
$0.28 $0.50 

3032 

For Two Switches. 

Horizontal 

3«x3x2^ 
5% x 3 x 2% 

* 

84 

.56 

1.00 

3033 

For Three Switches— 

Horizontal 

« 

84 

.82 

1:58 

3034 

For Four Switches. 

Horizontal 

7* x 3 x 2J4 

« 

84 

1.08 

1.95 

3035 

For Five Switches. 

Horizontal 

9>i x 3 x 2J£ 
11* x 3 x 2 l /i 

« 

85 

1.34 

2.40 

3036 

For Six Switches. 

Horizontal 

« 

85 

1.60 

2.88 

3037 

For Seven Switches.... 

Horizontal 

12^x3x2Ji 


85 

1.84 

3.30 

3038 

For Eight Switches.... 

Horizontal 

14ftx3x2J4 

« 

85 

2.10 

3.98 

3042 

For Two Switches. 

Tandem 

234 x 6^x2«4 

* 

95 

.56 

1.00 

3043 

For Three Switches.... 

Tandem 

234 x 1034x2^ 


95 

.82 

1.58 

3044 

For Four Switches. 

Tandem 

2y 8 xlZHx2H 

* 

95 

1.08 

1.95 

3045 

For Five Switches. 

Tandem 

2Hxl734x234 
234 x 2134 x 2% 

* 

95 

1.34 

2.40 

3046 

For Six Switches. 

Tandem 

* 

95 

cage. 

2.88 

e 

100 single wall cases or their equivalent in 

gangs shall constitute 

a Standard Pac 
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CUTTER STEEL BOXES 
Service and Cut-out 


Western Elaine 

'IT 


Specifications 

The following specifications apply to all Cutter cut-out boxes: 

Cutter steel service and cut-out boxes are formed up from a single piece 
of sheet steel and electrically welded. There are no rivets to work loose. 

Finished with high-grade black enamel paint. 

Underwriters’ label on every box—approved by the National Board of 
Fire Underwriters. 

Four A inch holes, one inch from each corner, for fastening cabinet 
in place. 

Stock Cut-out Boxes 

The following specifications apply only tp stock cut-out boxes listed 
below and cannot be changed. 

Made of No. 16 U. S. G. steel. 

Doors overlap boxes on all four sides and are hinged on right-hand side. 

Furnished with inch knockouts for 14 inch conduit pipes. 

Made for surface mounting. 

Large quantities in stock for prompt shipment. 


Mfrs. 

List Prices of Stock Cut-out Boxes. 

Special Discounts on Application 

-List Price Each-* 

Inches 

Length Inches 

3 Inches Deep 

4 Inches Deep 

4 

6 

$0.55 

« 

4 

8 

.60 

$0.80 

4 

10 

* 

.80 

6 

6 

.65 

.75 

6 

8 

.70 

.80 

6 

10 

.80 

.90 

6 

12 

• 

1.00 

8 

8 

.80 

.90 

8 

10 

85 

1.00 

8 

12 

95 

1.10 

8 

16 

* 

1.30 

10 

10 

1.00 

1.1$ 

10 

12 

* 1.10 

1.25 

10 

16 

* 

1.45 

10 

18 

« 

1.55 

12 

12 

* 

1.35 

12 

16 

* 

1.60 

12 

18 

« 

1.70 


Special size 4J4x9x3!4 inches, hinged on top, list price, $0.60. 

This box only hinged on top, all others are hinged on right-hand side. 
Std. pkg. is five of one size. 

•Not carried in stock. See price list on following page. 


Made to Order Cut-out Boxes 

Boxes listed on the following page are not regularly carried in stock, but are made to order. The follow¬ 
ing specifications apply: 

Unless otherwise ordered, boxes will be furnished with standard % inch knock-outs for 14 inch conduit 
pipes. For knock-outs other than standard, add 10 cents list for each change in size of knock-out. Knock¬ 
outs for loom will be furnished when ordered, without additional charge, provided all knock-outs in the same 
box are of the same size. 

Sketch with order, showing size and location of knock-outs will avoid errors and delays. 

Made for surface mounting unless otherwise specified. For flush mounted boxes add 50 per cent, to 
list price. 

For weatherproof boxes with overhanging and sloping roof, add 50 per cent, to list price. 

Prices of galvanized boxes will be quoted on application. 

For brass commode catch, add 40 cents list. 

For nickel-plated vault handle, add $1.00 list. 

For Yale cylinder lever lock, add 70 cents list. 

For master keyed cylinder lever lock, add $1.00 list. 

For master keys, add 75 cents list for each key. 

For spring hinges on doors, add 60 cents list per pair. 

Pull or junction boxes with covers take same list prices as surface type boxes. 

Unless otherwise ordered, boxes will be made with all four sides overlapping and hinged on right-hand 
side. Boxes will be made with doors hinged at top when so ordered, without additional charge. 

Delivery F. O. B. South Bend, Ind. For warehouse deliveries write nearest h6Uw. 

Condi « Wiring AcctMOriM 52 
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Made to Order Service and Cut-out Boxes 


No. IS U. S. Gauge Steel No. 14 U. S. Gauge Steel No. 12 U. S. Gauge Steel 


No One Dimension to Ex c ee d No One Dimension to Exceed For Single Dimensions Ex- 
24 Inches 54 Inches ceeding 54 Inches 


No One Surface to Exceed 360 No One Surface to Exceed 1200 For Surfaces Exceeding 1200 
Square Inches Square Inches Square Inches 


--Mfr’s. List Price Each-* --Mfr’s. List Price, Each-- --Mfr’s. List Price, Each-- 

Width Length Depth, Inches Depth, Inches Depth, Inches 


Inches Inches 3 4 568 34568 34568 


4 

4 

$0 

05 

$1 

10 

$1 

30 

$1 

50 

$1 

95 

$1 

10 

$1 

25 

$1 

45 

$1 

70 

$2 

25 

$1 

30 

$1 

50 

$1 

75 

%2 

00 

$2 

65 

4 

6 

1 

05 

1 

25 

1 

40 

1 

65 

2 

15 

1 

20 

1. 

40 

1 

60 

1 

85 

2 

40 

1 

45 

1 

65 

1 

90 

2 

20 

2 

90 

4 

8 

1 

15 

1 

35 

1 

55 

1 

75 

2 

30 

1 

30 

1. 

50 

1 

75 

2 

00 

2 

60 

1 

60 

1 

80 

2 

10 

2 

40 

3 

10 

4 

10 

1 

26 

1 

45 

1 

65 

1 

90 

2 

45 

1. 

40 

1. 

65 

1 

90 

2 

15 

2 

80 

1 

70 

1 

95 

2 . 

25 

2 

60 

3 

35 

6 

6 

1 

20 

1 

35 

1 

55 

1 

80 

2 

30 

1. 

35 

1 

55 

1 

75 

2 

05 

2 

65 

1. 

60 

1 

85 

2 *. 

10 

2 

45 

3 

15 

6 

8 

1 

30 

1 

50 

1 

70 

1 

95 

2 

50 

1. 

50 

1. 

70 

1 

95 

2 

20 

2 

85 

1 

80 

2 

05 

2 . 

35 

2 

65 

3 

40 

6 

10 

1 

45 

1 

65 

1 

85 

2 

15 

2 

70 

1. 

65 

1. 

85 

2 

10 

2 . 

40 

3 

10 

1. 

95 

2 

25 

2 . 

55 

2 

90 

3 

65 

6 

12 

1 

55 

1 

80 

2 

05 

2 

30 

2 

90 

1. 

80 

2 . 

00 

2 

30 

2 . 

60 

3 

30 

2 

15 

2 

40 

2 . 

75 

3 

10 

3 

95 

6 

15 

1 

75 

2 

00 

2 

25 

2 

55 

3 . 

20 

2 . 

00 

2 . 

25 

2 . 

55 

2 . 

90 

3 

65 

2 . 

40 

2 . 

70 

3 . 

05 

3 

45 

4 

35 

8 

8 

1 

45 

1 

65 

1 

90 

2 

15 

2 

75 

1. 

65 

1. 

90 

2 . 

15 

2 . 

45 

3 

10 

2 . 

00 

2 . 

25 

2 . 

55 

2 

90 

3 

70 

8 

10 

1 

65 

1 

85 

2 

10 

2 

35 

2 

95 

1. 

85 

2 . 

10 

2 . 

35 

2 . 

65 

3 . 

40 

2 . 

20 

2 . 

50 

2 . 

80 

3 

20 

4 

00 

8 

12 

1 

80 

2 

00 

2 

25 

2 

55 

3 

20 

2 . 

00 

2 . 

25 

2 . 

55 

2 . 

90 

3 

65 

2 . 

40 

2 

70 

3 . 

05 

3 

45 

4 

30 

8 

14 

1 

05 

2 

15 

2 

45 

2 

75 

3 

40 

2 . 

20 

2 . 

45 

2 

80 

3 . 

10 

3 

90 

2 . 

60 

2 

95 

3 . 

30 

3 

70 

4 

60 

8 

16 

2 

10 

2 

35 

2 

60 

2 

90 

3 

6 Q 

2 . 

35 

2 . 

65 

3 . 

00 

3 . 

35 

4 . 

15 

2 . 

80 

3 

15 

3 . 

55 

3 

95 

4 

90 

8 

18 

2 

26 

2 

50 

2 

80 

3 

10 

3 

85 

2 . 

55 

2 . 

85 

3 . 

20 

3 . 

55 

4 . 

40 

3 . 

05 

3 . 

40 

3 . 

80 

4 

20 

5 

20 

10 

10 

1 

80 

2 

05 

2 

30 

2 

55 

3 

20 

2 

05 

2 

30 

2 

60 

2 

90 

3 

65 

2 

45 

2 

75 

3 

10 

3 

45 

4 

35 

10 

12 

2 

00 

2 

20 

2 

50 

2 

80 

3 

45 

2 

25 

2 . 

55 

2 

85 

3 

20 

3 

95 

2 

70 

3 

00 

3 

40 

3 

75 

4 

70 

10 

14 

2 

15 

2 

40 

2 b 

70 

3 

00 

3 

70 

2 

45 

2 

75 

3 

10 

3 

45 

4 

25 

2 

95 

3 

30 

3 

65 

4 

05 

5 

00 

10 

16 

2 

35 

2 

60 

2 

90 

3 

20 

3 

95 

2 

65 

3 . 

00 

3 

30 

3 

70 

4 

50 

3 

20 

3 

65 

3 . 

95 

4 

35 

5 

35 

10 

18 

2 

50 

2 

80 

3 

10 

3 

45 

4 

20 

2 

90 

3 . 

20 

3 

55 

3 

95 

4 

80 

3 

40 

3 

80 

4 

20 

4 

65 

5 

70 

10 

20 

3 

00 

3 

30 

3 

65 

4 

05 

4 

85 

3 

40 

3 . 

80 

4 

20 

4 

60 

5 

55 

4 

05 

4 

50 

4 

95 

5 

45 

6 

60 

10 

22 

3 

20 

3 

50 

3 

90 

4 

25 

5 

10 

3 

65 

4 . 

05 

4 

45 

4 

90 

5 

85 

4 

30 

4 

80 

5 

25 

5 

80 

6 

95 

10 

24 

3 

40 

3 

75 

4 

10 

4 

50 

5 

40 

3 

85 

4 

25 

4 

70 

5 

15 

6 

15 

4 

60 

5 

05 

5 

55 

6 

10 

7 

30 

10 

30 











4 

55 

5 . 

00 

5 

45 

5 

95 

7 

05 

5 

35 

5 

90 

6 

45 

7 

05 

8 

35 

10 

36 
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5 

20 

5 . 

50 

6 

20 

6 

75 

7 

95 

6 

15 

6 

75 

7 

35 

8 

00 

9 

40 

12 

12 

2 

20 

2 

45 
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70 

3 

05 

3 

70 

2 

50 

2 

80 

3 

10 

3 

45 

4 

25 

2 

90 

3 

30 

3 

70 

4 

10 

5 

05 

12 

14 

2 

40 

2 

65 

2 

95 
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30 

4 

00 

2 

75 

3 

.05 

3 

40 

3 

75 

4 

55 

3 

25 

3 

60 

4 

00 

4 

45 

5 

40 

12 

16 

2 

60 

2 

90 

3 

20 

3 

50 

4 

25 

2 

95 
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30 

3 

65 

4 

05 

4 

90 

3 

55 

3 

90 

4 

30 

4 

80 

5 

80 

12 

18 

2 

80 

3 

10 

3 

40 

3 

75 

4 

55 

3 

20 

3 

55 

3 

90 

4 

30 

5 

20 

3 

80 

4 

20 

4 

65 

5 

10 

6 

15 

12 

20 

3 

30 

3 

65 
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00 

4 

40 

5 

25 

3 

80 
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20 

4 

60 

5 

05 

6 

05 

4 

50 

4 

95 

5 

45 

5 

95 

7 

15 

12 

22 

3 

55 

3 

90 

4 

25 

4 

65 

5 

55 

4 

05 

4 

45 

4 

90 

5 

35 

6 

35 

4 

80 

5 

25 

5 

80 

6 

30 

7 

50 

12 

24 

3 

75 

4 

10 

4 

50 

4 

90 

6 

80 

4 

30 

4 

70 

5 

15 

5 

65 

6 

70 

5 

10 

5 

60 

6 

10 

6 

65 

7 

90 

12 

30 











5 . 

05 

5 . 

55 

6 

00 

6 

.55 

7 

.70 

6 

.00 

6 

.55 

7 . 

10 

7 

.75 

9 

.05 

12 

36 











5 . 

85 

6 . 

35 

6 

.85 

7 

.45 

8 

.65 

6 

.90 

7 

.50 

8 . 

10 

8 

,80 

10 

25 

12 

42 











6 . 

60 

7 . 

15 

7 

.70 

8 

.35 

9 

.65 

7 . 

.80 

8 

.45 

9 

10 

9 

.85 

11 

.40 

12 

48 











7 . 

.35 

7 . 

95 

8 

.60 

9 . 

.26 

10 

.65 

8 . 

.70 

9 

.40 

10 . 

15 

10 

.90 

12 . 

.55 

15 

16 

3 

00 

3 

30 

3 

60 

3 

95 

4 

75 

3 

40 

3 . 

75 

4 

.15 

4 

.55 

6 

.45 

4 

.05 

4 

.45 

4 

90 

5 

.40 

6 

.45 

15 

18 

3 

25 

3 

55 

3 

90 

4 

25 

5 

05 

3 

.70 

4 . 

05 

4 

.45 

4 

.85 

5 

.80 

4 

.40 

4 

.80 

5 . 

30 

5 

.70 

6 

.90 

15 

20 

3 

80 

4 

15 

4 

55 

4 

95 

5 

85 

4 . 

35 

4 . 

75 

5 

.20 

5 

.70 

6 

.70 

5 

.15 

6 

.65 

6 

. 15 

6 

.70 

7 

.95 

15 

22 

4 

05 

4 

45 

4 

85 

5 

25 

6 

15 

4 

65 

5 . 

10 

5 

.55 

6 

.00 

7 

.10 

5 

.50 

6 

.00 

6 . 

55 

7 

.10 

8 

.35 

15 

24 

4 

35 

4 

70 

5 

10 

5 

55 

6 

50 

4 

.95 

5 . 

40 

6 

.85 

6 

.35 

7 

.45 

5 

.85 

6 

.40 

6 . 

95 

7 

.55 

8 

.80 

15 

30 











5 . 

.85 

6 . 

35 

6 

.85 

7 

.40 

8 

.60 

6 

.95 

7 

.50 

8 . 

10 

8 

.75 

10 

.15 

15 

36 











6 

.75 

7 . 

30 

7 

.85 

8 

.45 

9 

.70 

8 

.00 

8 

.60 

9 . 

25 

9 

.95 

11 

.45 

16 

42 











7 

,65 

8 . 

25 

8 

.85 

9 

.50 

10 

.85 

9 

.05 

9 

.70 

10 . 

45 

11 

.20 

12 

.80 

15 

48 









• 


8 

.55 

9 . 

20 

9 

.85 

10 

.50 

11 

.95 

10 

.10 

10 

.85 

11 . 

.60 

12 

.40 

15 

.00 

18 

18 

3 

65 

4 

00 

4 

35 

4 

75 

5 

60 

4 . 

20 

4 . 

60 

5 

.00 

5 

.45 

6 

.45 

5 

.00 

5 

.45 

5 

.90 

6 

.45 

7 

.60 

18 

21 











5 . 

10 

5 . 

55 

6 

.00 

6 

.50 

7 

.60 

6 

.05 

6 

.55 

7 

.10 

7 

.70 

9 

.00 

18 

24 











5 . 

60 

6 . 

10 

6 

56 

7 

,10 

8 

.25 

6 

.65 

7 

.20 

7 . 

75 

8 

.40 

9 

.70 

18 

30 











6 . 

65 

7 . 

15 

7 . 

70 

8 . 

25 

9 

50 

7 . 

85 

8 . 

45 

9 . 

10 

9 

.75 

11 

.20 

18 

36 











7 . 

70 

8 . 

25 

8 . 

.85 

9 . 

45 

10 

.75 

9 . 

10 

9 . 

75 

10 . 

45 

11 

.15 

12 

.70 

18 

42 











8 . 

75 

9 . 

35 

9 . 

.95 

10 . 

60 

12 , 

,05 

10 . 

30 

11 . 

00 

11 . 

75 

12 

.55 

14 

.20 

18 

48 











9 . 

.75 

10 . 

40 

11 . 

.10 

11 . 

80 

13 . 

30 

11 . 

55 

12 . 

30 

13 . 

10 

13 

.90 

15 

.70 

21 

21 











5 

.70 

6 

15 

6 

.65 

7 

.15 

8 

.30 

6 

.75 

7 

.25 

7 

.85 

8 

.45 

9 

.80 

21 

24 











6 

30 

6 . 

75 

7 

.25 

7 

.85 

9 

.00 

7 

.40 

8 

.00 

8 . 

60 

9 

.25 

10 

.65 

21 

30 











7 

.45 

8 . 

00 

8 

.55 

9 

.15 

10 

.40 

8 

.80 

9 

.45 

10 . 

10 

10 

.80 

12 

.30 

21 

36 











8 

.65 

9 . 

20 

9 

.80 

10 

.45 

11 

.70 

10 . 

20 

10 . 

.85 

11 . 

60 

12 

.35 

13 

.95 

21 

42 











9 

.80 

10 . 

40 

11 

.10 

11 

,75 

13 

.20 

11 . 

55 

12 . 

30 

13 . 

05 

13 

.90 

15 

.60 

21 

48 











11 . 

.00 

11 . 

65 

12 

.35 

13 . 

.05 

14 

.60 

12 . 

,85 

13 . 

75 

14 . 

55 

15 

.40 

17 

.25 

24 

24 











6 

.95 

7 

45 

8 

.00 

8 

.55 

9 

.75 

8 

.20 

8 

.80 

9 

.40 

10 

.10 

11 

.55 

24 

30 











8 

.25 

8 . 

.80 

9 

.40 

10 

.00 

11 

.30 

9 

.75 

10 

.40 

11 

10 

11 

.80 

13 

.35 

24 

36 











9 

.55 

10 , 

15 

10 

.80 

11 

.45 

12 

.85 

11 

.30 

12 

.00 

12 . 

75 

13 

.50 

15 

.15 

24 

42 ’ 











10 

.85 

11 

50 

12 

.20 

12 

90 

14 

.40 

12 

.85 

13 

.60 

14 . 

40 

15 

.20 

17 

.00 

24 

48 











12 

.20 

12 . 

.90 

13 

.60 

14 

.35 

15 

.95 

14 . 

,40 

15 

.20 

16 

05 

16 

.95 

18 

.80 
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Western Electric at Prevailing Price. 

PATTERSON ADJUSTABLE FLOOR BOXES 

National Code Standard 



Patterson 

(•0 4 000 

ADJUSTABLE 
P LOOfl BO" 


No. 4000 

With 10 amp. 250 volt 
Receptacles and Plugs 



No. 4000B 

Blank Bronze Plate 
No Receptacle or^Plug 



No. 4000BN 

With Double-Outlet Nozzle 
With 10 amp. 250 volts 
Receptacle and Plugs 


Adjustable Floor Boxes 

Patterson Adjustable Floor Boxes Nos. 4000, 4000B and 4000BN are made for cement and granolithic 
type floor work. 

Universal steel template permits mounting in box, without additional drilling or tapping, the following 
receptacles: Diamond H, Bryant, Chapman, Arrow 'E, Pringle, H. & H. Krantz, Hubbell and Mesco; thus 
giving a range of from 10 to 25 amperes, 250 volts. The plate has permanent outer bronze edge which can 
be cemented into floor and a removable inside, plate, giving easy access to the box at all times without dis¬ 
turbing cemented edge of plate. Regularly tapped for four M inch conduit entrances in sides, and one in 
bottom. When specially ordered, furnished with any arrangement of conduit entrances desired. 

With wooden plug furnished with each box, lower sections when set in floor during roughing may be 
“plugged up” and kept clear of dirt; when cement or granolithic flooring is put down, it will harden around this 
circular wooden plug and as plug is exact size of bronze face plate, a clean circular hole will be ready for 
bronze surface plate to snugly fit in when, at time of finishing, wood plug is split out with chisel. 

In Patterson Adjustable Floor Boxes, the vertical up-and-down adjustment of 1 inch is ample for any 
variation of floor level and side or off-level adjustment of inch, makes possible the perfect flushing of 
plate with surface of floor. The box is universal, giving any combination of conduit entrances. Every pos¬ 
sible connection to lighting circuits without additional machine work can be made, as follows:— 


(a) By portable cord through dome-cap with rubber bushing. 

(b) By % inch brass tubing into dome-cap when bushing is removed. 

(c) By H inch conduit into flush disc when removable plug is taken out. 


List 

Receptacle and 

Diameter Ini. 

Depth Ins 

Std. 

Wt Lbs. 

♦List 

Price 

No. 

Plug Equipment 

Bronze Plate 

Over All 

Pkg. 

Std. Pkg. 

Each 

4000 

10 amp. 250 v., 2 wire. 

. 5A 

5^x4^ 

24 

230 

$13.50 

4003 

10 amp. 250 v., 3 wire. 

. 4A 

5!4x4H 

24 

230 

15.76 

4000B 

No receptacle or plug. 

. 5A 

5J^x4^ 

24 

215 

12.00 

4000BN 

10 amp. 250 v., 2 wire. 


5^x4^ 

24 

225 

13.50 


No receptacles or plugs are included in prices given above. 

No. 4000 is for receptacle and plug work. 

No. 4000B is with blank bronze plate. 

No. 4000BN is with double outlet nozzle. 

•Delivery F. O. B. Factory, New York City. For warehouse delivqrjefL|grite nearest house. 
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PATTERSON NON-ADJUSTABLE FLOOR BOXES 

National Code Standard 



No. 3000 No. 3000B No. 3000BN 

10 Amp., 250 Volts With Blank Bronze Plate With Doable-outlet Nozzle 

Receptacle and Plugj Receptacle and Plug 

Cannot Be Used Cannot Be Used 

Non-adjustable Floor Boxes 

Patterson floor boxes listed below are designed for wood floor work and for work where it is unnecessary 
to have the plates of the box adjustable. 

All Patterson floor boxes shown on this page are double gasketed throughout, thoroughly waterproof; 
all parts except floor box itself are heavy cast brass; the box itself is galvanized iron. 

No. 3000 Patterson floor boxes are regularly equipped with standard 10 ampere receptacles and plugs; 
receptacles and plug& cannot be used in other boxes listed. 

Iron floor boxes are regularly drilled and tapped for four H inch conduit entrances, two in sides and two 
in bottom, adapting them to flexible or rigid conduit work without extra drilling. They will be furnished 
when specially ordered with any arrangement of conduit entrances. Removable plugs are furnished closing 
all but one outlet. 

Cardboard shims are furnished with each box and with these shims bronze plate can be easily brought 
flush with the floor without taking extreme care in cutting; the setting of a Patterson floor box is thus made 
quicker and easier than any floor l>ox on the market. 

Receptacles may be removed from box for easy wiring by simply loosening two screws. 

Rubber gasket fits into “under-cut” of bronze plate, so that it does not easily fall out. 

All Patterson floor boxes may be set with an expansion bit, guaranteeing rapid work. 


FLOOR BOX WITH OUTLET-NOZZLE AND FLUSH DISC 
With Receptacles and Plugs 

List Diameter Ins. Depth Ins. Std. Wt. Lbs. List Price 

No. Bronze Plate Over All Pkg. Std. Pkg. Each 

3000 3ft 3% 25 95 $6.80 

Furnished complete with receptacle and plug; 10 amperes, 250 volts. 

Parts for 3000 Box 

3001 Iron box only with 3 iron plugs. $1.45 

3002 Large cast brass flange for No. 3000 box. 2.55 

3004 Cast brass outlet nozzle. 2.15 

3005 Flush brass disc for flange. 1.28 

3006 Large rubber gasket. .35 

3007 Small rubber gasket. .20 

3008 Porcelain receptacle and supporting strap. 1.55 

FLOOR BOX WITH BLANK BRONZE PLATE 
No Receptacle or Plug 

t3000B 3ft 3V S * 25 86 $5.10 

fHave no receptacles or plugs as same cannot be used in 3000B. 

Parts for 30003 Box 

3009 Iron box only with 3 iron plugs. $1.45 

3010 Large cast brass flange for 3000B box with inch plug in center. 3.75 

Other parts same as No. 3000. 

FLOOR BOX WITH DOUBLE-OUTLET NOZZLE 
No Receptacle or Plug 

J3000BN 3 ft 3V S m 25 92 $8.50 

JHave no receptacles or plugs, as same cannot be used in 3000BN. 

Parts for 3000BN Box 

3014 Iron box only with 3 iron plugs. $1.90 

3015 Large cast brass flange for 3000BN box. 4.25 

3017 Cast-brass double-outlet nozzle. 2.55 

Other parts same as No. 3000. 


•Delivery F. O. B. Factory, New York City. For warehouse deliye|iestWti^ai®iftfel house. 

57 Conduit and Wiring Accessories 














QOA 4JA . • Mall Orders Filled 

oo\3 Western Electric at prevailing phc 


FIELDING RECEPTACLES AND PLUGS 

NATIONAL CODE STANDARD 



No. 1505 No. 1500T 


Sectional Mica Pockets 

50 Amperes, 250 Volts 

Fielding Receptacle Plugs are made of dry mica discs, without shellac or other similar substances 
threaded on a steel mandrel, placed under heavy pressure and then turned down with a diamond tool. 
Polarity cannot be reversed, yet by parallel-band construction, a round and quickly entered plug is re¬ 
tained; rated at 50 amperes, but will not heat at 200 amperes; waterproof, fireproof, absolutely indestructible. 
Aluminum plug handle has bronze locking collar, firmly gripping by a rubber gasket the surface of cable, 
no knot necessary to tie, but positively secured against any strain coming on the terminal connections. 
Duplex closing covers operated by a patented device, giving independent control of the covers, make quick 
plugging possible with no danger of mashing'the fingers from entering plug. Simple lifting of the ring 
inside of plate raises both covers—letting go, gravity drops them flush with the floor. 


Flush Floor Type 


List 

No. 

1505 

Stage pocket and plug complete. 

Two gang pocket with two plugs. 

Size Plate 
Inches 
. 9x9 

Depth 

Inches 

m 

♦List Price 
Each 
$54.00 

1505G2 

. 13x9 

m 

108.00 

1505GR2 

Two gang pocket only, no plugs. 

Plug only with handle and locking collar. 

Pocket only. 

. 13x9 

8X 

54.00 

1505P 

t f t 

m 

27.00 

1505R 

. 9x9 

8X 

27.00 


Two gang only 4 inches wider than one gang. 


Side Wall Receptacles and Plugs 

50 Amperes, 250 Volts 

Fielding Receptacles Nos. 1500T and 1500B are designed for work where the receptacle is to be attached 
to side wall or iron column, switchboard panel, etc. They have all the points of superiority noted above 
in detail, and have been adopted as a standard by many railroads for storage battery charging panels. They 
are also used on garage switchboards of up-to-date design. Furnished with brass plate in place of heavy 
iron plate if desired. Size of brass plate can be as low as 5H inches square. Depth from surface of plate 
to back of porcelain, 4% inches. 


Wall Type 


List 


Conduit 

Dimensions 


♦List Price 

No. 


Enters From Length 

Width 

Depth 

Each 

1500T 

Receptacle complete. 

. Top 

8% 

8% 


$45.00 

1500B 

Receptacle complete. 


6?4 

&H 

5H 

43.00 

1500TR 

Receptacle only. 



8% 


22.50 

1500BR 

Receptacle only. 


W 

8K 

2H 


22.50 

1500P 

Plug only, aluminum handle. 


9 X 


22.50 


Prices for gang receptacles in proportion. 

♦Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Fig. 1 

External view of No. 400 


Fig. II 

^External view of No. 401 


Fig. 2 

External view of No. 400 


Fig. 12 

Sectional view of No. 401 



Fullman Adjustable Watertight Floor Boxes 


List fList Price 

No. Description Each 

400 Complete outlet consisting of box body, sealing 

cement, adjusting ring, rubber gasket and brass 
cover plate with inch flush brass plug for No 
465 Nozzle or % inch pipe extension. $6.80 

401 Complete outlet as above, with 2 in. flush brass plug 

for No. 466 Nozzle. 7.66 

420 Complete outlet as shown, with ^ in. flush brass 

plug for No. 465 Nozzle or Yi in. pipe extension.. 7.66 

421 Complete outlet as above, with 2 in. flush brass plug 

for No. 466 Nozzle. 8.50 

*442 Two-section gang outlet complete with two individual 

cover plates with H in. flush brass plug.•.. 8.50 

*443 Three-section gang outlet complete with three in¬ 
dividual cover plates with in. flush brass plug. 8.50 

*444 Four-section gang outlet complete with four individ¬ 
ual cover plates with Vi in. flush brass plug. 8.50 

*445 Five-section gang outlet complete with five individ¬ 
ual cover plates with 14 in. flush brass plug. 8.50 

*446 Six-section gang outlet complete with six individual 

cover plates with )4 in. flush brass plug. 8.50 

ACCESSORIES 

465 Brass nozzles for Nos. 400, 420, 442, 443, 444, 445 

and 446 floor outlet. $1.90 

466 Brass nozzle for Nos. 401, 421, 442, 443, 444, 445 

and 446 floor outlet.. 1.90 

413 Brass flange ring including rubber gasket for Nos. 

400 and 401 floor outlet. 1.28 

440 Brass .flange ring including rubber gasket for Nos. 

420 and 421 floor outlet. 1.70 


F!$« 34 No. 442 



No. 1100 


SEPARATE PARTS 

402 Standard box for 400 and 401 outlet. $3.86 

422 Standard box for Nos. 420 and 421 outlet. 4.42 

448 Standard 2 gang box for Nos. 442, 443, 444, 445 

and 446 outlet. 7.48 


*Specify size of flush brass plug desired in cover plate. 
Price for 2 inch flush plug, add 86 cents to list price. 


List 

No. 


T & B No. 1100—ADJUSTABLE 


tList Price 
Each 


1101 Back only. $2.20 

1102 Brass cover, flush plug and gasket. .. 3.50 

1104 Brass nozzle. 3.00 

1105 Receptacle strap and screw. 1.80 

1100 Box complete, weight 3% lbs. . 10.00 


► Brass cover, with Yi in. pipe plug.:. 5. uu 

tDelivery F. O. B. Factory, Pittsburgh, Pa. fDelivery F. O. B. 
orv, New York, N. Y. For warehouse deliveries write nearest 


pipe plug.:. 5.00 


Factor}', New York, N. Y 
house. 


for warehouse deliveries write nearest 

Digitized by * ^.ooQte 
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Western Electric 

WATERTIGHT FLOOR BOXES 


Mail Orders Pilled 
at Prevailing Prices 



Watertight Floor Boxes 


KRANTZ “ACME" FLOOR BOX 

This box is adjustable, and watertight cover can be tilted half an inch in any direction. 

List List Price 

No. Each 

6061 Galvanized cast iron box body. $2.80 

6062 Rubber gasket. .28 

6063 Adjustable ring with inside fastening ring No. 6064. 1.40 

6065 Adjustable cover ring with brass floor flange No. 6005. 2.90 

6007 Brass nozzle cover with rubber gasket and receptacle bridge support. 3.12 

6012 Brass cover plate. 1.80 

6011 Brass cover plate with H in. plug. 2.12 

6013 Brass cover plate with in. plug. 2.32 

6014 Brass cover plate with 1 in. plug. 2.52 

6017 Rubber gasket for cover plate. .14 

6561 Complete Acme box consisting of box body No. 6061, gasket No. 6062, adjustable ring 

No. 6065, gasket No. 6017,-cover No. 60JL2. 9.64 

6562 Complete Acme box consisting of box body No. 6061, gasket No. 6062, adjustable ring 

No. 6063, cover ring No. 6055, nozzle cover No. 6007, center No. 7012. 11.20 

ACCESSORIES 

7021 Steel bridge for receptacle. $0.34 

7051 G. E. receptacle and plug. .84 

7054 Hubbell receptacle and plug. 1.24 

7001 Brass nozzle for Hubbell receptacle. 2.00 

7002 Brass nozzle with insulating bushing. 2.30 

7011 Brass center flat. .70 

7012 Brass center with % in. plug. 1.20 

7013 Brass center with in. plug. 1.40 

7014 Brass center with 1 in. plug. 1.60 

Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 


Western Electric 


WIRE GRIP MOULDING AND FIBER CLEATS 




,or 10 

Wire grip” Mouiioii 

Raro. SEPT.lST.r 


Mfr. 

No. 

'—No. and Size-% 

Softwood 
Painted White 
per 100 feet 

Hard or Softwo 
Oak Stained 
per 100 feet 

3 

)4 in. 2 wire 

$5.40 

$5.00 

4 

}4 in. 3 wire 

7.00 

6.80 

5 

3 8 in. 2 wire 

6.80 

6.40 

6 

3 8 in. 3 wire 

9.00 

8.80 

7 

Yi in. 2 wire 

7.60 

7.20 

8 

l /2 in. 3 wire 

10.80 

10.20 


833 


Unfinished 
per 100 feet 
$4.60 
6.40 
6.00 
8.00 
6.80 
10.00 


Moulding » 77 m * wire iv/.ov 

Note: When ordering please state whether you want, 1st: unfinished, oak stain or painted white, 2nd. 
of groove; 3 rd: number of grooves) 4th: hardwood or softwood) 5th: inserted cap or wide cap style. 


Style A 


Style C 


Style No. 1 


Style No. 2 


Hard Fiber Cleats 


They were originally designed for telephone wiring stvl® No 2 A 

Style B only, but are now being used extensively for bell wiring, y 

annunciator systems, time clocks, telegraph outfits, etc. Type E is particularly adapted for fastening 
electric light wires to switchboards, motor frames, etc. 

in ordering be sure to mention color preferred: red, gray or black; otherwise red will be furnished. 


Style 

A 

Single groove cleat 

Length 

3 4 in. 

Width 

H in- 

Groove 

}4* l A in. 

•List Price 
per 1000 
$18.00 

Style 

List Price 
per 1000 

B 

Double groove cleat 

?/4 in. 

M m. 

V%x\4 in. 

18.00 



$ 8.00 

C 

Corner cleat 

H in - 

H in. 

}4x l A in. 

16.00 

i 

Single groove 

D 

Three-wire cleat 

1 H in 

• H 

Hx l A in. 

36.00 

2 

Double groove 

8.00 

E 

Large double cleat 

1 b A in. 

A »“• 

}/ 4 x}4 in. 

60.00 

2A 

Double groove 

8.00 





Compreued Cleats 


Blake Insulated Staples and Cleats 


For hardwood, for single and twisted pair wire. . . . 
For general use, for single and twisted pair w:re.... 
For hardwood, for twisted 3 wire and extra heavy 

pair wire...... • 

For general use, for twisted 3 wire and extra heavy 
pair wire. 



Lots 1000 

Lots 5000 

Lots 10000 

Single Pkg. 

to 5000 

to 10000 

and Over 

per 100 

per 1000 

per 1000 

per 1000 

$0.50 

$2.90 

$2.80 

$2.60 

.50 

2.90 

2.80 

2.60 

.60 

3.20 

3.10 

2.90 

.60 

3.20 

3.10 

2.90 


Blake Compressed Cleats. 


Single Pkg. of 
100 Cleats 
per Pkg. 
$0.70 


-List Prices-• 

1000 aDd leas 5000 and less 10000 and 


than 5000 
per 1000 
$5.50 


than 10000 
per 1000 
$5.30 


Over 
per 1000 
$5.00 


Leather Nail Heads 


The*. leather nail heads or washers are used to prevent cracking the porcelain in knob or cleat wiring, 

____——---Price per Thousand--- 

.Pfa™ I.esa than innno 10000-25000 25000-50000 50000 and Ova 


Wgt. per Box 
of 1000 
1 lb. 


25000-50000 


SI no $0.70 SO.40 

“Milonite” Perfection Insulated Nails 


Nails (plain top). 

Nails (plain top). 

Nails (plain top). 

The^o^urnUhed in any coiordesir^Wcepi white, foi which «*» 3^nU tolist. 


50000 and Over 
$0.36 
List Price 
per 1000 
$2.40 
2.40 
2.80 
3.20 


59 & 60 


Conduit and Wiring Accessories 


















No. 0 No. A-l No. 3 


Blackburn Adjustable Ground Clamps 


List 



Std. 

Wt. per 

W. E. List 

W. E. List 

No. 



PM. 

1000 

Each 

Per 100 

O 

Fits 3 s and in. ground rods. 


100 

30 

$0.14 

$12.10 

A-l 

Fits 3 «, 1 <>, 3 4 , 1 and 1 1 4 in. pipe. 


100 

50 

.14 

12.10 

2 

Fits 1 * 2 > 2, 2> 2 and 3 in. pipe. 


100 

60 

.16 

13.75 


Blackburn Nos. 

3 and 4 Ground Clamps 


List 


Std. 

Wt. per 


-W. E. List— 


No. 


PM. 

100 

Each 

Per 100 

Per 1000 

3 

Fits 3 8, 1 and 1]4 in. pipe. 

. 50 

12 

$0 20 

$18 00 

$160.00 

4 

Fits 1 x /i % 2, 2 1 2 and 3 in. pipe. 

. 50 

16 

.24 

22.00 

190.00 

Conduit and Wiring Accessories 

62-1 & 62-2 

Digitized by V; 
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Western Electric 

GROUND CLAMPS 


Mall Orders Filled 
at Prevailing Prices 


Ground Clamps 

FOR STANDARD IRON PIPE 



W. E. List 

W. E. List W. E. List W. 

E. List W. E. List 

W. E. List 

W. E. List 

W. E. List 


Each 

Per 100 

Each 

Per 100 Each 

Per 100 

Each 

Per 100 


Single 

Single 

Double 

Double Single 

Single 

Double 

Double 


Screw 

Screw 

Screw 

Screw Screw 

Screw 

Screw 

Screw 

Syce 3 s 

$0.48 

$28.80 

$0.80 

$48.00 Size 1 ]/& $0 96 

$57.60 

$1.36 

$81.00 

Size } 2 

.48 

28.80 

.80 

48.00 Size 2 1.20 

72 50 

1.69 

96.00 

Size *4 

.56 

33.60 

.88 

52.80 Size 24 1.52 

91.20 

1.68 

100.80 

Size 1 

.64 

38.40 

1.04 

62.40 Size 3 1.84 

110.40 

1.92 

115.20 

Size 1J4 

, .72 

43.20 

1.16 

69.60 






FOR FLEXIBLE STEEL CONDUIT AND CONDUCTOR 






W. E. List W 

. E. List 


W. E. List 

W. E. List 




Each 

Per 100 


Each 

Per 100 




Single 

Single 


Single 

Single 




Screw 

Screw 


Screw 

Screw 

Size A 

For No. 14 and 12 BX2 


Size C Vi in. flexible conduit. 

$0.64 

$38.40 


conductors. 

$0.52 

$31.20 Size D in. flexible conduit. 




For No. 14 BX3 and % 


No. 4, BX2. 

.76 

45.60 


flexible conduit. 

.52 

31.20 Size E 1 in. flexible conduit. . 

.92 

55.20 

Size B 

For No. 10 BX2 and 3 







conductors. 

.52 

31.20 





For No. 

12 BX3, No. 







12 and 14 BXL. . .. 

.52 

31.20 




100 clamps of assorted sizes constitute a 

i standard package. N. E. O. 

standard. 



The average assortment of 500 clamps boxed for shipment weighs approximately ICO lbs. 


List 



Vogel Ground Clamp 


W. E. List 

W. E. List 

No. 






Each 

Per 100 

V-2 Vogel ground clamp. . . , 




$0.20 

$13.00 


For Standard Iron Pipe 
Double Screw 


Fcr Flexible Steel Conduit 


No. VO 
















No. 121 


No. 65 


No. 68 


No. 80 


No. 14 


List 

No. 

121 

12 

123 

124 

125 
120 


65 
64 

66 

68 


80 

56 
81 

57 
152 

150 


14 

140 

75 

153 

151 


Receptacles and Plugs for Interior Use 


10 AMPERES, 250 VOLTS 

W. E. 

List Each 

Fits all standard switch boxes. With plug. $2.40 

Fits all standard 4 inch diameter outlet boxes. With plug. 2.32 

Weatherproof receptacle in 3 inch iron box. With plug. 4.94 

Weatherproof receptacle in 4 inch iron box. With plug.. 5.78 

90° angle type receptacle complete with plug. 3 72 

Plug only for all of the above fittings. .74 

15 AMPERES, 250 VOLTS 

Fits all standard switch boxes. With plug. $2.24 

2 gang receptacle for standard switch dox. With plugs. 4.48 

2 gang receptacle for 4 inch round box cover to have 2*4 inch diameter opening. Complete 

with plugs. .... 3.96 

Same as 66, only single. With plugs. 2.70 

30 AMPERES, 250 VOLTS 

Polarity type. Fits all std. switch boxes. With plug. $4.94 

Plug only for No. 80 receptacle.. 1.68 

3 wire, polarity type. Fits std. switch box. With plug. .. 8 48 

3 wire plug only... 3.54 

3 wire, heavy non-reversible type. In large iron box with heavy brass overhang cover. 

Complete with plug..*. 26.42 

Plug only for No. 152. 4.94 


60 AMPERES, 250 VOLTS 


Non-reversible type. In iron box. With brass overhang cover, complete with plug.$21.46 

Plug only for No. 14..•. 4.94 

Fits 4 inch square outlet box. With plug. 11.56 

3 wire, non-reversible. Heavy duty type in iron box with brass overhang cover. With plug. 34.68 
Plug only. 6.60 



No. 170 * No.456 No. 82 


Floor Outlet Type 


List 

No. 

61 

170 

171 

172 

173 

174 

175 


Nos. 61, 170 to 175 for Use With 1900 Fittings 

W. E. 
List Price 


One outlet, single receptacle in brass box. With plug. $4.94 

One outlet, double receptacle in brass box. With plugs. 7.42 

Two outlets, single receptacle in brass box. With plug. 5.38 

Two outlets, double receptacle in brass box. With plugs. 7.86 

One outlet, three receptacles in brass box. With plugs. 12.58 

One outlet, four receptacles in brass box. W’ith plugs.. 14.86 

Single receptacle in brass box with ears on side for fast ening on rail or bank screen. With plug. 5.78 

livery F. O. B. New York City. For warehouse deliveries write nearest house. 

Digitized by VjLHJvIL 
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Western Electric 


Mail Orders Filled 
at Prevailing Price* 


CONNECTORS, MARINE SWITCHES AND RECEPTACLES 



Connectors List Price 

15 AMPERES, 250 VOLTS Each 

95 This is a heavy molded composition connector with heavy brass, self aliening contacts. It 
is very compact, measuring 3% x 1 % x %, and has been designed to withstand the 
roughest of usage. It is suitable for stage connections, all kinds o? industrial works, and 
particularly adaptable for use in garages where Underwriters forbid the use of ordinary 


receptacle and plug. $1.72 

60 AMPERES, 125 VOLTS 

90 Heavy composition body, with self aligning, non-reversible contacts. Aluminum casing. 

Suitable for battery charging.$13. 

91 Similar to No. 90 for flat cable. 11. 

149 Fits plugs used with fittings 14, 142, 143 non-reversible. 16. 

96 Steel jacketed non-reversible connector with hard maple handles. 2 wire. 29. 

97 3 wire connector, similar t-o 96..*.. 33. 

WATERTIGHT CONNECTORS 

93 Heavy brass casing with watertight glands Fits plug No. 452. 10 amperes, 125 volts.... $8. 

94 Three wire, similar to No. 93. 11. 


Marine Switches and Receptacles 

SWITCHES 

448 Special composition base, 10 ampere, singlejpole, snap switch in 2% inch diameter brass box. $6. 

520 Double pole, 10 ampere snap switch in 3% inch iron box. 5. 

496 Composition base, 10 ampere single pole snap switch in heavy brass box, 4x2% . 7. 

627 Two gang, single pole composition base switch. 10 amperes. 9. 

156 Double pole, 10 ampere snap switch in 4 inch square iron box. 3. 

458 5 ampere, heavy composition non-reversible receptacle and plug in watertight brass box. 

1 % inch diameter. With plug. 4. 

459 Same as No. 458 receptacle in small rectangular box. With plug. 4. 

447 10 ampere, strong composition non-reversible receptacle and plug, in watertight brass box. 

2% inch diameter. With plug. 8. 

484 Three wire porcelain non-reversible receptacle in watertight brass box, 3% inch diameter. 

Heavy composition plug. 9 

479 10 ampere, 2 wire composition receptacle in brass box, 4x2% inches. Same receptacle 

and plug as No. 447 . 7. 

495 Two gang, 10 ampere receptacle and plug in brass box, 4x2% inches. Complete with plugs 9 

1485 25 ampere, slate receptacle in watertight brass box. Complete with plug. 19. 

480 50 amperes. Similar to No. 1485. With plug.!. 22. 

10 AMPERE SWITCH AND RECEPTACLE 

478 In watertight brass box, 4x2% inches. With plug. $8. 

498 Two gang receptacle with switch in watertight brass box, 6 x 2% inches. With plugs.... 12. 

1490> Two-gang switch with one receptacle in No. 498 box. Complete with plug. 12. 

WATERTIGHT JUNCTION BOXES 

1481 3 inch round, iron, japanned with cover and gasket. $0. 

1432 4 inch round, iron, japanned with cover and gasket. 1. 

481 3 inch round, brass with cover and gasket. 1. 

432 4 inch round, brass with cover and gasket. 2. 

1433 4 inch round, iron, with screw cover and gasket. 2 

190 4 x 4x1^ inch, iron, with cover and gasket. . . 

We furnish all sizes and types of junction boxes. Prices given on application. 

Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 


Western Electric 
RECEPTACLES AND PLUGS 


837 



No. 142 No. 2 No. 13 


Weatherproof Heavy Duty Working Receptacles and Plugs 

List 60 AMPERES, 125 VOLTS List 

No. Price Each 

143 Heavy non-reversible porcelain receptacle in iron box and cover for exposed work. With plug $16.52 

144 Two gang, similar to No. 143.. 38.08 

140 Plug only for Nos. 143 and 144. 4.94 

71 Heavy porcelain non-reversible receptacle in heavy iron box. Heavy composition plug with 

hardwood handle..*. 19.82 

72 Battery charging receptacle. Similar to No. 71 with non-short circuiting sleeve on plug. . 21.46 

70 Angle type similar to No. 71. 23.12 

3 WIRE. 30 AMPERES & 60 AMPERES, 250 VOLTS 

84 30 ampere, non-reversible slate receptacle in iron box with coverfor exposed work. With plug $23.12 

85 60 ampere, non-reversible slate receptacle in iron box with iron cover. With plug. 29.72 

3 WIRE. 75 AMPERES, 250 VOLTS 

485 Heavy slate receptacle in iron box with iron cover. For exposed work. Composition plug 

with hardwooa handle. $28.08 

232 Same as No. 485, with two extra 10 ampere watertight receptacles in same box, complete with 

plugs. 36.34 

3 WIRE. 100 AMPERES, 250 VOLTS 

233 Heavy slate receptacle in iron box with cover for exposed work. With plug.$41.52 

235 Storage battery car type. With box for mounting under car. With plug having non-short 

circuiting sleeve. 49.08 

Floor Receptacles 

List 60 AMPERES, 125 VOLTS List 

No. Price Each 

142 Porcelain receptacles in iron box with brass cover cap and cone. Complete with plug.$24.78 

3 WIRE. 30 AND 60 AMPERES, 250 VOLTS 

154 30 ampere, slate receptacle in iron box with brass cover, cap and cone. Box 4 inches 

diameter. With plug. .. $26.42 

155 60 ampere, slate receptacle in 5 inch diameter iron box with brass cover, cap and cone. 

With plug. 34.68 

100 AMPERES, 250 VOLTS 

239 Slate receptacle in iron box with bras^ cover, cap and cone. With plug. $41.52 

10 AMPERES, 250 VOLTS 

2 Heav y composit ion receptacles in iron box with brass cover, cap and cone, with non-reversible 

2 Heavy composition receptacles in iron box with brass cover, cap and cone, with non-revers¬ 
ible composition plug. $9.08 

22 Same as No. 2, in 4 inch square box with square cover. With plug. 9.08 

23 3 wire receptacle, same as N T o. 2. With plug. 11.56 

24 3 wire receptacle, same as No. 22. With plug. 11.56 

50 AMPERES, 125 VOLTS 

13 Stage pocket. Heavy porcelain receptacle in iron box and cover. With plug.$16.52 

132 Two gang with plugs . Digitized byV^*QO£7-L2-. 29.72 

Delivery F. O. B. New York. For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


LONG RADIUS CONDUIT FITTINGS 


Floor Outlets 


An efficient substitute for the old style floor box or receptacle, with its necessarily large and objection¬ 
able floor plate, which has limited the distribution of floor outlets to the most necessary locations only. 

With this fitting, future requirements may be anticipated by systematically studding the floor with these 
outlets, all radiating from one or more pull boxes, located in the side walls, from which any changes or addi¬ 
tions can subsequently be made by the pulling of wires. 

The complete outlet consists of a long radius conduit fitting, as listed below, and an adjustable top, with 
waterproof cap, as listed below, which can be raised or lowered to meet the final surfacing of floor. 


No. 1900 



No. 1905 No. 1915 


Cable Support« 




Floor Outlets 

Receptacles Nos. 61, 170-175 have been especially designed for use with these fittings with adjustable 
top and brass extension No. 1925. 

Made of galvanized iron, tapped for conduit. Brass fittings on special order. 


List List 

No. Trice 

1900 % inch elbow. $0.62 

1901 % inch elbow.:. .78 

1902 1 inch elbow.98 

1903 inch elbow. 1.20 

1904 \ x /i inch elbow. 1.40 

1905 Vi inch tee. .98 

1906 inch tec... 1.20 

1907 1 inch tee..'. 1.48 

1908 1} i inch tee. 1.56 

1909 V /2 inch tee. 2.12 


Adjustable Tops 


Cast brass, bottom threaded to fit long radius fittings listed above, top threaded to take extension or 
stand pipes and fitted with gasket and blind cap. 

List List 

No. Price 


1915 Vi inch adjustable tops. $1.26 

1916 % inch adjustable tops. 1.54 

1917 1 inch adjustable tops. 1.98 

1918 1 }4 inch adjustable tops. 2.40 

1919 1H inch adjustable toj>s. 2.82 

1925 Polished brass extension, 6 inches long; other lengths on special order. Y inch pipe size.. 1.26 


Cable Supports 

These cable supports are used throughout the country in large hotel and office buildings and lofts. 

They consist of a galvanized iron collar screwed on the end of a riser in place of a bushing. Cable 
is then pulled and galvanized iron inserts are dropped around cables and rest on seating in collar. Split 
fiber bushings, which are threaded on the inside to grip cable and tapered on the outside to fit the taper of 
the iron inserts, are then placed around cables, which are now allowed to pull the grips into place by their 
own weight. 

These cable supports are made for 1 inch, 1 )4 inch, 1 Yl inch, 2 inch, 2Y inch, 3 inch, 3Y inch and 4 inch 
conduit and can be furnished to take 1, 2, 3 or 4 cables in a conduit. Write us for further information 
and quotation. 

Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 
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CONDULET BODIES WITH OBROUND OPENINGS 

TYPE A TYPE B TYPE BE 


Types A and B Condulet Bodies Take Obround Covers and Obround Conduletto Fittings 
Type BE Condulet Bodies Take Obround Covers Only 



TYPE A CONDULET BODIES—Black Enamel Finish 


Size in inches. 

Vi 

3 /4 

1 

i Va 

m 

2 

Catalogue Number. 

A1 

A2 

A3 

A4 

A 5 

•A6 

Standard Package.. 

200 

100 

60 

20 

10 

5 

Ship. Wt.Std. Pkg.. 

130 lbs. 

95 lbs. 

80 lbs. 

60 lbs. 

40 lbs. 

30 lbs. 

List Price, each.... 

$ .24 

§ .31 

$ .43 

$ .62 

$ .80 

$1.66 

Size in inches. 

2l/ 2 

3 

3 Vi 

4 

5 

6 

Catalogue Number. 

A 7 

A8 

A9 

A10 

A 012 

A 014 

Standard Package.. 

5 

5 

5 

5 

5 

5 

Ship. Wt.Std. Pkg.. 

50 lbs. 

55 lbs. 

65 lbs. 

70 lbs. 

90 lbs. 

100 lbs. 

List Price, each_ 

94 96 

$5.45 

$10.40 

$11.70 

*20.00 

$30.00 


TYPE B CONDULET BODIES—Black Enamel Finish 

Size in inches . 

Vi 

3 /4 

1 


i>4 

Catalogue Number. 
Standard Package.. 
Ship. Wt.Std. Pkg.. 
List Price, each_ 

B1 

200 

140 lbs. 

* .29 

P 2 

1 0 

100 lbs. 

* .36 

B3 

50 

80 lbs. 

* .50 

B4 

20 

05 lbs. 

9 .60 

B5 

10 

40 lbs. 
$1.04 

Size in inches. 

2 

2i/ 2 

3 

3*/2 

4 

Catalogue Number. 
Standard Package.. 
Ship. Wt. Std. Pkg.. 
List Price, each.... 

B6 

5 

30 lbs. 

92 14 

B7 

5 

50 lbs. 

96 36 

B8 

5 

00 lbs. 
*5.85 

B9 

6 

65 lbs. 
111.86 

B10 

5 

70 lbs. 
$12.70 


TYPE BE CONDULET BODIES—Black Enamel Finish 


Size in inches. 

Vi 

3 /4 

1 

i% 

iVi 

2 

' Catalogue Number. 

BE1 

BE2 

BE3 

BE4 

BE5 

BE6 

Standard Package.. 

200 

100 

50 

20 

10 

5 

Ship. Wt.Std. Pkg.. 

390 lbs. 

300 lbs. 

190 lbs. 

120 lbs. 

100 lbs. 

80 lbs. 

i List Price, each_ 

% 40 

$ .50 

$ .a5 

$1.30 

$2.00 

$3.50 

Size in inches. 

2Vi 

3 

3*/ 2 

4 

5 

6 

Catalogue Number. 

BE7 

BE8 

BE9 

BE10 

BE012 

BE014 

Standard Package.. 

5 

5 

5 

5 

5 

5 

Ship. Wt. Std. Pkg.. 

160 lbs. 

160 lbs. 

225 lbs. 

225 lbs. 

430 lbs. 

430 lbs. 

List Price, each.... 

$9.35 

$10.15 

$21.30 

$25.30 

$70.00 

$80.00 


Important Information Concerning Condulet Bodies Listed on This Page 

Obround covers and Obround Conduletto fittings of same size are interchangeable on above 
Condulet bodies of corresponding size, except that type BE Condulet bodies take Obround 
covers only. 

Proper fastening screws are furnished with Obround covers and Obround Conduletto fittings, 
and are so held in screw holes that they can not fall out. 

Finishes : Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 
182. For cast brass and cast bronze Condulet bodies, plain and with special finishes, see 
page 182. For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. No ether assortment is allowed. 


Obround covers are listed on pages 30, 31 and 32. Obround Conduletto fittings are listed on pages 
184 and 185. Obround gaskets are listed on page 176. Condulet reducers are listed on page 171. 
Condulet bodies with Obround openings are listed on pages 219^ z f^a^/iWlfil8lve, and on page 161. 

(Cross Referen 
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Mail Orders Filled 
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CONDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPE C TYPE CO TYPE D 

Take Obround Covers and Obround Conduletto Fittings 

TYPE C CONDULET BODIES— Black Enamel Finish 




... 

j Size in inches. 

*4 

3 /4 

1 


1*4 

Catalogue No.j Cl 

Standard Package. 1 200 
Weight Std. Pkg..; 1(55 lbs. 
List Price, each... $ .36 

C2 

100 

120 lbs. 

$ .41 

C3 

50 

90 lbs. 

$ .59 

C4 

20 

75 lbs. 

$ .94 

C5 

10 

45 lbs. 
$1.22 

Size in inches. 

2 

2*4 

3 

3 Vi 

4 

Catalogue No. 

Standard Package. 

1 Weight Std. Pkg.. 

| List Price, each... 

06 

5 

35 lbs. 
$2.43 

C7 

5 

65 lbs. 
$6.25 

70 lbs. 
$7.40 

C9 

80 lbs. 
$16.76 

CIO 

5 

90 lbs. 
$18.30 

TYPE CO CONDULET BODIES— Black Enamel Finish 

! Size in inches. 

% 

% 

1 

IVa 

i*4 

Catalogue No. 

Standard Package. 
Weight Std. Pkg.. 
List Price, each... 

coil 

75 

120 lbs. 

* .50 

C022 

50 

100 lbs. 

$ .65 

C033 

25 

60 lbs. 

$ .75 

C044 

15 

50 lbs. 
$1.25 

C055 

10 

50 lbs. 
$1.60 

Size in inches. 

2 

2*4 

C077 

5 

70 lbs. 
$7.80 

3 

C088 

5 

80 lbs. 
$9.25 

3Vi 

C09^ 

100 lbs. 
$21.00 

4 

Catalogue No. 

Standard Package. 
Weight Std. Pkg.. 
i List Price, each... 

C066 

5 

45 lbs. 
$3.25 

COIOIO 

5 

120 lbs. 
$23.00 


TYPE D CONDULET BODIES—Black Enamel Finish 



Size in inches. 

V, 

3 /4 

1 

1*4 

1*4 

Catalogue No. 

Standard Package. 
Weight Std. Pkg.. 
List Price, each... 

D1 

75 

60 lbs. 

$ .34 

D2 

50 

60 lbs. 

$ .41 

D3 

25 

40 lbs. 

$ .57 

D4 

15 

50 lbs. 

$ .94 

D5 

10 

45 lbs. 
$1.22 

| Size in inches. 

2 

2 Vi 

3 

3*4 

4 

! Catalogue No. 

Standard Package. 

1 Weight Std. Pkg.. 
j List Price, each... 

D6 

5 

35 lbs. 
$2.43 

|D7 

5 

65 lbs. 
$6.25 

D8 

5 

70 lbs. 
$7.40 

D9~ 

6 

80 lbs. 
$16.70 

‘ D10 

5 

1 90 lbs. 
$18.30 


Important Information Ooncernlng Condulet Bodies Listed on This Page 

Obround covers and Obround Conduletto fittings of same size are interchangeable on above 
Condulet bodies of corresponding size. 

Proper fastening screws are furnished with Obround (rovers and Obround Conduletto fittings, 
and are so held in screw holes that they can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast brass and cast bronze Condulet bodies, plain and witn special finishes, see page 182. 
For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type and with the same size cover 
openings may be assorted to make up a standard package. No other assortment is allowed. 

Obround covers are listed on pages 30, 31 and 32. Obround Conduletto fittings are listed on pages 
184 and 180. Obround gaskets are listed on page 176. Condulet reducers are listed on page 171. 

Condulet bodies with Obround openings are listed on pages 21 to 29a, inclusive, and on page 161. 
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CONDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPE E TYPE F TYPE FE 

Type £ Condulet Bodies Take Obround Covers anc( Obround Conduletto Fittings 
Types F and FE Condulet Bodies Take Obround Covers Only 




TYPE E CONDULET BODIES— Black Enamel Finish 

Size in inches. 

% 

3 /4 

1 

IV* 

1V2 

Catalogue Number .. 
Standard Package... 
Shipping W t. Std. Pkg. 
List Price, each. 

El 

200 

140 lbs. 

$ .29 

E2 

100 

110 lbs. 

$ .35 

E3 

Pin 

80 lbs. 

$ .50 

E4 

20 

60 lbs. 

$ .80 

E5 

10 

40 lbs. 
$1.04 

Size in inches. 

2 

2'/2 ; 3 

31/2 

4 

Catalogue Number.. 

, Standard Package... 
Shipping Wt. Std. Pkg. 
List Price, each. 

E6 | 

5 

35 lbs. 
$2.14 

E7 E8 

5 5 

55 lbs. 1 60 lbs. 
$5.35 , $5.85 

E9 

5 

65 lbs. 
$11.35 

E10 

5 

70 lbs. 
$12.70 


TYPE F CONDULET BODIES— Black Enamel Finish 


Size in inches. 

V 2 

% 

1 

W* 

1 % 

Catalogue Number .. 

FI 

F2 

F3 

F4 

F6 

Standard Package... 

100 

100 

50 

20 

110 

Shipping Wt. Std. Pkg. 

150 lbs. 

200 lbs. 

175 lbs. 

105 lbs. 

65 lbs. 

List Price, each. 

$ .50 

$ .65 

$1.05 

$1.61 

$2.52 

[ Sizfe in inches. 

2 

21/2 

3 

3'/2 

4 

| Catalogue Number .. 

F6 

F7 

F8 

F9 

F10 

! Standard Package... 

5 

5 

5 

5 

5 

Shipping Wt. Std. Pkg. 

45 lbs. 

115 lbs. 

115 lbs. 

265 lbs. 

315 lbs. 

1 List Price, each. 

$4.40 

$11.70 

$12.70 

$26.60 

$31.eo 


TYPE FE CONDULET BODIES —Black Enamel Finish 


Size in inches. 

% 

%• 

1 

1 V 4 

H/2 

2 

Catalogue Number .. 

! FEl 

FE2 

FE3 

FE4 

FE5 

! FE6 

Standard Package... 

100 

100 

50 

20 

10 

5 

Shipping Wt. Std. Pkg. 

210 lbs. 

350 lbs. 

210 lbs. 

175 lbs. 

130 lbs. 

100 lbs. 

List Price, each.| 

$ .50 

$ .65 

$1.05 

$1.64 

$2.52 

$1.10 

Size in inches.1 

2V2 

3 

3V Z 

4 

5 

6 

Catalogue Number.. 

FE7 

FE8 

FE9 

FE10 

FE012 

FE014 

Standard Package... 

5 

5 

5 

5 

5 

5 

Shipping Wt. Std. Pkg.; 

200 lbs. 

200 lbs. 

320 lbs. 

320 lbs. 

600 lbs. 

600 lbs. 

List Price, each.| 

$11.70 | 

$12.70 

$26.60 

$31.60 

$90.00 

$100.00 


Important Information Concerning Condulet Bodies Listed on This Page 

Obround covers and Obround Conduletto fittings of same size are interchangeable on above 
Condulet bodies of corresponding size, except that types F and FE Condulet bodies take 
Obround covers only. 

Proper fastening screws are furnished with Obround covers and Obround Conduletto fittings, 
and are so held in screw holes that they can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast brass and cast bronze Condulet bodies, plain and with special finishes, see page 
182. For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. No other assortment is allowed. 

Obround covers are listed on pages 30, 31 and 32. Obvound Conduletto fittings are listed on pages 
184 and 186. Obround gaskets are listed on page 176. Condulet reducers are listed on page 171. 

Condulet bodies with Obround openings are listed on pages 21 to 29a, Inclusive, and on page 161. 

^ gitized by vjOUxtv 
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Mail Orders Filled 
at Prevailing Prices 


CONDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPE LB TYPE LF TYPE LL TYPE LR 

Take Obround Covers and Obround Conduletto Fittings 


TYPE LB CONDULET BODIES—Black Enamel Finish 






! Size in inches. i/ 2 % | 

i 

W* 

l*/2 

j Catalogue Number ... LB11 • LB22 ! 

i Standard Package_ 200 100 

Shipping Wt. Std. Pkg. 175 lbs. 120 lbs. 
List Price, each. $ .40 $ .43 ! 

LB33 

50 

90 lbs. 

$ .05 

LB44 

20 

75 lbs. 
$1 04 

LB55 

10 

45 lbs. 
$1.37 

Size in inches.I 2 j 2Vi 

_3_ 

3V4 

4 

Catalogue Number ... LB66 1 LB77 

Standard Package_ 5 5 

Shipping Wt. Std. Pkg. ; 35 lbs. ; GO lbs. 
List Price, each. 82.05 | $6. 55 

LB 88 

1 5 

I 70 lbs. 

: $7.70 

j LB99 

1 ' y 

| 80 lbs. 

1 $17.10 

LB1010 

5 

90 lbs. 
$19.10 


TYPE LF CONDULET BODIES- 

Black Enamel Finish 

Size in inches. 

% 

3 A 

1 

l'/4 

iy 2 

Catalogue Number ... 

LF11 

LF22 

LF33 

LF44 

LF55 

Standard Package .... 

200 

100 

50 

20 

10 

Shipping Wt. Std. Pkg. 

175 lbs. 

120 lbs. 

90 lbs. 

75 lbs. 

45 lbs. 

List Price, each. 

$ .10 

$ .45 

$ .65 

$1.04 

$1.37 

Size in inches. 

2 

2Vz 

3 

3V4 

4 

Catalogue Number ... 

Ll'66 

LF77 

LF88 

LF99 

LF1010 

Standard Package- 

5 

o 

5 

5 

5 

Shipping Wt. Std. Pkg. 

35 lbs. 

GO lbs. 

70 lbs. 

80 lbs. 

90 lbs. 

List Price, each. 

$2 65 

$6.55 

$7.70 

$17.10 

$19.10 

TYPE LL CONDULET BODIES 

Black Enamel Finish 

Size in inches. 

l /2 

3 A 

1 

IV* 

1 V 2 

Catalogue Number ... 

LL11 

LL22 

LL33 

LL44 

U,v> 

Standard Package_ 

200 

100 

I 50 

20 

10 

Shipping Wt. Std. Pkg. 

175 lbs. 

120 lbs. 

!>0 lbs. 

75 lbs. 

45 lbs. 

List Price, each. 

$ .40 

$ 45 

$ .65 

$1.04 

$1.37 

Size i»i inches. 

2 

21/2 

3 

3V 2 

4 

Catalogue Number ... 

LL66 

LL77 

! LL88 

LL99 

LL1010 

Standard Package .... 

5 

5 

5 

5 

5 

Shipping Wt. Std. Pkg. 

35 lbs. 

00 lbs. 

70 lbs. 

80 lbs. 

90 lbs. 

List Price, each. 

--- 1 5 

$6.55 

$7.70 

$17.10 

$19.10 



TYPE LR CONDULET BODIES- 

-Black Enamel Finish 

Size in inches. 

V2 

3 /\ 

i 

l'/4 

W 2 

Catalogue Number . .. 

LR11 

LR22 

1,1! 33 

LIM4 

LR55 

Standard Package- 

200 

100 

60 

20 

10 

Shipping Wt. Std. Pkg. 

175 lbs. 

120 lbs. 

90 lbs. 

75 lbs. 

45 lbs. 

List Price, each. 

$ 10 

$ .45 

$ .66 

$1.04 

$1.37 

Size in inches. 

2 

2*/ 2 

3 

3V2 

4 

Catalogue Number ... 

LR63 

LB77 

LR88 

LU99 

LR1010 

Standard Package .... 

5 

5 

5 

5 

5 

Shipping Wt. Std. Pkg. 
List Price, each. 

35 lbs. 

60 lbs. 

70 lbs. 

80 lbs. 

90 lbs. 

$2.65 

$6.55 

$7.70 

$17.10 

$19.10 


For finishes and other important information, see notes on page 26. 

Black enameled and galvanized Condulet bodies of the same type and size maybe assorted to 
make up a standard package. Black enameled and galvanized types LB, LF, LL and LR 
Condulet bodies of the same size may be assorted to make up a standard package. No 
other assortment is allowed. 


Obround covers are listed on pages SO, 31 and 32. Obround Conduletto fittings are listed on 
pages 184 and 185. Obround gaskets are listed on page 176. Condulet reducers are listed 
on page 171. 

Condulet bodies with Obround openings are listed on pages 21 to 29&, Inclusive, and on page 161. 

„ „ , Digitized by VjOOQLC 
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CCNDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPE LBB TYPE LFB TYPE LLB TYPE LRB 

Take Obround Covers and Obround Conduletto Fittings 



TYPE LBB CONDULET BODIES—Black Enamel Finish 


Size in inches. 

% 

3 4 

1 

1V4 

1 iVi 

Catalogue No. 

LBB11 

LBB‘22 

LBB33 

LBB44 

i LBB55 

Standard Pkg. 

100 

75 

50 

20 

10 

Weight Std. Pkg.. 

100 lbs. 

95 lbs. 

90 lbs. 

75 lbs. 

45 lbs. 

List Price, each... 

$ .40 

$ .45 

$ .65 

$1.04 

$1.37 

Size in inches. 

2 

2Vi 

3 

3>/ 2 

4 

Catalogue No. 

LBB66 

LBB77 i 

LBB88 

; LBB99 

i LBB 1010 

Standard Pkg. 

5 

5 | 

5 

5 

!5 

Weight Std. Pkg.. 

35 lbs. 

60 lbs. 

70 lbs. 

80 lbs. ! 

190 lbs. 

List Price, each... 

$2.65 

$6.55 | 

$7.70 

$17.10 | 

| $19.10 


TYPE LFB CONDULET BODIES—Black Enamel Finish 



Size in inches. 

v 2 

3 4 

1 

1V« 

LFB44 

20 

75 lbs. 
$1.04 

l'/2 

Catalogue No. 

Standard Pkg. 

Weight Std. Pkg.. 
List Price, each... 

LFBll 

100 

100 lbs. 
$ .40 

LFB22 

75 

95 lbs. 

$ .45 

LFB33 

50 

90 lbs. 

$ .65 

LFB55 

10 

45 lbs. 
$1.37 


Size in inches. 

Catalogue No. 

Standard Pkg. 

Weight Std. Pkg.. 
List Price, each... 

2 

LFB66 

5 

35 lbs. 
$2.05 

2'A 

3 

3’/2 

4 

LFB77 

5 

60 lbs. 
$6.55 

LFB 88 
5 

70 lbs. 
$7.70 

LFB99 

5 

80 lbs. 
$17.10 

LFB1010 

5 

90 lbs. 
$19.10 


TYPE LLB CONDULET BODIES—Black Enamel Finish 

Size in inches. 

Catalogue No. 

Standard Pkg. 

Weight Std. Pkg.. 
List Price, each... 

% 

3 4 

1 ! 1*4 

1*4 

LLB11 

100 

100 lbs. 
$ .40 

LLB22 

75 

95 lbs. 

$ .45 

LLB33 LLB44 
50 20 

90 lbs. | 75 U>s. 

$ .65 j $1.04 

LLB55 

10 

45 lbs. 
$1.37 

Size in inches. 

2 

2V4 

3 i 31/2 

4 


Catalogue No. 

Standard Pkg. 

Weight Std. Pkg.. 
List Price, each... 

LLB66 

5 

35 lbs. 
$2.65 

LLB77 

5 

60 lbs. 
$6.55 

LLB88 

5 

70 lbs. 
$7.70 

LLB99 

5 

80 lbs. 
$17.10 

LLB1010 

5 

90 lbs. 
$19.10 



TYPE LRB CONDULET BODIES—Black Enamel Finish 


Size in inches. 

% 

3 4 

1 

i>4 

1 V 2 

Catalogue No. 

LRB11 

LRB22 

LRB33 

LRB44 

LRB55 

Standard Pkg. 

100 

75 

50 

20 

10 

Weight Std. Pkg.. 

100 lbs. 

95 lbs. 

90 lbs. 

75 lbs. 

45 lbs. 

List Price, each... 

$ .40 

$ .45 

$ .65 

$1.04 

$1.37 

Size in inches. 

2 

2Vi 

3 

3i/ 2 

4 

Catalogue No. 

LRB66 

LRB77 

LRB8S 

LRB99 

LRB1010 

Standard Pkg. 

5 

5 

5 

5 

5 

Weight Std. Pkg.. 

35 lbs. 

60 lbs. 

70 lbs. 

80 lbs. 

90 lbs. 

List Price, each... 

$2.65 

$6.55 

$7.70 

$17.10 

$19.10 


For finishes and other Important Information, see notes on page 26. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. Black enameled and galvanized types LBB, LFB, LLB and 
LRB Condulet bodies of the same size may be assorted to make up a standard package. 
No other assortment is allowed. 

Obronnd covers are listed on pages 30, 31 and 32. Obround Conduletto fittings are listed on pages 184 
and 186. Obround gaskets are listed on page 176. Condulet reducers are listed on page 171. 
Condulet bodies with Obround openings are listed on pages 21 to 29a, Inclusive, and ompage 161. 

(Cron Reference Page 25) Di 9 itized b ^°°8 K 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPE LBL TYPE LU TYPE U TYPE UB 

Take Obround Covers and Obround Conduletto Fittings 



TYPE LBL CONDULET BODIES 
Black Enamel Finish 


Size in inches. 

* 

3 A | 1 

Catalogue Number.... 

Standard Package. 

Ship. Wt. Std. Pkg_ 

List Price, each. 

LBLlll 

50 

60 lbs. 

* .65 

LBL222 

35 

55 lbs. 

$ .80 

LBL333 

25 

55 lbs. 

$ .95 

TYPE LU CONDULET BODIES 

Black Enamel Finish 

Size in inches. 

Vi 

3 4 

1 

Catalogue N umber_ 

Standard Package. 

Ship. Wt. Std. Pkg_ 

List Price, each. 

LU111 

50 

70 lbs. 

$ .05 

LU222 

35 

05 lbs. 

9 .80 

LI'333 

25 

00 lbs. 

$ .95 







Size in inches 

Vi 

3 4 

1 

114 

Wi 

Cat. No. 

Std. Pkg. 

Wt. Std. Pkg. 
List Price, ea. 

Ull 

100 

100 lbs. 

8 .52 k 

U22 

50 

80 lbs. 

$ .57 

U33 

40 

80 lbs. 

$ .85 

U44 

20 

75 ibs. 
$1.19 

U55 

10 

45 lbs. 
*1.52 

Size in inches 

2 

2% 

3 

3 Vi 

4 

Cat. No. 

Std. Pkg. 

Wt. Std. Pkg. 

1 List Price, ea. 

U66 

5 

40 lbs. 
$2.90 

U77 

5 

70 lbs. 
87.10 

U88 

5 

76 lbs. 

$8. Ill 

U99 

5 

90 lbs. 
$18.GC 

U1010 

5 

100 lbs. 
*20.60 


TYPE UB CONDULET BODIES—Black Enamel Finish 



Size in inches' 

Vi 

3 A 

1 

i'/« 


Cat. No. 

Std. Pkg. 

Wt. Std. Pkg 
List Price, ea. 

UB11 

100 

100 lbs. 

$ .52 

UB22 

50 

80 lbs. 

$ .57 

UB33 

40 

80 lbs. 

$ .85 

UB44 

20 

75 ibs. 
$1.19 

UB55 

10 

45 lbs. 
*1.52 

Size in inches 

2 

2 Vi 

3 

3 Vi 

4 

Cat. No. 

Std. Pkg. 

Wt. Std. Pkg. 
List Price, ea. 

UB66 

5 

40 lbs. 
*2.90 

UB77 

5 

70 lbs. 
$7.10 

UB88 

5 

75 lbs. 
$8.10 

UB99 

5 

90 lbs. 
*18.60 

UB1010 

5 

100 lbs. 
*20.60 


Important Information Concerning Gondulet Bodies Listed on This Page 

Obround covers and Obround Conduletto fittings of same size are interchangeable on above 
Condulet bodies of corresponding size. 

Proper fastening screws are furnished with Obround covers and Obround Conduletto fittings, 
and are so held in screw holes that they can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast brass and cast bronze Condulet bodies, plain and with special finishes, see page 
182. For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type and Bize may be assorted to 
make up a standard package. No other assortment is allowed. 

Obround covers are listed on pages 30, 31 and 32. Obround Conduletto fittings are listed on page 185. 
Obround gaskets are listed on page 176. Condulet reducers are listed on page 171. 

Condulet bodies with Obround openings are listed on pages 21 to 29a, inclusive. 

73 (Cross Reference Pane 26) Digitized by 
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CONDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPE T 

Takes Obround Covers and Obround Conduletto Fittings 


TYPE T CONDULET BODIES—Black Enamel Finish 



Size in inches 

Cat. No. 

Std. Pkg 
Wt. Std. Pkg 
List Price, each 


_ 1 _* Vz _ 

T131 T2l2* 

$ .63 


Size in inches 


Cat. No. 

Std. Pkg. 

Wt. Std. Pkg. 
List Price, ea. 


Va —|— Va 

Va ' 
T222* 

75 

85 lbs. 

$ .57 




VaVa-j-z/aVa- 
W* 1 l>/2_ 

T242 j T252 
75 175 

100 lbs. 120 lbs. 
$ .77 '$ .90 


Size in inches 

1 —|— 1 

i-i- 1 


W*-Y‘W* W*-j-W*}V*-j‘W* I'A-rl'A i'A-riV* 

1% 

2 

Vi 

V* 

1 

1V4 

iVi 

2 

Cat. No. 

T353* 

T363* 

T 414 

T424 

T434 

T 444 

T454 

T464 

Std. Pkg. 

50 

50 

20 

20 

20 

20 

20 

20 

Wt. Std. Pkg. 

125 lbs. 

135 lbs. 

70 lbs. 

75 lbs. 

80 lbs. 

85 lbs. 

90 lbs. 

95 lbs. 

List Price, ea. 

$1.15 

$1.45 

$1.22 

$1.22 

$1.22 

$1.22 

$1.50 

$1.96 

Size in inches 

IVi-f-lVi 

ivi-piy, 


iwrr 1 %; i%r r 1% 

2-n 2 

2“T“2 

Vi 

V* 

i 

IV* 

ivi 

2 

Vi 

3 A 

Cat. No. 

T515 

T525 

T535 

T545 

T555 

T565 

T616 

T626 

Std. Pkg. 

10 

10 

10 

10 

10 

10 

5 

5 

Wt. Std. Pkg. 

45 lbs. 

45 lbs. 

50 lbs. 

50 lbs. 

50 lbs. 

95 lbs. 

95 lbs. 

100 lbs. 

List Price, ea. 

$1.69 

$1.69 

$1.69 

$1.69 

$1.69 

$2.52 

$2.55 

$2.55 

Size in inches 

2—j—-2 

2— | —2 

2 j 2 

2— | —2 

2*/n-2Vi 21A-T-21/2 21^-2^ 

3—j—3 

1 

IV* 

iVi 

2 

IVl 

2 

2V4 

2 

Cat. No. 

T636 

T646 

T656 

T666 

T757 

T767 

T777 

T868 

Std. Pkg. 

5 

5 

5 

5 1 

5 

5 

5 

5 

Wt. Std. Pkg. 

105 lbs. 

115 lbs. 

125 lbs. 

135 lbs. 1 

95 lbs. 

100 lbs. 

105 lbs. 

115 lbs. 

List Price, ea. 

$2.55 

$2.55 

$2.55 

$2.55 

$7.45 

$7.45 

$7.45 

$8.15 

Size in inches 

| 3—|—3 

3—|—3 

3V4rp3Vi 

3Vi-|-3Vfe 

3Virf3 , /2 

4- t r 4 

4 -r- 4 

4—[—4 

1 2i/ 2 

3 

2% 

3 

3Vi 

3 

3Vi 

4 

Cat. No. 

T878 

T 888 

T979 

T989 

T999 

T108 

T109 

T1010 

Std. Pkg. 

5 

5 

5 

5 

5 

5 

5 

5 

Wt. Std. Pkg. 

125 lbs. 

135 lbs. 

45 lbs. 

45 lbs. 

50 lbs. 

50 lbs. 

50 lbs. 

55 lbs. 

List. Price, ea. 

$8.15 

$8.15 

$22.60_ 

$22.60 

$22.60 

$24.60 

$24.60 

$24.60 


Important Information Concerning Gondulet Bodies Listed on This Page 

The size of cover required for type T Condulet body is the same size as the conduit hubs at 
the ends of the cover opening. 

Obround covers and Obround Conduletto fittings of same size are interchangeable on above 
Condulet bodies of corresponding size. 

Proper fastening screws are furnished with Obround covers and Obround Conduletto fittings, 
and are so held in screw holes that they can not fall out. 

For finishes, see page 26. 

Black enameled and galvanized Condulet bodies of the same type and with the same size cover 
openings may be assorted to make a standard package. No other assortment is allowed. 

*}4i % and 1-inch types T, TB and X Condulet bodies are regularly furnished with larger 
wiring chamber than other Obround Conduit u , bodies of corresponding size. These Con¬ 
dulet bodies will be furnished with wiring chamber of the same size as other Obround 
Condulet bodies, if specifically ordered, using regular catalogue numbers and specifying 
“Smaller Wiring Chamber.” 

Obround coven are listed on pages 30,31 and 32. Obround Conduletto fittings are listed on page 185. 
Obround gaskets are listed on page 176. Condulet reducers are listed on nage 171. 

Condulet bodies with Obround openings are listed on pages 21 to 29a, inclusive. 

(Cross Reference Pajp* 27) 
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CONDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPE TB TYPE TL TYPE TR 

Take Obround Covers and Ob roun d Conduletto Fittings 


TYPE TB CONDULET BODIES—Black Enamel Finish 



Size in inches .... 

% i 

3 A 

1 

i'A 

W 2 ' 

Catalogue No. 

Standard Package. 
Ship. Wt. Std. Pkg. 
List Price, each .. 

TB111* 

200 

175 lbs. 

$ .48 

TB222* 

100 

| 120 lbs. 

$ .57 

TB333* 

90 lbs. 

$ .80 

TB444 

20 

75 lbs. 
$1.22 

TB555 

10 

45 lbs. 
$1.69 

Size in inches .... 

2 

2 V 2 

3 

3*/ 2 

4 


Catalogue No. 

Standard Package. 
Ship. Wt. Std. Pkg. 
List Price, each .. 

TB666 

5 

35 lbs. 
$2.55 

TB777 

5 

60 lbs. 
$7.45 

TB888 

5 

70 lbs. 
$8.15 

TB999 

5 

80 lbs. 
$22.60 

TB1010 

5 

90 lbs. 
$24.60 


TYPE TL CONDULET BODIES— Black Enamel Flnlih 


Size in inches .... 

'a-j-'a 

14—|—V 2 

\V2— r -V2 3 A— r - 3 /4 3 A— r - i A 



v 2 

3 A 

1 

! l/ 2 

3 A 


Catalogue No. 

TLlll 

TL121 

TL131 

TL212 I 

TL222 


Standard Package. 

100 

100 

100 

50 

50 


Ship. Wt. Std. Pkg. 

95 lbs. 

100 lbs. 

105 lbs. 

115 lbs. 

125 lbs. 


List Price, each .. 

$ .48 

$ .56 

$ .63 

$ .57 

$ .57 


Size in inches .... 

3 /4—[—3/4 

1—|—1 

1 —|—1 

1 —|—i 

i'a-ti'a 



1 

y 2 

3 A 

1 

iy« 


Catalogue No. 

TL232 

TL313 

TL323 

TL333 

TL444 


Standard Package. 

50 

40 

40 

40 

20 


Ship. Wt. Std. Pkg. 

135 lbs. 

100 lbs. 

100 lbs. 

100 lbs. 

75 lbs. 


List Price, each .. 

$ .65 

$ .80 

$ .80 

$ .80 

$1.22 


TYPE TR CONDULET BODIES—Black Enamel Finish 



[ Size in inches .... 

y 2 -|—y 2 
y 2 

y 2 — 1 — t Aj i A — 1 —y 2 

3/4 1 1 

3 / 4 - 1 - 3/4 

y 2 

3/4-T-3/4 

3/4 

Catalogue No. 

Standard Package. 
Ship.Wt. Std. Pkg. 
List Price, each .. 

TR111 

100 

95 lbs. 

$ .48 

TR121 

100 

100 lbs. 

$ .56 

TR131 

100 

105 lbs. 

$ .63 

TR212 

50 

115 lbs. 

$ .57 

TR222 

125 lbs. 

$ .57 

' 

Size in inches- 

1 

3 /4-I-3/4 
1 

1 — | — 1 

y 2 

1 —|— 1 

3/4 

1 — | —i 

1 

iVi-j-lVi 

1 V 4 

Catalogue No. 

Standard Package. 
Ship.Wt.Std. Pkg. 
List Price, each .. 

TR232 

135 lbs. 

$ .65 

TR313 

40 

100 lbs. 

$ .80 

TR323 

40 

100 lbs. 

$ .80 

TR333 

40 

100 lbs. 

$ .80 

TR444 

20 

75 lbs. 
$1.22 


The size of cover required for a type TL or TR Condulet body is the same size as the conduit 
hubs at the ends of the cover opening. 

Obround covers and Obround Conduletto fittings of same size are interchangeable on above 
Condulet bodies of corresponding size. 

Proper fastening screws are furnished with Obround covers and Obround Conduletto fittings, 
and are so held in screw holes that they can not fall out. 

Assortments: Black enameled and galvanized Condulet bodies of the same type and with the 
same size cover openings may be assorted to make up a standard package. Black enameled 
and galvanized types TL and TR Condulet bodies with the same size cover openings may 
be assorted to make up a standard package. No other assortment is allowed. 

and 1-inch types T, TB and X Condulet bodies are regularly furnished with larger 
wiring chamber than other Obround Condulet bodies of corresponding size. These Con¬ 
dulet bodies will be furnished with wiring chamber of the same size as other Obround 
Condulet bodies, if specifically ordered, using regular catalogue numbers and specifying 
“Smaller Wiring Chamber.” 

For finishes, see note on page 26. Obround covers are listed on pages 30, 31 and' 32. Obround 
Conduletto fittings are listed on page 185. Obround gaskets are listed on page 176. Condulet re¬ 
ducers are listed on page 171. 

Condulet bodies with Obround openings are listed on pages 21 to 29a, inclusive. 


(Cross Reference Pane 28) 









Quantity Prices 
Quoted on Request 


Western Electric 


847 


CONDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPE X 


Takes Obround Covers and Obround Conduletto Fittings 



Size in inches. 


Catalogue Number_ 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 


Size in inches. 


Catalogue Number_ 

Standard Package. 

Weight Std. Pkg.i 

List Price, each. 


Size in inches. 


Catalogue Number_ 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

j 1 


Size in inches 


Cat. No. 

Std. Pkg. 

Wt. Std. Pkg. 
List Price, ea. 


Size in inches; 


Cat. No. 

Std. Pkg. 

Wt. Std. Pkg. 
List Price, ea. 


2 — j — 1>/ 2 
1 

X6335 

5 

40 lbs. 
$2.85 

2 

3 ++ 

2 

X8667 

5 

85 lbs. 
$9.95 


TYPE X CONDULET BODIES—Black Enamel Finish 


Size in inches. 

t 

Y 2 

3 A-\-Vi 

Vi 

Y 2 

3 /4+ 3 /4 

Vi 

l J . 

3 4+ 3 /4 

3 4 

Catalogue Number 


Xllll* 

X2111 

X2112* 

X2222* 

Standard Package. 


175 

50 

50 

50 

Shipping Weight Std. Pkg... 

95 lbs. 

65 lbs. 

70 lbs. 

85 lbs. 

List Price, each... 


$ .60 

$ .77 

$ .77 

$ .77 

Vi 

3 /4 

1 Y 2 

3 /4 

1 

i '/2 

3 /4 

I+Y4 

1 +% 

1-+-1 

1 + 1 


IV 4 +I 

l , /4+ 3 /4 

Vi 

3 /4 

Vi 

3 /4 

1 

Vi 

3 /4 

X3112 

X3222 

X3113 

X3223 

X3333* 

X4113 

X4222 

35 

35 

35 

35 

35 

20 

20 

50 lbs. 

45 lbs. 

50 lbs. 

60 lbs. 

75 lbs. 

55 lbs. 

60 lbs. 

$1.05 

$1.05 

$1.05 

$1.05 

$1.05 

$1.24 

$1.24 

3 /4 

1 

Vi 

3 /4 

1 V 4 

Vi 

% 



lVi-j-iVi 

1V4+1V4 

lV2-|-l'/4 

l , /2+l'/4 

3 /4 

l 

Vi 

3 /4 

• l'/4 

Vi 

3 /4 

X4223 

X4333 

X4114 

X4224 

X4444 

X5114 

X5224 

20 

20 

20 

120 

20 

10 

10 

65 lbs. 

70 lbs. 

75 lbs. 

80 lbs. 

85 lbs. 

40 lbs. 

45 lbs. 

$1.24 

$1.24 

$1.24 

$1.24 

$1.24 

$1.78 

$1.78 

3 /4 

1 

1 

1 i 

IV 2 

y 2 

I 3 /4 

i l /r\-lVz 

IVi+I 


IVi-f-lVa 

IV 2 “jlVi 

1 2-j-lVz 

2+lVi 

3 /4 

1 

l 

1 

IV 2 

Vi 

% 

X5225 

X5333 

X 6331 

X5335 

I X5555 

X6115 

X6225 

10 

10 

10 

10 

10 

5 

i 5 

50 lbs. 

50 lbs. 

55 lbs. 

55 lbs. 

1 60 lbs. 

35 lbs. 

! 35 lbs. 

$1.78 

$1.78 

$1.78 

$1.78 

$1.78 

$2.85 

$2.85 

1 

2 

1 

1 l'/i 

l'A 

214 I 

iy 2 

2—j—2 

2—J—2 

pvfc4-i% 2 %+*V 42 %+*% 

3+2 

1 

2 

1 

lVi 

IV 2 

2Vi 

1 V 2 

X6336 

X6666 

X 7336 

X7555 

X7557 

X7777 

X8566 

5 

5 

5 

5 

5 

5 

5 

40 lbs. 

45 lbs. 

70 lbs. 

75 lbs. 

75 lbs. 

75 lbs. 

1 80 lbs. 

$ 2 .sr> 

$2.85 

$8.95 

$8.95 

$8.95 

$8.95 

| $9.95 

3 

2 

2 Y 2 

3Vi 

2 Vi 

3 

4 

3+3 

3 1 /2“j“2V 2 

3 1 / 2 “f“‘3 

3 , / 2 -[-3 , /2 l 

4+3 

4 + 3l / 2 

4—|—4 

3 

2 

2Vi 

3Vi 

2Vi 

3 

4 

X8888 

1 X9667 

X9778 

X9999 

X1078 

X1089 

X1010 

5 

5 

5 

5 

5 

5 

5 

90 lbs. 

95 lbs. 

100 lbs. 

105 lbs. 

105 lbs. I 

110 lbs. 

1 115 lbs. 

$8.96 

$25.00 

$25.00 

$25.00 

$27.00 

$27.00 

$27.00 


The size of cover required for type X Condulet body is the same size as the largest conduit hub. 

Obround covers and Obround Conduletto fittings of same size are interchangeable on above 
Condulet bodies of corresponding size. 

For finishes, see page 26. 

Black enameled and galvanized type X Condulet bodies with the same size cover openings 
may be assorted to make up a standard package. No other assortment is allowed. 

*% % and 1-inch types T, TB and X Condulet bodies are regularly furnished with larger 
wiring chamber than other Obround Condulet bodies of corresponding size. These 
Condulet bodies will be furnished with wiring chamber of the same size as other Obround 
Condulet bodies, if specifically ordered, using regular catalogue numbers and specifying 
. “Smaller Wiring Chamber.” 

Obround covers are listed on pages 30,31 and 32. Obround Conduletto fittings are listed on page 185. 
Obround gaskets are listed on page 176. Condulet reducers are listed on page 171. 

Condulet bodies with Obround openings are listed on pages 21 i&^& c ih01uslve. 

(Cross Reference Pare 29) 
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CONDULET BODIES WITH OBROUND OPENINGS—Continued 

TYPES DF, LFM, LFN, TM AND TMD 

Condulets for Gooseneck Brackets and Similar Installations 

Types DF and TM Condulet Bodies Take Obround Covers only 
Types LFM, LFN and TMD Condulet Bodies Take Obround Covers and Obround Conduletto 
_ ___Fittings_ 






TYPE DF CONDULET BODIES 
Black Enamel Finish 




Size in inches. 

| V 2 

3 /4 

DF2 

35 

! 120 lbs. 

! $1.30 

| 1 

Cat. No. 

Std. Pkg. 

DF1 

35 

I DF3 

35 

160 lbs. ! 
$1.55 : 

Wt. Std. Pkg.. 
List, each .... 

100 lbs. 
$1.15 

TYPE LFM CONDULET BODIES 

Black Enamel Finish 

Size in inches. 

Vi 

3 /4 

1 

Cat. No. 

Std. Pkg.| 

Wt. SULPkgJ 

List, each. 

LFMll 1 
35 

90 lbs. 
$1.15 

LFM 22 

35 

100 lbs. 
$1 30 

LFM 33 
35 | 

no lbs. 
$1.55 1 

TYPE LFN 

CONDULET BODIES 

Black Enamel Finish 

] 

Size in inches. 

Vi 

3 A 

1 

Cat. No. 

1 LFN 11 I 

I LFN 22 j 

LFX33 

Std. Pkg. 

I 35 ! 

35 

35 

Wt. Std. Pkg.. 

90 lbs. I 

100 lbs. 1 

no 11 *. 1 

List. each. .. . 

1 #1.15 1 

$1.30 1 

$1.55 

TYPE TM 

CONDULET BODIES 

Black Enamel Finish 

1 

Size in inches. | 

1/2 

3 A 

1 

Cat. No. 

TM111 

1 TM222 

TM333 

Std. Pkg. 

35 

35 

35 

Wt. Std Pkg.. 

100 Ills. 

110 lbs. 

125 lbs. 

List, each. 

$1.30 

$1 45 

$1 70 

TYPE TMD CONDULET BODIES 

Black Enamel Finish 




Type DF Condole* with gooseneck 
bracket and type Vi Condnlet. 



Type LFM Condole* with gooseneck 
| bracket and type VV Condnlet. 




Type TV Condnlet with goosei 
bracket and type WV Condnlet 


meek 


Size in ins. 

Vi 

3 /4 

1 

Cat. No. 

TMD111 

TMD222 

TMD333 

Std. Pkg. . 

35 

35 

35 

Wt. Pkg. . 

105 lbs. 

115 lbs. 

130 lbs. 

List, each.. 

$1.55 

$1.70 

$1.95 



Type TMD Condnlet with gooseneck 
bracket and type W Condole*. 


Obround Covers are listed on pages 30,31 and 32. Obround Conduletto fittings are listed on page 185. 

Obround Gaskets are listed on page 176. Condulet reducers are listed on page 171. 

Condulet bodies with Obround openings are listed on pages 21 to 29a, inclusive. 

(Cross Reference Pace 29a) 
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OBROUND COVERS 

For Types A, B, BE, C, CO, D, DF, E, F, FE, LB, LB A, LBB, LBL, LBV, LF, LFB, LFM, 
LL, LLB, LR, LRB, LU, T, TB, TJD, TL, TM, TR, U, UB and X Condulet Bodies 
Furnished with Fastening Screws 


Composition, 1-Wire Me Composition, 2-Wire Hole Composition, 3-Wire Hole Composition, 4-Wire Hole Composition, 5-Wire Hole 


Composition. 6-Wire Hole Composition, 7-Wire Hole Composition, 3-Wire Hole Composition, 3-Wire Hole Composition, Blank 

COMPOSm ON co Vers with WIRE HOLES —See note below* 


Size of Cover. 

Std. Pkg. Assorted. 

1-wire Cat. No. 
Standard! List, ea. 
1-wire Cat. No. 


3 /4 

1 

[ iy« 

i% 

2 

2 Vi 

3 

31/2 

4 

100 

50 

20 

10 

5 

5 

5 

5 

5 

CF21 
$ .30 

CF31 
$ .50 

CF41 CF51 
$1.00 $1.10 

CF61 CF71 CF81 CF91 
$1.20 $1.60 $1.60 $2.60 

iCFlOOl 

|$2.50 


Special! List, ea. 

Cat. No. 

2- wire L ist, ea. 

, - r . Cat. No. 

3- wire List, ea. 1 

- Cat. No. 

4 ~ wlre List, ea. 

Cat. No. 
5 ~ wire List,ea. 

* Cat. No. 

^~ wir List, ea. 

7 Cat. No. 

^" wir List, ea. 

_• Cat. No. 

List, ea. 

0-wire p. atNa 

O-Wire L 18 t, ea 

, Cat. No. 

Blank List, ea. 

Weight Std. Pkg.... 


Illustrating 
Use of 
1-Wire Hole, 
Vs Male Hippie 
Cover 


CF218 CF318 CF418 CF518 0F618 CF718 CF818 CF918 iCFlOOlS 

$ .30 $ .60 $1.00 $1.10 $1.20 $1.60 $1.60 $2.50 $2.50 

CF22 CF32 CF42 CF52 0F62 CF72 CF82 CF92~ CF1002 


$1.00 $1.10 Ifl.20 


$2.60 $2.50 


CF23 CF33 CF43 CF53 CF63 CF73 CF83 CF93 CF1003 
$ .30 $ .60 $1.00 $1.10 |$1.20 $1.60 $1.60 $2.60 $2.50 
ICF 2400 CF3400 CF 4400 CF5400.rF6406 CF7400 CF8400 CF 9400 CF10400 
$ .30 $ .50 $1.00 $1.10 $1.20 $1.60 $1.60 $2.60 $2.60 
CF2500 CP3500 CF4500 CF5500 CF6500 CF7500 CF8500 CF9500 CF10600 
$ .30 $ .50 $1.00 $1.10 |$1.20 $1.60 $1.60 $2.60 $2.60 
CF2600 CF3600 CF4600 CF5600|CF6600 CF7600 CF8600 CF9600 CF10600 
i$ .30 $ .60 $1.00 $1.10 $1.20 $1.60 $1.60 $2.60 $2.60 
N ot CF3700 CF4700 CF5700 CF6700 CF7700 CF8700 CF9700 CF10700 
: made $ .50 $1.00 $1.10 $1.20 $1.60 $1.60 $2.50 $2.60 
Not CF3800 CF4800 CF5800 CF6800 CF7800 CF8800 CF9800 CF10800 
i made $ .60 $1.00 $1.10 $1.20 $1.60 $1.60 $2.60 $2.50 
Not CF3900 CF4900 CF5900 C?6900 CF7900 CF8900 CF9900 CF10900 
! made $ .60 $1.00 $1.10 $1.20 $1.60 $1.60 $2.50 $2.50 

CF200 CF300 CF400 CF500 CF600 CF700 CF800 CF900 CF1000 

$ .30 $ .50 $1.00 $1.10 $1.20 $1.60 $1.60 $2.50 $2.50 

. 30 lbs. 20 lbs. 20 lbs. 18 lbs. 12 lbs. 181bs. 25Tbs: 301bs'. 40 lbs. 


5 or 6 

5 

CF1401 
$4.00 
Not 
made 
CF1402 
$4.00 
CF1403 
$4.00 
CF14400 
$^ 00 ^ 
CF14500 
$4.00 
CF14G00 
$ 4.00 
(F14700 
$4.00 
CF14800 
$4.00 
CF14900 
$4.00 
CF14000 
$4.00 
50 lbs. 


OBROUND PORCELAIN COVERS WITH 1-WIRE HOLE AND 
Vs MALE NIPPLE 



|Size of Cover. 

Vi 

% 

if"-.-, .1 

For Drop 
Cord and 
Fixture Pull 
Switches 

Catalogue No. 

Standard Pkg. 

Weight Std. Pkg... 
List Price, each ... 

191 

200 

55 lbs. 
$ .35 

291 

100 

40 lbs. 
$ .40 


fStandard and special 1-wire hole covers differ only in diameter of wire hole; see schedule on 
page 172. Standard 1-wire hole covers will always be furnished, unless order specifically 
calls for special 1-wire hole covers. 

Obround covers are interchangeable on corresponding sizes of Condulet bodies with Obround 
openings. 2J4 and 3-inch Obround covers are interchangeable. 3J^ and 4-inch Obround 
covers are interchangeable. 

Above composition Obround covers of the same size may be assorted to make up a standard 
package, regardless of style of cover. 

Assortment specified on page 32 applies to above Obround porcelain covers 191, 291 and 391. 

Standard package discount is allowed on covers when an order is for a standard package of 
Condulet bodies and an equal number of covers for those bodies; but on an order for 
covers alone, standard package discount is allowed, only, on the specified standard 
package quantity of covers. 

*For diameter of wire holes In covers, see page 172. 

Obround gaskets are listed on page 176. Condulet bodies that take Obround covers are listed on pages 
21 to 29a, Inclusive. 


(Croea Reference Pc ~ 30) 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


OBROUND COVERS 

For Types A, B, BE, C, CO, D, DF, E, F, FE, LB, LBA, LBB, LBL, LBV, LF, LFB, LFM, 
LL, LLB, LR, LRB, LU, T, TB, TJD, TL, TM, TR, U, UB AND X Condulet Bodies 
Furnished with Fastening Screws 



Porcelain, 1-Wire Hole Porcelain, 2-Wire Hole Porcelain, 3-Wire Hole Porcelain, 4-Wire Hole Porcelain, 5-Wire Hole 



Porcelain, 6-Wire Hole 


Porcelain, 7-Wire Hole 



Porcelain, 8-Wire Hole Porcelain, for Weather-Proof Socket Blank Metal 


Size of Cover. 

W] 

n% 

i 

| i% 

1% 

2 

1 W 2 

3 

3i/ 2 

4 

5 or 6 

Std. Pkg. Assorted 

200 

100 

50 

|_2° _ 

_10_ i 

5 

1 5 

5 

5 

5 

5 


PORCELAIN COVERS WITH WIRE HOLES—See note below* 


1-wire 
Htandard f 

Cat. No. 
List, ea.. 


21 

$ .15 

31 

$ .25 

41 

$ .36 

51 

$ .48 




91 

$ .90 

111 

1401 

12.00 

1-wire 

Specialf 

Cat. No. 
List, ea.. 

11S 
$ .10 

21S 
$ .15 

31S 
$ .25 

41S 
$ .36 

51S 

$ .48 

61S 
$ .60 

71S 
$ .80 

81S 
$ .80 

91S 
$ .90 

fH 

Not 
mad a 

2-wire 

Cat. No. 
List, ea.. 

12 

$ .10 

22 

$ .15 

32 

$ .25 

42 

$ .36 

52 

$ .48 



EH 

Qkjj 

92 

$ .90 

102 
$ .90 

1402 

$2.00 

3-wire 






53 

$ .48 



US 

QEB 




4-wire 

Cat. No. 
List, ea.. 

1400 
$ .10 

2400 
$ .15 

3400 
$ .25 

4400 
$ .36 

5400 
$ .48 

6400 
$ .60 

7400 
$ .80 



10400 
$ .90 

14400 

$2.00 

5-wire 


Not 

made 










14500 

$2.00 

6-wire 

Cat. No. 
List, ea.. 

Not 

made 

2600 
$ .15 

3600 
$ .25 

4600 
$ .36 

5600 
$ .48 

6600 
$ .60 

7600 
$ .80 

8600 
$ .80 

9600 
$ .90 


14600 

$2.00 

7-wire 

Cat. No. 
List, ea.. 

Not 

made 

Not 

made 

3700 
$ .25 

4700 
$ .36 

5700 
$ .48 

6700 
$ .60 

7700 
$ .80 

8700 
$ .80 

9700 
$ .90 

10700 
$ .90 

14700 

$2.00 

8-wire 

Cat. No. 
List, ea.. 

Not 

made 

Not 

made 

3800 
$ .25 

4800 
$ .36 

5800 
$ .48 

6800 
$ .60 

7800 
$ .80 

8800 
$ .80 

9800 
$ .90 

10800 
$ .90 

14800 

$2.00 

9-wire 

Cat. No. 
List, ea.. 

Not 

made 

Not 

made 

3900 
$ .25 

4900 
$ .36 

5900 
$ .48 

6900 
$ .60 

7900 
$ .80 

8900 
$ .80 

9900 
$ .90 

10900 
$ .90 

14900 

$2.00 

For 

W. P. 
Socket 

Cat. No. 
List, ea.. 

14 

$ .16 

24 

$ .25 

34 

$ .40 

fStandard and special 1-wire hole covers differ only in, diameter of 
wire hole; see schedule on page 172. Standard 1-wire hole covers 
will always be furnished, unless order specifically calls for special 
1-wire hole covers. 

Weight Std. Pkg... 

50 lbs. 

35 lbs. 

25 lbs. 

25lbs. | 20 lbs.] 15 lbs.| 20 lbs.| 20 lbs.|30 lbs.|30 lbs. 140 lbs. 


BLANK METAL COVERS—Black Enamel Finish 


Sheet 

Steel 

Cat. No. 
List, ea.. 

100 
$ .08 

200 
$ .11 

300 
$ .23 

400 
$ .32 

500 
$ .45 

600 
$ .56 

700 
$ .75 

800 
$ .75 

900 
$ .80 

11000 
$ .80 

14000 

$1.25 

Weight Std. Pkg...| 

30 lbs. 

15 lbs. 

10 lbs. 

10 lbs. 

lOlbs. 

5 lbs. 

10 lbs. j 

10 lbs. 

15 lbs. 

15 lbs. 

20 lbs. 

Cast 

Iron 

(Flange) 

Cat. No. 
List, ea.. 












Weight Std. Pkg... 

1 90 lbs. 

| 601bs. 

35 lbs. J 

25 lbs. 

15 lbs.| 

10 lbs. | 

101 bs.| 

15 lbs. 

120 lbs. | 

25 lbs. | 

30 lbs. 


•For diameter of wire holes in covers* see page 172. 

For finishes, assortments, and other important information, see notes on opposite page. 
Obround gaskets are listed on page 176. 

Condulet bodies that take Obround covers are listed on pages 21 to 29a, inclusive- 

(Cross Reference Page 31) 
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OBROUND COVERS—Continued 


Metal, H Male Hippie 


Metal, y % Female Hippie 


Metal, H Male Hippie 


Metal, Ju Female Hippie 


Porcelain, y % Male Hippie 

0 l \j 

Porcelain, ^ Female Hippie 



Porcelain, % Male 



Size of Cover. 

Vz 

% 

1 

IV* 

Wz 

Std. Pkg. Assorted. 

200 

100 

50 

20 

10 

METAL COVERS WITH 

NIPPLES 

3—Black Enamel Finish 

Vs 

Male 

Catalogue No. 
List, each. 

15 

$ .20 

25 

S .25 

35 

8 .35 

45 

$ .46 

55 

$ .58 

Vs 

Female 

Catalogue No. 
List, each. 

16 

$ .20 

26 

$ . 25 

36 

$ .35 

46 

§ .46 

56 

$ .58 

V* 

Male 

Catalogue No. 
List, each. 

113 
$ .23 

213 
$ .28 

313 
$ .38 

413 
$ .49 

513 
$ .61 

% 

Female 

Catalogue No. 
List, each. 

114 
$ .23 

214 
$ .28 

314 
$ .38 

414 
$ .49 

514 

8 .61 

% 

Male 

Catalogue No. 
List, each. 

17 

S . 25 

27 

$ .30 

37 

$ .40 

47 

$ .51 

57 

8 .63 

% 

Female 

Catalogue No. 
List, each. 

18 

* .25 * 

28 

$ .30 

38 

$ .40 

48 

$. 51 

58 

8 .63 

% 

Male 

Catalogue No. 
List, each. 

Not 

made 

215 
$ .35 

315 

8 .45 

415 
$ .56 

515 

8 .68 

y 2 

Female 

Catalogue No. 
List, each. 

Not 

made 

216 

8 .35 

316 
$ .45 

416 
$ .56 

516 
$ .68 

I Ship. Weight Std. Pkg. 

40 lbs. 

25 lbs. 

20 lbs. 

10 lbs. 

10 lbs. 

PORCELAIN COVERS WITH NIPPLES 

Vs 

Male 

Catalogue No. 
List, each. 

19 

$ .25 

29 

8 .30 

39 

8 .43 

49 

$ .58 

59 

$ .72 

Vs 

Female 

Catalogue No. 
List, each. 

110 
$ .25 

210 
$ .30 

310 

8 .43 

410 
$ .58 

510 
$ .72 

y* 

Male 

Catalogue No. 
List, each. 

119 
$ .30 

219 

8 .35 

319 

8 .48 

419 
* .63 

519 
$ .77 

V* 

Female 

Catalogue No. 
List, each. 

120 
$ .30 

220 

8 .35 

320 
$ .48 

420 
$ .63 

520 
$ .77 

% 

Male 

Catalogue No. 
List, each. 

in 

$ .35 

211 
$ .41 

311 

8 .53 

411 ' 

$ .68 

511 
$ .82 

Vs 

Female 

Catalogue No. 
List, each. 

112 
$ .35 

212 

8 .41 

312 
$ .53 

412 
$ .68 

512 
$ .82 

Vz 

Male 

Catalogue No. 
List, each. 

121 
$ .40 

221 
$ .46 

321 

8 .58 

421 

8 .73 

521 
$ .87 

Vz 

Female 

Catalogue No. 
List, each. 

122 
$ .40 

222 

8 .46 

322 

8 .58 

422 
$ .73 

522 
$ .87 

| Ship. Weight Std. Pkg. 

60 lbs. 

40 lbs. 

30 lbs. 

30 lbs. 

25 lbs. 


Porcelain, /% Female Hippie gfafp Weight Std. Pkg. 60 lbs. | 40 lbs. 30 lbs. 30 lbs. 2 5 lbs. 

Obround covers are interchangeable on corresponding sizes of Condulet bodies with Obround 
openings. 2J/£ and 3-inch Obround covers are interchangeable. Zy 2 and 4-inch Obround 
covers are interchangeable. 

Proper fastening screws are furnished with covers, and are so held in screw holes that they 
can not fall out. 

Finishes: Black enamel is the standard finish for metal covers, and will be furnished unless 
another finish is specified on the order. Galvanized finish will be furnished, if specifically 
ordered, at same price as black enamel finish. For special plated finishes see page 182. 
For brass and bronze covers, plain and with special finishes, see page 182. For aluminum 
covers, plain and with black enamel finish, see page 182. 

Black enameled, galvanized and porcelain Obround covers of the same size may be assorted to 
make up a standard package, regardless of style of cover. No other assortment is allowed. 

Standard package discount is allowed on covers when an order is for a standard package of 
Condulet bodies and an equal number of covers for those bodies; but on an order for covers 
alone, standard package discount is allowed, only, on the specified standard package 
quantity of covers. 

Obround gaskets are listed on page 176. Condulet bodies that take Obround covers are listed on pages 
21 to 29a» Inclusive. Digitized, by Googl 


(Cross Reference Page 32) 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDULET BODIES—FS SERIES, SHALLOW TYPE 

TYPES FS, FSA, FSC, FSL AND FSR 

Por Single Push Button, Double Push Button or Flush Rotary Switches (Shallow); 
Flush Plug Receptacles (Shallow), and Porcelain or Metal Covers 

Over-all Dimensions of Body, Exclusive of Hubs: Length, 4 9-32 Inches; Width. 2 3-4 Inches; 
Depth, 1 7-8 Inches. Furnished with Fastening 8crews for Fittings 


TYPE FS CONDULET BODIES —Black Enamel Finish 



Size in inches. 

Vt 

3 /4 

Catalogue Number. 

FSl 

75 

165 lbs. 

* .65 

FS2 

120 lbs. 
» .75 

Standard Package. 

•Shipping Weight Std. Pkg.. 
List Price, each. 


1 


FS3 

25 

65 lbs. 
$ .85 


TYPE FSA CONDULET BODIES —Black Enamel Finish 



Size in inches. 

Vz 

3/4 

1 


Catalogue Number. 

FSA1 !FSA2 

FSA3 

20 

60 lbs. 

$ .&5 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

50 

140 lbs. 

$ .65 

30 

75 lbs. 

$ .75 



TYPE FSC CONDULET BODIES—Black Enamel Finish 



Size in inches 


y 2 


% 


Catalogue Number. FSC11 

Standard Package. 75 

Shipping Weight Std. Pkg..! 175 lbs. 
List Price, each. $ .75 


i FSC22 
50 

150 lbs. 
$ .90 


TYPE FSL CONDULET BODIES—Black Enamel Finish 



Size in inches 


y 2 


3 /4 


| Catalogue Number. FSL11 j FSL22 

Standard Package. 50 30 

Shipping Weight Std. Pkg.. 130 lbs. i 80 lbs. 

List Price, each. $ .75 j $ .90 


TYPE FSR CONDULET BODIES—Black Enamel Finish 



Size in inches 


| Catalogue Number. 

I Standard Package. 

j Shipping Weight Std. Pkg.. 
List Price, each. 



3 /4 


FSR11 

50 

130 lbs. 
% .75 


FSR22 

qo 

80 lbs. 
$ .90 


i FSC33 
25 

| 90 lbs. 

I 81.10 


1 


IFSL33 

20 

j 60 lbs. 
$ 1.10 


1 


FSR33 

20 

60 lbs. 

$ 1.10 


Covers for above Condulet bodies are listed on pages 46 and 47. We wUl furnish switches or receptacles 
for above Condulet bodies, and enumerate them on page 41. For finish®! and assortments, see note 
on page 41. Gasket is listed on page 176. Condulet reducers are listed on page 171. 

Listings of the FS series of Condulet bodies are continued on pages 40 and 41. 

(Croas Reference Page 39) 
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CONDULET BODIES—FS SERIES, SHALLOW TYPE—Continued 

TYPES FSLA, FSS, FSCC, FSCA AND FSCT 

For Single Push Button, Double Push Button or Flush Rotary Switches (Shallow); Flush Plug 
Receptacles (Shallow), and Porcelain or Metal Covers 

Over-all Dimensions of Body, Exclusive of Hubs: Length, 4 9-32 Inches; Width, 2 3-4 Inches; 
Depth, 17-8 Inches. Furnished with Fastening Screws for Fittings 


TYPE FSLA CONDULET BODIES—Black Enamel Finish 


Wk 

Size in inches.| 

'A 

% 

1 

Catalogue Number. 

Standard Package. 

Ship. Weight Std. Pkg. 

List Price, each. 

FSLA 11 

50 

130 lbs. 

$ .75 

FSLA22 

QA 

80 IbB. 

$ .90 

FSLA33 

20 

60 lbs. 
$1.10 

* TYPE FSS CONDULET BODIES—Black Enamel Finish 


Size in Inches. 

Vi 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Ship. Weight Std. Pkg. 

List Price, each. 

FSS11 

50 

130 lbs. 

$ .75 

FSS22 

QA 

80 lbs. 

$ .90 

FSS33 

20 

| 60 lbs. 
$1.10 

TYPE FSCC CONDULET BODIES—Black Enamel Finish 


Size in inches. 

\/ 2 in. main 
l /2 inch 
branches 

% in. main 
Vi inch 1 
branches | 

1 in. main 
y 2 inch 
branches 

Catalogue Number. 

Standard Package. 

Ship. Weight Std. Pkg. 

List Price, each. 

FSCC111 

140 lbs. , 
$1.00 

FSCC211 

30 

90 lbs. 
$1.20 

FSCC311 

20 

| 70 lbs. 

1.45 

TYPE FSCA CONDULET BODIES—Black Enamel Finish 

• 

V 1 

Size in inches.j y 2 | % 1 

Catalogue Number. 

Standard Package. 

Ship. Weight Std. Pkg. 

List Price, each. 

1 FSCA111 
50 

140 lbs. 
$1.00 

FSCA222 FSCA333 
30 20 

90 lbs. 1 70 lbs. 
$1.25 l$1.45 

TYPE FSCT CONDULET BODIES—Black Enamel Finish 


Size in inches. 

i 

I 1/2 

% 

1 

Catalogue Number. 

1 Standard Package. 

Ship. Weight Std. Pkg. 

List Price, each. 

| FSCTlll 
CO 

I 140 lbs. 
($1.00 

FSCT222 

QA 

90 lbs. 
$1.25 

FSCT333 

20 

70 lbs. 
$1.45 


Covers for above Condulet bodies are listed on pages 46 and 47. We will furnish switches or receptacles 
for above Condulets bodies, and enumerate them on page 41. For finishes and assortments, see 
note on opposite page. Gasket is listed on page 176. Condulet reducers are listed on page 171. 


Listings of the FS series of Condulet bodies are continued on page 41. 

Digitized by 
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CONDULET BODIES—PS SERIES, SHALLOW TYPE—Continued 

TYPES FST AND FSX 

For Single Push Button, Double Push Button or Flush Rotary Switches (Shallow); 
Flush Plug Receptacles (Shallow), and Porcelain or Metal Covers 

Over-all Dimensions of Body, Exclusive of Hubs: Length, 4 9-32 Inches; Width, 2 3-4 Inches; 
Depth, 1 7-8 Inches. Furnished with Fastening Screws for Fittings 


TYPE FST CONDULET BODIES —Black Enamel Finish 




Size in inches. 

Vi 

3 /« 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

FSTlll 

HO lbs. 
$1.00 

FST222 | 
30 

90 lbs. 

$1.25 

FST333 

20 

70 lbs. 

$1.45 

TYPE FSX CONDULET BODIES— Black Enamel Finish 

9 

: 

Size in inches. 

Vi 

% 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

FSX1111 

50 

160 lbs. 
$1.20 

FSX2222 

on 

100 lbs. 
$1.50 

FSX3333 

20 

75 lbs. 

$1.70 


Important Information Concerning Condulet Bodies Listed on Pages 39,40 and 41 

We will furnish fittings for the FS series of Condulet bodies, and switches and receptacles suitable for 
them are as follows: 

Single Posh Button Switches: PERKINS—2457, 2458, 2459, 2460, 2461, 2462, 2491, 2492, 2493, 2494. 

Double Push Button Switches: ARROW E—6500, 6501, 6502, 6503. DIAMOND H—050, 060. 070, 080. G. E. 
CO.—68247, 68248, 68249, 68250. HART A HEGEMAN—2081, 2082, 2083, 2084. CUTTER—“S-F.” MA- 
CHBN A MAYER—2000. 2001, 2002, 2003. KNOWLES—2971, 2972, 2973, 2974. PERKINS—2201, 2202, 
2203, 2204. CUTLER-HAMMER CO.^7201, 7202, 7203. 

Double Push Button Lock Switches: ARROW B—6504, 6505, 6506, 6507. DIAMOND H—055, 065, 075, 085. 
G. E. CO.—GE688, GE689, GE690, GE691. HART A HEGEMAN—2081, 2082, 2083, 2084. MACHEN A 
MAYER—2004, 2005, 2006, 2007, 2008. KNOWLES—12971, 12972, 12973, 12974. PERKINS—2295, 2296, 
2297, 2298. 

Double Push Button, Removable Mechanism, Switches: G. E. CO.—GE731, GE732, GE733. PERKINS—2519, 

2520, 2521, 2522, 2523, 2524. 

Double Push Button, Removable Mechanism, Lock Switches: G. E. CO.—GE684, GE685, GE686. PERKINS— 
2619, 2520, 2521, 2525, 2526, 2527. 

Flush Rotary Switches: ARROW E—6250, 6251, 6252, 6253, 6254, 6255, 6256, 6257. DIAMOND H—0105, 0110, 
0120 , 0130, 0140, 0150, 0160 . G. E. CO.—60468, 60469, 60470, 60473, 60475, 60476, 60477, 60478, 60479, 6048a 
HART A HEGEMAN—600, 601, 602, 603, 604, 2263. PERKINS—2205, 2206, 2207, 2208, 2209, 2210, 2224, 2325. 

Flush Plug Receptacles: ARROW E—1064. MACHEN A MAYER—2042, 4355. PERKINS—281, 1363, 1708. 
HUBBELL—5547, 5552, 5579. TRUMBULL—1005, 1008. G. E. CO.—36817. 

Removable Flush Wall Receptacles: G. E. CO.—GE692. PERKINS—2520, 2528. 

Double Door Flush Receptacle: G. E. CO.—GE287. 

Proper fastening screws are furnished with covers, and are so held in screw holes that they can 
not fall out. 


Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel finish 
on interior of ;Condulet bodies will be furnished, at same price as all black enamel finish, 
when the order specifies galvanized finish. For special plated finishes, see page 182. For 
cast brass and cast bronze Condulet bodies, plain and with special finishes, see page 182. 
For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 


Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. No other assortment is allowed. 

3gi <s°“- 


Covert for above Condulet bodies are listed on pages 46 and 47. 
dnlet reducers are listed on page 171. 


Gasket is listed on page : 
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CONDULET BODIES—TWO-GANG FS SERIES—SHALLOW TYPE 


TWO-GANG TYPES FS, FSC AND FSD 

For Single Push Button, Double Push Button or Flush Rotary Switches (Shallow), and 

Blank Metal Covers 

Over-all Dimensions of Body, Exclusive of Hubs: Length, 4 5-8 Inches; Width, 4 9-32 Inches; 
Depth, 17-8 Inches. Furnished with Fastening Screws for Fittings 




Two-Gang Type FSD with Blank 
Metal Cover 



Two-Gang Type FSC with Cover 
for Doable Pash Button Switches 




TWO-GANG TYPE FS CONDULET BODIES—Black Enamel Finish 


Size in inches. 

in. main 

% in. main 

1 in. main 

Catalogue Number. 

FS12 

FS22 

FS32 

Standard Package. 

50 

25 

15 

Shipping Weight Std. Pkg.. 

140 lbs. 

90 lbs. 

50 lbs. 

List Price, each. 

si 20 

$1.30 

$1.40 


TWO-GANG TYPE FSC CONDULET BODIES—Black Enamel Finish 



Size in inches. 

Y 2 in. mains 

in. mains 

1 in. mains 


Catalogue Number. 

1 FSC112 

50 

150 lbs. 

$1.30 

FSC222 

25 

100 lbs. 

*1.40 

FSC332 

15 

60 lbs. 

*1.55 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 


TWO-GANG TYPE FSD CONDULET BODIES—Black Enamel Finish 


Size in inches. 

2 in. main 
y m. branches 

% in. main 
y in. branches 

1 in. main 
x /i in. branches 

Catalogue Number. 

FSD1112 

FSD2112 

FSD3112 

Standard Package. 

50 

25 

15 

Shipping Weight Std. Pkg.. 

160 lbs. 

110 lbs. 

70 lbs. 

List Price, each.[ 

*1.45 

$1.55 

*1.65 


Covers for above Condulet bodies are listed on page 48. We will furnish switches for above Condulet 
bodies, and enumerate them on page 41. For finishes and assortments, see note on page 45. 

Condulet reducen are listed on page 171. 


(Cross Reference Page 42) 
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Mail Orders Filled 
•t Prevailing Prices 


CONDULET BODIES—THREE-GANG FS SERIES—SHALLOW TYPE 

THREE-GANG TYPES FS, FSC AND FSD 

For Single Push Button, Double Push Button or Flush Rotary Switches (Shallow); Bryant 
Heater Control Combination 398 (less Plate), and Blank Metal Covers 

Over-all Dimensions of Body, Exclusive of Hubs: Length, 61-2 Inches; Width, 4 9-32 Inches; 
Depth, 17-8 Inches. Furnished with Fastening Screws for Fittings 


woi 


’-Gang Type 1 
bver for Bryi 


Type FS with Crouw-Hiads 
>r Brvant Heater Control 
Combination 338 



Three-Gang Type FS with Cover for 
Single Pu'sn Button Switches 


Three-Gang Type FS with Cover for Single Posh 
Barton Switches (Broken-sway View, 
Showing Switches Mounted) 





w 

% 

% 


. Three-Gang Type FSC with Cover for 
Flush Rotary Switches 


Three-Gang Tyne FSD with Cover for 
Double Push Button Switches 

THREE-GANG TYPE FS CONDULET BODIES 
Black Enamel Finish 

1 

Size in inches.j J in. main } in. main 1 in. main 



Catalogue Number.... FS23 FS33 

Standard Package.I Not 20 10 

Ship. Wt. Std. Pkg_j Practical 110 lbs. 60 lbs. 

I List Price, each.• $1.80 $1.95 

THREE-GANG TYPE FSC* CONDULET BODIES 
Black Enamel Finish 

Size in inches. J in. mains J in. mains 1 in. mains 


Catalogue N umber.... 

Standurd Package. 

Ship. Wt. Std. Pkg.... | 
List Price, each.I 


Not 

Practical 


FSC223 

20 

115 lbs. 

! $1.90 


FSC333 

10 

65 lbs. 
$2.05 


THREE-GANG TYPE FSD CONDULET BODIES 
Black Enamel Finish 



Size in inches . 


i J in. main I } in. main | 1 in. main 
\ in.branches \ in.branches } in.branches 


Catalogue Number.... FSD11113 FSD21113 FSD31U3 

Standard Package. 35 20 10 

I Shij). Wt. Std. Pkg.... 190 lbs. 120 lbs. 65 lbs. 

I List Price, each. $1.95 $2.15 $2.30 


Covers for a: * e Condulet bodies are listed on page 48. We will furnish switches or Bryant heater 
control combination for above Condulet bodies, and enumerate switches on page 41. For finishes 
and assortments, see note on page 40. Condulet reducers are listed 171. 


(Crom Reference Page 43) 














Quantity Prices 
Quoted on Request 


Western Electric 


857 




COVERS 

For FD and FS Series of Condulet Bodies 
Furnished with Fastening Screws 



DSS10 DS11 DSS11 DS12 



! DSS12 DS100 DSS100 


Style of Cover 

Surface 

1 Type 

Flush 

Type 

Style of Cover 

Surface 

Type 

Flush 

Type 

Standard Package. 

...| 75 

75 

| Standard Package. 

75 

75 


COVERS FOR SWITCHES AND PLUG RECEPTACLES, AND BLANK METAL COVERS 

Black Enamel Finish ' 


^or Single Push 
Button Switch 

Cat. No.. 
List, ea... 

DS7 
$ .10 

DSS7 ! For Rectangular 

* m Plug 

* * iU Receptacle 

Cat. No.jDSll 
List, ea... j $ .80 

DSS11 
$ .80 

For Double Push 
Button Switch 

Cat. No.. 
List, ea... 

DS8 
$ .10 

DSS8 1 

$ .10 

For Hubbell 
Polarity Plug 
Receptacle 5552' 

Cat. No..i DS12 
List, ea.-.. $ .20 

DSS12 
$ .20 

For Flush Rotary 
Switch 

Cat. No.. 
List, ea... 

DS9 
$ .10 

DSS9 
% .10 

Blank Metal 

Cat. No.. DS100 
List, ea... i $ .10 

DSS100 
$ .10 

For Round Plug 
Receptacle 

Cat. No.. 
List, ea... 

DS10 
% .60 

DSS10 
$ .60 

Cast Iron 

Cat. No..! DSlOOg 
List, ea... j $ .25 

DSSlOOg 
$ .25 

Shipping Weight Std. Pkg. 

30 lbs. 

35 lbs. 

Shipping Weight Std. Pkg. 35 lbs. 

40 lbs. 


Important Information Concerning Covers Listed on This and the Opposite Page 


Proper fastening screws are furnished with covers, and are so held in screw holes that they can 
not fall out. 

Finishes: Black enamel is the standard finish for metal covers, and will be furnished unless 
another finish is specified on the order. Galvanized finish wdll be furnished, if specifically 
ordered, at the same price as black enamel finish. For special plated finishes, see page 182. 
For brass and bronze covers, plain and with special finishes, see page 182. 

White enamel finish will be furnished on metal covers, if specifically ordered, at 60% increase 
over list price of blfitck enamel finish. 

All black enameled, galvanized and porcelain covers, listed on this and the opposite page, may 
be assorted to make up a standard package. 


Condulet bodies that take above covers are listed on pages 35,36,37,39,40,41 and 55. 
Listings of covers are continued on page 47. 



(Onus Reference Page 46) 
















858 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Black 

Enameled 


COVERS 

FOR FD AND FS SERIES OF CONDULET BODIES 

Furnished with Fastening: Screws 


Surface 

Type 


COVERS FOR FLUSH PLUG RECEPTACLES 

,ce Flush ~ Surface FI 

- I Type - Style of Cover Type T 

75 Standard Package 



For Hubbell “Duplex” Flush 
Plug Receptacle 6257 


or Hubbell Flush Plug Receptacle 
5547,5802 or 6051* 



DS21 

DSS21 

30 lbs. 

35 lbs. 

$ .25 

$ .25 


For Hubbell Flush Plug Receptacle 5566 


List Price, each 


• DS22 

DSS22 

30 lbs. 

35 lbs. 

$ .40 

$ .40 


Black 

Enameled 



Condulets of the FD and FS series are 
listed on pages Nos. 35 to 41, Inclusive. 


GANG COVERS 

FOR TWO-GANG FS SERIES OF CONDULET BODIES 

Furnished with Fastening Screws 


COVERS FOR FLUSH SWITCHES AND PLUG RECEPTACLES 


Black 

Enameled 


OO 



Surface 

T\’pe 


Style of Cover 
Standard Package 


Surface 

Type 


For Round Flush Plug 
Receptacles 


For Rectangular Flush Plug 
Receptacles 


SSI 02 Catalogue Number SI 12 
$1.20 . List Price, each . $1.60 


For Hubbell Polarity Plug 
Receptacle 5552 


For Hubbell “Duplex” 
Receptacle 6257 


RSI 22 

Catalogue Number 

S132 

$ .50 

. List Price, each . 

* .60 


For Hubbell Flush Plug 
Receptacle 5547. 5802 or 6051* 


For Hubbell Flush Plug 
Receptacle 5566 


S212 SS212 Catalogue Number S222 SS222 

$ .50 $ .50 . List Price, each . $ .80 $ .80 


For Single Push Switch and For Single Push Switch and 

Round Flush Plug Receptacles Rectangular Flush Plug Recept. 


SS7102 Catalogue Number S7112 
$ .80 . List Price, each . $1.20 


SS7112 

$1.20 


For Single Push Switch and For Single Push Switch and 
Hubbell Polarity Receptacle 5552 Hubbell “Duplex” Recept. 6257 



SS7122 Catalogue Number S7132 
$ .50 . List Pr‘ 


SS7132 
$ .50 


For Single Push Switch and 
Hubbell Recept.5547.5802 or 6051* 


For Single Push Switch and 
Hubbell Plug Receptacle 5566 


SS7212 
$ .50 


ERR 

' tflESR 


SS7222 
$ .50 


Black 

Enameled 



•Or Bryant “Spartan” receptacle No. 120. 

For Important information, see notes on page 47b . 


Digitized by 


(Cross Reference Page 47a) 


Google 
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GANG COVERS —Continued 

FOR TWO-GANG FS SERIES OF CONDULET BODIES 
Furnished with Fastening Screws 


COVERS FOR FLUSH SWITCHES AND PLUG RECEPTACLES—Continued 


Black 

Enameled 


Surface 

Type 


50 


Flush 

Type 


50 


Style of Cover 


Standard Package 


Surface 

Type 


50 


Flush 

Type 


50 


Black 

Enameled 


oO 


|For Double Push Switch and Round]| 
Flush Plug Receptacle 


For Double Push Switch and Rec¬ 
tangular Flush Plug Receptacle 


88102 
% .80 


SS8102 
$ .80 


Catalogue Number 
. List Price, each . 


S8112 

$1.20 


SS8112 

$1.20 




€) 


For Double Push Switch and Hub- 
bell Polarity Receptacle 0502 


For Double Push Switch and Hub- 
bell “Duplex” Receptacle 6257 


S8122 ! 

$ .50 | 

SS8122 j 
$ .50 | 

i 

Catalogue 
. List Pri 

i 

3 Number 
ce, each . 

S8I32 
* .50 

SS8132 
$ .50 

For Double Switch and Hubbell 
Receptacle 5547. 5802 or 6051* 

For Double Switch and Hubbell 
Plug Receptacle 5566 

S8212 
$ .50 

SS8212 
$ .50 

Catalogue Number 
. List Price, each . 

S8222 
$ .50 

SS8222 
* .50 


§0 


o (o' 
O 


@0 


For Rotary Switch and Round 
Flush Plug Receptacle 


For Rotary Swltchand Rectangular 
Flush Plug Receptacle 


S9102 

SS9102 

j Catalogue Number 

S9112 

SS9112 

$ .80 

$ .80 

. List Price, each . 

$1.20 

$1.20 


For Rotary Switch and Hubbell 
Polarity Receptacle 0002 


For Rotary Switch and Hubbell 
“Duplex” Receptacle 6257 


S9122 
$ .50 


SS9122 
$ .50 


Catalogue Number | S9132 
. List Price, each . $ .50 


For Rotary Switch and Hubbell 
Receptacle 5047. 5802 or 6001* 


SS9132 
$ .50 


For Rotary Switch and Hubbell 
Plug Receptacle 5566 


1 S9212 
$ .50 

889212 
$ .50 

Catalogue Number 
. List Price, each . 

89222 
$ .50 

889222 
$ .50 

For Hubbell Receptacles 6257 and 
one of 5547. 5802 or 6051 ♦ 

For Hubbell “Duplex” Receptacles 
6257 and 5566 

SI3212 
$ .50 

SSI3212 
$ .50 

Catalogue Number 
. List Price, each . 

S13222 
$ .50 

SSI3222 
* .50 

For Hubbell Receptacles 5566 and ! 
one of 5547. 5802 or 6051* 

For Round Plug Receptacle and 
Rectangular Plug Receptacle 

821222 
$ .50 

SS21222 
$ .50 

Catalogue Number 
. List Price, each . 

SI 0112 
$1.75 

SS10112 

$1.75 

For Hubbell Polarity Recept. 5552 
and one of 5547. 5802 or 6051* 

For Hubbell Polarity Recept. 5552 
and Hubbell Recept. 5566 

S12212 
$ .50 

SS12212 
$ .50 

Catalogue Number 
. List Price, each . 

S12222 
$ .50 

SSI2222 
$ .50 


@ 2 


@ 


0 


o@ 


( 0 )© 


♦Or Bryant “8partan” receptacle No. 120. 

Two-gang FS series of Condulets are listed on page 42. 

Finishes: Black enamel is the standard finish for metal covers, and will be furnished unless 
another finish is specified on the order. Galvanized finish will be furnished, if specifically 
ordered, at the same price as black enamel finish. For special metals and finishes, see page 
182. , 

White enamel finish will be furnished on metal covers, if specifically ordered, at 50% increase 
over list price of black enamel finish. 

All black enameled and galvanized covers for Condulet bodies of the FD and FS series may be 
assorted to make up a standard package, also all black enameled and galvanized covers for 
two-gang FS series of Condulet bodies. 

(Cross Reference Page 47b) 
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Western Electric 


Mail Orders Filled 
mt Prerailint Prices 


GANG COVERS 

For Two and Three-Gang Types FS, FSC and FSD Condulet Bodies 
Furnished with Fastening Screws 



S72 S82 SS92 SS1002 


COVERS FOR TWO-GANG CONDULET BODIES—Black Enamel Finish 


Style of Cover 

Surface 

Typo 

1 Flush 
Type 

j Style of Cover 

Surface 

Type 

Flush 

Type 

Standard Package. 

50 

50 

'Standard Package. 

50 

50 

For Single Push Cat.- No.. 
Button Switches List, ea... 

S72 
$ .20 

SS72 
$ .20 

For Flush Rotary 
j Switches 

Cat. No.. 
List, ea... 

S92 
$ .20 

SS92 
$ .20 

For Double Push Cat. No.. 
Button Switches List, ea... 

S82 
$ .20 

SS82 

$ .20 

Blank Metal 

Cat. No.. 
List, ea... 

S1002 
$ .20 

SS1002 
$ .20 

Shipping Weight Std. Pkg. 

30 lbs. 

35 lbs. 

Shipping Weight Std. Pkg. 

30 lbs. 

35 lbs. 


Condulet bodies that take Two-Gang covers are listed on page 42. 



COVERS FOR THREE-GANG CONDULET BODIES — Black Enamel Finish 


Style of Cover 

Surface 

Type 

Flush 

Type 

1 Style of Cover 

i 

Surface 

Type 

Flush 

Type 

Standard Package. 

35 

35 

Standard Package. 

35 

35 

For Single Push Cat. No.. 
Button Switches | List, ea... 

S73 
$ .40 

SS73 

$ .40 

Crouse-Hlnds 
Cover for Bryant 
Heater Control ! 

Cat. No.. 

S7113 

SS7113 

For Double Push! Cat. No.. 
Button Switches List, ea... 

S83 ; 

$ .40 i 

SS83 

$ .40 

Combination 398 
less Bryant j 
Plate 

List, ea... 

$1.45 

$1.45 

For Flush Rotary Cat. No.. 

Switches List ea... 

S93 
$ .40 

SS93 
$ .40 

Blank Metal 

Cat. No.. 
List, ea... 

S1003 
$ .40 . 

SS1003 
$ .40 

Shipping Weight Std. Pkg. 

30 lbs. 

35 lbs. 

| Shipping W T eight Std. Pkg. 

40 lbs. 

45 lbs. 


Condulet bodies that take Three-Gang covers are listed on page 43. 


Important Information Concerning Covers Listed on This Page 

Proper fastening screws are furnished with covers, and are so held in screw holes that they can 
not fall out. 

Finishes: Black enamel is the standard finish for metal covers, and will be furnished unless 
another finish is specified on the order. Galvanized finish will be furnished, if specifically 
ordered, at same price as black enamel finish. For special plated finishes, see page 182. 
For brass and bronze covers, plain and with special finishes, see page 182. 

White enamel finish will be furnished on metal covers, if specifically ordered, at 60% increase 
over list price of black enamel finish. 

All black enameled and galvanized covers for Two-Gang FS series Condulet bodies may be 
assorted to make up a standard package. 

All black enameled and galvanized covers for Three-Gang FS series Condulet bodies may be 
assorted to make up a standard package. 

(Pros* P»gf* 4H) 
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CONDULETS 

TYPE FF —SERVICE ENTRANCE 

Fused and Weather-Proof—For 250 Volt Cartridge or 125 Volt Plug Fuse Cut-outs 

Furnished with Universal Cut-out fastening Plate, Porcelain Bushings and all necessary 
Bolts and Screws, but without Cut-out 


For 30 Ampere, 260 Volt Cartridge or 125 Volt Plug Fuse, N. E. C. Main Line Cut-outs—Cut-outs 

not Furnished 



Padlock is not included in list prices 


i Style of 
Cut-out 

Size in inches. 

1/2 

v* 

1 

2 - wire 
or 

3- wire | 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

I List Price, each.I 

FF13022 1 
20 

200 lbs. 
*3.90 

FF23022 ; 
20 

230 Iba. 
*4.00 

FF33022 

10 

140 lbs. 
$4.10 

Style of 
Cut-out 

Size in inches. 

3 /4 

1 

IV* 

4-wire 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

FF23042 

20 

280 lbs. 
$4.75 

FF33042 

10 

180 lbs. 
$4.90 

FF43042 

10 

195 lbs. 
$5.10 


For 60 Ampere, 250 Volt, N. B. C. Main Line Cut-outs—Cut-outs not Furnished 



Style of 
Cut-out 

1 

1V4 

Size in inches 

Style of 
Cut-out 

1 

iv* 



2- wire 
or 

3- wire 

FF36022 

10 

170 lbs. 
$5.00 

FF46022 

10 

185 lbs. 
$5.10 

.. .Cat. No— 
...Std. Pkg... 
.W r t. Std. Pkg. 

.. List, each... 

4-wire 

FF36042 

10 

195 lbs. 
*6.85 

FF46042 

10 

210 lbs. 
*7.00 



For 100 Ampere, 250 Volt, N. B. G. Main Line Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

1 

m 

2 

Size in inches 

Style of 
Cut-out 

IV* 

1% 

2 

2- wire 
or 

3- wire 

FF310022 

10 

250 lbs. 
$9.90 

FF510022 

5 

145 lbs. 
$10.30 

FF610022 

5 

150 lbs. 
110.50 

...Cat. No.... 
...Std. Pkg... 
.Wt. Std. Pkg. 

.. List, each... 

4-wire 

FF410042 

10 

300 lbs. 
$12.10 

FF510042 

5 

175 lbs. 
$12.30 

FF610042 

5 

170 lbs. 
112.50 


We will furnish cut-outs for above Condulets, and the universal cut-out fastening plates, furnished 
with the Condulets, take the following cut-outs: 


30 Ampere, 250 Volt, Cartridge and 125 Volt, Plug Fuse Cut-outs 

2- Wire: BRYANT—(Cartridge) 1917, (Plug) 62965. D. A W.— (Cartridge) 91102. G. E. CO.—(Cartridge) 34367, 

(Plug) 62965. NOARK—(Cartridge) 3327. PAISTE—(Cartridge) 72965, (Plug) 2965. SHAWMUT—(Cartridge) 
2077. TRUMBULL—(Cartridge) 29653, (Plug) 2965. WEBER—(Plug) 62965. UNION—(Cartridge) 2010. 

3- Wire: BRYANT—(Cartridge) 1924, (Plug) 62165. D. A W.— (Cartridge) 91103. G. E. CO.—(Cartridge) 34372, 

(Plug) 62165. NOARK—(Cartridge) 3328. PAISTE—(Cartridge) 72165, (Plug) 2165. SHAWMUT— 
(Cartridge) 2079. TRUMBULL—(Cartridge) 21653, (Plug) 2165. WEBER—(Plug) 62165. UNION—(Car¬ 
tridge) 2012. 

4 - Wire: Mount two 2-wire cut-outs side by side. 


60 Ampere, 250 Volt, Cut-outs 

2- Wire: BRYANT— (Cartridge) 1918. D. A W.— (Cartridge) 91108. G. E. CO.— (Cartridge) 34376. NOARK— 

(Cartridge) 3329. PAISTE— (Cartridge) 82965. SHAWMUT— (Cartridge) 2078. TRUMBULL— (Cartridge) 
29656. UNION— (Cartridge) 2011. 

3- Wire: BRYANT— (Cartridge) 1925. D. A W.— (Cartridge) 91109. G. E. CO.— (Cartridge) 34377. NOARK— 

(Cartridge) 3330. PAISTE—(Cartridge) 82165. SHAWMUT—(Cartridge) 2080. TRUMBULL—(Cartridge) 
21656. UNION—(Cartridge) 2013. 

4- Wire: Mount two 2-wire cut-outs side by side. 


100 Ampere, 250 Volt, Cut-outs 

2- Wire: BRYANT —(Cartridge) 271. D. A W. —(Cartridge) 91119. G. E. CO. —(Cartridge) 36801. 

(Cartridge) 3331. SHAWMUT —(Cartridge) 2101. UNION— (Cartridge) 2014. 

3- Wire: BRYANT— (Cartridge) 272. D. AW.— (Cartridge) 91120. G. E. CO.— (Cartridge) 36800. 

(Cartridge) 3332. SHAWMUT— (Cartridge) 2102. UNION— (Cartridge) 2015. 

4- Wire: Mount two 2-wire cut-outs side by side. 

Padloek Is not Included in prices for Condulets. 

For finishes and assortments, see note on page 57. 


NOARK— 

NOARK— 


Condulet reducers are listed on page 171. 

Condulets of the FF series are continued on page 52. 

(Cross Reference Page 51) 


Digitized by 


Google 














862 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDULETS—FOR CONTROL OF HEATING DEVICES 

TYPE—FH TYPE—FHF 


Furnished with Crouse-Hlnds Receptacle 
C337G, Adjustable Bar for Round Base 
Switch or Plug Receptacle and all 
necessary Fastening Screws 


Furnished with Pilot Lamp Receptacle, Uni¬ 
versal Cut-out Fastening Plate, Adapting 
Rings and Adjustable Bars for Switch 
and Attachment Plug Receptacle, 
Jewel in Cover and all necessary 
Bolts and Screws 



Type FH 

Showing Sup Switch, Flash Plug RscepUale, 
Cover DS10. Crouse-Hinds Receptacle (3376 
with Guard and Incandescent 
. Lamp Mounted 


Type FIF 

Roving Snap Switch, Cut-out, Incandescent lamp 
and Attachment Plug Receptacle Mounted 
(Broken-away View) 


TYPE FH CONDULETS—Black Enamel Finish 


Size in inches 



Form Catalogue Number.. 
10 Standard Package... 
Ship. Wt. Std. Pkg.. 
_I List Price, each 

! Size in inches. 

Form Catalogue Number.. 
20 Standard Package.. . 

I Ship. Wt. Std. Pkg.. 
_ List Price, each_ 


L % 

3 /4 

1 

FH110 

FH210 

FH310 

15 

15 

10 

; 95 lbs. 

100 lbs. 

75 lbs. 

$2.50 

$2.80 

$2.70 

i % 

3 -1 

1 

; FH120 

FH220 

FH320 

15 

15 

10 

120 lbs. 

125 lbs. 

90 lbs. 

$3.00 

$3.10 

$3.20 


TYPE FHF CONDULETS—Black Enamel Finish 



Size in inches. 

Vz 

% 


Catalogue Number. 

FHF120 

FHF220 

Standard Package. 

15 

15 

Ship. Wt. Std. Pkg. 

130 lbs. 

130 lbs. 

List Price, each. 

$4.65 

$4.75 


Important Information Concerning Condulets Listed on This Page. 

The adjustable bars and adapting rings furnished with each Condulet permit the proper mounting of 
any switch or Form 5 or Form 10, (or in case of type FHF Condulet, any Form 20) attachment plug 
receptacle enumerated on page 62 or 63. 

The universal cut-out fastening plate, furnished with each type FHF Condulet, takes any of the follow¬ 
ing 2-wlre, 30 ampere, 250 volt cartridge, or 2-wire, 30 ampere, 125 volt, plug fuse cut-outs: 

BRYANT—(Cartridge) 1917, (Plug) 62965. D. & W—(Cartridge) 91102. G. E- CO—(Cartridge) 34367, (Plug) 
62965. NOARK—(Cartridge) 3327. PAI8TE—(Cartridge) 72965, (Plug) 2965. SHAWMUT-(Cartridge) 2077. 
TRUMBULL— (Cartridge) 29653, (Plug) 2965. WEBER-(Plug) 62965. UNION—(Cartridge) 2010. 

Type FHF Condulets are designed to take style H (bulb 89) lamp. 

Type FH Condulet bodies take covers D87, DS8, DS9, DS10, DS11 and DS12, listed on page 46. Receptacle 
C337G is listed separately on page 190. Condulet reducers are listed on page 171. 


For finishes and assortments, see note on page 57. 

(Cross Reference Page 55) 
3712 
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CONDULET BODIES—G AND H SERIES 

TYPES G AND GA 

Take Round Covers; 5, 10 or 20 Ampere Round Base Switches, 
or Round Base Fittings 

Furnished with Adjustable Bar and all necessary Fastening Screws 



Typ«G 

Showing Snap Switch Mounted 
(Brokon-awaj View Illustrating use of Adjustable Bar 
in Fastening Fitting or Cover to a Condulet Body 
of the G and H Series) 


Condulet bodies of the G and H series are so 
designed that covers, switches or fittings are fas¬ 
tened to them by means of an adjustable bar and 
two screws. The adjustable bar permits switch or 
fitting to be mounted in any desired position. 

A gasket may be used between cover or fitting 
and Condulet body. 

Gaskets are not furnished with Condulet bodies, 
and if desired must be ordered separately. 


Form 5, Form 10 and Form 20 are designations to indicate sizes of Condulet bodies which take 
fittings correspondingly classified on pages 62 and 63. The dimensions of these Condulet 
bodies arc scheduled on page 56. 


b6b 

TypeG 



Type GA 

Size 

TYPE G BODIES 

Black Enamol 
Finish 

Size 

TYPE GA BODIES 

Form 5 

Form 10 

Form 20 

P'orm 5 

Form 10 

Form 20 

Vr 

inch 

G151 

100 

110 lbs. 

$ .55 

G1101 

75 

90 lbs. 

$ .65 

G1201 

50 

75 lbs. 

$ .90 

.Catalogue Number. 

Standard Package.. 
.Ship. Wt. Std. Pkg.. , 

...List Price, each... | 

Vi- 

inch 

GA151 

100 

120 lbs. 

$ .75 

GA1101 

75 

100 lbs. 

$ .85 

GA1201 

50 

80 lbs. 
$1.10 

3 4- 

inch 

G252 

50 

75 lbs. 

$ 65 

G2102 

25 

55 lbs. 

$ .80 

G2202 

25 

60 lbs. 

$ .95 

.Catalogue Number. 

| ..Standard Package.. 
.Ship. Wt. Std. Pkg.. 

! . ..List Price, each... 

3 /4- 

inch 

GA252 

50 

80 lbs. 

$ .85 

GA2102 

25 

60 lbs. 
$1.00 

GA2202 

25 

65 lbs. 
$1.20 

1- 

inch 

G353 

25 

60 lbs. 

$ .90 

G3103 

25 

65 lbs. 
$1.00 

G3203 

25 

70 lbs. 1 
$1.20 

.Catalogue Number, 
j ..Standard Package.. 1 

1 .Ship. Wt. Std. Pkg.. | 

| ...List Price, each... 

1- 

inch 

GA353 

25 

65 lbs. 
$1.10 

GA3103 

25 

70 lbs. 
$1.20 

GA3203 

25 

75 lbs. 
$1.50 


Important Information Concerning Condulet Bodies Listed on This Page 


Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast brass and cast bronze Condulet bodies,' plain and with special finishes, see page 
182. For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type, size and form may be assorted 
to make up a standard package. No other assortment is allowed. 

We will furnish switches or fittings for above Condulet bodies, and enumerate them on pages 62 and 
63. 


Gaskets are listed on page 176. Condulet reducers are listed on page 171. 
Covers for Condulet bodies of the G and H series are listed on page 61. 


Condulet bodies of the G and H series are listed on pages 57 to 60, inclusive. 

_ _ zed by v. 

(Cross Reference Page 57) 
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CONDULET BODIES—G AND H SERIES—Continued 

TYPES GL, GLA, GT AND GTA 

Take Round Covers; 5, 10 or 20 Ampere Round Base Switches, 
or Round Base Fittings 


Furnished with Adjustable Bar and all necessary Fastening Screws 


Ai 

Type GL 

Type GLi 

Size 

j TYPE GL BODIES 

Black Enamel 
Finish 

| Size 

| TYPE GLA BODIES 

Form 5 

Form 10 Form 20 

Form 5 

Form 10 

Form 20 

Vt 

inch 

GL151 

100 

110 lbs. 

$ .60 

GL1101 IGL120T1 
75 50 

100 lbs. 80 lbs. 

$ .70 1 .95 

.. .Catalogue No... 
.Standard Package. 

. Weight Std. Pkg.; 
j..List Price, each.. 

j Vr 

inch 

i 

GLA151 

100 

130 lbs. 

$ .75 1 

GLA 1101 
75 

110 lbs. 

$ .85 

GLA 1201 
50 

90 lbs. 
$1.10 

3 / 4 * 

inch 

GL252 

50 

75 lbs. 

$ .70 

GL2102 GL2202 , 

25 25 , 

55 lbs. 1 60 lbs. 

$ .85 $1.05 

. ..Catalogue No... 
.Standard Package. 1 
.Weight Std. Pkg. 
..List Price, each.. 

1 

%- 

inch 

i 

GLA252 

50 

95 lbs. 

$ .85 

GLA 2102 
25 

60 lbs. 
$1.00 

GLA 2202 
25 

65 lbs. 
$1.20 

1- 

inch 

GL353 

25 

60 lbs. 

$ .95 

GL3103 

25 

65 lbs. 
$1.05 

GL3203 | 

125 

! 75 lbs. j 

1 $1.35 

. ..Catalogue No...! 
.Standard Package. 
.Weight Std. Pkg. 

. .List Price, each.. 

1 

1- 

inch 

GLA353 

25 

60 lbs. 
$1.10 

GLA 3103 
25 

65 lbs. 
$1.20 

GLA3203 
25 

60 lbs. 
$1.50 

Tn»GT 

TjpSTl 

Size 

r TYPE GT BODIES , 

Black Bnamel 
Finish 

Size 

| TYPE GTA BODIES 

Form 5 

Form 10 

Form 20 

Form 5 | 

| Form 10 | Form 20 

Vi- 

inch 

GT151 

100 

110 lbs 
$ .75 

GT1101 

75 

100 lbs. 

$ .85 

GT1201 ! 

fin 

80 lbs. 

$1.10 1 

. ..Catalogue No.. J 
.Standard Package.! 
.Weight Std. Pkg.| 
..List Pnce, each.. 

V 4 - 

inch 

GTA151 

100 

160 lbs. 
$..90 

GTA1101 

75 

120 lbs. 
$1.00 

GTA 1201 
50 

100 lbs. 
$1.25 

3 A- 

inch 

GT252 

50 

75 lbs. 

$ .85 

GT2102 

25 

55 lbs. 
$1.00 

GT2202 
25 ! 

60 lbs. 1 
$1.20 l 

. ..Catalogue No., .j 
.Standard Package; 
.Weight Std. Pkg., 
..List Price, each..: 

s 4 - 

inch 

GTA252 

50 

100 lbs. 
$1.00 

GTA2102 

25 

60 lbs. 
$1.15 

GTA2202 

25 

65 lbs. 
$1.40 

1 - 

inch 

GT353 

25 

60 lbs. 
$1.10 

GT3103 

25 

65 lbs. 
$1.20 

GT3203 
25 1 

75 lbs. 
$1.50 

. ..Catalogue No., .j 
.Standard Package, 
j. Weight Std. Pkg. 
.List Price, each.. 

1- 

inch 

GTA353 

25 

60 lbs. 
$1.35 

GTA3103 

25 

65 lbs. 
$1.45 

GTA3203 

25 

75 lbs. 
$1.80 


Form 5, Form 10 and Form 20 are designations to indicate sizes of Condulet bodies which take 
fittings correspondingly classified on pages 62 and 63. The dimensions of these Condulet 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast brass and cast bronze Condulet bodies, plain and with special finishes, see page 182. 
For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type, size and form may be 
assorted to make up a standard package. No other assortment is allowed. 

We will furnish switches or fittings for above Condulet bodies, and enumerate them on pages 68 
and 63. 


Gaskets are listed on page 176. Condulet reducers are listed on page 171. 
Covers for Condulet bodies of the G and H series are listed on page 61. 


Condulet bodies of the G and H series are listed on pages 67 to 60, Inclusive. 
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CONDULET BODIES—G AND H SERIES—Continued 

TYPES GX, GXA, H AND HA 

Take Round Covers; 5, 10 or 20 Ampere Round Base Switches, 
or Round Base Fittings 

Furnished with Adjustable Bar and all necessary Fastening Screws 


Size 

TYPE GX BODIES 

Black Enamel 

Size 

TYPE 

GXA BODIES 


Form 5 

| Form 10 

Form 20 

Finish 


Form 5 

1 Form 10 

1 Form 20 


GX151 

GX1101 

GX1201 

. ..Catalogue No... 


GXA151 

GXA1101 GXA 1201 

y 2 - 

100 

75 

50 

.. .Standard Pkg... 

Vt- 

100 

75 

50 

inch 

130 lbs. 

120 lbs. 

100 lbs. 

Ship. Wt. Std. Pkg. 

inch 

180 lbs. 

150 lbs. 

110 lbs. 


$ .90 

$1.00 

$1.25 

.. List Price, each.. 


$1.05 

$1.15 

$1.40 


GX252 

GX2102 

GX2202 

. ..Catalogue No... 


GXA252 

GXA2102 GXA2202 

3 /4- 

50 

25 

25 

.. .Standard Pkg... 

3 A- 

50 

25 

25 

inch 

85 lbs. 

70 lbs. 

80 lbs. 

Ship. Wt. Std. Pkg. 

inch 

110 lbs. 

75 lbs. 

80 lbs. 


$1.00 

$1.15 

$1.40 

.. List Price,"each.. 


$1.15 

$1.30 

$1.60 


GX353 

GX3103 

GX3203 

. ..Catalogue No... 


GXA353 

GXA3103 GXA3203 

1- 

25 

25 

25 

j. ..Standard Pkg... 

1- 

25 

25 

25 

inch 

70 lbs. 

80 lbs. 

95 lbs. 

Ship. Wt. Std. Pkg. 

inch 

75 lbs. 

80 lbs. 

85 lbs. 


$1.35 

|$1.45 

$1.80 

|. .List Price, each.. 


$1.55 

$1.65 

$2.00 


Size 

TYPE H BODIES 

Form 5 | Form 10 | Form 20 

Black Enamel 
Finish 

Size 

TYPE HA BODIES 

Form 5 | Form 10 Form 20 

Vr 

inch 

H15 

100 

100 lbs. 

$ .45 

H110 

75 

85 lbs. 

$ .55 

II120 

50 

80 lbs. 

$ .80 

. ..Catalogue No... 

.. .Standard Pkg... 
Ship. Wt. Std. Pkg. 

.. List Price, each.. 

Vi- 

inch 

HA15 

100 

110 lbs. 

$ .50 

HA110 

75 

95 lbs. 

$ .60 

HA120 

50 

95 lbs. 

$ .85 

%- 

inch 

H25 

50 

70 lbs. 

$ .55 

H210 

25 

50 lbs. 

$ .70 

H220 

25 

60 lbs. 

$ .85 

. ..Catalogue No... 

.. .Standard Pkg... 
Ship. Wt. Std. Pkg. 

.. List Price, each.. 

3 A- 

inch 

HA25 

80 lbs. 

$ .60 

HA210 

25 

60 lbs. 

$ .75 

HA220 

25 

65 lbs. 

$ .90 

1- 

inch 

H35 

50 lbs. 

$ .80 

H310 

25 

60 lbs. 

$ .90 

H320 

25 

70 lbs. 
$1.10 

.. .Catalogue No... 1 
. ..Standard Pkg... 
Ship. Wt. Std. PkgJ 
. .List Price, each. .| 

1- 

inch 

HA35 

25 

60 lbs. 

$ .85 

HA310 

25 

65 lbs. 

$ .95 

HA320 

25 

75 lbs. 
$1.20 


Form 5, Form 10 and Form 20 are designations to indicate sizes of Condulet bodies which take 
fittings correspondingly classified on pages 62 and 63. The dimensions of these Condulet 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast brass and cast bronze Condulet bodies, plain and with special finishes, see page 182. 
For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type, size and form may be assorted 
to make up a standard package. No other assortment is allowed. 

We will furnish switches or fittings for above Condulet bodies, and enumerate them on pages 62 
and 63. 

Gaskets are listed on page 176. Condulet reducers are listed on page 171. 

Covers for Condulet bodies of the G and H series are listed on page 61. 

Condulet bodies of the G'and H series are listed on pages 57 to 60, Inclusive. 
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Mail Orders Filled 
at Prevailing Prices 


CONDULET BODIES—G AND H SERIES—Continued 

TYPES HH, HHC, HLA AND GXB 

Take Round Covers; 5, 10 or 20 Ampere Round Base Switches, or Round Base Fittings— 
Except Type GXB which is made in Form 10 Only 
Furnished with Adjustable Bar and all necessary Fastening Screws 



Type HH 



Type HHC 


Size 

TYPE HH BODIES 

Black Enamel 
Finish 

Size 

TYPE HHC BODIES 

Form 5 

Form 10 

Form 20 

Form 5 

Form 10 

Form 20 

1/2- 

inch 

HHlol 

100 

130 lbs. 

$ .53 

HH1101 

75 

110 lbs. 

$ .65 

HH1201 

50 

100 lbs. 

$ .90 

. ..Catalogue No... 

. ..Standard Pkg... 
Ship. Wt. Std. Pkg. 
.. List Price, each.. 

1 / 2 - 

inch 

HHC151 

100 

160 lbs. 

$ .75 

HHC1101 

75 

140 lbs. 

$ .85 

HHC1201 

50 

110 lbs. 
$1.10 

3 4- 

inch 

HH252 

50 

95 lbs. 

$ .65 

HH2102 

25 

65 lbs. 

$ .80 

HH2202 

25 

75 lbs. 

$ .95 

. ..Catalogue No... 

.. .Standard Pkg... 
Ship. Wt. Std. Pkg. 

.. List Price' each.. 

s /4- 

inch 

HHC252 

100 lbs. 

$ .85 

HHC2102 

25 

70 lbs. 
$1.00 

HHC2202 

25 

85 lbs. 
$1.20 

1- 

inch 

HH353 

25 

65 lbs. 

$ 90 

HH3103 

25 

70 lbs. 
$1.00 

HH3203 

25 

75 lbs. 
$1.20 

. ..Catalogue No... 

.. .Standard Pkg... 
Ship. Wt. Std. Pkg. 

.. List Price, each.. 

1- 

inch 

HHC353 

25 

75 lbs. 
$1.10 

HHC3103 

25 

80 lbs. 
$1.20 

HHC3203 

25 

90 lbs. 
$1.50 



Type HU 



Type GXB 


Size 


TYPE HLA BODIES 


Form 5 | Form 10 I Form 20 



HLA151 

HLA 1101 HLA 1201 

'/r 

100 

75 

50 

inch 

130 lbs. 

110 lbs. 

100 lbs. 


$ .60 

$ .70 

$ .95 


HLA252 

HLA 2102 

HLA 2202 

3 /4* 

50 

25 

25 

inch 

95 lbs. 

65 lbs. 

75 lbs. 


$ .70 

$ .85 

$1.05 


HLA353 

HLA 3103 

HLA 3203 

1- 

25 

25 

25 

inch 

65 lbs. 

70 lbs. 

75 lbs. 


$ .95 

$1.05 

$1.35 


Black Enamel 
Finish 


TYPE GXB BODIES 


. ..Catalogue No.. .1 
. ..Standard Pkg.. .1 
(Ship. Wt Std. Pkg.j 
.. List Price, each.. 

.. .Catalogue No... 

. ..Standard Pkg... 
(Ship. Wt. Std. Pkg' 
.. List Price, each.. 


Size | Form 10 | Size | Form 10 
GXBH02 
76 

290 lbs. 
$1.60 


All 
Hubs 
Vi- inch 


|GXB1101| 

75 

270 lbs. 
$1.50 


Back Hub'* 
Vi-inch 
SideHubsl 
Vi-inch 


. ..Catalogue No... 

.. .Standard Pkg... 
(Ship. Wt. Std. Pkg. | 
. .Lis t Price, each.. | 



Combination of type GXB and type I Condolota, 
_formin g an E lectrolier_ 


Form 6, Form 10 and Form 20 are designations to indicate sizes of Condulet bodies which take 
fittings correspondingly classified on pages 62 and 63. 

Important Information Concerning Condulet Bodies Listed on This Page 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast brass and cast bronze Condulet bodies, plain and with special finishes, see page 182. 
For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type, size and form may be 
assorted to make up a standard package. No other assortment is allowed. 

We will furnish switches or fittings for above Condulet bodies, and enumerate them on pages 62 
and 63. 

Gaskets are listed on page 176. Condulet reducers are listed on page 171. 

Covers for Condulet bodies of the G and H series are listed on page 61. 

Condulet bodies of the G and H series are listed on pages 57 to 60, inclusive. 
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COVERS 

Fcr G and H Series of Condulet Bodies 
Furnished with Fastening Screws 



Size of Cover. 

For 

Form 5 or 
Form 10 
Bodies 

For 

Form 20 
Bodies 

Size of Cover. 

For 

Form 5 or 
Form 10 
Bodies 

For 

Form 20 
Bodies 

Std. Pkg. Assorted.. 

3 00 7 

50 

Std. Pkg. Assorted.. 

100 

50 


Porcelain, l-Wir® Hole 




Porcelain, l-Wire Hole 


PORCELAIN COVERS WITH WIRE HOLES 


i Cat. No., 
1 * wire List, each 
, . Cat. No.. 

~ wire Lis t, each 
Weight Std. Pkg., 


5101 1201 . . Cat. No.. 

$ .10 8 .25 3-wire List, each 

5102 202 . Cat. No.. 

$ .10 $ 25 *~ wi re List, each 

45 lbs. 60 lbs. Weig ht Std. P kg.. 


1510400 20400 


45 lbs. 60 lbs. 


METAL COVERS WITH NIPPLES— Black Enamel Finish 


Metal, Male Nipple 

Metal, Female Nipple 

£ t £ 

Porcelain, Male Nipple 

Poroelain, Female Nipple 


'/s' 

Male 

Cat. No_ 

List, each .. 

5105 
g .20 

205 

8 35 

vc 

Male 

Cat. No.... 
List, each.. 

5107 

8 .25 

207 
% .40 

VC 

Female 

Cat. No_ 

List, each.. 

5100 
* .20 

206 

8 35 

%' 

Female 

Cat. No.... 
List, each.. 

5108 
$ .25 

208 
$ .40 

V.' 

Male 

Cat. No_ 

List, each .. 

51013 

8 23 

2013 
$ .38 

VC 

Male 

Cat. No.... 
List, each.. 

51015 
% .30 

2015 

8 .45 

Va Cat. No.... 

Female List, each . . 

| Weight Std. Pkg- 

51014 

8 23 

30 lbs. 

2014 

8 .38 ! 
35 lbs. | 

i/ 2 ' | Cat. No.... 

Female | List, each .. 
Weight Std. Pkg_ 

51016 
$ 30 

25 lbs. 

2016 

8 .45 

30 lbs. 

PORCELAIN COVERS WITH NIPPLES 

VC 

Male 

Cat. No_ 

List, each.. 

5109 

8 .25 

209 

$ .43 | 

VC 

Male 

Cat. No_ 

List, each.. 

51011 

8 .35 

2011 

8 .53 

VC 

Female 

Cat. No_ 

List, each.. 

51010 

8 .25 

2010 

8 43 | 

VC 

Female 

Cat. No.... 
List, each.. 

51012 

8 .35 

2012 

8 .53 

vc 

Male 

Cat. No.... 
List, each.. 

51019 

8 .30 

2019 
$ .48 

VC 

Male 

Cat. No.... 
List, each.. 

51021 
% .40 

2021 

8 .58 

VC 

Female 

Cat. No_ 

List, each .. 

51020 

8 .30 

2020 

8 .48 1 

VC 

Female 

Cat. No_ 

List, each .. 

51022 

8 .40 

2022 

8 .58 

1 Weight Std. Pkg- 

60 lbs. 

55 lbs. 1 

Weight Std. Pkg_ 

60 lbs. 

55 lbs. 


BLANK METAL COVERS—Black Enamel Finish 


Style of Cover g t _. 

-- For - 

. Catalogue Number . Form 20 2000 
..Standard Package.. Bodies ^ 

.. Weight Std. Pkg .. 20 lfc 


Sheet Cast n _ Sheet Cast 

For Steel Iron Style of Cover ^ Steel_ Iron 

Form 5 or 5 io(X) 51000g . Catalogue Number . Form 20 2000 2000g 

Blank Metal Form 10 i()0 100 ..Standard Package.. Bodies 50 50 

Bodies 20 lbs. 20 lbs. .. Weight Std. Pkg .. 20 lbs. 20 lbs. 

_8 ,08 8 .16 .List, each. .$_.23_ $ .30 

The same covers fit both Form 5 and Form 10 Condulet bodies, and these covers are inter¬ 
changeable on any Form 5 or Form 10 Condulet body of the G and H series. 

Covers for Form 20 Condulet bodies are interchangeable on any Form 20 Condulet body of 
the G and II series. 

Proper fastening screws are furnished with covers, and are so held in screw holes that they 
can not fall out. 

Finishes: Black enamel is the standard finish for metal covers, and will be furnished unless 
another finish is specified on the order. Galvanized finish will be furnished, if specifically 
ordered, at same price as black enamel finish. For special plated finishes, see page 182. 
For brass and bronze covers, plain and with special finishes, see page 182. For aluminum 
covers, plain and with black enamel finish, see page 182. 

Black enameled, galvanized and porcelain covers of the same size may be assorted to make 
up a standard package, regardless of style of cover. No other assortment of covers only 
is allowed. 

Standard package discount is allowed on covers when an order is for a standard package of 
Condulet bodies and an equal number of covers for those bodies. 

Condulet bodies of the 6 and H series are listed on pages 57 to 60, inclusive. Gaskets are listed 
on page 176. For sixes of wire holes in covers, see page 172. 
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Weston Electric 


Mafl Orders Filled 
at Prevailing Prices 


CONDULET BODIES—J AND K SERIES 

TYPES J, JA AND JB 

Take Norbitt Conduletto Fittings and Blank Metal Cover 



Type J 

Shoving Norbitt Conduletto Receptacle with Shade Holder Groove 
Mounted (Broken-away and Eiploded Yiev) 


Condulet bodies of the J and K series are so 
designed that the bases of Norbitt Conduletto 
fittings or blank metal covers fasten to them by 
means of a single screw. 

The cap of the Norbitt Conduletto Hubbell 
plug receptacle is secured to its base by a single 
center screw. 

The cap of a Norbitt Conduletto receptacle or 
rosette is secured to its base by two screws, which 
also complete the electrical connection. 

A gasket is furnished with each Norbitt Con¬ 
duletto fitting and blank metal cover, and makes 
the installation weatherproof. 


TYPE J CONDULET BODIES—Black Enamel Finish 



Size in inches. 

V2 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, eacn. 

Jll 

200 

240 lbs. 

$ .60 

J22 

100 

150 lbs. 

$ .75 

J33 

50 

80 lbs. 
*1.05 


TYPE JA CONDULET BODIES—Black Enamel Finish 

• 

Size in inches. 

1 % 

% 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, eacn. 

JAll 

100 

1 130 lbs. 

1$ .70 

JA22 

75 

110 lbs. 

* .85 

JA33 

rvn 

80 lbs. 
$1.15 

□ 

TYPE JB CONDULET BODIES—Black Enamel Finish 

Size in inches. 

% 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

JB11 

100 

140 lbs. 

$ .70 

JB22 

75 

120 lbs. 

$ .85 

JB33 

50 

90 lbs. 
$1.15 


Important Information Concerning Condulet Bodies Listed on This Page 

Norbitt Conduletto fittings and the blank metal cover are made in one size only, and are 
interchangeable on all Condulet bodies of the J and K series. 

Proper fastening screws are furnished with Norbitt Conduletto fittings and blank metal cover, 
and are so held in screw holes that they can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast brass and cast bronze Condulet bodies, plain and with special finishes, see page 182. 
For aluminum Condulet bodies, plain and with olack enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. No other assortment is allowed. 

Norbitt Conduletto fittings are listed on page 187. Blank metal oover Is listed on page 67. Gasket for 
Norbitt Conduletto fittings and blank metal cover is listed on page 176. Condulet reducers are 
listed on page 171. 

bendulet bodies of the J and K series are listed on pages 66 to 67, Inclusive. 
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CONDULET BODIES—J AND K SERIES—Continued 

TYPES JL, JT, JU, JX AND K 

Take Norbitt Conduletto Fittings and Blank Metal Cover 



TYPE JL CONDULET BODIES— Black Enamel Finish 


Size in inches. 

% 

3 A 

1 

Catalogue Number. 

JLll 

JL22 

JL33 

Standard Package. 

100 

75 

50 

Shipping Weight Std. Pkg. 

140 lbs. 

120 lbs. 

90 lbs. 

List Price, each. 

$ .85 

$ .95 

$1.05 



TYPE JT CONDULET BODIES— Black Enamel Finish 


Size in inches. 

% 

3 A 

1 

Catalogue Number. 

JTlll 

JT222 

JT333 

Standard Package. 

100 

75 

50 

Shipping Weight Std. Pkg. 

150 lbs. 

130 lbs. 

100 lbs. 

List Price, each. 

$ .95 

$1.05 

$1.15 



TYPE JU CONDULET BODIES—Black Enamel Finish 

Size in inches. 

V4 

3 /4 

1 

-9 - 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

JU11 

100 

160 lbs. 

$ .70 

JU22 

75 

140 lbs. 

% .85 

JU33 

no lbs. 
$1.15 


TYPE JX CONDULET BODIES—Black Enamel Finish 

Size in inches. 

Vi 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

JX1111 

100 

180 lbs. 
$1.05 

JX2222 

75 

140 lbs. 
$1.15 

JX3333 

50 

120 lbs. 
$1.30 


TYPE K CONDULET BODIES—Black Enamel Finish 

• 

Size in inches. 

1/2 

3 A 

i 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

K1 

100 

100 lbs. 

$ .50 

K2 

75 

85 lbs. 

$ .65 

K3 

70 lbs. 

$ .95 


Important Information Concerning Condulet Bodies Listed on This Page 

Norbitt Conduletto fittings and the blank metal cover are made in one size only, and are 
interchangeable on all Condulet bodies of the J and K series. 

Proper fastening screws are furnished with Norbitt Conduletto fittings and blank metal cover, 
and are so held in screw holes that they can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished un¬ 
less another finish is specified on the order. Galvanized finish on exterior and black 
enamel finish on interior of Condulet bodies will be furnished, at same price as all black 
enamel finish, when the order specifies galvanized finish. For special plated finishes, see 
page 182. For cast brass and cast bronze Condulet bodies, plain and with special finishes, 
see page 182. For aluminum Condulet bodies, plain and with black enamel finish, see 
page 182. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted 
to make up a standard package. No other assortment is allowed. 

Norbitt Conduletto fittings are listed on page 187. Blank metal cover is listed on opposite page. 
Gasket for Norbitt Conduletto fittings and blank metal cover is listed on page 176. Condulet 
reducers are listed on page 171. 

Condulet bodies of the J and K series are listed on pages 65 to 67, inclusive. 

(Cross Reference Page 66) 























870 


Western Electric 


Mail Oiden Filled 
at Prevailing Prices 


CONDULET BODIES—J AND K SERIES—Continued 

TYPES KA, KB, KC AND KD 

Take Norbitt Conduletto Fittings and Blank Metal Cover 





TYPE KA CONDULET BODIES—Black Enamel Finish 


Size in inches. 

'/2 1 3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each . 

KA1 

100 

110 lbs. 

% .60 

KA2 

75 

90 lbs. 

$ .75 

KA3 

50 

75 lbs. 
$1.05 

TYPE KB CONDULET BODIES—Black Enamel Finish 

| Size in inches.| i/ 2 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

KB1 

100 

110 lbs. 

$ .60 

KB2 

75 

90 lbs. 

$ .76 

KB3 

50 

75 lbs. 
$1.05 


TYPE KC CONDULET BODIES—Black Enamel Finish 


Size in inches. 

v& 

% 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

KC1 

100 

160 lbs. 

$ .60 

KC2 

75 

125 lbs. 

% .75 

KC3 

100 lbs. 
$1.05 

TYPE KD CONDULET BODIES—Black Enamel Finish 

Size in inches. 

V 2 

3 /« 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

KD1 

100 

160 lbs. 
s .60 

KD2 

75 

125 lbs. 

$ .75 

KD3 

100 lbs. 
$1.05 


BLANK METAL COVER—Cast Iron 
For 1-2, 3-4 and 1-lnch Condulet Bodies of the J and K Series 


Catalogue Number. 

J100 

This blank metal 

Standard Package. 

200 

cover is furnished 

Shipping Weight Std. Pkg. 

90 lbs. 

with gasket and fas¬ 

List Price, each. 

% .30 

tening screw. 


Important Information Concerning Condulet Bodies and Blank Metal Cover Listed on This Page 

Norbitt Conduletto fittings and the blank metal cover are made in one size only, and are 
interchangeable on all Condulet bodies of the J and K series. 

Proper fastening screws are furnished with Norbitt Conduletto fittings and blank metal cover, 
and are so held in screw holes that they can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies and blank metal cover, 
and will be furnished unless another finish is specified on the order. Galvanized finish on 
exterior and black enamel finish on interior of Condulet bodies and all galvanized finish on 
blank metal cover will be furnished, at same price as all black enamel finish, when the 
order specifies galvanized finish. For special plated finishes, see page 182. For cast brass 
and cast bronze Condulet bodies and blank metal cover, plain and with special finishes, 
see page 182. For aluminum Condulet bodies and blank metal cover, plain and with black 
enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. No other assortment of Condulet bodies is allowed. 

Black enameled and galvanized blank metal covers may be assorted to make up a standard 
package. No other assortment of covers is allowed. 

Standard package discount is allowed on covers when an order is for a standard package of 
Condulet bodies and an eaual number of covers for those bodies; but on an order for 
covers alone, standard package discount is allowed, only, on the specified standard package 
quantity of covers. 

Norbitt Conduletto fittings are listed on page 187. Gasket for Norbitt Conduletto fittings and blank 
metal cover Is listed separately on page 176. Condulet reducers are listed on page 171. 


Condulet bodies of the J and K series are listed on pages 66 to 67, Inclusive. 

<Cross Reference Pago 67) 
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CONDULET BODIES WITH ELLIPTICAL OPENINGS—RJ AND RK SERIES 

TYPES RJ AND RJA 

Take Elliptical Conduletto Fittings and Elliptical Covers 



Typo RJ Type RJ 

Showing Elliptical Conduletto Receptacle Showing Elliptical Conduletto Rosette 

(Broken-away and Exploded View) (Broken-away and Exploded View) 

Condulet bodies with elliptical openings are so designed that elliptical Conduletto fittings 
and elliptical covers fasten to them by means of two screws which are always accessible. These 
two screws secure both cap and base of an elliptical Conduletto fitting to the Condulet body. 

Ample space is provuled in the Condulet body for the unobstructed passage of extra wires. 

A gasket is furnished with each elliptical Conduletto fitting, and makes the installation 
weather-proof. Gaskets are not furnished with elliptical covers, and if desired must be ordered 
separately. 


TYPE RJ CONDULET BODIES— Black Enamel Finish 



i Size in inches. 

'/2 

3 /4 

1 

Catalogue Number. 

RJ11 

RJ22 

RJ33 

Standard Package. 

200 

100 

50 

Shipping Weight Std. Pkg- 

240 lbs. 

130 lbs. 

80 lbs. 

List Price, each. 

% .50 

% .60 

% .90 

TYPE RJA CONDULET 

BODIES—! 

Hack Enamel Finish 

Size in inches. 

*/2 

3 /4 

1 

Catalogue Number. 

RJA11 

RJA22 

RJA33 

Standard Package. 

100 

75 

50 

Shipping Weight Std. Pkg— 

140 lbs. 

110 lbs. 

85 lbs. 

List Price, each. 

% .60 

% .70 

$1.00 


Important Information Concerning Condulet Bodies Listed on This Page 

Elliptical Conduletto fittings and elliptical covers are made in one size only, and are interchange¬ 
able on Condulet bodies of the RJ and RK series. 

Proper fastening screws are furnished with elliptical Conduletto fittings and elliptical Condulet 
covers, and are so held in screw holes that they can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on • exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel finish, 
when the order specifies galvanized finish. For special plated finishes, see page 182. For 
cast brass and cast bronze Condulet bodies, plain and with special finishes, see page 182. 
For aluminum Condulet bodies, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. No other assortment is allowed. 

Elliptical Conduletto fittings are listed on page 189. Elliptical covers are listed on page 73. 

Elliptical gaskets are listed on page 176. Condulet reducers are listed on page 171. 

Condulet bodies of the RJ and RK series are listed on pages 69 to 72, inclusive- J 

. (Cross Reference Page 69) 
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Western Electric 


Mail Orders Filled 
•t Prevailing Prices 


CONDULET BODIES WITH ELLIPTICAL OPENINGS—RJ AND RK SERIES—Continued 

TYPES RJB, RJD, RJF, RJK AND RJL 

Take Elliptical Conduletto Fittings and Elliptical Covers 



| TYPE RJB CONDULET BODIES—Black Enamel Finish 

Size in inches. 

Vz 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

RJB11 

100 

150 lbs. 

$ 70 

RJB22 

75 

120 lbs. 

$ .80 

RJB33 

r=in 

90 lbs. 

$ .90 

w ^ 

1 1 i 1 

TYPE RJD CONDULET BODIES—Black Enamel Finish 

Size in inches. 

Vz 

3 4 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

RJD11 

100 

160 lbs. 

$ .60 

RJD22 

75 

130 lbs. 

$ .70 

RJD33 

50 

95 lbs. 
$1.00 

_ 

TYPE RJF CONDULET BODIES—Black Enamel Finish 

m — 1 - 

Size in inches. 

Vz 1 3 A 

1 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

RJF11 

100 

170 lbs. 

$ .70 

RJF22 

75 

140 lbs. 

$ .80 

RJF33 

50 

100 lbs. 

$ .90 

: r 

TYPE RJK CONDULET BODIES—Black Enamel Finish 

Erfs i H 

■ ■ 

Size in inches. 

Vz 

3 A 

1 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

RJK11 

100 

160 lbs. 

$ .70 

RJK22 

75 

130 lbs. 

$ .80 

RJK33 

50 

95 lbs. 

$ .90 


TYPE RJL CONDULET BODIES—Black Enamel Finish 

Size in inches. 

| Vz 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

RJL11 

100 

150 lbs. 

% .70 

11JL22 

75 

120 lbs. 

$ .80 

RJL33 

50 

90 lbs. 

$ .90 


Important Information Concerning Condulet Bodies Listed on This Page 

Elliptical Conduletto fittings and elliptical covers are made in one size only, and are inter¬ 
changeable on Condulet bodies of the RJ and RK series. 

Proper fastening screws are furnished with elliptical Conduletto fittings and elliptical Condulet 
covers, and are so held in screw holes that they can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished 
unless another finish is specified on the order. Galvanized finish on exterior and black 
enamel finish on interior of Condulet bodies will be furnished, at same price as all black 
enamel finish, when the order specifies galvanized finish. For special plated finishes, see 
page 182. For cast brass and cast bronze Condulet bodies, plain and with special finishes, 
see page 182. For aluminum Condulet bodies, plain and with black enamel finish, see 
page 1 82 . 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted 
to make up a standard package. No other assortment is allowed. 

Elliptical Conduletto fittings are listed on page 189. Elliptical covers are listed on page 73. 

Elliptical gaskets are listed on page 176. Condulet reducers are. listed on page 171. 

Condulet bodies of the BJ and RK series are listed on pages 69 to 72, inclusive. 

(Cross Reference Page 70) 
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CONDULET BODIES WITH ELLIPTICAL OPENINGS—RJ AND RE SERIES—Continued 

TYPES RJR, RJT, RJU, RJX AND RK 

Take Elliptical Conduletto Fittings and Elliptical Covers 



TYPE RJR CONDULET BODIES—Black Enamel Finish 


| Size in inches. 

V4 

3 A 

1 

Catalogue Number. 

ltJRll 

RJR22 

RJR33 

Standard Package. 

100 

75 

50 

1 Shipping Weight Std. Pkg.. 

150 lbs. 

120 lbs. 

90 lbs. 

List Price, each. 

$ .70 

$ .80 

1 .90 


TYPE RJT CONDULET BODIES—Black Enamel Finish 



■ Size in inches. 

% 

3 A 

1 

mam 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

RJTlll 

100 

160 lbs. 

$ .80 

RJT222 

75 

130 lbs. 

$ .90 

RJT333 

50 

95 lbs. 
$1.00 


TYPE RJU CONDULET BODIES—Black Enamel Finish 


Size in inches. 

Vi 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

RJU11 

100 

135 lbs. 

$ .60 

RJU22 

75 

100 lbs. 

$ .70 

RJU33 

50 

80 lbs. 

$ .95 


TYPE RJX CONDULET BODIES—Black Enamel Finish 

Size in inches. 

Vi 

3 A 

1 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

RJXllll 

100 

160 lbs. 

$ .90 

RJX2222 

75 

130 lbs. 

$1 00 

RJX3333 

50 

95 lbs. 
$1.10 


TYPE RK CONDULET BODIES—Black Enamel Finish 

p Bli* 

Size in inches. 

% 

3 A 

1 

Catalogue Number. 

1 Standard Package. 

1 Shipping Weight Std. Pkg.. 
List Price, eacn. 

RK1 

100 

135 lbs. 

$ .40 

RK2 

75 

100 lbs. 

$ .55 

RK3 

50 

80 lbs. 

$ .80 


Important Information Concerning Condulet Bodies Listed on This Page 

Elliptical Conduletto fittings and elliptical covers are made in one size only, and are inter¬ 
changeable on Condulet bodies of the RJ and RK series. 

Proper fastening screws are furnished with elliptical Conduletto fittings and elliptical Condulet 
covers, and are so held in screw holes that they can not fall out. 

Finishes : Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 
182. For cast brass and cast bronze Condulet bodies, plain and with special finishes, see 
page 182. For aluminum Condulet bodies, plain and witn black enamel finish, see page 182. 

Black enatneled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. No other assortment is allowed. 

Elliptical Conduletto fittings are listed on page 189. Elliptical coven are listed on page 73. Elliptical 
gaskets are listed on page 176. Condulet reducen are listed on page 171. 

Condulet bodies of the RJ and RK series are listed on pages 69 to 72, Inclusive. 

(Cross Rufcronco Page 71) 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


CONDULET BODIES WITH ELLIPTICAL OPENINGS—RJ AND RK SERIES—Continued 

TYPES RKA, RKB, RKC, RKD AND RKK 

Take Elliptical Conduletto Fittings and Elliptical Covers 


% 





TYPE RKA CONDULET BODIES—Black Enamel Finish 


Size in inches. 

% 

V* 

1 

Catalogue Number. 

RKA1 

IIKA2 

HKA3 

Standard Package. 

100 

75 

50 

Shipping Weight Std. Pkg. 

135 lbs. 

100 lbs. 

80 lbs. 

List Price, each. 

% .50 

% .60 

% .90 


TYPE RKB CONDULET BODIES—Black Enamel Finish 


Size in inches. 

Vi 

% 

1 Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

RKB1 

100 

135 lbs. 

$ .50 

RKB2 

75 

100 lbs. 

% .60 


RKB3 

60 

80 lbs. 
% .90 


TYPE RKC CONDULET BODIES—Black Enamel Finish 


Size in inches. 

\k 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

1 List Price, each. 

RKC1 

100 

170 lbs. 

% .50 

RKC2 

75 

140 lbs. 

% .60 

RKC3 

50 

100 lbs. 

9 .90 

TYPE RKD CONDULET BODIES— Black Enamel Finish 

Size in inches. 

Vi 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

i RKDl 
! 100 

170 lbs. 

« .50 

RKD2 

75 

140 lbs. 

,6 .60 

RKD3 

50 

100 lbs. 

9 .90 


TYPE RKK CONDULET BODIES— Black Enamel Finish 


Size in inches 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


% 


RKK1 

100 

160 lbs. 
$ .50 


% 

RKK2 

75 

130 lbs. 
% .60 


1 


RKK3 

100 lbs. 
$ .90 


Important Information Concerning Condulet Bodies Listed on This Page 

Elliptical Conduletto fittings and elliptical covers are made in one size only, and are inter 
changeable on Condulet bodies of the RJ and RK series. 

Proper fastening screws are furnished with elliptical Conduletto fittings and elliptical Condulet 
covers, and are so held in screw holes that thev can not fall out. 

Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished 
unless another finish is specified on the order. Galvanized finish on exterior and black 
enamel finish on interior of Condulet bodies will be furnished, at same price as all black 
enamel finish, when the order specifies galvanized finish. For special plated finishes, 'lee 
page 182. For cast brass and cast bronze Condulet bodies, plain and with special finishes, 
see page 182. For aluminum Condulet bodies, plain and with black enamel finish, see 
page 182. 

Black enameled and galvanized Condulet bodies of the same type and s»e may be assorted to 
make up a standard package. No other assortment is allowed. 

Elliptical Conduletto fittings are listed on page 189. Elliptical covers are listed on page 78. Elliptical 
caskets are listed on page 176. Condulet reducers are listed on page 171. 

Condulet bodies of the RJ and RK series are listed on pages 69 to 72, inclusive. 


(Cross Reference Pago 72) 
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ELLIPTICAL COVERS 

For Condulet Bodies with Elliptical Openings—Types RJ and RK Series 
Furnished with Fastening Screws 



BK01 RK020 RK013 BKOO 


Standard Package Assorted 


200 


Standard Package Assorted 


200 


PORCELAIN WIRE HOLE Alto BLANK METAL COVERS 


1-wire 

Catalogue Number. 

List Price, each. 

RK01 
$ .10 

Sheet 

Steel 

Catalogue Number. 

List Price, each. 

RK00 
% .08 

2-wire 

Catalogue Number. 

List Price, each. 

RK02 
% .10 


Cast 

Iron 

(Flange) 

flatfilnffiift Number. 

RKOOf 
$ .16 

3-wire 

Catalogue Number. 

List Price, each. 

RK03 
$ .10 

List Price, each.. 

Shipping Weight Std. Pkg. 

60 lbs. 

1 Shipping Weight Std. Pkg. 

40 lbs. 


METAL COVERS WITH NIPPLES—Black Enamel Finish 


Vs* Male j 

Catalogue Number. 

List Price, each. 

RK05 

$ .20 ! 

%' Male 

Catalogue Number. 

List Price, each. 

RK07 
$ .25 

W Female 

Catalogue Number. 

List Price, each. 

RK06 
$ .20 

%' Female 

Catalogue Number. 

List Price, each. 

rko8 

$ .25 

i/ 4 ' Male 

Catalogue Number. 

List Price, each. 

RK013 
$ .23 

1 / 2 ' Male 

Catalogue Number. 

List Price, each. 

RK015 
$ .30 

Vi' Female 

Catalogue Number. 

List Price, each_'.... 

RK014 
$ .23 

Vi* Female 

Catalogue Number. 

List Price, each. 

RK016 
$ .30 

Shipping Weight Std. Pkg.I 

50 lbs. 

Shipping Weight Std. Pkg.| 

60 lbs. 


PORCELAIN COVERS WITH NIPPLES 


w Male 

Catalogue Number. 

List Price, each. 

RK09 1 
$ .25 ‘ 

3/s' Male 

Catalogue Number. 

List Price, each. 

RK011 
$ .35 

y% Female 

Catalogue Number. 

List Price, each. 

RK010 
$ .25 

Female 

Catalogue Number. 

List Price, each. 

RK012 
% .35 

Vi' Male 

Catalogue Number. 

List Price, each. 

RK019 | 
% .30 

1 / 2 ' Male 

Catalogue Number. 

List Price, each. 

RK 021 
$ .40 

Female 

Catalogue Number. 

List Price, each. 

RK 020 
$ .30 

Vi* Female 

Catalogue Number. 

List Price, each. 

RK022 
% .40 

Shipping Weight Std. Pkg. 90 lbs. 

1 Shipping Weight Std. Pkg. 

95 lbs. 


Important Information Concerning Covers Listed on This Page 

Elliptical covers are made in one size only, and are interchangeable on all elliptical Condulet 
bodies—RJ and RK series. 

Proper fastening screws are furnished with covers, and are so held in screw holes that they 
can not fall out. 

Finishes: Black enamel is the standard finish for metal covers, and will be furnished unless 
another finish is specified on the order. Galvanized finish, when specifically ordered, will 
be furnished at same price as black enamel finish. For special plated finishes, see page 
182. For brass and bronze covers, plain and with special finisnes, see page 182. For 
al uminum covers, plain and with black enamel finish, see page 182. 

Black enameled, galvanized and porcelain elliptical covers may be assorted to make up a 
standard package. No other assortment is allowed. 

Standard package discount is allowed on covers when an order is for a standard package of 
Condulet bodies and an equal number of covers for those bodies; but on an order for 
covers alone, standard package discount is allowed, only, on the specified standard package 
quantity of covers. 

For sizes of wire holes In covers, see page 172. 


Condulet bodies of the RJ and RK series are listed on pages 69 to 72, Inclusive. Elliptical gaskets 
are listed on page 176. 

Digitized by * 
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Mail Orders Filled 
at Prevailing Price* 


CONDULETS—N SERIES 

TYPES N, NA, NC, NL, NT AND NX 

For Stucco Work, Using Flush Pocket Receptacles—Crouse-Hinds, C9514; Bryant, 4033, 
9514; G. E. Co., 9514; Paiste, 9514; P. & S., 9514, and Hubbell 
Flush Plug Receptacle, 5506 

Furnished Complete with Telescopic Cover (B-lnch Telescope.) Temporary Cap and all Necessary 
Fastening Screws, but without Receptacle 


TYPE N CONDULETS— Black Enamel Finish 





Broken-* w&j View Showing 
ReoepUele Installed 
Price* do not include receptacle 


Size in inches. 

% 

3 4 

1 

Catalogue Number. 

N1000 

N2000 

N3000 

Standard Package. 

100 

75 

25 

Shipping Weight Std. Pkg.. 

125 lbs. 

110 lbs. 

55 lbs. 

List Price, each. 

$ .90 

$ .95 

$1.05 


TYPE NA CONDULETS— Black Enamel Finish 


Size in inches. 

% 

3 4 

1 

Catalogue Number. 

NA1000 

NA2000 

NA3000 

Standard package. 

100 

75 

25 

Shipping Weight Std. Pkg.. 

130 lbs. 

135 lbs. 

60 lbs. 

List Price, each. 

$ .90 

$ .95 ! 

$1.05 


TYPE NC CONDULETS—Black Enamel Finish 


Size in inches. 

Vi 

% 

Catalogue Number. 

NC11000 

NC22000 

Standard Package. 

100 

75 

Shipping Weight Std. Pkg.. 

165 lbs. 

130 lbs. 

List Price, each. 

$ 95 

$1.05 


NC33000 

25 

70 lbs. 
$1.16 


TYPE NL CONDULETS— Black Enamel Finish 


Size in inches 


Catalogue Number. NL11000 

Standard Package. 100 

Shipping Weight Std. Pkg.. 165 lbs. 
List Price, each.I $ .95 


NL22000 

75 

130 lbs. 
$1.05- 


NL33000 

25 

, 70 lbs. 
$1.15 


TYPE NT CONDULETS —Black Enamel Finish 

Size in inches. V 2 Va 



y* 

3 /4 

1 

NT111000 

NT222000 

NT333000 

100 

75 

25 

175 lbs. 

150 lbs. 

80 lbs. 

$1.05 

$1.15 

$1.35 


List Price, each.$1.05 $1.15 $1. \ 


TYPE NX CONDULETS— Black Enamel Finish 


L_ 

Size in inches. 

'A 

3 /4 

| 

Catalogue Number. 

NX1111000 

NX2222000 


Standard Package. 

100 

75 

r 

Shipping Weight Std. Pkg.. 

190 lbs. 

170 lbs. 


List Price, each. 

$1.15 

$1.25 


25 

85 lbs. 
$1.50 


We will furnish receptacles for condulets listed above. 

Telesooplc cover is listed separately on page 79 of Condulet Catalogue No. 1000 

(Cross Reference Page 79) 
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CONDULETS-PG SERIES 

TYPES PG, PGB, PGC, PGCA, PGL, PGT AND PGG 

Take General Electric 2 H. P , 250-Volt, 3-Phase, Snap Switch 151394 with 
Protective Co ver for Textile Mill Installations. Furnished with all necessary Fastening Screws 



Showing Switch Installed 
Prices do not Include Switch 




TYPE PG CONDULETS— Black Enamel Finish 


Size in inches. 

Vi 

3 /4 

1 

Catalogue Number. 

PG1 

PG2 

PG3 

Standard Package. 

& 

25 

10 

Shipping Weight Std. Pkg. 

85 lbs. 

70 lbs. 

50 lbs. 

List Price, each. 

$1.10 

$1.25 

$1.40 


TYPE PGB CONDULETS— Black Enamel Finish 


Size in inches. 

V 2 

3 /4 

1 

Catalogue Number. 

PGB11 

PGB22 

PGB33 

Standard Package. 

35 

25 

10 

Shipping Weight Std. Pkg. 

95 lbs. 

90 lbs. 

50 lbs. 

List Price, each. 

$1.25 

$1.40 

$1.55_ 



TYPE PGC CONDULETS— Black Enamel Finish 


• — 1 

. . 1 

I Size in inches. 

% 

3 /4 

1 


Catalogue Number. 

PGC11 

PGC22 

PGC33 


Standard Package. 

35 

25 

10 


Shipping Weight Std. Pkg. 

95 lbs. 

90 lbs. 

50 lbs. 


List Price, each. 

81 25 

$1.40 

$1 55 



TYPE PGCA CONDULETS— Black Enamel Finish 


1 Size in ihches. 

% 

3 /4 

1 

Catalogue Number. 

. PGCA111 

PGCA222 

PGCA333 

Standard Package. 

. 35 

25 

10 

Shipping Weight Std. Pkg. . 

. 125 lbs. 

115 lbs. 

60 lbs. 

List Price, each. 

. $1.45 

$1.60 

$1.75 



TYPE PGL CONDULETS— Black Enamel Finish 


Size in inches. 

% 

3 /4 

1 

Catalogue Number. 

PGL11 

PGL22 

PGL33 

Standard Package. 

35 

25 

10 

Shipping Weight Std. Pkg. 

95 lbs. 

90 lbs. 

50 lbs. 

List Price, each. 

$1.25 

@1.40 

$1.55 



Size in inches. 

V 2 

3 /4 

1 

Catalogue Number. 

PGTlll 

PGT222 

PGT333 

Standard Package. 

35 

25 

10 

Shipping Weight Std. Pkg. 

List Price, each. 

125 lbs. 

115 lbs. 

60 lbs. 

$1.45 

$1.60 

$1.75 


TYPE PGT CONDULETS— Black Enamel Finish 


TYPE PGG CONDULETS— Black Enamel Finish 


■ • ’ u 

Size in inches. 

y% 

3 /4 

1 


Catalogue Number. 

PGGll 

PGG22 

PGG33 


Standard Package. 

35 

25 

10 


Shipping Weight Std. Pkg. 

95 lbs. 

90 lbs. 

50 lbs. 


List Price, each. 

>1.25 

$1.40 

$1.55 


We will furnish switch for use with condulets of the PG series. 

(Cross Reference Page 79a) Digitized by 

3748 


Google 
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Mall Orders Filled 
•t Prevailing Prices 


CONDULETS—PM SERIES 

TYPES PM, PMA, PMC, PML, PMT AND PMX 

Take 3 to 4-inch Canopies 

For Electroliers and Combination Gas ajid Electric Fixtures, also Abolite G403 


TYPE PM CONDULETS —Black Enamel Finish 



TYPE PMC CONDULETS— Black Enamel Finish 




Size in inches.. 

V2 

3 /4 

1 

1% 

IV 2 

Catalogue No.. 
Standard Pkg.. 
Wt. Std. Pkg.. 
List Price, each 

PMC11 

35 

90 lbs. 
$1.05 

PMC22 

25 

85 lbs. 
$1.20 

PMC33 

10 

45 lbs. 
$1.35 

PMC44 

10 

50 lbs. 
$1.50 

PMC55 

10 

55 lbs. 
$1.65 

TYPE ] 

PML CONDULETS 

1—Black Enamel Finish 

Size in inches.. 

v 2 

3 /4 

1 

1V4 

1 % 

Catalogue No.. 
Standard Pkg.. 
Wt. Std. Pkg.. 
List Price, each 

PML11 

35 

90 lbs. 
$1.05 

PML22 

25 

85 lbs. 
$1.20 

PML33 

10 

45 lbs. 
$1.35 

PML44 

10 

50 lbs. 
$1.50 

PML55 

10 

55 lbs. 
$1.65 


TYPE PMT CONDULETS —Black Enamel Finish 



Size in inches.. 

% 

3 /4 

Catalogue No.. 
Standard Pkg.. 
Wt. Std. Pkg.. 
List Price, each 

PM Till 
35 

120 lbs. 
$1.25 

PMT222 

25 

110 lbs. 
$1.40 


irdPkg.. 35 25 10 10 1C 

td. Pkg.. 120 lbs. 110 lbs. 55 lbs. 60 lbs. 65 

rice, each $1.25 $1.40 $1.55 $1.70 $1 


TYPE PMX CONDULETS—Black Enamel Finish 


Size in inches.. 

Vi 

3/4 

1 

1V4 

1 % 

Catalogue No.. 
Standard Pkg.. 
Wt. Std. Pkg.. 
List Price, each 

rmm 

35 

140 lbs. 
$1.40 

PIX2222 

25 

120 lbs. 
$1.55 

PMX3333 

10 

60 lbs. 
§1.70 

PU4444 

10 

65 lbs. 
$1.85 

PMX5555 

10 

70 lbs. 
82.00 


We will furnish accessories for use with Condulets of the FM series. 

For finishes and assortments, see note on page 89. 

Grounding clamp, for use with combination gas and electric fixtures, is not included in prices for Con¬ 
dulets of the PM series, but will be furnished, if specifically ordered. Condulet reducers are listed 
on page 171. 

(Croat Reference Pe«e 82.) Digitized GoOQk 

6836 


Google 
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Fittings for nse with Condulets of the QH series are not Included In above list prices, but are enu¬ 
merated on opposite page. 

Padlock is not included In above list prices for Condulets of the QH series. 

For finishes and assortments, see note on opposite page. 

Grouse-Hinds plug receptacles RQH302 and RQH303, for use with Condulets of the QH series, are list¬ 
ed on page 91a. 

Condulet reducers are listed on page 171. 

Listings of the QH series of Condulets are continued on page 89. 

(Cro86 IwuvioD06 Page 88) 
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Weston Electric 


Mail Orders Filled 
at Prevailing Price* 


CONDULETS—QH SERIES—Continued 


TYPES QHC, QHL AND QHT 

Weather-Proof Condulets for Thumb Knob Snap Switches, Attachment Plug Receptacles and 
Crouse-Hinds Plug Receptacles RQH302 and RQO303 


Furnished with Fastening Straps and Bolts for Fittings 



TYPE QHC CONDULETS—Black Enamel Finish 


Size in inches. 

Vi 

3 /« 

1 

Form 

10 

Catalogue Number.. 
Standard Package... 

Weight Std. Pkg. 

List Price, each. 

QHC11510 

35 

120 lbs. 
$1.50 

QHC22510 

25 

90 lbs. 

$1.75 

QHC33510 

15 

60 lbs. 

$2.00 

Form 

20 

Catalogue Number.. 
Standard Package. .. 

Weight Std. Pkg. 

List Price, each. 

QIIC1120 

35 

180 lbs. 
$2.00 

QHC2220 

25 

120 lbs. 

$2 30 

QHC3320 

15 

80 lbs. 

$2.60 

TYPE QHL CONDULETS—Black Enamel Finish 


Size in inches. 

Vi 

3 /4 

1 

Form 

10 

Catalogue Number.. 
Standard Package... 

Weight Std. Pkg- 

List Price, each. 

QHL11510 

35 

90 lbs. 

$1.40 

QHL22510 

25 

60 lbs. 

$1.55 

QHL33510 

15 

50 lbs. 

$1.70 

Form 

20 

Catalogue Number.. 
Standard Package... 

Weight Std. Pkg. 

List Price, each. 

QHL1120 

35 

150 lbs. 
$1.90 

QHL2220 

25 

100 lbs. 
$2.10 

QHL3320 

15 

70 lbs. 

$2.30 


TYPE QHT CONDULETS—Black Enamel Finish 


Size in inches. 

Vi 

% 

1 

Form 

10 

Catalogue Number.. 
Standard Package... 

Weight Std. Pkg. 

List Price, each. 

QHT111510 

35 

120 lbs. 
$1.65 

Q1IT222510 

25 

90 lbs. 

$1.90 

QHT333510 

15 

60 lbs. 

$2 15 

L 

Form 

1 20 

Catalogue Number.. 
Standard Package... 

Weight Std. Pkg. 

List Price, each. 

QHT11120 

35 

160 lbs. 
$2.15 

QHT22220 

25 

110 lbs. 
$2.45 

QHT33320 

15 

90 lbs. 

$2.80 


Important Information Concerning Condulets Listed on This and the Opposite Page 

Fittings for use with Condulets of the QH series are not Included In above list prices, but are as follows: 

For Form 10 

Thumb Knob Snap Switches: All 5, and 10 ampere, 125 and 250 volt switches enumerated on pages 62 and 63, and 
all 5 and 10 ampere, 600 volt switches not over 23-8 inches deep over all, not over 1 15-16 incnee deep to top of 
cover, and with bases not exceeding 2 1-2 inches In diameter, enumerated on the same pages. 

Attachment Plug Receptacles: HUBBELL—5617, 5621. 5624, 5757. O. E. CO— 102700. 

Crouse-Hinds, 30 Ampere, 2-Pole, Plug Receptacle— RQH302. 

For Form 20 

Thumb Knob Snap Switches: All 5, 10 and 20 ampere, 125 and 250 volt switches enumerated on pages 62 and 63. and 
all 5, 10 and 20 ampere, 600 volt switches not over 3 inches deep over all, not over 2 5-8 inches deep to top of cover, 
and with bases not exceeding 33-8 inches in diameter, enumerated on the same pages. 

Attachment Plug Receptacles: HUBBBLL-5617. 5621, 5624, 5757. G. E. CO.— 102700. 

Crouse-Hinds; 30 Ampere, 3-Pole, Plug Receptacle— RQH303. 

Padlock Is not Included in above list prices for Condulets of the QH series. 

Finishes: Black enamel is the standard finish for Condulets. and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulets will be furnished, at same price as all black enamel finish, 
when the (order specifies galvanized finish. For special plated finishes, see page 182 For 
cast brass and cast bronze Condulets, plain and with special finishes, see page 182. For 
aluminum Condulets, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Crouse-Hinds plug receptacles RQH302 and RQH303, for use with Condulets of the QH series, are 
listed on page 91a. 

Fastening straps are listed separately on page 175. Condulet reducers aregbst^ hhjiage 171. I 
76 (Crow Reference Page 89) 
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CONDULETS—QK SERIES 

TYPES QKA AND QKB 

Weather-Proof Condulets for Standard Lock Snap Switches and Crouse-Hinds Plug 
Receptacles RQK302 and RQK303 


Furnished with Covers, Fastening Straps and Bolts for Switches and all necessary Screws 


Type QIC 

Shoving look Snap Switch Mounted 
(Broken-away View) 


Typo Oil 

Shoving Gnnuo-Iinds Ping Receptacle 
RQK302 Mounted 




TYPE QKA CONDULETS—Black Enamel Finish 




Size in inches. 

% 

% 

1 

Form 

10 



Catalogue Number... 
Standard Package— 

Weight Std. Pkg. 

1 List Price, each. 

QKA1510 

35 

70 lbs. 

$1.10 

QKA2510 

25 

55 lbs. 

$1.20 

QKA3510 

15 

40 lbs. 

$1.35 

Form 

20 

Catalogue Number... 
Standard Package.... 

Weight Std. Pkg. 

List Price, each. 

QKA 120 

35 

120 lbs. 
$1.45 

QKA220 

25 

90 lbs. 

$1.60 

QKA320 

15 

60 lbs. 

$1.80 


TYPE QKB CONDULETS—Black Enamel Finish 




Size in inches. 

% 

% 

1 

Form 

10 


Catalogue Number... 
Standard Package.... 

Weight Std. Pkg. 

List Price, each. 

QKB1510 

35 

70 lbs. 

$1.15 

QKB2510 

25 

55 lbs. 

$1.25 

1 QKB3510 

15 

40 lbs. 

$1.40 

Form 

20 

Catalogue Number... 
Standard Package.. .. 

Weight Std. Pkg. 

List Price, each. 

QKB120 

35 

120 lbs. 

$1.50 

QKB220 

25 

90 lbs. 

$1.70 

QKB320 

15 

60 lbs. 

$i.&5 


Important Information Concerning Condulets Listed on This Page 


Fittings for use with Condulets of the QK series are not Included In above list prices, but are enu¬ 
merated on opposite page. 

For finishes and assortments, see note on opposite page. 

Crouse-Hinds plug receptacles RQK302 and RQK303, for use with Condulets of the QK series, are 
listed on page 91a. 

Fastening straps are listed separately on page 175. Condulet reducers are listed on page 171. 

TJvMng v of the QK series of Condulets are continued on page 91. 




D... nn\ 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDULETS—QK SERIES—Continued 

TYPES QKC, QKL AND QKT 

Weather-Proof Condulets for Standard Lock Snap Switches and 
Crouse-Hinds Plug Receptacles RQK302 and RQK303 
Furnished with Oovers, Fastening Straps and Bolts for Switches and all necessary Screws 



TYPE QKC CONDULETS— Black Enamel Finish 



Size in inches .... 

Vi 

% 

1 

Form 

10 

Catalogue No.... 
Standard Package 
Weight Std. Pkg.. 

1 >i-i Price, each .. 

QKC11510 

35 

100 lbs. 

SI. 30 

QKC22510 

25 

70 lbs. 

$1.50 

QKC33510 

15 

50 lbs. 

51 70 

Form 

20 

Catalogue No.... 
Standard Package 
Weight Std. Pkg.. 
List Price, each .. 

QKC1120 

35 

160 lbs. 

SI. 75 

QKC2220 

25 

120 lbs. 
$2.00 

QKC3320 

15 

SO lbs. 

$2.30 




TYPE QKL CONDULETS— Black Enamel Finish 

Form 

10 

Size in inches .... 

Vi 

3 /4 

1 

Catalogue No.... 
Standard Package 
Weight Std. Pkg.. 
List Price, each .. 

QKL11510 

35 

90 lbs. 

$1.20 

QKL22510 

25 

GO lbs. 

$1.36 

QKL33510 

15 

45 lbs. 

$1.50 

Form 

20 

Catalogue No.... 
Standard Package 
Weight Std. Pkg.. 
List Price, each .. 

QKL1120 

35 

150 lbs. 
$1.70 

QKL2220 

25 

110 lbs. 
$1.85 

QKL3320 

15 

75 lbs. 

$2.05 

TYPE QKT CONDULETS —Black Enamel Finish 

Form 

10 

Size in inches .... 

Vi 

% 

1 

Catalogue No.... 
Standard Package 
Weight Std. Pkg.. 
List Price, each .. 

QKT111510 

35 

110 lbs. 
si. 10 

QKT222510 

25 

80 lbs. 

$1.60 

QKT333510 

15 

60 lbs. 

$1.90 

Form 

20 

Catalogue No.... 
Standard Package 
Weight Std. Pkg.. 
List Price, each .. 

QKT11120 

35 

170 lbs. 
$1.90 

QKT22220 

25 

130 lbs. 
$2.20 

QKT33320 

15 

85 lbs. 

$2.50 


Important Information Concerning Condulets Listed on This and the Opposite Page 
Fittings for use with Condulets of the QK series are not Included in above list prices, but are as follows: 


For Form 10 

Lock Snap Switches: All 5 and 10-ampere, 125 and 250 volt switches enumerated on pages 62 and 63. and all 5 and 
10 ampere, 600 volt switches not over 1 5-8 inches deep to top of cover and with bases not exceeding 2 9-16 inchea 
in diameter, enumerated on the same pages. 

Crouse-Hinds, 30 Ampere, 2 -pole, Plug Receptacle—RQK302. 

For Form 20 

Lock Snap Switches: All 5, 10 and 20 ampere, 125 and 250 volt switches enumerated on pages 62 and 63, and all 5, 
10 and 20 ampere. 600 volt switches not over 2 5-16 inches deep to top of cover and with bases not exceeding 
3 7-16 inches in diameter, enumerated on the same pages. 

Crouse-Hinds, 30 Ampere, 3 -pole, Plug Receptacle—RQK303. 

Finishes: Black enamel is the standard finish for Condulets, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulets will be furnished, at same price as all black enamel finish, 
when the order specifies galvanized finish. For special plated finishes, see page 182. For 
cast brass and cast bronze Condulets. plain and with special finishes, see page 182. For 
aluminum Condulets, plain and with black enamel finish, see page 182. 

Black enameled and galvanized Condulets of the same type and size may be assorted to 
make up a standard package. No other assortment is allowed. 

Crouse-Hinds plug receptacles RQK 302 and RQK303, for use with Condulets of the QK series, are listed 
on page 168. 

Fastening straps are listed separately on page 175. Condulet reducers are listed on page 171. 

(Ctom Reference Page 91) 
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CONDULETS—MP SERIES 

TYPES MP AND MPD 

For Telephone Bell Boxes 

Type MP takes Western Electric Telephone Bell Box 334A 
Type MPD takes Stromberg-Carlson Telephone Bell Box 1131-F 
Furnished with Fastening Screws for Bell Box 


frr 1 

TYPE MP 

CONDULETS—Black Enamel Finish 


Size in inches. 

.1 */2 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

. MP1 

. 25 

. 220 lbs. 

. $2 60 

MP2 

220 lbs. 
$2.70 

MP3 

25 

220 lbs. 
$2.80 


TYPE MPD 

CONDULETS—Black Enamel Finish 


1 

Size in inches. 

. % 

3 /4 

1 

« 1 

Catalogue Number.. 

. MPD1 

MPD2 

MPD3 

—j 

Standard Package. 

. 25 

25 

25 


Shipping Weight Std. Pkg. 

. 150 lbs. 

150 lbs. 

150 lbs. 


List Price, each. 

. $2.80 

$2.70 

$2.80 


RECEPTACLES AND PLUGS 


TYPES RQH AND RQK RECEPTACLES AND TYPE RQ PLUGS 

Two-Pole Types RQH and RQK Receptacles are for nse with Form 10 Condulets 
of the QH and QK Series, respectively 

Three-Pole Types RQH and RQK Receptacles are for use with Form 20 Condulets 
of the QH and QK Series, respectively 

TYPE RQH RECEPTACLES —30 Ampere Capacity 
For Condulets of the QH Series 



li 


KQH302* , Catalogue Number RQH303 

25 .Standard Package. 25 

30 lbs. ..Weight Std. Pkg.. 30 lbs. 

$2.00 _ ..List Price, each.. $3.00 _ 

TYPE RQK RECEPTACLES—30 Ampere Capacity 
For Condulets of the QK Series 


For Form 10 Condulet | For Form 20 Condulet 

RQK302f Catalogue Number RQK303* 

25 .Standard Package. 25 

30 lbs. .Weight Std. Pkg.. 30 lbs. 

$2.00 ..List Price, each.. $3.00 


TYPE RQ PLUGS —30 Ampere Capacity 
For Types RQH, RQK and RYQ Receptacles 



2-Pole 3-Pole 1 

RQ302 

Catalogue Number 

RQ303 

25 

.Standard Package. 

25 

60 lbs. 

.Weight Std. Pkg.. 

70 lbs. 

$3.50 

. .List Price, each.. 

$5.00 



♦To be mounted on fastening strap furnished with the Condulet. fFurnished with special 

mounting strap. 

Condulets that take type RQH receptacles are listed on pages 88 and 89. Condulets that take RQK 
receptacles are listed on pages 90 and 91. Type RTQ receptacles, which take type RQ plugs, are 


listed on page 167. 


(Cross Reference Page Ola) -oog' 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


CONDULET BODIES—SE SERIES 

TYPES SE, SEC, SEL, SET AND SEX 

Take Key, Keyless or Pull Receptacles; Rosettes; Pull Switch Rosettes, 
or Pull Switches Enumerated Below 



TYPE SE CONDULET BODIES—Black Enamel Finish 


Size in inches. 

% 

3 /4 

1 

Catalogue Number. 

SE1 

8E2 

SE3 

Standard Package. 

75 

50 

25 

Shipping Weight Std. Pkg. 

155 lbs. 

115 lbs. 

70 lbs. 

List Price, each. 

$^.80_ 

$ 90 

>1.10 


TYPE SEC CONDULET BODIES—Black Enamel Finish 


With Receptacle Mounted 
Prioetdo not include Receptacle 


Size in inches. 

*/2 

% 

1 

Catalogue Number. 

SEC11 

SEC22 

SEC33 

Standard Package. 

75 

50 

25 

Shipping Weight Std. Pkg. 

1 165 lbs. 

125 lbs. 

75 lbs. 

List Price, each. 

$ .95 

$1.05 

$1.25 



TYPE SEL CONDULET BODIES—Black Enamel Finish 


Size in inches. 

.| Vi 

3 /4 

1 

Catalogue Number. 

. SELll 

SEL22 

SEL33 

Standard Package. 

.'75 

50 

1 25 

Shipping Weight Std. Pkg. . 

. 165 lbs. 

125 lbs. 

75 lbs. 

List Price, each. 

$ .95 

$1.05 

$1.25 



TYPE SET CONDULET BODIES—Black Enamel Finish 

Size in inches. 

Vi 

3 /4 

1 

Catalogue Number. 

Standard Package., 

Shipping Weight Std. Pkg. 

List Price, each. 

SET111 

75 

180 lbs. 

*1 05 

SET222 

50 

140 lbs. 
$1.16 

SET333 

25 

80 lbs. 
$1.35 



TYPE SEX CONDULET BODIES—Black Enamel Finish 


Size in inches. 

Vi 

3 /4 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. . . 

List Price, each. 

SEX1111 

75 

200 lbs. 
$1.15 

SEX2222 
50 

155 lbs ' | 
$1.25 


25 

90 lbs. 
$1.45 


We will furnish fittings for condulet bodies listed above. 

Condulet bodies listed above take the following: 

Receptacles, Key: ARROW E-4045, 7513, 7513 W, 7536, 7536W, 8044, 8044W, 8080, 8080 W. BRYANT-4045, 
4513, 4536, 7513, 7536, all BL and BN banes. G. B. CO.-GE052, GE278, GE281, GE418, GE483, GE495. 
HUBBELL—3070, 3156, 3316, 3752. PAI8TE—5473, 5476, 5560, 5571. P. & 8.—7, 46, 814. 

Receptacles, Keyless: ARROW E—40, 41, 85, 109, 4046, 7514, 7537, 8C45, 8081, 62357, 103704. BRYANT- 
4031. 4046, 7514, 7537, 62357, all BL and BN bases. G. E. CO.— GE055, GE096, GE155, GE279. GE484, 
GE496, 62357. HUBBELL—3071, 3754. FAISTE-5474, 5477, 5570, 5572. P. & 8.—1. 4. 40. 41, 85, 109. 
62357, 103704. 

Receptacles, Pull: ARROW E-4047, 4515, 4537, 8522, 8537. BRYANT-4047, 4515, 4537, all BL and BN 
bases. G. E. CO —GE280, 88964. HUBBELL-3069, 3083, 3750, 3S41. PAISTE—5475, 5478, 5587, 5588, 
P. & 8.—128. 

Rosettes: ARROW E-368. 369, 457, 525, 8074, 8075. BRYANT— 368, 369, 457, all BL and BN bases. P. & 8.— 
113, 199, 723, 1172, 1174. 

Rosettes, Pull Switch: ARROW E-176, 179, 8605, 8608. BRYANT-AU BL and BN bases. HUBBELL-5906, 
5926, 5996, 6007, P. & 8.—700. 

Switches, Pull: ARROW E— 174, 175, 177, 178. 8603, 8604, 8606, 8607. BRYANT— All BL and BN^a^ , 

(Cross Reference Page 91b 
3740 
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CONDULET BODIES—S SERIES 

TYPES S, SA AND SC 

For Pony Receptacles, Clamp Receptacles and Rosettes, and Hubbell Polarity 
Plug Receptacle 5757 

Furnished with Fastening Straps for Fittings and all necessary Screws 





(Brok«n-away view) 


Dimensional Drawing for S Series of Condnlets 


Showing Cronse-Hinda Clamp Receptacle, 
without Shade Holder Groove, Mounted 
(Broken-away View) 


A —For 3^-inch sizes, 1^ inches 
For 5^-inch sizes, 1 inches 
For 1-mch sizes, 1^ inches 
B —For all sizes, 3% inches 
C—For all sizes, ff-inch 
D —For all sizes, 1^ inches 
E—For all sizes, 1H inches 
F —For type 00 cover, inches 
For type OOK cover, 1^ inches 


Type 81 

Showing Cronse-Hinda Clamp Cord 
Rosette Mounted 


Type 8L 
all Polarity I 


Showing Hubbell Polarity Plug Receptacle 
5757 Mounted 


ON 

TYPE S CONDULET BODIES—Black Enamel Finish 

Size in inches. 

Vi 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

SI 

100 

130 lbs. 

$ .70 

S2 

75 

110 lbs. 

$ .75 

S3 

25 

60 lbs. 

$ .90 


TYPE SA CONDULET BODIES—Black Enamel Finish 

Size in inches. 

Vi 

% 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

SA1 

100 

130 lbs. 

$ .70 

SA2 

75 

110 lbs. 

$ .75 

SA3 

25 

50 lbs. 

$ .90 


TYPE SC CONDULET BODIES—Black Enamel Finish 


Size in inches. 

Vi 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

sen 

100 

160 lbs. 

$ .80 

SC22 

75 

135 lbs. 

$ .85 

SC33 

25 

65 lbs. 
$1.05 


Fittings for use with Condnlets of the S series are not Included In above list prices, but are enumerated 
on opposite page. 

Tor finishes and assortments, see note on page 91. 

Conduletto damp receptacles and rosettes, for use with Conduiets of the S series, are listed on page 190. 
Condulet reducers are listed on page 171. 

Listings of the S series of Condulet bodies are continued on page by V^OOQlC 

(Cross Reference Page 94) 
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Weston Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDULET BODIES—S SERIES—Continued 

TYPES SL, ST AND SX 

For Pony Receptacles, Clamp Receptacles and Rosettes, and Hubbell Polarity Plug 

Receptacle 5757 

Furnished with Fastening Straps for Fittings and all necessary Screws 



TYPE SL CONDULET BODIES— Black Enamel Finish 

Size in inches. 

y 2 

3 /4 

1 

HH « 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

SL11- 

100 

160 lbs. 

$ .80 

SL22 

75 

135 lbs. 

$ .85 

SL33 

25 

65 lbs. 
j $1.05 


TYPE ST CONDULET BODIES— Black Enamel Finish 

Size in inches. 

1/2 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping W'cight Std. Pkg. 

List Price, each. 

ST111 

100 

170 lbs. 

$ .90 

ST222 

75 

140 lbs. 
$1.00 

ST333 

25 

70 lbs. 
$1.20 


TYPE SX CONDULET BODIES— Black Enamel Finish 

Size in inches. 

y 2 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping W 7 eight Std. Pkg. 

List Price, eacn. 

SXllll 

100 

210 lbs. 
$1.00 

SX2222 

75 

180 lbs. 
$1.10 

SX3333 

25 

80 lbs. 
$1.35 


COVERS FOR TYPES S, SA, SC, SL, ST AND SX CONDULET BODIES— Black Enamel 
Finish. For 1-2, 3-4 and 1-lnch Oondulet Bodies 



For Receptacles 
and Rosettes 

For Hubbell 
Plug 5757 

Style 

of 

Cover 

Blank Metal 

Sheet 

Steel 

Cast 

Iron 

Sheet 

Steel 

Cast 

Iron 

Sheet 

Steel 

Cast 

Iron 

00 

°°g 

00k 

00kg 

. .Catalogue No.. 

00b 

OObg 

100 

100 

100 

100 

. .Standard Pkg.. 

100 

100 

50 lbs. 

50 lbs. 

40 lbs. 

40 lbs. 

.Weight Std. Pkg. 

70 lbs. 

70 lbs. 

$ .12 

$ .35 

$ .12 

$ .35 

..List Price, each.. 

$ .12 

$ .35 



Fittings for use with Oondulets of the 8 series are not Included in above list prices, but are as 
follows: 

Pony Receptacles: ARROW B—28795. 50715. BRYANT—28795, 50716. G. E. CO.—11221, 28795, 50715 
PAISTE—28795, 50715. P. A S.—61870. 

Clamp Receptacles and Rosettes: CONDULBTTO (Crouse-Hinds)—C337G, C337, C442, C448, C449. ARROW 
E—8100, 59108. BRYANT—59108, 61988. FEDERAL—303, 304, 305. G. E. CO.—105001. PAISTE— 
59439. 61988. P. A S. —618 77, 61988, 102703. 

Polarity Plug Receptacle: HUBBELL—5757. 

Types 00 and OOg covers have openings 1J$ inches in diameter. Types 00k and 00kg covers have 
openings lj£ inches in diameter. 

Proper fastening screws are furnished with covers, and are so held in screw holes that they can 
not fall out. 


For finishes, see note on page 91. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. Black enameled and galvanized covers of all three styles 
may be assorted to make up a standard package. No other assortments are allowed. 

Standard package discount is allowed on covers when an order is for a standard package of 
Condulet bodies and an equal number of covers for those bodies; but on an order for covers 
alone, standard package discount is allowed, only, on the specified standard package 
quantity for those covers. 


Conduletto clamp receptacles and rosettes, for use with Condulets of 
page 190. Condulet reducers are listed on page 171. 

(Crott; Reference Page 95) 


the S series, are listed on 
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Quantity Prices 
Quoted on Request 


CONDULETS—V SERIES 

TYPES V, VA AND VC—Iron 

Vapor, Gas and Dust-Proof—Take any Regular Mazda Lamp up to and Including 40-Watt, or 
any Lamp with Dimensions not Exceeding 2%x5% Inches 

Furnished with Crouse-Hlnds Receptacle CCV337, Sealing Plate, Gaskets and all necessary 
Fastening Screws, and with or without Globe and Guard 



Type Y 

(Padlock not included in list prices) 




For marine work and in breweries, refineries, flour mills or wher¬ 
ever there is dampness, gas or fine dust, Condulets of the V series 
meet every requirement. 

These Condulets remain vapor, gas and dust-proof even though 
globes be broken or removed for lamp renewals. 

Crouse-Hinds receptacle CCV337 is the only receptacle that can 
be mounted in these Condulets. 


TYPE V CONDULETS—IRON—Black Enamel Finish 

Complete 

Size in inches. 


s /« 

1 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

V189 

35 

230 lbs. 
14.50 

V289 

25 

180 lbs. 
$4.55 

V389 

10 

100 lbs. 
$4.60 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VI 

35 

125 lbs. 
$1.90 

V2 

25 

100 lbs. 
$1.95 

V3 

10 

50 lbs. 
$2.00 

TYPE VA CONDULETS—IRON—Black Enamel Finish 

Complete 

Size in inches. 

% 

3 A 

1 

Catalogue N umber- 

Standard Package.. 

Weight Std. Pkg. 

List Price, each. 

VA189 

35 

230 lbs. 
$4.50 

VA289 

25 

180 lbs. 
$4.55 

VA389 

10 

100 lbs. 
$4.60 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VA1 

35 

125 lbs. 
$1.90 

VA2 

25 

100 lbs. 
$1.95 

VA3 

10 

50 lbs. 
$2.00 


TYPE VC CONDULETS—IRON—Black Enamel Finish 

Complete 

Size in inches. 

Vi 

3 4 

1 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VC1189 

35 

250 lbs. 
$4.60 

VC2289 

25 

190 lbs. 
$4.70 

VC3389 

10 

110 lbs. 
$4.80 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VC11 

35 

135 lbs. 
$2.00 

VC22 

25 

110 lbs. 
$2.10 

VC33 

10 

60 lbs. 
$2.20 


For finishes, assortments and other important information, see note on opposite page. Oondulet 
reducers are listed on page 171. 

Condulets of the V series are listed on pages 98 to 101, Inclusive, to |^8, inclusive. 

(Cross Reference Page 98) 
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Matt Orders Filled 
at Prevailing Prices 


CONDULETS—V SERIES—Continued 


TYPES VL, VT AND VX—Iron 

Vapor, Gas and Dust-Proof—Take any Regular Mazda Lamp up to and Including 
40-Watt, or any Lamp with Dimensions not Exceeding 2% x SVi Inches 

Furnished with Grouse-Hinds Receptacle GCV337, Sealing Plate, Gaskets and all necessary 
Fastening Screws, and with or without Globe and Guard 



TYPE VL CONDULETS—IRON —Black Enamel Finish 


Complete 

Size in inches. y 2 

3 A 

1 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VL1189 

35 

250 lbs. 
$4.60 

VL2289 

25 

190 lbs. 
$4.70 

VL3389 

10 

110 lbs. 
$4.80 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VL11 

35 

135 lbs. 
$2.00 

VL22 

25 

110 lbs. 
$2.10 

VL33 

10 

60 lbs. 
$2.20 


TYPE VT CONDULETS—IRON—Black Enamel Finish 



Size in inches. 

Vz 

3 A 

1 

Complete 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VT11189 

35 

255 lbs. 
$4.75 

VT22289 

25 

195 lbs. 
$4.85 

VT33389 

10 

115 lbs. 
$5.05 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VT111 

35 

140 lbs. 

$2 15 

VT222 

25 

120 lbs. 
$2.25 

VT333 

10 

70 lbs. 

$2 45 

TYPE VX CONDULETS—IRON— Black Enamel Finish 

Complete 

Size in inches. 

Vz 

3 A 

1 

Catalogue Number. 

Standard Package.' 

Weight Std. Pkg. 

List Price, each.1 

\ VX111189 
35 

265 lbs. 
$1.85 

VX222289 
25 

200 lbs. 
$5.05 

VX333389 

10 

120 lbs. 

1 $5.20 

Complete, 
except 
Globe and 
Guard 

Catalogue Number.i 

Standard Package. 

Weight Std. Pkg.j 

List Price, each.! 

VX1111 

35 

150 lbs. 
$2.25 

VX2222 

25 

130 lbs. 
$2.45 

VX3333 

10 

80 lbs. 

$2 60 


Important Information Concerning Oondulets Listed on This and the Opposite Page 

Clear globes are regularly furnished on orders for complete Condulets. 

Colored globes will be furnished with Condulets of the V series, if specifically ordered, at the 
following increases over list prices for complete Condulets: Opal, $.30; green, blue or 
orange, $.90; ruby, $1.55. 

Globes and guards for Condulets of the V series are made in one size only. 

Padlock is not included in prices for Condulets of the V series, but is listed on page 175, and 
.will be furnished, if specifically ordered. 

Finishes: Black enamel is the standard finish for Condulets, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulets will be furnished, at same price as for all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast bronze Condulets, plain and with special finishes, see page 182. For aluminum 
Condulets, plain and with black enamel finish, see page 182. Prices for cast brass Condulets, 
marine finish, scheduled on page 182, do not apply to Condulets of the V and VH series. 
Prices for these Condulets in brass, marine finish, will be quoted upon request. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 


Globes are listed separately on page 173. Guards are listed separately on page 173. Sealing plate 1s listed 
separately on page 173. Gaskets are listed separately on page 176. Condulet reducers are listed on 
page 171. I 


Condulets of the V series are listed on pages 98 to 101, inclusive. 

(Crow Reference Page 99) 
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CONDULETS—V SERIES—Continued 

TYPES VE, VF AND VD—Iron 

Vapor, Gas and Dust-Proof—Take any Regular Mazda Lamp up to and Including 40-Watt, or 
any Lamp with Dimensions not Exceeding 2% x 5Vi Inches 

Furnished with Crouse-Hlnds Receptacle CCV337, Sealing Plate, Gaskets and all necessary 
Fastening Screws, and with or without Globe and Guard 



(ftuilock not inJEdd in list prices) 


For marine work and in breweries, refineries, flour mills or wher¬ 
ever there is dampness, gas or fine dust, Condulets of the V series 
meet every requirement. 

These Condulets remain vapor, gas and dust-proof even though 
globes be broken or removed for lamp renewals. 

Crouse-Hinds receptacle CCV337 is the only receptacle that can 
be mounted in these Condulets. 


TYPE VE CONDULETS—IRON—Black Enamel Finish 


Complete 

Size in inches. 

Vz 

% 

~T. - 

1 

Catalogue Number.... 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VE189 

35 

250 lbs. 
$4.75 

VE289 

25 

190 lbs. 
$4.85 

VE389 

10 

100 lbs. 
$4.95 

Complete, 

Catalogue Number .... 

VE1 

VE2 

VE3 

except 

Standard Package. 

35 

25 

10 

Globe and 

Weight Std. Pkg. 

135 lbs. 

110 lbs. 

50 lbs. 

Guard 

List Price, each. 

$2.15 

$2.25 

$2.35 



TYPE VF CONDULETS—IRON—Black Enamel Finish 



Size in inches. 

Vz 

3 /4 

1 

Complete 

Catalogue Number.... 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VF189 

35 

260 lbs. 
$4.90 

VF289 

25 

200 lbs. 
$5.00 

VF389 

10 

106 lbs. 
$5.10 

Complete, 
except 
Globe and 
Guard 

Catalogue Number .... 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VF1 

35 

145 lbs. 
$2.30 

VF2 

25 

120 lbs. 
$2.40 

VF3 

10 

55 lbs. 
$2.50 



TYPE VD CONDULETS—IRON —Black Enamel Finish 


Complete 

Size in inches. 

Vz 

V* 

1 

Catalogue Number.... 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VD1189 

35 

275 lbs. 
$5.15 

VD2289 

25 

210 lbs. 
$5.25 

VD3389 

10 

110 lbs. 
$5.35 

Complete, 
except 
Globe and 
Guard 

Catalogue Number...; 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

VD11 

35 

160 lbs. 
$2.55 

VD22 

25 

130 lbs. 
$2.65 

VD33 

10 

60 lbs. 
$2.75 


For finishes, assortments and other important Information, see note on opposite page. Gondulet 
reducers are listed on page 171. 

Condulets of the V series are listed on pages 98 to 101, inclusive. 
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CONDULETS—V SERIES—Oonturned 

TYPES VK, VP AND VJ—Iron 

Vapor, Gas and Dust-Proof—Take any Regular Mazda Lamp up to and Including 40-Watt, 
or any Lamp with Dimensions not Exceeding 2% x 5Vi Inches 

Furnished with Crouse-Hlnds Receptacle CCV337, Sealing Plate, Gaskets and all necessary 

Fastening Screws, and with or without Globe and Guard 





TYPE VK CONDULETS—IROr 

f—Black Enamel Finish 


Size in inches. 

>/2 

3 /4 

1 

Complete 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

VK189 

35 

260 lbs. 
$4.90 

VK289 

25 

200 lbs. 
$5.00 

VK389 

10 

105 lbs. 
$5.10 

Complete, 
except 
Globe and 
| Guard 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

VK1 

35 

145 lbs. 
$2.30 

VK2 

25 

120 lbs. 
$2.40 

VK3 

10 

55 lbs. 
$2.50 

TYPE VP CONDULETS—IRO? 

7—Black Enamel Finish 


Size in inches. 

>/2 

% 

1 

Complete 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

VP189 

35 

260 lbs. 
94 90 

VP289 

25 

200 lbs. 
$5.00 

VP389 

10 

105 lbs. 
$5.10 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package.... 

Shipping Weight Std. Pkg.. 
List Price, each. 

VP1 

35 

145 lbs. 
$2.30 

VP2 

25 

120 lbs. 
$2.40 

VP3 

10 

55 lbs. 
$2.50 

TYPE VJ CONDULETS—IRON 

’—Black Enamel Finish 


Size in inches. 

*/2 

3 /4 

1 

Complete 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg.. 
List Price, each. 

VJ1189 

35 

280 lbs. 
$5.15 

VJ2289 

25 

210 lbs. 
$5.25 

VJ3389 

10 

110 lbs. 
$5.35 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Shipping'Weight Std. Pkg.. 
List Price, each. 

VJ11 

35 

165 lbs. 
$2 55 

VJ22 

130 lbs. 

$2 65 

VJ33 

10 

60 lbs. 
$2.75 


Important Information Concerning Condulets Listed on This and the Opposite Page 

Clear globes are regularly furnished on orders for complete Condulets. 

Colored globes will De furnished with Condulets of the V series, if specifically ordered, at the 
following increases over list prices for complete Condulets: Opal, $.30; green, blue or 
orange. $.90; ruby, $1.55 

Globes ana guards for Condulets of the V series are made in one size only. 

Padlock is not included in prices for Condulets of the V series, but is listed on page 175, and 
will be furnished, if specifically ordered. 

Finishes: Black enamel is the standard finish for Condulets, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulets will be furnished, at same price as for all black enamel 
finish, when the order specifies galvanized finish. For special plated finishes, see page 
182. For cast bronze Condulets, plain and with special finishes, see page 182. For alumi¬ 
num Condulets, plain and with black enamel finish, see page 182. Prices for cast brass Con¬ 
dulets, marine finish, scheduled on page 182, do not apply to Condulets of the V and VH 
series. Prices for these Condulets in brass, marine finish, will be quoted upon reauest. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Globes are listed separately on page 173. Guards are listed separately on page 173. Sealing plate is listed 
separately on page 173. Gaskets are listed separately on page 176. Condulet reducers are listed on 

Condulets of the V series are listed on pages 98 to 101, Inclusive. 

(Cross Reference Page 101) 
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CONDULETS—VH SERIES 

TYPES VH, VHA AND VHC —Iron 

Vapor, Gas and Dust-Proof—Take any Regular Mazda Lamp up to and Including 100-Watt, 
or any Lamp with Dimensions not Exceeding 3% x 7% Inches 

Furnished with Grouse-Hinds Receptacle CGV337, Sealing Plate, Gaskets and all necessary 
Fastening Screws, and with or without Globe and Guard 



Typo VH 

(Padlock not included in list prices) 




For marine work and in breweries^ refineries, flour mills or 

wherever there is dampness, gas or fine oust, Condulets of the VH 
series meet every requirement. 

These condulets remain vapor, gas and dust-proof even though 
globes be broken or removed for lamp renewals. 

Crouse-Hinds receptacle CCV337 is the only receptacle that can 
be mounted in these Condulets. 


TYPE VH CONDULETS—IRON—Black Enamel Finish 



Size in inches. 

Vz 

V* 

1 

Complete 

Catalogue Number 
Standard Package. 
Ship. Wt. Std. Pkg. 
List Price, each... 

VH189 

35 

285 lbs. 
$5.40 

VH289 

220 lbs. 

$5.45 

VH389 

10 

120 lbs. 
$5.50 

_ 

Complete, 
except 
Globe and 
Guard j 

Catalogue Number 
Standard Package. 
Ship. Wt. Std. Pkg. 
List Price, each.... 

VH1 

35 

135 lbs. 
$2.35 

VH2 

25 

110 lbs. 
$2.40 

VH3 

10 

60 lbs. 

$2 45 


TYPE VHA CONDULETS—IRON—Black Enamel Finish 


Complete 

Size in inches. 

Vz % 

1 

1 

Catalogue Number 
Standard Package. 
Ship. Wt. Std. Pkg. 
List Price, each.... 

VHA189 

35 

285 lbs. 
$5.40 

VHA289 

25 

220 lbs. 
$5.45 

VHA389 

10 

120 lbs. 
$5.50 

Complete, 
except 
Globe and 
Guard 

Catalogue Number 
Standard Package. 
Ship. Wt. Std. Pkg. 
List Price, each.... 

VHAl 

35 

135 lbs. 
$2.35 

VHA2 

25 

110 lbs. 
$2.40 

VHA3 

10 

60 lbs. 
$2.45 

TYPE VHC CONDULETS—IRON— Black Enamel Finish 

Complete 

Size in inches. 

Vi 

3 /« 1 

Catalogue Number 
Standard Package. 
Ship. Wt. Std. Pkg. 
List Price, each.... 

VHC1189 

35 

295 lbs. 
$5.50 

VHC2289 

25 

230 lbs. 
$5.60 

VHC3389 

10 

125 lbs. 

$5 65 

Complete, 
except 
Globe and 
Guard 

Catalogue Number 
Standard Package. 
Ship. Wt. Std. Pkg. 
List Price, each.... 

VHC11 

35 

145 lbs. 
$2.45 

VHC22 

25 

120 lbs. 
$2.55 

VHC33 

10 

65 lbs. 
$2.60 


For finishes, assortments and other Important information, see note on opposite page. 

Oondulet reducers are listed on page 171. 

Condulets of the VH series are listed on pages 102 to 105, inclusive, and pages 110 to 113, Inclusive. 

(Cross R ofornnon Page 102) 
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CONDULETS—VH SERIES—Continued 

TYPES VHL, VHT AND VHX—Iron 

Vapor, Gas and Dust-Proof—Take any Regular Mazda Lamp up to and Including 100-Watt, 
or any Lamp with Dimensions not Exceeding 3% x 7 3 /4 Inches 
Furnished with Crouse-Hlnds Receptacle CCV337, Sealing Plate, Gaskets and all necessary 
Fastening Screws, and with or without Globe and Guard 



TYPE VHL CONDULETS—IRON—Black Enamel Finish 

Complete 

Complete, 
except 
Globe and 
Guard 

Size in inches . 

% 

•A 

1 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHL1189 

35 

295 lbs. 
$5.50 

VHL2289 

25 

220 lbs. 
$5.60 

VHL3389 

10 

120 lbs. 

$5.65 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHL11 

35 

140 lbs. 
$2.45 

VHL22 

25 

110 lbs. 
$2.55 

VHL33 

10 

60 lbs. 

$2.60 

TYPE VHT CONDULETS—IRON—Black Enamel Finish 

Complete 

Size in inches. 

'/2 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHT11189 

35 

305 lbs. 

$5.60 

VHT22289 

25 

230 lbs. 

$5.75 

VHT33389 

10 

125 lbs. 

$5.85 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each.j 

VHT111 

35 

150 lbs. 

$2.55 

VHT222 

25 

120 lbs. 

$2.70 

VHT333 

10 

65 lbs. 

$2.80 


TYPE VHX CONDULETS—IRON—Black Enamel Finish 


Complete 

Size in inches. 

Vi 3 /4 

1 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHX111189 

35 

310 lbs. 

$5.70 

VHX222289 

25 

240 lbs. 

$5.90 

VHX333389 

10 

130 lbs. 

$6.05 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHX1111 

35 

160 lbs. 

$2.65 

VHX2222 

25 

130 lbs. 

$2.85 

VHX3333 

10 

70 lbs. 

$3.00 


Important Information Concerning Condulets Listed on This and the Opposite Page 

Clear globes are regularly furnished on orders for complete Condulets. 

Colored globes will be furnished with Condulets of the VH series, if specifically ordered, at the 
following increases over list prices for complete Condulets: opal, $.90; green, blue or 
orange, $1.55: ruby, $2.10. 

Globes ana guards for Condulets of the VH series are made in one size only. 

Padlock is not included in prices for Condulets of the VH series, but is listed on page 175, and 
will be furnished, if specifically ordered. 

Finishes: Black enamel is the standard finish for Condulets, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulets will be furnished, at same price as for all black enamel finish, 
when the order specifies galvanized finish. For special plated finishes, see page 182. For 
cast bronze Condulets, plain and with special finishes, see page 182. For aluminum Condu¬ 
cts, plain and w ith black enamel finish, see page 182. Prices for cast brass Condulets, ma¬ 
rine finish, scheduled on page 182, do not apply to Condulets of the V and VH series. Prices 
for these Condulets in brass, marine finish, will be quoted upon request. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 


Globes are listed separately onpage 173. _ 

separately on page 173. Gaskets are listed separately on page 176. 
page 171. 

Condulets of the VH series are listed on pages 102 to 105, Inclusive. 


Guards are listed separately on page 173. 8ealing plate Is listed 
. Condulet reducers are listed on 
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CONDULETS—VH SERlES~**CoDtiflU6d 

TYPES VHE, VHF AND VHD—Iron 

Vapor, Gas and Dust-Proof—Take any Regular Mazda Lamp up to and Including 100-Watt, 
or any Lamp with Dimensions not Exceeding 3% x 7% Inches 
Furnished with Grouse-Hinds Receptacle CCV337, 8e&llng Plate, Gaskets and all necessary 
Fastening Screws, and with or without Globe and Guard 



Trpa YHS 

(Padlock not included in list prices) 


For marine work and in breweries, refineries, flour mills or wherever 
there is dampness, gas or fine dust, Condulets of the VH series meet 
every requirement. 

These Condulets remain vapor, gas and dust-proof even though 
globes be broken or removed for lamp renewals. 

Crouse-Hinds receptacle CCV337 is the only receptacle that can be 
mounted in these Condulets. 


TYPE VHE CONDULETS—IRON—Black Enamel Finish 

Complete 

Size in inches. 

Vi 

Va 

1 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHE189 

35 

335 lbs. 
$5.50 

VHE289 

25 

260 lbs. 
$5.60 

VHE389 

10 

130 lbs. 
$5.70 

Complete, 
except 
Globe and 
Guard 

_; 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHE1 

35 

185 lbs. 
$2.45 

VHE2 

25 

| 150 lbs. 

; $2.55 

VHE3 

10 

70 lbs. 
$2.65 



TYPE VHF CONDULETS—IRON —Black Enamel Finish 


Complete 

Size in inches. 

Vi 

Va 

1 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHF189 

35 

335 lbs. 
$5.75 

VHF289 

25 

260 lbs. 
$5.85 

VHF389 

10 

130 lbs. 
$5.95 

Complete, 
except 
Globe and 
Guard 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHF1 

35 

185 lbs. 
$2.70 

VHF2 

25 

150 lbs. 
$2.80 

VHF3 

10 

70 lbs. 
$2.90 



TYPE VHD CONDULETS—IRON— Black Enamel Finish 

1 

Complete 

• 

Size in inches. 

Vi 

3 /a 

1 


Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHD1189 

35 

350 lbs. 
$5.90 

VHD2289 

25 

270 lbs. 
$6.00 

VHD3389 

10 

140 lbs. 
$6.10 


Complete, 
except 
Globe and 
Guard 

_ 

Catalogue Number. 

Standard Package. 

Ship. Wt. Std. Pkg. 

List Price, each. 

VHD11 

35 

200 lbs. 
$2.85 

VHD22 

25 

160 lbs. 
$2.95 

VHD33 

10 

80 lbs. 
$3.05 


For finishes, assortments and other Important information, see note on opposite page. 

reducers are listed on page 171. y 

Condulets of the VH series are listed on pages 102 to 105, inclusive^igitized by VjiOOvlt 

iCrom Reference Page 104) 
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Mall Orders Filled 
at Prevailing Prices 


CONDULETS—VH SERIES—Continued 

TYPES VHK, VHP AND VHJ—Iron 

Vapor, Gas and Dust-Proof—Take any Regular Mazda Lamp up to and Including 100-Watt, 
or any Lamp with Dimensions not Exceeding 3% x 7% Inches 
Furnished with Crouse-Hinds Receptacle CCV337, Sealing Plate, Gaskets and all necessary Fastening 
Screws, and with or without Globe and Guard 



TYPE VHK CONDULETS—IRON— Black Enamel Finish 


Complete 

Size in inches. 

V 2 

V* 

1 

Catalogue Number ... 
Standard Package .... 
Ship. Wt. Std. Pkg.... 
List Price, each. 

VHK189 

35 

370 lbs. 
$5.75 

VHK289 

25 

290 lbs. 

$5.85 

VHK389 

10 

150 lbs. 
$5.95 

Complete, 
except 
Globe and 
Guard 

Catalogue Number ... 
Standard Package .... 

Ship. Wt. Std. Pkg_ 

List Price, each. 

VHK1 

35 

220 lbs. 
$2.70 

VHK2 

25 

180 lbs. 

82 mi 

VHK3 

10 

90 lbs. 

$2.90 

TYPE VHP CONDULETS—IRON—Black Enamel Finish 

Complete 

Size in inches. 

V 2 

3 A 

1 

Catalogue Number ... 
Standard Package .... 
Ship. Wt. Std. Pkg.... 
List Price, each. 

VHP189 

35 

370 lbs. > 
$5.75 

V11P289 

25 

290 lbs. 
$5.85 

VHP389 

10 

150 lbs. 

$5 95 

Complete, 
except 
Globe and 
Guard 

Catalogue Number ... 

Standard Package_ 

Ship. Wt. Std. Pkg.... 
List Price, each. 

VHP1 

35 

220 lbs. 
$2.70 

VHP2 

25 

180 lbs. 
$2.80 

VHP3 

10 

90 lbs. 

$2.90 



TYPE VHJ CONDULETS—IRON—Black Enamel Finish 


Complete 

Size in inches. 

1/2 

3 A 

1 

Catalogue Number ... 
Standard Package .... 
Ship. Wt. Std. Pkg.... 
List Price, each. 

VHJ1189 

35 

375 lbs. 
$5.90 

VHJ2289 

25 

295 lbs. 
$6.00 

VHJ3389 

10 

155 lbs. 
$6.10 

Complete, 
except 
Globe and 
Guard 

Catalogue Number ... 
Standard Package .... 
Ship. Wt. Std. Pkg.... 
List Price, each. 

VHJ11 

35 

225 lbs 
$2.85 

VHJ22 

OK 

185 lbs. 
$2.95 

VHJ33 

10 

95 lbs. 

$3.05 


Clear globes are regularly furnished on orders for complete Condulets. 

Colored globes will be furnished with Condulets of the VH series, if specifically ordered, at the 
following increases over list prices for complete Condulets: opal, $.90; green, blue or orange, 
$1.55; ruby, $2.10. 

Globes and guards for Condulets of the VH series are made in one size only. 

Padlock is not included in prices for Condulets of the VH series, but is listed on page 175. 

Finishes: Black enamel is the standard finish for Condulets, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulets will be furnished, at same price as for all black enamel 
finish when the order specifies galvanized finish. For special plated finishes, see page 182. 
For cast bronze Condulets, plain and with special finishes, see page 182. For aluminum 
Condulets, plain and with black enamel finish, see page 182. Prices for cast brass Condu¬ 
lets, marine finish, scheduled on page 182, do not apply to Condulets of the V and VH series. 
Prices for these Condulets in brass, marine finish, will be quoted upon request. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Receptacle CCV337 Is listed separately on page 194. Globes and Guards are listed separately on page 173. 
Sealing plate is listed separately on page 173. Gaskets are listed separately on page,176. Padlock is 
listed on page 175. Condulet reducers are listed on page 171. x .. * 

I of the VH series are listed on Dazes 102 to 105. inclusive, and naeeS 11© WllS. tnelu»*£> 


Condulets < 


________ n pi_ 

1 VH series are listed on pages 102 to 105, Inclusive, and 

(Cross Reference Pago 105) 

















Quantity Prices 
Quoted on Request 
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TYPES GV, GVA, GVL AND GVLA WEATHER-PROOF 
. CONDULETS 

Furnished with Receptacle G337, Receptacle and Guard Holder RMP2 and Guard HV94* 
Take any Incandescent Lamp not Exceeding 2^x3} Inches 
' Not Designed to Take Glass Sealing-Globe 



Type GV 


Condulets of the GV and HV series are 
weather-proof and semi vapor-proof lamp fittings, 
and can be used to advantage wherever condi¬ 
tions are not so severe as to require an outer 
sealing globe. They are -thoroughly gasketed 
and are in every way suitable for such places as 
laundries, kitchens, interior installations on 
boats and in subways. 

The guard effectually protects the lamp from 
breakage and, when padlocked on, also prevents 
the unauthorized removal or theft of lamp. 


TYPE GV CONDULETS—Complete TYPE GVA CONDULETS —Complete 


Size 


Black Enameled 

Size 


4 Vi- 

inch 

GV1204 

35 

140 lbs. 
$3.00 

.Catalogue No.. 

. Std. Package. 

. Wt. Std. Pkg.. 

. . . List, each. . . 

Vi- 

inch 

GVA1204 

35 

145 lbs. 
83.20 

4 %- 

inch 

GV2204 

25 

115 lbs. 
83.05 

.Catalogue No.. 
.Std. Package. 
.Wt. Std. Pkg.. 

. . . List, each . . 

lnch 

GVA2204 

25 

120 lbs. 
83.30 

1- 

inch 

GV3204 

10 

55 lbs. 
83.30 

. Catalogue No. 
Std. Package. 
.Wt. Std. Pkg.. 

. . . List, each . . . 

1- 

inch 

GVA3204 

10 

00 lbs. 
$3.60 




TYPE GVL CONDULETS —Complete 


TYPE GVLA CONDULETS—Complete 



Size 


Black Enameled 

Size 


inch 

C.VL1204 

35 

140 lbs. 
$3.05 

. Catalogue No.. 

. Std. Package. 
Wt. Std. Pkg.. 

... List, each. . . 

,Mr 

Inch 

GVLA1204 

35 

145 lbs. 
$3.20 

inch 

GVL2204 

25 

115 lbs. 
83.15 

. Catalogue No.. 

. Std. Package. 
Wt. Std. Pkg.. 

. . List, each. . . 

inch 

GVLA2204 

25 

120 lbs. 
83.30 

1 - 

inch 

GVL3204 

10 

55 lbs. 
83.45 

.Catalogue No.. 
.Std. Package. 
.Wt. Std. Pkg. 

. . . List, each. . . 

1 - 

inch 

GVLA3204 

10 

60 lbs. 
$3.60 



*See footnote on opposite page. 

Receptacle C337 is listed separately on page 190. 

Receptacle and Guard Holder RMP2 is listed separately on page 105c. 
Guards HV94 and HV96 are listed separately on page 105c. 

Listings of Weather-Proof Condulets are continued on pages 105b and 105c. 


(Cross Reference Page 105c) 
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*If specified on order, Guard HV96, instead of Guard HV94, will be furnished with Condulets of 
the GV and HV series, at an advance of SO. 10 in list prices. Guard HV96 takes any incan¬ 
descent lamp not exceeding 2 7 Ae x 5Vi inches. 

Receptacle C337 is listed separately on page 190. 

Receptacle and Guard Holder RMP2 is listed separately on page 105c. Guards HV94 and HV96 are listed 
separately on page 105c. 

Listings of Weather-Proof Condulets are continued on page 105c 

(Crow* Roffrcnw Page 10f>b) 
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TYPES GVT, GVTA, GVX, GVXA, HV AND HVA 


WEATHER-PROOF CONDULETS 


Take any Incandescent Lamp not Exceeding 2v« x 3} Inches 


Not Designed to Take Glass Sealing-Globe 


TYPE GVT CONDULETS—Complete TYPE GVTA CONDULETS—Complete 


Size 


Black Enameled Size 


GVTA 1204 
35 

150 lbs. 
$3.35 


GVT 1204 
35 

145 lbs. 
S3.20 


C atalogue No. 
Std. Package 
Wt. Std. Pkg. 
. . List, each. . 


inch 


.Hr. 

inch 


(1VTA2204 


GVT2204 
%- 25 

inch 120 lbs. 
S3.30 


Catalogue No. 
Std. Package 
Wt. Std. Pkg. 
. . List, each. . 


25 

125 lbs. 
S3.50 


V4- 

inch 


Catalogue No. 
Std. Package 
Wt. Std. Pkg. 
. . List, each. . 


GVTA3204 
1 - 10 
inch 65 lbs. 

S3.90 


GVT3204 

10 

60 lbs. 

S3.60 


l- 

inch 


TYPE GVXA CONDULETS—Complete 


TYPE GVX CONDULETS 


Complete 


Black Enameled Size 


Size 


Catalogue No. 
Std. Package 
Wt. Std. Pkg. 
. . List, each. 


GVXA 1204 
y 2 - 35 

inch 155 lbs. 

S3.50 


GVX 1204 
Vz~ 35 
inch 150 lbs. 
$3.35 


GVX2204 
%- 25 

inch 125 lbs. 
$3.50 


Catalogue No 
Std. Packag( 
Wt, Std. Pkg 
. . List, each. . 


GVXA22041 
3 A- 25 

inch 130 lbs. 
$3.70 


Catalogue No. 
Std. Package 
Wt. Std. Pkg. 
.. List, each. . 


GVXA3204 

10 

70 lbs. 
$4.10 


GVX3204 
1 - 10 
inch 65 lbs. 
$3.90 


1 - 

inch 


TYPE HVA CONDULETS—Complete 


TYPE HV CONDULETS —Complete 


Black Enameled 


Size 


Size 


Catalogue No. 
Std. Package 
Wt. std. Pkg. 
. . List, each. . 


HVA1204 

35 

135 lbs. 
$2.95 


HV 1204 
V4- 35 

inch 135 lbs. 
$2.90 


. Vi- 

inch 


Catalogue No. 
Std. Package 
Wt. Std. Pkg. 
. . List, each. . 


HV2204 
34 - 25 

inch HO lbs. 
$2.95 


HV.A2204 
3/ 4 - 25 

inch HO lbs. 
$3.00 


Catalogue No. 
Std. Package 
Wt. Std. Pkg. 
. . List, each. . 


HVA3204 
1 - 10 
inch 50 lbs. 
$3.30 


HV3204 
1 - 10 
inch 50 lbs. 
$3.20 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Furnished with Receptacle C337. Receptacle and Guard Holder RMP2 and Guard HV94* 











Quantity Prices 
Quoted on Request 


Western Electric 
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TYPES HHV, HHVC AND HVLA WEATHER-PROOF 

CONDULETS 

Furnished, with Receptacle G337. Receptacle and Guard Holder RMP2 and Guard HV94* 
Take any Incandescent Lamp not Exceeding 2 T 7 8 x2| Inches 
Not Designed to Take Glass Sealing-Globe 


TYPE HHVC CONDULETS—Complete 


HHVC1204 

35 

145 lbs. 
$3.20 

HHVC2204 

25 

120 lbs. 
$3.30 




TYPE HVLA CONDULETS—Complete 



Size 


Black Enamel 

Finish 

lnch 

HVLA1204 

35 

140 lbs. 
$3.05 

. Catalogue No.. 
.Std. Package. 
.Wt. Std. Pkg.. 

... List, each... 

Inch 

HVLA2204 

25 

115 lbs. 
$3.15 

.Catalogue No.. 

. Std. Package. 
.Wt. Std. Pkg.. 

... List, each.. . 

1- 

inch 

HVLA3204 

10 

55 lbs. 

$3.45 

.Catalogue No.. 

. Std. Package. 
.Wt. Std. Pkg.. 

. . . List, each... 


HHVC3304 
1 - 10 
inch 60 lbs. 
$3.60 


RECEP. AND GUARD HOLDER RMP2 


For Weather-Proof Condulets of GV and 
HV Series, listed on pages 26. 27 and 28 
Furnished with Gasket and Screws 


RMP2 

35 

30 lbs. 
$ .30 


This holder can be mounted on any 
Form 20 Condulet body of the G and 
H series, provided holes for four No. 
8-32 screws are drilled and tapped in 
the rim of the Condulet body. When 
Condulet body is so used, the adjusta¬ 
ble bar furnished with it is not needed. 



TYPE HV GUARDS 
For Above Receptacle and Guard Holder 
Black Finish 


. Catalogue No.. 
.Std. Package. 
.Wt. Std. Pkg.. 
.. . List, each. . . 




If specified on order, Guard HV96, instead of Guard HV94, will be furnished with Condulets of 
the GV and HV series, at an advahce of $0.10 in list price. Guard HV96 takes any incan- 
, descent lamp not exceeding 2 7 /i 6 x 5 M inches. 

Finishes: Black enamel is the standard finish for Condulets, and will be furnished unless another 
finish is specified on the order. Galvanized finish on exterior and black enamel finish on in¬ 
terior of Condulets will be furnished, at same price as all black enamel finish, wheri the order 
specifies galvanized finish. For special plated finishes, cast brass and cast bronze Condulets 
with plain and special finishes, aluminum Condulets with plain and black enamel finish, see 
page 182. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make up 


a standard package. No other assortment is allowed. 

Receptacle C337 Is listed separately on page 190. 

Weather-Proof Condulets are listed on pages 105a. 105b and 105c. 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


MIDGET GUARD EQUIPMENT 

For Forms 5 and 10 Condulet Bodies of G and H Series 
Furnished Complete with Guard HGV95. Receptacle and Guard Holder RMP3. 
Keyless Receptacle PE55 and all necessary Screws* 

Takes any Incandescent Lamp not Exceeding 2gx3| Inches 
Not Designed to Take Glass Sealing-Globe 



Mid^dt Gourd Eqiupmoul Mounted on 
Tjpe H Condulet Body and with 
ley Receptacle and Lamp Installed 
(Broken-away View) 


This equipment adapts 
Forms 5 and 10 Condulet 
bodies of the G and H 
series for use wherever a 
small, guarded electric 
light is required, such as 
on boats, in theatre dress¬ 
ing rooms, stairways, etc. 

The equipment is de¬ 
signed to be attached to 
the adjustable bar fur¬ 
nished with the Condulet 
body. 

Either key or keyless 
receptacles can be used. 



Midget Guard Equipment Mounted on 
Type H Condulet Body and with Keyless 
Receptacle and Lamp Installed 



MIDGET GUARD EQUIPMENT- 

•Black Finis! 

i 

r i 

k 

) 

> 

Complete with Guard HGV95, 
Receptacle and Guard Holder 
RMP3, Keyless Receptacle PE55 
and all necessary Screws. 

Guard 

Only 

Receptacle 

and 

Guard 

Holder 

Receptacle 

Only 


► 

Catalogue Number. . 
Standard Package . . 
Ship. Wt. Std. Pkg.. . 
List Price, each 

HGV3595 

40 

80 lbs. 
$2.10f 

HGV95 

40 

30 lbs. 
$1.40 

RMP3 

40 

50 lbs. 

S .30 

PE55 

200 

95 lbs. 

$ .40 


♦Other receptacles than PE55 which can be used with receptacle and guard holder RMP3. but which we 
do not furnish, are as follows: 

Key Receptacles: ARROW E —8025, 8025W. 00009. 66609W. BRYANT—4481. 00009. G. E. CO.—GE043, GE32I. 
GE414, GE419, CiE471,GE487. HUBBELL—3049, 3147, 3307. 3732. PAISTE 5437,5545. P. & S.—132, 017, 
618, 811,01387, 00609. 

Keyless Receptacles: ARROW E—8020. 00010. BRYANT—00010. G. E. CO.—C.E044, GE325. GE472, GE4SS. 
HUBBELL—3050, 3733. PAISTE—5438, 5546 P. & S.—140, 451. 00387, 88259. 

tForms 5 and 10 Condulet bodies of G and H series are not Included In this price, but are listed on pages 
57 to 60. inclusive. 


TYPE SH REFLECTORS 

For Guards V9. V90, VH9 and VH90—Furnished with necessary Fastening Screws 


It is sometimes desirable to shut off the light from one side of a lamp mounted in a Condulet 
of the V or VH series, and type SII reflectors arc designed for this purpose. 

Two angle pieces on the face of the reflector hook over one of the 
guard rings. Tightening a screw in each angle piece holds the reflec¬ 
tor in place. 

P TYPE SH REFLECTORS—Steel 

Outer Surface Black. Inner Surface Alumlnumized 



Type V 

With Reflector SH4 Mounted 


For 

Catalogue Number. . . 

V9 and 
V90 
Guards 

Standard Package. . . . 
Ship. Wt. Std. Pkg. . . 
List Price, each. 

For 

VH9 and 
won 

Catalogue Number. .. 
Standard Package. . . . 

vnvu 

Guards 

Snip. Wt. Std. 1 kg.. . 
List Price, each . 


C uards V9. V90, VH9 and VH90 are listed on page 173. 

(Crosa Reference Pr*tp 1 05d > 
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Quantity Prices 
Quoted on Request 


HAND 

TYPE VS—Aluminum 


LAMPS 


TYPE VS—Brass 


Vapor, Gas and Dust-proof Portable Hand Lamp 
Takes any Lamp with Dimensions not Exceeding 2VixSVi Inches* 
Furnished with Crouse-Hinds Receptacle C9514, Clear Globe, Guard and Gaskets 


Type VS hand lamps are exceptionally well suited for use in garages, refineries, flour mills, 
for marine work, or wherever there is inflammable vapor, fine dust or moisture in the air. 

Globes listed below can also be used on the V series of Condulets, and when so used take any 
lamp with dimensions not exceeding 23/6x4*4 inches. These dimensions permit the use of any 
lamp having a bulb that is no larger than an S14 or G1834* 

The globes listed below are smaller than those listed in Condulet Catalogue No. 1000 and 
when used on Condulets of the V series require a correspondingly smaller guard than that listed 
in Condulet Catalogue No. 1000. This smaller guard is listed below. 

Guards VS095 and VS950, listed below for use with type VS hand 
lamps, have a hook and are provided with a locking cam, which is 
held closed by a knurled screw'. Guards V950 and V95, listed below 
for use with Condulets of the V series, have *io hook and are provided 
with a locking cam, w r hich is arranged to take a padlock. 



Type YS Kind Ump 


E 


TYPE VS HAND LAMP— Aluminum 

Finish. j 

Scratch Brush 


Catalogue Numl>er. 

VS100895 

35 

105 lbs. 

$6.15 

Standard Package . . . 

Shipping Weight Std. Pkg. 

List Price, each. 

TYPE VS HAND LAMP—Brass 

Finish . 

Marine 


Catalogue Number. 

Standard Package. 

VS10895 

35 

265 lbs. 

$9.00 

Shipping Weight Std. Pkg. 

List Wice, each.•. 


GLOBES— 5 Inches In Overall Length 
For Type VS Hand Lamps and Condulets of the V Series* 


Color. 

Clear 

Opal 

Green 

Blue 

Orange 

Ruby 

Catalogue No. 

V85 

V415 

V425 

V435 

V445 

V455 

Standard Pkg. 

35 

35 

35 

35 

35 

35 

Wt. Std. Pkg. 

40 lbs. 

40 lbs. 

40 lbs. 

40 lbs. 

40 lbs. 

40 lbs 

List Price, each. 

$ .80 

$1.10 

$1.70 

$1.70 

$1.70 

$2.35 


GUARDS— Brass 
For Globes Listed on this Page 


For Type VS Hand Lamps 


For Condulets of the V Series** 



Galvan¬ 

ized 

Marine 

Finish 

Marine 

Black 


VSG95 

VS095 

35 

40 lbs. 
$2.00 

VS950 

35 

40 lbs. 
$2.00 

. Catalogue No.. 
.Standard Pkg.. 
Wt. Std. Pkg.. 
List Price, each 

V950 

35 

40 lbs. 
$1.80 

V95 

35 

40 lbs. 
$1.80 

V95 


••The V series of Condulets are listed on pages 98 to 101, inclusive 


If specified on order, leather gaskets wi 
rubber gaskets, without extra charge. 

Gasket is listed separately on page 176. ^ „ 

\OrusB Reference Page 105a) 


be furnished with type VS hand lamp, instead of 
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Mail Orders Filled 
»t Prevailing Prices 


CONDULET BODIES—W SERIES 

TYPES W, WC, WL, WT AND WX 

FOR PLUG RECEPTACLES—HUBBELL, 5624; GENERAL ELECTRIC CO., 102700 



Broken-away View, showing 
Receptacle and Cover installed 
Prices do not include Receptacle or Cover 


TYPE W CONDULET BODIES— Black Enamel Finish 




Size in inches. 

% 

% 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

W1 

100 

115 lbs. 

$ .50 

W2 

75 

90 lbs. 

$ .60 

W3 

25 

45 lbs. 

$ .70 

TYPE WC CONDULET BODIES—Black Enamel Finish 

Size in inches. 

V2 

% 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. - 

List Price, each. 

well 

100 

140 lbs. 

§ GO 

WC22 

75 

110 lbs. 

$ .65 

WC33 

25 

55 lbs. 

$ .80 

TYPE WL CONDULET BODIES—Black Enamel Finish 

Size in inches. 

V 2 

3 /4 

1 

Catalogue Number . 

Standard Package . 

Shipping Weight Std. Pkg. 

List Price, each. 

WL11 

100 

140 lbs. 

$ .60 

WL22 

75 

110 lbs. 

$ 65 

WL33 

25 

55 lbs. 

$ .80 




TYPE WT CONDULET BODIES —Black Enamel Finish 

Size in inches.| 1/2 | % 


. . 

Catalogue Number . 1 WT111 

Standard Package . 1 100 

Shipping Weight Std. Pkg. 150 lbs. 

List Price, each. 1 $ .70 


WT222 

75 

120 lbs. 
% .80 



TYPE^WX 

Size in inches .. 


CONDULET BODIES—Black Enamel Finish 


V2 

WX1111 


Catalogue Number . 

Standard Package .I 100 

Shipping Weight Std. Pkg.I 160 lbs. 

List, Price, each.| $ .80 


WX2222 

75 

150 lbs. 

$ .90 


WX3333 

25 

75 lbs. 
$1.15 


COVERS 

For Types W, WC, WL, WT and WX Condulet Bodies —Black Enamel Finish 
For 1-2, 3-4 and 1-Inch Condulet Bodies 


For Attach. Plug 


Blank Metal 

Sheet 

Steel 

Cast 

Iron 

Sheet 

Steel 

Cast 

Iron 

0 

100 

30 lbs. 

$ .10 

0g 

100 

30 lbs. 

$ .20 

...Catalogue Number... 

... Standard Package ... 
_Weight Std. Pkg.... 

0b 

100 

35 lbs. 

$ .10 

Obg 

100 

35 lbs. 

$ .20 


Finishes: Black enamel is the standard finish for both Condulet bodies and metal covers, and 
will be furnished unless another finish is specified on the order. Galvanized finish on 
exterior and black enamel finish on interior of Condulet bodies and all galvanized finish 
on covers will be furnished, at same price as all black enamel finish, when the order 
specifies galvanized finish. For special plated finishes on Condulet bodies and covers, cast 
brass ana cast bronze Condulet bodies and brass and bronze covers with plain and special 
finishes, aluminum Condulet bodies and covers with plain and black enamel finish, see page 182. 

Black enameled and galvanized Condulet bodies of the same type and size may be assorted to 
make up a standard package. No other assortment of Condulet bodies is allowed. 

Black enameled and galvanized covers of both styles for Condulet bodies of the W series may 
be assorted to make up a standard package. 

We will furnish receptacles for above Condulet bodies. 

(Cross Reference Pace 115) 
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CONDULET BODIES—WD SERIES 

TYPES WD, WDC, WDL, WDT AND WDX 

For Clamp Receptacles 


1 . • 3 

Size in inches. 

Vi 

3 /« 

1 

Catalogue Number. 

Standard Package i. 

Shipping Weight Std. Pkg. 

List Price, each. 

WD1 

75 

90 lbs. 

$ .60 

WD2 

50 

75 lbs. 

$ .70 

WD3 

25 

50 lbs. 

* .80 

!■( _ jXk 

TYPE WDC CONDULET BODIES— Black Enamel Finish 

Size in inches. 

Vi 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

WDCll 

75 

105 lbs. 

$ .70 

WDC22 

50 

90 lbs. 

$ 75 

VVDC33 

25 

60 lbs. 

* .90 

Wg,- • ~ |.' 

^ m 

TYPE WDL CONDULET BODIES— Black Enamel Finish 

Size in inches. 

V* 

3 /4-'/2 

3 /4 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

WDL11 

75 

105 lbs. 

% .70 

WDL21 

50 

90 lbs. 

$ 75 

WDL22 

50 

90 lbs. 

$ .75 



TYPE WDT CONDULET BODIES— Black Enamel Finish 


Size in inches. 

Vi 

3 /4~'/ 2 J /4* 

3 /4 

Catalogue Number. 

Standard Package. 

Shipping W’eight Std. Pkg. 

List Price, each. 

WDT111 

75 

120 lbs. 

% .80 

WDT212 

50 

100 lbs. 

% .90 

WDT222 

50 

105 lbs. 

$ .90 

TYPE WDX CONDULET BODIES— Black Enamel Finish 

Size in inches. 

Vi 

3 /4 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

WDX1111 

75 

140 lbs. 

$ .90 

WDX2222 

50 

115 lbs. 
$1.00 

WDX3333 

25 

75 lbs. 
*1.25 


COVERS—For Condulet Bodies of the WD Series—Black Enamel Finish 

Furnished with Fastening Screws 



Style of 
Cover 

1 Openingf 

1 1 V* Openingt 

| Black Metal 


Sheet Steel 

Cast Iron 

Sheet Steel 

Cast Iron 

Sheet Steel 

Cast Iron 

a 

Catalogue No... 
Standard Pkg.... 
Wt. Std. Pkg. ... 
List, each . 

WD054 

75 

25 lbs. 

$ .15 

WD0054 

75 

40 lbs. 

$ .30 

WD048 

75 

25 lbs. 

% .15 

WD0048 

75 

40 lbs. 

$ .30 

WDOO 

75 

25 lbs. 

$ .15 

WD000 

75 

45 lbs. 

% .30 


Prices for Condulet bodies do not Include receptacles or covers. 

^Center hub is the smallest one. 

Proper fastening screws are furnished with covers, and are so held in screw holes that they can 
not fall out. 

We will furnish clamp receptacles for condulet bodies listed above. 

Condulet bodies listed above take the following: 

tCoverwithltt-inchopening: ARROWE—86,440. BRYANT-4014,4057. FEDERAL—303,304,305. P. & S. 
86, 440. 

icover With 1^-inch opening: ARROW E—427, 439, 61577, 61578, 61877, 6198a BRYANT—4035, 4036, 61988. 
G. E. 00.—GE001, GE060, GE079, GE118, GE153, GE267, GE269, GE271. PAISTE—47566, 59439, 6198& 
P. & S.—427, 436, 437, 439, 61577, 61578, 61877, 61988, 102703, 102704. 

(Cross Reference Page lf5a) Digitized by CjOOQlC 
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CONDULETS—Y SERIES—Continued 

TYPE Y 

For Cartridge or Plug Fuse Cut-outs , 

Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and Screws 

TYPE Y CONDULETS—DEAD END—Black Enamel Finish 


For 30 Ampere, 250 Volt, N. E. C. Main Line Cut-outs—Cut-outs not Furnished 


r 1 

Style of 
Cut-out 

Size in inches. 

% 

3 /4 

1 

2-wire 

Catalogue Number . 
Standard Package.. 
Weight Std. Pkg.. .. 
List Price, each .... 

Y1302 

15 

110 lbs. 
$1.45 

Y2302 

15 

120 lbs. 
$1.55 

Y3302 

10 

90 lbs. 

$1.65 

m ^ 

mm 1 * n§ 

u ^ 

Style of 
Cut-out 

Size in inches. 

W* 

* 

2 

2-wire 

Catalogue Number . 
Standard Package.. 
Weight Std. Pkg.... 
List Price, each .... i 

Y4302 

10 

100 lbs. 
$1.85 

Y5302 

5 

60 lbs. 

$1.95 

Y6302 

5 

75 lbs. 

$2.15 

Style of 
Cut-out 

Size in inches. 

% 

V* 

1 

i% 

1% 

3-wire 

Catalogue Number. 
Standard Package. 
Weight Std. Pkg... 
List Price, each... 

Y1303 

15 

140 lbs. 
$1.95 

Y2303 

15 

150 lbs. 
12.06 

Y3303 

10 

100 lbs. 
$2.15 

1 Y4303 
i 10 

110 lbs. 
$2.30 

Y5303 

5 

65 lbs. 

$2.45 


For 60 Ampere, 250 Volt, N. E. C. Main Line Cut-outs—Cut-outs not Furnished 


Style of 
Cutout 

Size in inches. 

% 

1 

ll/ 4 


2 

2-wire 

Catalogue Number. 
Standard Package. 
Weight Std. Pkg... 
List Price, each... 

Y2602 

15 

170 lbs. 
$2.40 

Y3602 

10 

120 lbs. 
$2.55 

Y4602 

10 

130 lbs. 
$2.75 

Y5602 

5 

75 lbs. 

$2.90 

Y6602 

5 

80 lbs. 

$3.00 

Style of 
Cut-out 

Size in inches. 

% 

1 

l'/4 


2 

3-wire 

Catalogue Number. 
Standard Package. 
Weight Std. Pkg... 
List Price, each... 

Y2603 

15 

220 lbs. 
$3.15 

Y3603 

10 

150 lbs. 
$3.25 

Y4603 

10 

160 lbs. 
$3.55 

Y5603 

5 

90ll>8. 

$3.70 

Y6803 

6 

9611m. 

13.86 


UNION—(Cartridge) 


We will furnish cut-outs for above Condulets, and the universal cut-out fastening plates* furnished with 
the Condulets, take the following cut-outs: 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse Cut-outs 

2- Wire: BRYANT— (Cartridge) 1917, (Plug) 62965. D. & W.— (Cartridge) 91102. G. E. CO.— (Cartridge) 34367, 

(Plug) 62965. NOARK— (Cartridge) 3327. PAISTB— (Cartridge) 72965, (Plug) 2965. S^WMUT— (Car¬ 
tridge) 2077. TRUM“ " ‘ 

2010. 

3- Wire: BRYANT —(Cartridge) 

(Plug) 62165. NOARK— (C 
tridge) 2079. TRUMBULL —(Cartridge) 

2012. 

60 Ampere, 250 Volt, Cut-outs 

2- Wire: BRYANT— (Cartridge) 1918. D. A W.— (Cartridge) 9U08. G. E. c 9*“ipartridge) 34376. NOARK— 

(Cartridge) 3329. PAISTE— (Cartridge) 82965. SHAwMUT —(Cartridge) 2078. TRUMBULL—(Cartridge) 
29656. UNION— (Cartridge) 2011. _ „ v 

3- Wire: BRYANT— (Cartridge) 1925. D. A W.— (Cartridge) 91109. G. E. c °-—jCartndre) 34377. NOARK— 

*■ • - -^ '■ "V5. SHAWMUT— (Cartridge) 2080. TRUMBULL—(Cartridge) 


fire: BRYANT— (Cartridge) 1920. V. A w.— tc 
(Cartridge) 3330. PAISTE— (Cartridge) 82165. 
21656. UNION— (Cartridge) 2013. 


For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Oondulet reducers are listed on page 171. 

Listings of type Y Condulets are continued on page 120. 

Condulets of the Y series are listed on pages 119 to 129, inclusive. 

(Cross Refcrenoe Page 119> 
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CONDULETS—Y SERIES—Continued 

TYPES Y AND YC 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and Screws 


TYPE Y CONDULETS—DEAD END —Black Enamel Finish—Continued 


For 100 Ampere, 280 Volt, N. E. C. Main Line Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

Size in inches. 

1 

W* 

l*/2 

2 

2% 

2-wire 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

Y31002 

10 

220 lbs. 
$5.20 

Y41002 

10 

230 lbs. 
$5.50 

Y51002 

5 

120 lbs. 
$5.65 

Y61002 

6 

130 lbs. 
$5.75 

Y71002 

5 

140 lbs. 
$5.85 

Style of 
Cut-out 

Size in inches. 

1 

W* 


2 

2»/2 

3-wire 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

Y31003 

10 

230 lbs. 
$5.80 

Y41003 

10 

240 lbs. 
$6.25 

Y51003 

5 

140 lbs. 
$6.35 

Y61003 

5 

150 lbs. 
$6.45 | 

Y71003 

5 

160 lbs. 
$6.55 


For 30 or 60 Ampere, 600 Volt, N. E. C. Main Line Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

Size in inches. 

Vi 

3 /4 

1 

l*/4 

I'A 

1-wire 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg..'. 

List Pride, each. 

Y16016 

15 

175 lbs. 
$3.15 

Y26016 

15 

185 lbs. 
$3.25 

Y36016 

10 

125 lbs. 
$3.35 

Y'46016 

10 

130 lbs. 
$3.45 

Y56016 

5 

701be. 

$3.56 


We will furnish cut-outs for above Condulets, and the universal cut-out fastening plates, furnished with 
the Condulets, take the following cut-outs: 


100 Ampere, S40 Volt, Cut-outs 

2- Wire: BRYANT—(Cartridge) 271. D. A W.—(Cartridge) 91119. G. B. CO.—(Cartridge) 36801. NOARK— 

(Cartridge) 3331. SHAWMUT—(Cartridge) 2101. UNION—(Cartridge) 2014. 

3- Wire: BRYANT—(Cartridge) 272. D. AW.—(Cartridge) 91120. G. E. CO—(Cartridge) 36800. NOARK— 

(Cartridge) 3332. SHAWMUT—(Cartridge) 2102. UNION—(Cartridge) 2015. 

30 and 60 Ampere, 600 Volt, Cut-outs 

1-Wire, 30 Ampere: BRYANT—(Cartridge) 1937. D. A W.—(Cartridge) 28076. G. B. CO.—(Cartridge) 34991. 

NOARK—(Cartridge) 5600. SHAWMUT—(Cartridge)_20735. UNION—(Cartridge) 4003. 

1-Wire,.60 Ampere: BRYANT—(Cartridge) 1938. D. A W.—(Cartridge) 28077. G. B. CO.—(Cartridge) 35101 
NOARK—(Cartridge) 5601. SHAWMUT—(Cartridge) 20745. UNION—(Cartridge) 4004. 


TYPE YC CONDULETS—THROUGH FEED— Black Enamel Flnlsb 


For 30 Ampere. 2B0 Volt. N. E. C. Main Line Cut-out,—Cut-out* not Furnished 



c&t' Size in inches - 


2-wire 


1 / 2 - 


- l /2 


Catalogue Number_ YC11302 

Standard Package.i 15 

Weight Std. Pkg. 120 lbs. 

List Price, each. $1.70 


3 /4- 




YC22302 

15 

130 lbs. 
$1.80 


Cut-out Size m mc ^ es . 1 V4-lVikVfc 


2-wire 


Catalogue Number. 
Standard Package.. 
Weight Std. Pkg. .. 
List Price, each .... 


YC44302 

10 

110 lbs. 
$2.10 


-IV2 


YC55302 

5 

65 lbs. 
$ 2.20 


-1 


YC33302 

10 

100 lbs. 
$1.90 


YC66302 

5 

70 lbs. 
$2.40 


We will furnish cut-outs for above type YC Condulets, and the universal cut-out fastening plates, fur¬ 
nished with the Condulets, take the following cut-outs: 

2-Wlre, 30 Ampere Cut-outs: BRYANT— (Cartridge) 1917, (Plug) 62965. D. & W.— (Cartridge) 91102. G. E. 
CO.— (Cartridge) 34367, (Plug) 62965. NOARK— (Cartridge) 3327. PAISTE— (Cartridge) 72965, (Plug) 
2905. SHAWMUT— (Cartridge) 2077. TRUMBULL— (Cartridge) 29653, (Plug) 2965. WEBER— (Plug) 
62965. UNION— (Cartridge) 2010. 

For finishes and assortments, see note on page 91. Condulet reducers are listed on page 171. 

Listings of type YC Condulets are continued on opposite page. 

Condulets of the Y series are listed on pages 119 to 129, Inclusive. 

Digitized by 1 
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COND 0LETS—Y SERIES—Continued 

TYPE YC—Continued 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and 8crews 
TYPE YC CONDULETS—THROUGH FEED— Black Enamel Finish-Continued 


For 30 Ampere, 260 Volt, N. E. C. Main Line Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

Size in inr.hM. 

i / i/l 

1/ V 


11/ *1/ 

iy 2 - iy. 


/z /z 

74 74 

i i 

1V4 I 74 

3-wire 

Catalogue No. 

Standard Package. 
Weight Sid. Pkg.. 
List Price, each... 

YC11303 

15 

140 lbs. 
$2.15 

YC22303 

15 

145 lbs. 
$2.25 

YC33303 

10 

120 lbs. 
$2.35 

YC44303 

10 

130 lbs. 

$2.60 

YC55303 

5 

70 lbs. 

$2.70 


For 60 Ampere, 250 Volt, N. E. C. Main Line Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

Size in inches. r 



1 1 / - 11/ 

,1/ 11/ 



74 74 


*74 *74 

*72 *72 


2-wire 

Catalogue No. 

Standard Package. 
Weight Std. Pkg.. 
List Price, each.. . 

YC22602 

15 

210 lbs. 
$2.65 

YC33602 

10 

145 lbs. 
$2.75 

YC44602 

10 

150 lbs. 
$2.85 

YC55602 

5 

85 lbs. 

$3.15 

YC66602 

5 

90 lbs. 

$3.25 

Style of 
Cut-out 

Size in inches 



H /4- II/4 


*% 


/A 74 

X 1 1 

*72 -Iy2 


3-wire 

Catalogue No. 

Standard Package. 
Weight Std. Pkg.. 
List Price, each... 

YC22603 

15 

260 lbs. 
$3.40 

YC33603 . 
10 

170 lbs. 
$3.50 

YC44603 

10 

180 lbs. . 
$3.60 

YC55603 

5 

100 lbs. 

$3.95 

YC66603 

5 

105 lbs. 

$4.10 


For 100 Ampere, 260 Volt, N. E. C. Main Line Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

Size in inches. 


11/4 -iy 4 

1 V 2 -114 






2 72 - 2y 2 

2-wire 

Catalogue No. 

Standard Package. 
Weight Std. Pkg.. 
List Price, each... 

YC331002 

10 

270 lbs. 
$5.45 

YC441002 

10 

280 lbs. 
$5.80 

YC551002 

5 

140 lbs. 
$5.90 

YC661002 

5 

150 lbs. 

$6.10 

Y C771002 

5 

160 lbs. 

$6.20 

Style of 
Cut-out 

Size in inches. 


11/ If/ 

IV 2 - IV 2 



1 X 

*74 - *74 


2 72- zl /2 

3-wire 

Catalogue No. 

Standard Package. 
Weight Std. Pkg.. 
List Price, each... 

YC331003 

10 

280 lbs. 
$6.10 

YC441003 

10 

290 lbs. 
$6.50 

YC551003 

5 

145 lbs. 
$6.65 

YC661003 

5 

150 lbs. 

$6.75 

YC771003 

5 

160 lbs. 

$6.90 


For 30 or 60 Ampere, 600 Volt, N. E. C. Main Line Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

Size in inches- 


•>/ O/ 


11 / if/ 

1 " 1 V 2 


72 72 

74 74 

1 1 

1/4-1/4 

1-wire 

Catalogue No. 

Standard Package. 
Weight Std. Pkg..' 
List Price, each.. .J 

YC 116016 

15 

180 lbs. 
$3.30 

Y C226016 

15 

190 lbs. 
$3.45 

YC336016 

10 

130 lbs. 
$3.60 

YC446016 

10 

140 lbs. 

$3.60 

Y C556016 

5 

80 lbs. 

$3.90 


We will furnish cut-outs for above Condulets, and the universal k cut-out fastening plates, lurmsnea 
with the Condulets, take the following cut-outs: 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 vmt, Plug Fuse Cut-outs 
3-Wire: BRYANT— (Cartridge) 1924, (Plug) 62165. D. A W— (Cartridge) 91103. G. E. CO— (Cartridge) 
34372, (Plug) 62165. NOARK— (Cartridge) 3328. PAISTE— (Cartridge) 72165, (Plug) 2165. SHAWMUT 
—(Cartridge) 2079. TRUMBULL— (Cartridge) 21653, (Plug) 2165. WEBER— (Plug) 62165. UNION— 


(Cartridge) 2012. 


2-Wire: 


60 Ampere, 250 Volt, Cut-outs 


3-Wire 


ire: BRYANT—(Cartridge) 1918. D. A W.—(Cartridge) 91108. G. E. CO.—(Cartridge) 34376. NOARK— 
(Cartridge) 3329. PAISTE—(Cartridge) 82965. SHAWMUT—(Cartridge) 2078. TRUMBULL—(Cartridge) 
29656. UNION—(Cartridge) 2011. - 

ire: BRYANT—(Cartridge) 1925. D. A W.—(Cartridge) 91109. G. E. CO.—(Cai ‘ - - 

(Cartridge) 3330. PAISTE—(Cartridge) 82165. SHAWMUT—(Cartridge) 2080. 

21656: UNION—(Cartridge) 2013. 


K —(Cartridge) 34377. NOARK— 
TRUMBULL—(Cartridge) 

_ _ _ridge) 2013. 

2-Wire, 100 Ampere and 3-wire, 100 Ampere, 250 Volt, Cut-outs ) See enumeration of cut-outs under type Y 
1-Wire. 30 Ampere and 1-Wire, 60 Ampere, 600 Volt, Cut-outs > Condulets on opposite page. 

For finishes and assortments, see note on page 91. 

Condulet reducers are listed on page 171. 

Condulets of the Y series are listed on pages 119 to 129, inclusive. 

AH (Cross Reference Page 121) 
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CONDULETS—Y SERIES—Continued 

TYPE YL 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and Screws 


TYPE YL CONDULETS—THROUGH FEED—Black Enamel Finish 


For 30 Ampere, 250 Volt, N. E. C. Main Line or Single Branch Cut-outs—Cut-outs not Furnished 



Style of 
Cut-out 

1 . '1 
Size in inches. 

v? 

L-% 

3 /4 

1-% 

1 

1-1 

2-wire 

Catalogue Number.... 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

Y LI 1302 

15 

140 lbs. 

*1.75 

YL22302 

15 

150 lbs. 
$1.85 

YL33302 

10 

100 lbs. 

$1.95 4 

Style of 
Cut out 

i Size in inches. 

Vz 

1 -% 

V* 

1-% 

1 

1-1 

3-wire 

| Catalogue Number.... 

Standard Package. 

Weight Std. Pkg. 

1 List Price, each*.. 

YL11303 

15 

170 lbs. 
$2.55 

YL22308 

15 

175 lbs. 
$2.75 

YL33303 

10 

120 lbs. 

$2.85 


For 60 Ampere, 200 Volt, N. E. C. Main Line or Single Branch Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

3 /4 ’ 

1 3/ 

1 

1 i 

_Size in inches_ 

Style of 
Cut-out 

% 

1 3/ 

1 

1 i 






2-wire 

YL22602 

15 

YL33602 

10 

..Catalogue Number.. 

.. Standard Package.. 

3-wire 

YL22603 

15 

YL33603 

10 

200 lbs. 

140 lbs. 

. ..Weight Std. Pkg... 

260 lbs. 

190 lbs. 


*2.60 

*2.70 

.. .List Price, each... 


*4.20 

$4.30 


We will furnish cut-outs for above Condulets, and the universal cut-out fastening plates, furnished 
with the Condulets, take the following cut-outs: 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse Main Line Cut-outs 


(Cartridge) 2010. 

3-Wire: BRYANT—(Cartridge) 1924, (Plug) 62165. D. ft W—(Cartridge) 91103. O. E. CO.—(Cartridge) 
34372, (Plug) 62165. NOARK—(Cartridge) 3328. PA1STB—(Cartridge) 72165, (Plug) 2165. SHAWMUT 
—(Cartridge) 2079. TRUMBULL—(Cartridge) 21653, (Plug) 2165. WEBER—(Plug) 62165. UNION— 
(Cartridge) 2012. 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse Single Branch Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1919, (Plug) 61935. D. ft W.—(Cartridge) 91104. G. E. CO.—(Cartridge) 

34368, (Plug) 61935. NOARK—(Cartridge) 3345. PA1STB— (Cartridge) 71935, (Plug) 1935. SHAWMUT 
—(Cartridge) 2081. TRUMBULL—(Cartridge) 19353, (Plug) 1935. WEBER—(Plug) 61935. UNION—(Car¬ 
tridge) 2020. ^ 

3 to 3-Wire: 

34373, C - 
(Cartridge) 
tridge) 2022. 

60 Ampere, 250 Volt, Main Line Cut-outs 

2- Wire: BRYANT—(Cartridge) 1918. D. ft W.—(Cartridge) 91108. G. B. CO.—(Cartridge) 34376. NOARK 

—(Cartridge) 3329. PAISTE—(Cartridge) 82965. SHAWMUT—(Cartridge) 2078. TRUMBULL—(Car¬ 
tridge) 29656. UNION—(Cartridge) 2011. 

3- Wire: BRYANT—(Cartridge) 1925. D. ft W.—(Cartridge) 91109. G. E. CO.—(Cartridge) 34377. NOARK— 

(Cartridge) 3330. PAISTE—(Cartridge) 82165. SHAWMUT—(Cartridge) 2080. TRUMBULL—(Cartridge) 
21656. UNION—(Cartridge) 2013. , 

60 Ampere, 250 Volt, Single Branch Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1920. D. ft W.—(Cartridge) 91110. G. E. CO.—(Cartridge) 34378. NO¬ 

ARK—(Cartridge) 3347. PAISTE—(Cartridge) 81935. SHAWMUT—(Cartridge) 2082. TRUMBULL— 
(Cartridge) 19356. UNION—(Cartridge) 2021. 

3 to 3-Wire: BRYANT—(Cartridge) 1927. ^ *- * 


7. D. ft W.—(Cartridge) 91111. G. E. CO.—(Cartridge) 
ARK—(Cartridge) 3348. PAlSTB—(Cartridge) 88042. SHAWMUT—(Cartridge) 2084. TI 


. . 34379. NO- 

_ _ _ TRUMBULL— 

"(Cartridge) 80426. UNION—(Cartridge) 2023. 

For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Condulet reducers are listed on page 171. 

Condulets of the Y series are listed on pages 119 to 129, Inclusive. 

Digitized by ’ 

(Cross Reference Page 122) 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDULETS—Y SERIES—Continued 

TYPE YR 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and 8crews 


TYPE YR CONDULETS—THROUGH FEED—Black Enamel Finish 


For 30 Ampere, 250 Volt, N. E. C. Main Line or Single Branch Cut-outs—Cut-outs not Furnished 



Style of 
Cut-out 

Size in inches. 

V 2 

Vi - 1 

3 A 

3/4 -> 

1 

1 - 1 

2-wire 

Catalogue Number_ 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

YR11302 

15 

140 lbs. 
$1.75 

YK22302 

15 

150 lbs. 

m.&5 

YR33302 

10 

100 lbs. 

$195_ 

Style of 
Cut-out 

Size in inches. 

V 2 

Vi ' 

3 /4 1 

|3/ 4 - 1 | 

1 - jl 

3-wire 

Catalogue Number.... 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

YR11303 

15 

170 lbs. 
$2.55 

Y R22303 

15 

175 lbs. 
$2.75 

YR33303 

10 

120 lbs. 

$2.85 


For 60 Ampere, 250 Volt, N. E. C. Main Line or Single Branch Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

3 /< 

a/. 1 

1 

l 1 

_Size in inches.... 

Style of 
Cut-out 

3/4 

a/. 1 

1 

/4 



/4 

2-wire 

YR22602 

15 

YR33602 

10 

..Catalogue Number.. 

.. Standard Package.. 

3-wire 

YR22603 

15 

YR33603 

10 

200 lbs. 

140 lbs. 

. ..Weight Std. Pkg... 

260 lbs. 

190 lbs. 


$2.60 

$2.70 

... List Price, each... 


$4.20 

$4.30 


We will furnish cut-outs for above Condulets, and the universal cut-out fastening plates, furnished 
with the Condulets, take the following cutouts: 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse Main Line Cut-outs 

2- Wire: BRYANT— (Cartridge) 1917, (Plug) 62965. 

(Plug) 62966. NOARK— (Cartridge) 332“ 
tridge) 2077. TRUMBULL —(Cartridge) 

2010. 

3- Wire: BRYANT— (Cartridge) 1924, (Plug) 62165. D. A W.— (Cartridge) 91103. G. E. CO.— (Cartridge) 34372, 

(Plug) 62165. NOARK— (Cartridge) 3328. PAISTE— (Cartridge) 72165, (Plug) 2165. SHAWMUT— (Car¬ 
tridge) 2079. TRUMBULL— (Cartridge) 21653, (Plug) 2165. WEBER— (Plug) 62165. UNION— (Cartridge) 
2012. 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse 81ngle Branch Cut-outs 
2 to 2-Wire: BRYANT— (Cartridge) 1919, (Plug) 61935. D. A W.— (Cartridge) 91104. G. E. CO.—(Cartrid ge) 


34368, (Plug) 61935. NOARK—(Cartridge) 3345. PAISTE—(Cartridge) 71935. (Plug) 1935. SHAWMUT 
—(Cartridge) 2081. TRUMBULL—(Cartridge) 19353, (Plug) 1935. WEBER—(Plug) 61935. UNION— 
(Cartridge) 2020. 

3 to 3-Wire: BRYANT—(Cartridge) 1926, (Plug) 8042. D. A W.—(Cartridge) 91105. G. E. CO.—(Cartridge) 
34373, (Plug) 8042. NOARK—(Cartridge) 3346. PAISTE—(Cartridge) 78042, (Plug) 8042. SHAWMUT— 
(Cartridge) 2083. TRUMBULL—(Cartridge) 80423, (Plug) 8042. WEBER—(Plug) 8042. UNION—(Car¬ 
tridge) 2022. 

60 Ampere, 250 Volt, Main Line Cut-outs 

2- Wire: BRYANT—(Cartridge) 1918. D. A W.—(Cartridge) 91108. G. E. CO.—(Cartridge) 34376. NOARK— 

(Cartridge) 3329. PAISTE—(Cartridge) 82965. SHAWMUT—(Cartridge) 2078. TRUMBULL—(Cartridge) 
29656. UNION—(Cartridge) 2011. ' 

3- Wire: BRYANT—(Cartridge) 1925. D. A W.—(Cartridge) 91109. G. E. CO.—(Cartridge) 34377. NOARK— 

(Cartridge) 3330. PAISTE—(Cartridge) 82165. SHAWMUT—(Cartridge) 2080. TRUMBULL—(Cartridge) 
' 21656. UNION—(Cartridge) 2013. 

60 Ampere, 250 Volt, Single Branch Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1920. D. A W.—(Cartridge) 91110. G. E. CO.—(Cartridge) 34378. NOARK 

—(Cartridge) 3347. PAISTE—(Cartridge) 81935. SHAWMUT—(Cartridge) 2082. TRUMBULL—(Car¬ 
tridge) 19356. UNION—(Cartridge) 2021. 

3 to 3-Wire: BRYANT — (Cartridge) 1927. D. A W. — (Cartridge) 911 11. G. E. CO.—(Cartridge) 34379. NO¬ 

ARK—(Cartridge) 3348. PAISTE—(Cartridge) 88042. SHAWMUT—(Cartridge) 2084. TRUMBULL— 
(Cartridge) 80426. UNION—(Cartridge) 2023. 

For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Condulet reducers are listed on page 171. 

Condulets of the Y series are listed on pages 119 to 129, Inclusive. 

(Cross Reference Page 123) 
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CONDULETS—Y SERIES—Continued 

TYPE YS 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Gut-out Fastening Plate and all necessary Bolts and Screws 
TYPE YS CONDULETS—THROUGH FEED— Black Enamel Finish 

For 30 Ampere, 250 Volt, N. E. C. Single Branch Cut-outs—Cut-outs not Furnished 



Style of 
Cut-out 

Size in inches. 

v f | 

>/ 2 — r 

% 

Y in. mains 
Y in. branch 

2 to 
2-wire 

Catalogue Number. 

Standard Package . 

Shipping Weight Std. Pkg .. 
List Price, each. 

YS111302 

15 

150 lbs. 

$2.00 

Style of 
Cut-out 

Size in inches. 

3 4' 

3 /<-1 

3 4 

% in. mains 
% in. branch 

2 to 
2-wire 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg... 
List Price, each. 

YS222302 

15 

160 lbs. 

*2.10 


3 /4 


Vi“ 


3 /4 

Y in. mains 


YS212302 

15 

150 lbs. 
$2.10 


1 


V4r 


1 in. mains 
Y in. branch 


YS313302 

10 

100 lbs. 
$2.15 


Style of 
Cut-out 

Size in inches .... 

1 

! 1 

l>/4 

1 ‘ 1 

■y. 

1 / 1 

? 

l'/2 

1 / 1 

1 1 

1 

1 in. mains 

1 in. branch 

Vz 

1 V 4 

1 in. mains 
Y in. branch 

/4 | 

1V4 

1 Y in. mains 
Yx in. branch 

Vi 1 

IVi 

1 Y in. mains 
Y in. branch 

4 1 

IVi 

1 Y in. mains 
Y in. branch 

2 to 
2-wire 

Catalogue No.... 
Standard Package 
Weight Std. Pkg.. 
List Price, each .. 

YS333302 

10 

100 lbs. 
$2.30 

YS414302 

10 

105 lbs. 
$2.00 

YS424302 

10 

110 lbs. 

82 71) 

YS515302 

5 

70 lbs. 

82.85 

YS525302 

5 

75 lbs. 

82.90 

Style of 
Cut-out 

Size in inches .... 

V? 

3/ f 

1 / l 

% 

,/ 1 

1 

1 ' 1 

1 

1 I 

Vi | 

.Vi 

Yi in. mains 
Y in. branch 

Vi | 

3 /4 

% in. mains 
Y in. branch 

/4 

3 >4 

Y in. mains 

Y in. branch 

I 

1 in. mains 
Y in. branch 

1 1 

1 

1 in. mains 

1 in. branch 

3 to 
3-wire 

Catalogue No.... 
Standard Package 
YVeight Std. Pkg . 
List Price, each .. 

YS111303 

15 

210 lbs. 

82 80 

YS212303 

15 

220 lbs. 
82.00 

YS222303 

15 

230 lbs. 
82.90 

YS313303 

10 

13C lbs. 
83.00 

YS333303 

10 

135 lbs. 
83.15 

Style of 
Cut-out 

Size in inches .... 

Tv* 

,, i 

i'A 

7 1 1 

iy 2 

1 / 1 

H/ 2 

/ 1 

1 Vi 

1 1 

72 

1% 

1V^ in. mains 
Y m. branch 

/4 

1% 

1)^ in. mains 
Yx in. branch 

r/2 | 

1 V 2 1 

1Y in. mains 
\Y m. branch 

/4T | 

IVi 

\\Y in- mains 
\Y m. branch 

1 1 

IVi 

jlY in. mains 
1 in. branch 

3 to 

3-wire 

Catalogue No .... 
Standard Package 
Weight Std. Pkg.. 
List Price, each .. 

YS414303 

10 

130 lbs. 
83.35 

YS424303 

10 

140 lbs. 
$3.45 

YS515303 

! 5 

85 lbs. 

'$3.55 

YS525303 

5 

90 lbs. 

$3.65 

YS535303 

5 

95 lbs. 

$3.75 


We will furnish cut-outs for above Condulets, and the universal cut-out fastening plates, furnished, 
take 30 ampere cut-outs enumerated on opposite page. For finishes and assortments, see note 
on page 91. 

Condulet reducers are listed on page 171. 

Listings of type YS Condulets are continued on opposite page. 

Condulets of the Y series are listed on pages 119 to 129, inclusive. 9 ltlzed b V 

(Cross Reference Patre 124) 
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Western Electric 


Mail Orders Filled 
At Prevailing Prices 


CONDULETS—Y SERIES—Continued 

TYPE YS—Continued 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and Screws 


Style of 
Cut-out 


TYPE YS CONDULETS—THROUGH FEED— Black Enamel Finish—Continued _ 

For 60 Ampere, 250 Volt, N. B. C. Single Branch Cut-outs—Cut-outs not Furnished _ 

34 34 1 I 1 % 

jut Size m inches.... s} 4 s} 4 i 1 lfo 

% in. mains % in. mains 1 in. mains 1 in. mains V/i in. mains 

_ Yz in. branch % in. branch Yv. in. branch 1 in. branch ]/ 2 in. branch 

Catalogue No.... YS212602 YS222602 YS313602 YS333602 YS414602 

d Standard Package 15 15 10 10 10 

re Weight Std.Pkg.. 210 lbs. 220 lbs. 150 lbs. 155 lbs. 160 lbs. 


Catalogue No.... YS212602 
2 to Standard Package 15 
2-wire Weight Std. Pkg.. 210 lbs. 
List Price, each .. $2.85 


YS222602 

15 

220 lbs. 
$2.90 


YS313602 

10 

150 lbs. 
$2.95 


Cutout Size in inches... 


1 V in. mains 1)^2 in. mains V/% in. mains 1 in. mains 2 in. mains 
% in. branch V in. branch % in. branch 1 in. branch 1J in. branch 


Catalogue No.... YS424602 YS515602 YS525602 YS535602 YS646602 

2 to Standard Package 10 5 5.5 5 

2-wire Weight Std. Pkg.. 165 lbs. 90 lbs.' 95 lbs. 100 lbs. 116 lbs. 

_ List Price, each .. $3.10_$3.40_$3.50_$3.60 $3.70 


Style of Q . • • . Vi - %- %- %- 1 - 

Cut-out Size m inches .... z> 4 3> 4 111 

Yi in. mains in. mains 1 in. mains 1 in. mains 1 in. mains 
_ V in. branch jj in. branch Vi in. branch % in. branch 1 in. branch 

Catalogue No.... YS212603 YS222603 YS313603 YS323603 YS333603 

3 to Standard Package 15 15 10 10 10 

3-wire Weight Std. Pkg. 300 lbs. 310 lbs. 220 lbs. 225 lbs. 230 lbs. 

_ List Price, each.. $4.40 $4.45 $4.50 $4.60 $4.75 


Cut-out Size in inches. 


1}4 in. mains 1J^ in. mains 1 Yi in. mains 2 in. mains 2 in. mains 
% in. branch 1 m. branch 1} in. branch 1 in. branch lj in. branch 


Catalogue No.... YS424603 YS434603 YS545603 YS636603 YS646603 

3 to Standard Package 10 10 5 5 5 

3-wire Weight Std. Pkg. 220 lbs. 230 lbs. 130 lbs. 140 lbs. 150 lbs. 

List Price, each.. $5.00 $5.15 $5.30 $5.40 $5.50 


We will furnish cut-outs for Condulets listed on this and the opposite page, and the universal cut-out 
fastening plates, furnished with the Condulets, take the following cut-outs: 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1919, (Plug) 61935. D. A W.—(Cartridge) 91104. G. B. CO.—(Cartridge) 

34368, (Plug) 61935. NOARK—(Cartridge) 3345. PAISTB—(Cartridge) 71935, (Plug) 1935. SHAWMUT 
—(Cartridge) 2081. TRUMBULL—(Cartridge) 19353, (Plug) 1935. WBBER—(Plug) 61935. UNION— 
(Cartridge) 2020. 

3 to 3-Wire: BRYANT—(Cartridge) 1926, (Plug) 8042. D. A W.-MCartridge) 91105. G. E. CO.—(Cartridge) 

34373, (Plug) 8042. NOARK—(Cartridge) 3346. PAISTB—(Cartridge)78042, (Plug) 8042. SHAWMUT— 
(Cartridge) 2083. TRUMBULL—(Cartridge) 80423, (Plug) 8042. WEBER—(Plug) 8042. UNION—(Car¬ 
tridge) 2022. 

• 60 Ampere, 250 Volt, Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1920. D. A W.—(Cartridge) 91110. G. E. CO.—(Cartridge) 34378. NO¬ 

ARK—(Cartridge) 3347. PAISTB—(Cartridge) 81935. SHAWMUT—(Cartridge) 2082. TRUMBULL— 

(Cartridge) 19356. UNION—(Cartridge) 2021. 

3 to 3-Wire: BRYANT—(Cartridge) 1927. D. A W.—(Cartridge) 91111. G. E. CO.—(Cartridge) 34379. NO¬ 

ARK—(Cartridge) 3348. PAISTB—(Cartridge) 88042. SHAWMUT—(Cartridge) 2084. TRUMBULL— 

(Cartridge) 80426. UNION—(Cartridge) 2023. 

For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Condulet reducers are listed on page 171. 

Condulets of the Y series are listed on pages 119 to 129, Inclusive. 


ire: BRYANT—(Cartridge) 1927. D. A W.—(Cartridge) 91111. G. B. CO.—(Cartridge) 34379. NO- 
—(Cartridge) 3348. PAISTB—(Cartridge) 88042. SHAWMUT—(Cartridge) 2084. TRUMBULL— 
tridge) 80426. UNION—(Cartridge) 2023. 


Digitized by" 


(Cross Reference Page 125) 
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CONDULETS—Y SERIES—Continued 


TYPE YD 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Gut-out Fastening Plate and all necessary Bolts and Screws 


TYPE YD CONDULETS—DEAD END —Black Enamel Finish 


For 30 Ampere, 250 Volt, N. E. G. Double Branch Cut-outs—Cut-outs not Furnished 



Style of 
Cut-out 


2 to 2 - 
wire or 

3 to 2- 
wire 


Style of 
Cut-out 


2102 - 
wire or 
3 to2- 
wire 


Size in inches. 


Catalogue No. 
Standard Pkg. 
Wt. Std. Pkg. 
List Price, ea. 


Mr 


% 


Jz. 

¥ main 
¥ branches 


YD111302 

15 

150 lbs. 
$2.85 


Size in inches. 


Catalogue No. 
Standard Pkg. 
Wt. Std. Pkg. 
List Price, ea. 


% 


i" main 
branches 


YD222302 

15 

160 lbs. 
$3.00 


Vt 


% 


J*. 

¥ mam 
^branches 


YD121302 

15 

160 lbs. 
$2.95 


Vz—|—Vz 

l 

V main 
¥ branches 


YD131302 

10 

110 lbs. 
$3.00 


Style of 
Cut-out 

Size in inches. 

•*/ i/I/ i/ 

1 / i/I 

i / i / 


1 / 1 / 

74 -1- 74 

1 

V main 
¥ branches 

72 - 72 

i/4 

1 $" mam 
¥ branches 

>4 I >4 

1/4 . 

li" main 

1 " branches 

72 1 72 

ivz 

1¥ main 
¥ branches 

1 J 1 
11/2 

1¥ main 
1 ' branches 

74 j- 74 

2 

2 " main 

J" branches 

210 2 - 
wire or , 
3 to 2- 
wire 

Catalogue No. 
Standard Pkg. 
Wt. Std. Pkg. 
List Price, ea. 

Y D232302 
10 

160 lbs. 
$3.10 

YD141302 

10 

170 lbs. 
$3.40 

YD242302 

10 

175 lbs. 
$3.50 

YD151302 

5 

85 lbs. 
$3.55 

YD353302 

5 

90 lbs. 
$3.70 

YD262302 

5 

95 lbs. 
$3.75 

Style of I 
Cut-out 

* 

Size in inches. 

i / i / 

i / 

1 / 1 / 

1 / 1 / 

1 / 1/1 

1 / 1 / 

72 72 

74. 

¥ mam 
^branches 

74 74 

74 

V mam 
^branches 

72 -1 72 

1 

V main 
¥ branches 

74 | 74 

1 

V main 
¥ branches 

72 72 

1V4 

1 £" main 
J'branches 

74 74 

1/4 

1 J"' main 
f" branches 

3 to 
3-wire 

Catalogue No. 
Standard Pkg. 
Wt. Std. Pkg. 
List Price, ea. 

YD121303 

15 

270 lbs. 
$4.15 

YD222303 

15 

280 lbs. 
$4.25 

YD131303 

10 

210 lbs. 
$4.25 

YD232303 

10 

220 lbs. 
$4.35 

YD141303 

10 

230 lbs. 
$4.70 

YD242303 

10 

235 lbs. 
$4.75 

Style of 
Cut-out 

Size in inches. 

T ' 71 

i / i / 

1 1 

i/ i/ 


11 / 1 1 / 

i i i 

i/4 

l¥ main 
1 * branches 

72 1 72 

11/2 

1 $* main 
¥ branches 

1 J 1 

1/2 . 

1¥ mam 
1 ' branches 

74 |- 74 

2 

2 " main 
j" branches 

1 1 1 

2 

2 " main 

1 " branches 

1/4 | 174 
2 

2 " main 

1 | "branch’s 

3 to 
3-wire 

Catalogue No. 
Standard Pkg. 
Wt. Std. Pkg. 
List Price, ea. 

YD343303 

10 

235 lbs. 
$4.80 

YD151303 

5 

120 lbs. 
$4.80 

YD353303 

5 

130 lbs. 
$4.85 

YD262303 

5 

135 lbs. 
$4.90 

YD363303 

5 

140 lbs. 
$5.00 

YD464303 

5 

145 lbs. 
$5.10 


We will furnish cut-outs for above Condulets, and the universal cut-out fastening plates, furnished, 
take 30 ampere cut-outs enumerated on opposite page. For finishes and assortments, see note 
on page 91. Condulet reducers are listed on page 171. 

Listings of type TD Condulets are continued on opposite page. 

Condulets of the Y series are listed on pages 119 to 129, Inclusive. 

(Cross Reference Page 126) 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDULETS—Y SERIES—Continued 

TYPE YD-Continued 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and Screws 


TYPE YD CONDULETS—DEAD END —Black Enamel Finish—Continued 
For 60 Ampere, 250 Volt, N. E. C. Double Branch Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 

Size in inches . 

i / i / 

1 f «_ 1 ' 



72 | 72 

% 

f in. main 

J in. branches 

72 I-72 

1 

1 in. main 

J in. branches 

74-|-74 

1 

1 in. main 
$ in. branches 

1 1 1 

VA . 

1} in. mam 

1 in. branches 


2 to 2-wire 
or 

3to2-wire 

Catalogue Number. 

Standard Package . 

Shipping Weight Std. Pkg. 
List Price, each . 

YD121602 

15 

360 lbs. 

96.25 

YD131602 

10 • 

280 lbs. 

$6.35 

YD232602 

10 

290 lbs. 

$6.40 

YD343602 

10 

290 lbs. 

$7.00 

Style of 
Cut-out 

Size in inches . 

i i 

*1/ 11/ 


*1/ *1/ 

1 i 1 

1J in. mam 

1 in. branches 

• 

1J m. mam 

1Jin.branches 

1/4 | l /4 

2 

2 in. main 

1} in.branches 

I 1 /! j l'/l 
2 

2 in. main 

1} in. branches 


2 to 2-wire 

or 

3 to 2* wire 

Catalogue Number . 

Standard Package . 

Shipping Weight Std. Pkg. 
List Price, each . 

YD353602 

5 

170 lbs. 

17.05 

YD454602 

5 

180 lbs. 

$7.10 

YD464602 

5 

190 lbs. 

$7.15 

YD565602 

5 

200 lbs. 

$7.20 


Style of 
Cut-out 

Size in inches . 

*»/ i/ 

1/ r»/ 

-»/ «/ 


74-|-74 

% 

J m. main 
l in.branches 

74 -|- 74 

1 

1 in. main 
f in. branches 

74 j 74 

. 1 % . 

li in. mam 
} in. branches 

1 1 1 

M . 

1} in. mam 

1 in.branches 


3 to 3-wire 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

YD222603 

15 

520 lbs. 

18.30 

YD232603 

10 

360 lbs. 

$8.35 

YD242603 

10 

370 lbs. 

$8.90 

YD343603 

10 

375 lbs. 

$9.05 

Style of 
Cut-out 

« 

Size in inches. 


«1/ *1 / 


,1/ *1/ 

1 1 1 

.1% 

1J m. mam 

1 in. branches 

174 | *74 

• 

1} m. mam 
1} in.branches 

1 1 1 

2 

2 in. main 

1 in. branches 

*72 | *72 

2 

2 in. main 

1J in. branches 


3 to3-wire 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each .. 

YD353603 

5 

200 lbs. 

$9.25 

YD454603 

5 

210 lbs. 

$9.30 

YD363603 

5 

210 lbs. 

$9.50 

YD566603 

5 

220 lbs. 

$9.60 


We win furnish cut-outs for Condulets listed on this and the opposite page, and the universal cut-out 
fastening plates, furnished with the Condulets, take the following cut-outs: 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1922, (Plug) 62587. D. & W.—( 

(Plug) 62587. NOARK—(Cartridge) 3349. PAISTE—(Cartridg 
2085. TRUMBULL—(Cartridge) 25873, (Plug) 2587 - 

3 to 2-Wire: BRYANT—(Cartridge) 1923, (Plug) 62199. 

(Plug) 62199. NOARK—(Cartridge) 3351. PAISTB-(Cartridge) 72199, (Plug) 2199. SHAWMUT—(Cartridge) 
2087. TRUMBULL—(Cartridge) 21993, (Plug) 2199. WEBER—(Plug) 62199. UNION—(Cartridge) 2027. 

3 to 3-Wire: BRYANT—(Cartridge) 1928, (Plug) 62135. D. A W.—(Cartridge) 91100. G. E. CO.—(Cartridge) 34374, 
(Plug) 62135. NOARK—(Cartridge) 3353. PAISTE-(Cartridge) 72135, (Plug) 2135. SHAWMUT—(Cartridge) 
20835. TRUMBULL—(Cartridge) 21353, (Plug) 2135. WEBER—(Plug) 62135. UNION—(Cartridge) 2029. 

60 Ampere, 250 Volt, Cartridge Fuse Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1996. D. A W.—(Cart ridge) 91 113. G. B. CO.—(Cartridge) 36806. NOARK— 

(Cartridge) 3350. PAISTE—(Cartridge) 82587. SHAWMUT—(Cartridge) 2086. TRUMBULL—(Cartridge) 
25876. UNION—(Cartridge) 2026. _ 

3 to 2-Wire: BRYANT-(Cartridge) 1997. G. E. CO.—(Cartridge) 36805. NOARK-(Cartridge) 3352. SHAW¬ 

MUT—(Cartridge) 2088. TRUMBULL—(Cartridge) 21996. UNION—(Cartridge) 2028. 

3 to 3-Wire: BRYANT—(Cartridge) 1998. G. E. CO.—(Cartridge) 36804. NOARK—(Cartridge) 3354. SHAW- 
MUT—(Cartridge) 20845. TRUMBULL—(Cartridge) 21356. UNION—(Cartridge) 2030. 

For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Oondulet reducers are listed on page 171. 

Condulets of the Y series are listed on pages 119 to 129, inclusive. 

(Croas Reference Page 127) 


Google 
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CONDULETS—Y SERIES—Continued 

TYPE YX 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Gut-out Fastening Plate and all necessary Bolts and Screws 

= ==f = — = - ======= = = 

TYPE YX CONDULETS—THROUGH FEED— Black Enamel Finish 

For 30 Amperes, 260 Volt, N. E. G. Double Branch Cut-outs—Gut-outs not Furnished 


Style of 
Cut-out 


Vk % 

, . %—f—% 

Size in inches y 2 34 

¥ mains $' mains 
_^'branches £'branches 

Catalogue No. YX1111302 YX2112302 



2-wire or Standard Pkg.| 15 
3 to Wt. Std. Pkg. 170 lbs. 
2-wire List Price, ea.' $3.00 


15 

180 lbs. 
$3.15 


Style of G . . . , - . - - i 

Cut-out Size m inches 3/ 4 1 

f ' mains 1' mains 

_J'branches J'branches 

2 to Catalogue No. YX2222302 YX3113302 

2-wire or Standard Pkg. 15 10 

3 to Wt. Std. Pkg. 170 lbs. 120 lbs. 

| 2-wire List Price, ea. $3.30 $3.30 

~i j iy 4 iy 4 | iy 2 iv 2 2 ~ 

3 4—|—% i a—\ — v 2 %-H—% %—}—y 2 i—l—i %—\—% 

Size in inches 1 1% 1% li/ 2 X*/ 2 2 

1" mains 1J'mains 1}'mains 1J'mains 11'mains 2'mains 
J' branches J'branches j* branches $'branches 1'branches branches 

Catalogue No. YX3223302 YX4114302 YX4224302 YX5115302 YX5335302 YX6226302 


Cutout Size in inches 


2-wire or Standard Pkg. 10 I 10 10 5 5 5 

3 to | Wt. Std. Pkg. 160 lbs. 165 lbs. 170 lbs. 110 lbs. 120 lbs. 125 lbs. 

2-wire | L ist Price,e a .|$3.40 $3.70 |$3.75 |$3.80 I $3.85 | $4.00 

rtn I i i. l w* 1 y » 

_. . . , Vi—\ —% %——y 4 V2—\ —% %——% V2—\ —% —y 4 

Size in inches 3/ 4 s> 4 i [ \\/ 4 \\/ 4 

J'mains J* mains 1" mains 1' mains 11^ mains 14' mains 
^'branches branches branches j'branches ^'branches J'branches 

Catalogue No. YX2112303 YX2222303! YX3113303 YX3223303 YX4114303 YX4224303 


Cutout Size in inches 


Standard Pkg. 15 
Wt. Std. Pkg. 290 lbs. 
List Price, ea. $4.35 


15 

300 lbs. 
$4.45 


10 

220 lbs. 
$4.45 


10 

230 lbs. 
$4.55 


10 

240 lbs. 
$4.85 


10 

240 lbs. 
$4.90 


Cubout S™ in inches 


H-% 1—- 1 %-1—^/S 

l‘/ 2 xy 2 2 

' mains 1$' mains 2' mains 


i—|—l 1^4—|—lVi 
2 2 

2” mains 2* mains 


1¥ mains 1¥ mains 1J' mains 2" mains 2' mains 2" mains 
¥ branches f'branches V branches }' branches 1' branches 1J'branch’s 

Catalogue No. YX5115303 YX5225303 YX5335303 YX6226303 YX6336303 YX6446303 
3 to Standard Pkg. 5 5 5 5 5 5 

3-wire Wt. Std. Pkg. 130 lbs. 130 lbs. 135 lbs. 140 lbs. 150 lbs. 155 lbs. 

_ List Price, ea.[ $4.95_[$5.00 [$5.05 $ 5.10 $5.20 [$5.30 _ 

We will furnish cut-outs for above Gondulets, and the universal cut-out fastening plates, furbished, 
take 30 ampere cut-outs enumerated on opposite page. For finishes and assortments, see note 
on page 91. 

Listings of type YX Condulets are continued on opposite page. Condulet reducers are listed, on 
Con<fu\ets of the Y series are listed on pages 119 to 129. Inclusive. ^oogie ‘ 

/Cross Rcictuuuo para 128) 
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CONDULETS—Y SERIES—Continued 

TYPE YX—Continued 

For Cartridge or Plug Fuse Cut-outs 

Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and Screws 


TYPE YX CONDULETS—THROUGH FEED—Black Enamel Finish—Continued 


_For 60 Ampere, 250 Volt. N. E. C. Double Branch Cut-outs—Cut-outs not Furnished 


Style of 
Cut-out 


2 to 
2-wire or 

3 to 
2-wire 


Style of 
Cut-out 


2 to 
2-wire or 

3 to 
2-wire 


Style of 
Cut-out 


3 to 
3-wire 


Style of 
Cut-out 


3 to 
3-wire 


Size in inches . 


Catalogue Number. 
Standard Package.. 

Weight Std. Pkg- 

List Price, each_ 


Size in inches. 


Catalogue Number. 
Standard Package.. 
Weight Std. Pkg— 
List Price, each .... 


Size in inches. 


Catalogue Number. 
Standard Package. . 
Weight Std. Pkg.... 
List Price, each 


Size in inches . 


Catalogue Number. 
Standard Package . 
Weight Std. Pkg. .. 
List Price, each .... 


% 


Vz- 




( in. mains 
x / 2 in. branches 
YX2112602 
15 

380 lbs. 

$6. 45 


% 


3 /4 

m. mains 
3 4 in. branchesj 
"YX2222602 
15 

390 lbs. 

$6.55 

l 1 /* 


1 


v*- 


-y 2 


1 


1 in. mains 
*/2 in. branches 
YX3113602 
10 

290 lbs. 

$6.55 


i { A IV. 


1 A 

1in. mains 
1 in. branches! 

YX4334602~ 

10 

290 lbs. 

$7.25 


3 /4' 


+ 

3 /4 


in. mains 
in. branches 

YX2222603 

15 

530 lbs. 

$8.45 


. 1 % 


in. mains 
1 in. branches 


YX1334603 

10 

390 lbs. 
$9.45 


w. » • 

V /2 in. mams 
1 in. branches 

YX5335602 

5 

200 lbs. 

$7.45 


2 in. mains 
1 in. branches 


YX6336602 

5 

210 lbs. 
$7.55 


y 2 - 




l 


1 in. mains 
Y*l in. branches 
YX3113603 
10 

380 lbs. 

$8.45 


l*/2 

'~k 


-1 


V/ 2 in. mams 
1 in. branches 


YX5335603 

5 

220 lbs. 
$9.55 


3 /4“ 




1 


1 in. mains 
% in. branches 

YX3223603 

10 

390 lbs. 

$8.65 


-1 


2 in. mains 
1 in. branches 


YX6336603 
5 

230 lbs. 
$9.60 


^ i % 

i 

1 in. mains 
% in. branches 
“YX3223602 
10 

300 lbs. 

$6.75 


IV2-1“—IV2 

2 

2 in. mains 
1}in.branches 


YX6556602 

5 

220 lbs. 
$7.70 


3 A~ 


1 Vi 


J /4 


. *4 . 

1J^ in. mams 
J in. branches 


YX4224603 

10 

400 lbs. 
$8.90 


1V2- 


-11/2 


2 in. mains 
1J in. branches 


YX6556603 

5 

240 lbs. 
$9.70 


We will furnish cut-outs for Condulets listed on this and the opposite page, and the universal cut-out 
fastening plates, furnished with the Condulets, take the following cut-outs: 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse Cut-outs 

2 to 2-Wire: BRYANT— (Cartridge) 1922, (Plug) 62587. D. & W.— (Curtridge) 91106. G. E. CO— (Cartridge) 

34369, (Plug) 62587. NOARK— (Cartridge) 3349. PAISTE— (Cartridge) 72587, (Plug) 2587. SHAWMUT 
— (Cartridge) 2085. TRUMBULL— (Cartridge) 25873. (Plug) 2587. WEBER— (Plug) 62587. UNION— 
(Cartridge) 2025. 

3 to 2-Wire: BRYANT— (Cartridge) 1923, (Plug) 62199. D. & W.— (Cartridge) 91121. G. E. CO.— (Cartridge) 

34370, (Plug) 62199. NO ARK— (Cartridge) 3351. PAISTE— (Cartridge) 72199, (Plug) 2199. SHAWMUT 
—(Cartridge) 2087. TRUMBULL— (Cartridge) 21993, (Plug) 2199. WEBER— (Plug) 62199. UNION— 
(Cartridge^ 2027. 

3 to 3-Wire: BRYANT— (Cartridge) 1928, (Plug) 62135. D. & W.— (Cartridge) 91100. G. E. CO.— (Cartridge) 
34374, (Plug) 62135. NOARK— (Cartridge) 3353. PAISTE— (Cartridge) 72135, (Plug) 2135. SHAWMUT 
—(Cartridge) 20835. TRUMBULL —(Cartridge) 21353, (Plug) 2135. WEBER— (Plug) 62135. UNION— 
(Cartridge) 2029. 

60 Ampere, 200 Volt, Cartridge Fuse Cut-outs 

2 to 2-Wire: BRYANT— (Cartridge) 1996. D. A W— (Cartridge) 91113. G. E. CO— (Cartridge) 36806. NO¬ 

ARK— (Cartridge) 3350. PAISTE— (Cartridge) 82587. SHAWMUT— (Cartridge) 2086. TRUMBULL— 
(Cartridge) 25876. UNION— (Cartridge) 2026. 

3 to 2-Wire: BRYANT— (Cartridge) 1997. G. E. CO.— (Cartridge) 36805. NOARK— (Cartridge) 3352. SHAW¬ 

MUT — (Cartridge) 2088. TRUMBULL— (Cartridge) 21996. UNION— (Cartridge) 2028. _ 

3 to 3-Wire: BRYANT— (Cartridge) 1998. G. E. CO.— (Cartridge) 36804. NOARK— (Cartridge) 3354. SHAW¬ 
MUT— (Cartridge) 20845. TRUMBULL— (Cartridge) 21356. UNION— (Cartridge) 2030. 

For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

CoMulet reducers are listed on page 171. 

CcUulets of the Y series are listed on pages 119 to 129, Inclusive. 

(Cross Reference Pave 129) 


Google 
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CONDULETS—YK SERIES 

TYPE YK 

For Knife Switches Arranged for Cartridge or Plug Fuses 
Furnished with Universal Fastening Plate and all necessary Bolts and Screws 



Type TK with Type III Type YKC with Knife Switch, 

Switches Installed arranged for Ping Poses, Installed 


TYPE YK CONDULETS—DEAD END—Black Enamel Finish 


For Knife Switches arranged for N. E. G. 30 Ampere, 260 Volt, Cartridge or 30 Ampere, 

126 Volt, Plug Fuses 


V * 

L 1 

■ 

Style of 
Switch 

Size in inches. 

% 

3/4 

1 

2-pole 

Catalogue Number. 

Standard Package. 

Ship. Weight, Std. Pkg.. 
List Price, each. 

YK1302 

10 

120 lbs* 
$2.80 

YK2302 

10 

125 lbs. 
$2.95 

YK3302 

10 

130 lbs. 
$3.15 

Style of 
Switch 

Size in inches. 

Wi 

iVi 

2 

2-pole 

Catalogue Number. 

Standard Package. 

Ship. Weight, Std. Pkg.. 
List Price, each. 

YK4302 

10 

140 lbs. 
$3 35 

YK5302 

10 

145 lbs. 
$3.45 

YK6302 

10 

160 lbs. 
13.60 

Style of 
Switch 

Size in inches. 

% 

% 

1 

C/4 

Wz 

3-pole 

Catalogue Number. 

Standard Package. 

Shipping Weight, S f d. Pkg. 

List Price, each. 

YK1303 

10 

130 lbs. 
$3.70 

YK2303 

10 

135 lbs. 
$3.85 

YK3303 

10 

140 lbs. 
$4.00 

YK4303 

10 

150 lbs. 
$4.15 

YK5303 

10 

155 lbs. 
$4.30 


For Knife Switches arranged for 60 Ampere, 260 Volt, N. E. C. Fuses 


Style of 
Switch 

Size in inches. 

3 /4 

1 

1 V 4 

IVz 

2 

2-pole 

Catalogue Number. 

Standard Package. 

Shipping Weight, Std. Pkg. 

List Price, each. 

YK2602 

10 

170 lbs. 
$4.40 

YK3602 

10 

175 lbs! 
$4.60 

YK4602 

10 

180 lbs. 
$4.75 

YK5602 

10 

190 lbs. 
$5.05 

YK6602 

10 

200 lbs. 
$5.25 

Style of 
Switch 

Size in inches. 

3/4 

1 

1 % 

Wz 

2 

3-pole 

Catalogue Number. 

Standard Package. 

Shipping Weight, Std. Pkg. 

List Price, each. 

YK2603 

10 

230 lbs. 
$5.90 

YK3603 

10 

235 lbs. 
$6.10 

YK4603 

10 

240 lbs. 
$6.45 

YK5603 

10 

250 lbs. 
$6.65 

YK6603 

10 

260 lbs. 
$6.95 


Switches are not included in above list prices, but the universal fastening plates, furnished with 
above Condulets, take Crouse-Hinds type YKK knife switches or the knife switches of other 
manufacturers, enumerated on opposite page. 

Crouse-Hinds type YKK knife switches arranged for cartridge fuses are listed on page 136. 

We will furnish fuses. 

For finishes and assortments, see note on page 91. Condulet reducers are listed on page 171. 
Condulets of the YK series are listed on this and the opposite psgffee, Google * 

(pro « p ference Page 130) 
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CONDULETS—YK SERIES—Continued 

TYPE YKC 

For Knife Switches Arranged for Cartridge or Plug Fuses 
Furnished with Universal Fastening Plate and all necessary Bolts and Screws 

TYPE YKC CONDULETS—THROUGH FEED— Black Enamel Finish 


For Knife Switches arranged for N. E. C. 30 Ampere, 260 Volt, Cartridge or 30 Ampere, 

125 Volt, Plug Fuses 




Style of 
Switch 

Size 

in inches ... 

Vx 

3 /4 

1 

r 


2-pole 

Catalogue No. .. 
Standard Pkg. .. 
Weight Std. Pkg. 
List Price, each . 

YKC11302 

10 

125 lbs. ' 1 
$2.90 

YKC22302 

10 

130 lbs. 
$3.05 

YKC33302 

10 

135 lbs. 

$3.25 

L 

=S===? ^M 

Style of 
Switch 

Size in inches ... 

l'/4 

l'/2 

2 



2-pole 

Catalogue No. .. 
Standard Pkg. .. 
Weight Std. Pkg. 
List Price, each . 

IYKC44302 

10 

140 lbs. 
$3.45, 

YKC55302 
10 . 

150 lbs. 

$3 GO 

YKC66302 

10 

160 lbs. 

$3.80 

Style of 
Switch 

Size in inches .... 

1/2 

3 /4 

1 

1V4 

I'A 

3-pole 

Catalogue No . 

Standard Pkg . 

Weight Std. Pkg.. 
List Price, each .. 

1 YKC 11303 
10 

1 140 lbs. 
13.85 

YKC22303 

10 

145 lbs. 

! $4.00 

I YKC33303 

1 10 

1 150 lbs. 

| $4.15 

I YKC44303 
10 

1 160 lbs. 
'$4.30 

YKC55303 

10 

170 lbs. 

$4.60 


For Knife Switches arranged for 60 Ampere, 250 Volt, N. 

E. 0. Fuses 


Style of 
Switch 

Size in inches .... 

3 /4 

1 

1 V 4 

l'A 

2 

2-pole 

Catalogue No . 

Standard Pkg . 

Weight Std. Pkg. . 
List Price, each .. 

---— 

YKC22602 

10 

180 lbs. 

$4.50 

YKC33602 

10 

190 lbs. 
$4.70 

YKC44602 

10 

200 lbs. 

$4.90 

YKC55602 

10 

210 lbs. 

$5.15 

YKC66602 

10 

220 lbs. 

$5.45 

Style of 
Switch 

Size in inches .... 

% 

1 

1V4 

iy 2 

2 

3-pole 

Catalogue No . 

Standard Pkg. .... 
Weight Std. Pkg.. 
List Price, each .. 

YKC22603 
10 

230 lbs. 
$6.05 

YKC33603 

10 

240 lbs. 

$6.25 

YKC44603 

10 

250 lbs. 

$6.60 

YKC55603 

10 

300 lbs. 

$6.85 

YKC66603 

10 

31011 m . 

$7.15 


Important Information Concerning Condulets Listed on This and the Opposite Page 
Switches are not included in above list prices, but the universal fastening plates, furnished with 
Condulets of the TK series, take Crouse-Hinds type YKK knife switches or the knife 
switches of other manufacturers, as follows: 

Switches Arranged for 30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuses 

2- Pole: CROUSE-HINDS—(Cartridge) YKK302. BRYANT—(Plug) 1695, 1981. CONN. ELEC.—(Plug) 01502. 

D. & W.— (Plug) 25028. G. E. CO.—(Plug) 42869. PAISTB— (Plug) 4014, 4016. TRUMBULL—(Cartridge) 
704, 724, (Plug) 701, 721. 

3- Pole: CROUSE-HINDS—(Cartridge) YKK303. BRYANT—(Plug) 1986. PAISTB—(Cartridge) 4033, (Plug) 

4025, 4029. TRUMBULL—(Cartridge) 725, (Plug) 723. 

Switches Arranged for 60 Ampere, 250 Volt, Cartridge Fuses 

2- Pole: CROUSE-HINDS—(Cartridge) YKK602. PAISTE—(Cartridge) 5151. 

3- Pole: CROUSE-HINDS—(Cartridge) YKK603. PAISTE—(Cartridge) 5153. 

Crouse-Hinds type YKK knife switches arranged for cartridge fuses are listed on page 135. 

We will furnish fuses. 

For finishes, see page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 


Condulet reducers are listed on page 171. 

Condulets of the YK series are listed on this and the opposite page. 

(Gross Reference Page 131) 
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CONDULETS—YKW SERIES 

TYPE YKW 

Water-Tight—For Knife Switches Arranged for Cartridge or Plug Fuses 
Furnished with Universal Fastening Plate, Gasket and all necessary Bolts and Screws 



Type YIW with Type YK Switch Installed 



?¥ W 

Type uwu witn type a switcn, Arranged lor cartridge rases, Installed 


TYPE YKW CONDULETS—DEAD END— Black Enamel Finish 


For Knife Switches Arranged for N. E. C. 30 Ampere, 250 Volt, Cartridge or 
30 Ampere, 125 Volt, Plug Fuses 



Style of 
Switch 

Size in inches. 

Vi 

V* 

1 

[—3 

2-pole 

Catalogue Number... 

Standard Package_ 

Weight Std. Pkg. 

List Price, each. 

YKW1302 

10. 

180 lbs. 
$6.60 

YKW2302 

10 

185 lbs. 
$6.70 

YKW3302 

10 

190 lbs. 
$6.80 

Style of 
Su it eh 

Size in inches. 

iv* 

m 

2 

2-pole 

Catalogue Number ... 
Standard Package.... 

Weight Std. Pkg. 

List Price, each. 

YKW4302 

10 

195 lbs. 
$6.90 

YKW6302 

10 

200 lbs. 
$7.00 

YKW6302 

10 

210 lbs. 
$7.10 

Style of 
Switch 

Size in inches. 

Vi 

V* 

1 


l'/2 

3-pole 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

YKW 1303 
10 

240 lbs. 
$8.50 

YKW2303 

10 

245 lbs. 
$<8.60 

YKW3303 

10 

250 lbs. 
$8.70 

YKW4303 

10 

260 lbs. 
$8.80 

YKW5303 

10 

265 lbs. 
$8.90 


For Knife Switches Arranged for 60 Ampere, 250 Volt, N. E. C. Fuses 


Style of 
Switch 

Size in inches. 

3 A 

1 

i'A 

ii/ 2 

2 

2-pole 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

YKW2602 

10 

270 lbs. 
$8.80 

YKW3602 

10 

275 lbs. 
$8.90 

YKW460i 

10 

280 lbs. 
$9.00 

YKW5602 

10 

290 lbs. 
$9.10 

YKW6602 

10 

300 lbs. 
$9.20 

Style of 
Switch 

Size in inches. 

3/4 

1 

IV* 

v/i 

2 

3-pole 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each.i 

YKW2603 

10 

300 lbs. 
$9.40 

YKW3603 

10 

305 lbs. 
$9.50 

YKW4603 

10 

310 lbs. 
$9.60 , 

YKW5603 

10 

315 lbs. 
$9.70 

YKW6603 

10 

320 lbs. 
$9.80 


Switches are not Included In above list prices, but the universal fastening plates, furnished with 
above Condulets, take Crouse-Hinds type YKK knife switches or the knife switches of other 
manufacturers, enumerated on opposite page. 

Grouse-Hinds type YKK knife switches arranged for cartridge fuses are listed on page 135. 

Padlock Is not Included In above list prices. Condulet reducers are listed on page 171. 

For finishes and assortments, see note on page 91. 


We will furnish fuses. 

Listings of type YKW Condulets are continued on opposite page. 

Condulets of the YKW series are listed on pages 132 to 135, Inclusive. 

Digitized by 

(Cross Reference Page 132) 


Google 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CONDULETS—YKW SERIES—Continued 

TYPE YKW—Continued 

Water-Tight—For Knife Switches Arranged for Cartridge Fuses 

Condulets Listed Below are not arranged for Universal Fastening Plates, but are furnished with 
all necessary Screws to Fasten Switches direct to Condulets 

TYPE YKW CONDULETS—DEAD END —Black Enamel Finish 


For Knife Switches arranged for 100 Ampere, 250 Yolt, N. E. C. Fuses 


Style of 
Switch 

Size in inches. 

1 

W* 

W2 

2 

2-pole 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

YKW31002 

5 

250 lbs. 
$16.60 

YKW41002 

5 

255 lbs. 
$16.80 

YKW51002 

5 

260 lbs. 
$17.00 

YKW61002 

5 

270 lbs. 
$17.20 

Style of 
Switch 

Size in inches. 


iv 2 

2 

2% 

3-pole 

Catalogue N umber. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

YKW41003 

5 

340 lbs. 
120.60 

YKW51003 

5 

345 lbs. 
$20.80 

YKW61003 

5 

360 lbs. 
$21.00 

YKW71003 

5 

356 lbs. 
$21.20 


For Knife Switches arranged for 200 Ampere, 250 Volt, N. E. C. Fuses 


Style of 
Switch 

Size in inches. 

c /2 

2 

2'/ 2 

3 

2-pole 

Catalogue Number. 

Standard Package. 1 

Shipping Weight Std. Pkg. 

List Price, each. 

YKW52002 

5 

360 lbs. 
$24.00 

YKW62002 
5 

365 lbs. 
$24.40 

YKW72002 

5 

375 lbs. 
$24.80 

YKW82002 

5 

380 lbs. 
$25.20 

Style of 
Switch 

Size in inches. 

i'/ 2 

2 

2 Vi 

3 

3-pole 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

YKW52003 

5 

500 lbs. 
$30.80 

YKW62003 

5 

510 lbs. 
$31.20 

YKW72003 

5 

520 lbs. 
$31.60 

YKW82003 

5 

530 lbs. 
$32.00 


Important Information Concerning Condulets Listed on This and the Opposite Page 

The universal fastening plates, furnished with Condulets listed on the opposite page, take Grouse- 
Hinds type YKK knife switches or knife switches of other manufacturers, as follows: 

Switches Arranged for 30 Ampere, 250 Yolt, Cartridge and 30 Ampere, 125 Yolt, Plug Fuses 

2- Pole: CROUSE-HINDS—(Cartridge) YKK302. BRYANT—(Plug) 1695, 1981. CONN. ELEC.—(Plug) 01502. 

D. & W.— (Plug) 25028. G. E. CO.— (Plug) 42869. PAISTB— (Plug) 4014, 4016. TRUMBULL— (Cartridge) 
704, 724, (Plug) 701, 721. 

3- Pole: CROUSE-HINDS—(Cartridge) YKK303. BRYANT—(Plug) 1986. PAISTE— (Cartridge) 4033, (Plug) 

4025, 4029. TRUMBULL— (Cartridge) 725, (Plug) 723. 

Switches Arranged fbr 60 Ampere, 250 Yolt, Cartridge Fuses 

2- Pole: CROUSE-HINDS— (Cartridge) YKK602. PAISTE— (Cartridge) 5151. 

3- Pole: CROUSE-HINDS— (Cartridge) YKK603. PAISTE— (Cartridge) 5153. 

Switches are not Included In list prices on this page, but Condulets listed on this page take 100 or 
200 ampere, Orouse-Hlnds type B knife switches with high clips or knife switches of other manu¬ 
facturers, as follows: 


Switches Arranged for 100 Ampere, 250 Yolt, Cartridge Fuses 

2- Pole: CROUSE-HINDS—(Cartridge) 31364—Specify high clips. OTHER MANUFACTURERS—(Cartridge) 

Switches conforming with dimensions given on page 135. 

3- Pole: CROUSE-HINDS—(Cartridge) 31484—Specify high clips. OTHER MANUFACTURERS—(Cartridge) 

Switches conforming with dimensions given on page 135. 


Switches Arranged for 200 Ampere, 250 Yolt, Cartridge Fuses 

2- Pde: CROUSE-HINDS—(Cartridge) 31366—Specify high dips. OTHER MANUFACTURERS—(Cartridge) 

Switches confo rming with dimensions given on page 135. __ _ ., „ 

3- Pole: CROUSE-HINDS—(Cartridge) 31486—Specify high clips. OTHER MANUFACTURERS—(Cartridge) 

Switches conforming with dimensions given on page 135. 

Crouse-Hlnds type YKK knife switches arranged for cartridge fuses are listed on page 135. Orouse- 
Hlnds type B knife switches with high clips arranged for cartridge fuses are enumerated on page 
135 and listed In Orouse-Hlnds Knlfo Switch Bulletin. Padlock Is not Included In above list prices, 
but will be furnished eftra. If specified. 


For finishes and assortments, see note on page 91. 

Condulet reducers are listed on page 171. We will furnish fuses. 
Condulets of the YKW series are listed on pages 132 to 135, Inclusive. 

(Cross Reference Pane 133) 
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CONDULETS—YKW SERIES— Continued 

TYPE YKWC 

Water-Tight—For Knife Switches Arranged for Cartridge or Plug Fuses 
Furnished with Universal Fastening Plate, Gasket and all necessary Bolts and Screws 

TYPE YKWC CONDULETS—THROUGH FEED— Black Enamel Finish 


For Knife Switches arranged for N. E. C. 30 Ampere, 250 Volt, Cartridge or 30 Ampere, 

125 Volt, Plug Fuses 



Style of 
Switch 

Size in inches. .. 

»/2 

3 /4 

1 

Li 

2-pole 

Catalogue No... 
Standard Pkg... 
Weight Std. Pkg. 
List Price, each. 

YKWC11302 

10 

190 lbs. 

$6.75 

YKWC22302 

10 

195 lbs. 

$6.85 

YKWC33302 

10 

200 lbs. 

$6.95 

Style of 
Switch 

Size in inches... 


IV 2 

2 

2-pole 

Catalogue No... 
Standard Pkg. .. 
Weight Std. Pkg. 
List Price, each. 

YKWC44302 

10 

205 lbs. 

$7.05 

Y KWC55302 
10 

210 lbs. 

$7.15 

YKWC66302 

10 

215 lbs. 

$7.25 

Style of 
Switch 

Size in inches. 

Vi 

% 

1 

• iv* 

Wz 

3-pole 

Catalogue Number. 
Standard Package.. 
Weight Std. Pkg... 
List Price, each.... 

YKWC11303 

10 

240 lbs. 

$8.60 

YKWC22303 

10 

245 lbs. 

$8.70 

YKWC33303 

10 

250 lbs. 

$8.80 

YKWC44303 

10 

255 lbs. 

$8.90 

YKWC55303 

10 

260 lbs. 

$9.00 


For Knife Switches arranged for 60 Ampere, 250 Volt, N. E. C. Fuses 


Style of 
Switch 

Size in inches. 

3 /4 

1 

1V4 

1 V 2 

2 

2-pole 

Catalogue Number. 
Standard Package.. 
Weight Std. Pkg.... 
List Price, each_ 

YKWC22602 

10 

260 lbs. 

$9.00 

YKWC33602 

10 

265 lbs. 

$9.10 

YKWC44602 

10 

270 lbs. 

$9.20 

YKWC55602 

10 

275 lbs. 

$9.30 

YKWC66602 

10 

280 lbs. 

$9.40 

Style of 
Switch 

Size in inches. 

3 /4 

1 

W* 

iy 2 

2 

3-pole 

Catalogue Number. 
Standard Package.. 
Weight Std. Pkg... 
List Price, each.... 

YKWC22603 

10 

285 lbs. 

$9.60 

YKWC33603 

10 

290 lbs. 

$9.70 

YKWC44603 

10 

295 lbs. 

$9.80 

YKWC55603 

10 

300 lbs. 

$9.90 

YKWC66603 

10 

305 lbs. 
$10.00 


Important Information Concerning Condulets Listed on This Page 
Switches are not Included in above list prices, but the universal fastening plates, furnished with above 
Condulets, take Crouse-Hlnds type YKK knife switches or knife switches'or other manufacturers, 
as follows: 

Switches Arranged for 30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuses 

2- Pole: CROUSE-HINDS— (Cartridge) YKK302. BRYANT—(Plug) 1695, 1981. CONN. ELEC.—(Plug) 01502. 

D.& W— (Plug) 25028. G. E. CO.—(Plug) 42869. PAISTE—(Plug) 4014, 4016. TRUMBULL—(Cartridge) 
704, 724, (Plug) 701, 721. 

3- Pole: CROUSE-HINDS—(Cartridge) YKK303. BRYANT—(Plug) 1986. PAISTE—(Cartridge) 4033, (Plug) 

4025, 4029. TRUMBULL—(Cartridge) 725, (Plug) 723. 

Switches Arranged for 60 Ampere, 250 Volt, Cartridge Fuses 

2- Pole: CROUSE-HINDS—(Cartridge) YKK602. PAISTE—(Cartridge) 5151. 

3- Pole: CROUSE-HINDS—(Cartridge) YKK603. PAISTE—(Cartridge) 5153. 

Crouse-Hlnds type YKK knife switches arranged for cartridge fuses are. listed on page 135. 

We will furnish fuses. 

Padlock is not Included in above list prices. 

For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Condulet reducers are listed on page 171. 

Condulets of the YKW series are listed on pages 132 to 135, inclusive, j by VjOOQLC 4 

(Cross Reference Page 134) 
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CONDULETS—YKW—SERIES—Continued 

TYPE YKWC—Continued 

Water-Tight—For Knife Switches Arranged for Cartridge Fuses 

Condulets Listed Below are not arranged for Universal Fastening Plates, but are furnished with 
Gasket and all necessary Screws to Fasten Switches direct to Gondulets 

TYPE YKWC CONDULETS—THROUGH FEED—Black Enamel Finish 


For Knife Switches arranged for 100 Ampere, 250 Volt, N. E. C. Fuses 


Style of 
Switch 

Size in inches.. 

1 


iy 2 

2 


Catalogue No.. 

YKWC331002 

YKWC441002 

YKWC551002 

YKWC661002 

2-pole 

Standard Pkg.. 

5 

5 

5 

5 

Wt. Std. Pkg.. 

260 lbs. 

265 lbs. 

270 lbs. 

285 lbs. 


List Price, ea.. 

$17.00 

$17.40 

$17.80 

$18.20 

Style of 
Switch 

Size in inches.. 

iy« 

H / 2 

2 

2V 2 


Catalogue No.. 

YKWC441003 

YKWC551003 

YKWC661003 

YKWC771003 

3-pole 

Standard Pkg.. 

5 

5 

5 

5 

Wt. Std. Pkg.. 

340 lbs. 

345 lbs. 

360 lbs. 

375 lbs. 


List Price, ea.. 

$21.50 

$21.90 

$22.30 

$22.70 


For Knife Switches arranged for 200 Ampere, 250 Volt, N. E. C. Fuses 


Style of 
Switch 

Size in inches.. 

lVz 

2 

2>/2 

3 

2-pole 

Catalogue No.. 
Standard Pkg.. 
Wt. Std. Pkg.. 
List Price, ea.. 

YKWC552002 

5 

375 lbs. 

$25.00 

YKWC662002 

5 

385 lbs. 

$25.50 

Y KW C772002 

5 

395 lbs. 

$26.00 

YKWC882002 

5 

410 lbs. 

$26.50 

Style of 
Switch 

Size in inches .. 

U4 

2 

! 21/2 

3 

3-pole 

Catalogue No.. 
Standard Pkg.. 
Wt. Std. Pkg.. 
List Price, ea.. 

YKWC552003 

5 

490 lbs. 

$32.50_ 

YKWC662003 

5 

500 lbs. 

$33.00 

YKWC772003 

5 

510 lbs. 

$33.50 

YKWC882003 

5 

520 lbs. 

$34.00 _ 


Switches are not included In list prices, but Condulets listed on this page take Crouse-Hlnds type 
B knife switches with high clips enumerated below, or other switches thdt 
conform with dimensions specified below 


KNIFE SWITCHES FOR CONDULETS OF THE YK AND YKW SERIES 
Arranged for N. E. C. Cartridge Fuses—250 Volts 



Dimensional Drawing 

Crouse-Hinds Type YKK Knife Switches Switches of Other Manufacturers 


I so Amp. 1 60 Amp. I Capacity 
YKK802 YKK602 Cat. No. 


I 30 Amp. 1 60 Amp. 


10 Std. Pkg. ll e 10 

1 $3 .50 Price, ea. $ 3.75 

Crouse-Hlnds Type B Knife Switches 


lOOAmp. 200Amp 


Capacity 
Cat. No. 


lOOAmp. 200Amp 


P° le I See'Knife Switch Bulletin |Liflt Price, 6ft. Pole | See Knife Switch Bulletin 11 G (MaX.j) 


•Specify high clips when ordering. 

For finishes and assortments of Condulets, see 
note on page 91. 

We will furnish fuses. 

Condulets of the YKW series are listed on pages 
132 to 135, Inclusive. 


Style 

2-Pole | 

’ Capacity 

100 

Amp. 

200 1 
Amp. 

A (Fixed) 

U' 

«r 

B (Max.) 

9}' 

10*' 

C (Fixed) 

5,' 

5f 

D (Max.) 

65' 

7' 

E (Max.) 

10J' 

Hi' 

F(Max.f) 

4-r 

6i' 

G (Max.J) 

51' 

6}' 


9} r 10J r 


tFrom bottom of slate base to highest point of clip. 

}From bottom of slate base to highest point of 
handle. 

Any switch with dimensions not exceeding those 
specified “maximum” and with dimensions 
the same as those specified “fixed,” in above 
schedule, will fit Condulets of corresponding 
classification in the YKW aerite. V 


(Cross Reference Page 135) 





Quantity Prices 
Quoted on Request 


Western Electric 


919 


CONDULETS—Z SERIES 

TYPES Z, ZC, ZL, ZR, ZS, ZU, ZD, AND ZX 

For Cartridge or Plug Fuse Cut-outs and Snap or Pull Switches 

Furnished with Universal Cut-out Fastening Plate, Adjustable Bar and Adapting Rings 
for Switches and all necessary Bolts and Screws 




type ZU 

With Snap Switohas and Cartridge Fuse Cat-out Installed 


Type ZL 

With Snap Switch and Ping Fum 
C ut-out Installed 



Type ZS 
Switch a 


With Snap Switch and Plug Fuse 
Cut-oat Installed 



Type ZC 

With Snan Switch and Cartridge Fuse Cut-out Installed 
(Broken-awaj View, Showing Cut-out) 




Type Z 

With Snap Switch and Cartridge Fuse 
Cut-out Installed 




Type ZD 

With Snap Switches and Cartridge Fuse Cut-out Installed 


Type ZX 

With Snap Switches and Plug Fuse Cut-out Installed 


i TYPE Z CONDULETS—DEAD END —Black Enamel Finish 


For SO Ampere, 250 Volt, Cartridge or 30 Ampere, 125 Volt, Plug Fuse N. E. C. Main Line Cut-outs 
and 5, 10 or 20 Ampere Switches—Cut-outs and Switches not Furnished 


[ ^ ' (, ' 

At V , 

Style of 
Cut-out 

Size in inches. 

Vi 

3 4 

1 

2-wire 

Catalogue Number.... 
Standard Package.... 
Ship. Wt. Std. Pkg.... 
List Price, each. 

Z1302 

15 

120 lbs. 
$2.55 

Z2302 

15 

125 lbs. 
$2.65 

Z3302 

10 

85 lbs. 
$2.75 

Style of 
Cut-out 

Size in inches. 

% 

3 A 

1 


3-wire 

Catalogue Number.... 
Standard Package .... 
Ship. Wt. Std. Pkg.... 
List Price, each.. 

Z1303 

15 

145 lbs. 
$3.00 

Z2303 

15 

150 lbs. 
$3.10 

Z3303 

10 

105 lbs. 
$3.20 


For Important information concerning Condulets listed above, see notes on page 105. Condu- 
let reducers are listed on page 171. 

Listings of type Z Condulets are continued on op 
Condulets or the Z series are listed on pages 136 


\ to 143,^ncluslveoigitized by GoOglC 

fCross Referonof* Pace 136) 
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CONDULETS—Z SERIES—Continued 

TYPE Z—Continued—AND TYPE ZC 

For Cartridge or Plug Fuse Cut-outs and Snap or Pull Switches 

Furnished with Universal Cut-out Fastening Plate, Adjustable Bar and' Adapting Bings 
_ for Switches and all necessary Bolts and Screws 

TYPE Z CONDULETS—DEAD END—Black Enamel Finish—Continued 


For 30 Ampere, 600 Volt, N. E. C. Main Line Cutouts and 6. 10 or 20 Ampere Switches—Cut-outs 

and Switches not Furnished 



Style of 
Cut-out 

Vi 

Va 

1 

.. .Size in inches ... 

Style of 
Cut-out 

1 


1-wire 

Z13016 

15 

210 lbs. 
14.30 

Z23016 
15 

220 lbs. 
14.40 

Z33016 

10 

150 lbs. 
$4.50 

... Catalogue No.... 

... Standard Pkg— 

.. Weight Std. Pkg.. 

.. List Price, each .. 

3-wire 

Z33036 

10 

206 lbs. 
$5.90 


TYPE ZC CONDULETS—THROUGH FEED— Black Enamel Finish 


For 30 Ampere, 260 Volt, Cartridge or 30 Ampere, 126 Volt, Plug Fuse N. E. C. Main Line Cut-outs 
and 6, 10 or 20 Ampere Switches—Cut-outs and Switches not Furnished 



Style of 
Cut-out 

Size in inches. 

Vi —% 

3 A - 3 A 

1 - 1 


2-wire 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

ZC 11302 

15 

125 lbs. 
$2.80 

ZC22302 

15 

130 lbs. 
$2.90 

ZC33302 

10 

90 lbs. 
$3.00 

V' 3 

Style of 
Cut-out 

Size in inches. 

iVa - 1 Vi 

1 Vi-iVi 

2-2 


2-wire 

Catalogue Number. 

Standard Package. 

Weight Std. Pkg. 

List Price, each. 

ZC44302 

10 

95 lbs. 
$3.10 

ZC55302 

5 

55 lbs. 

$3.20 

ZC66302 

5 

60 lbs. 
$3.30 

Cutout Size in inches ' 

• • V 2 - 

•y* Va— 3 /a i—^T] 

i vi—iy« 

lVir-iVi 

2-2 

Catalogue No. 
3-wire Standard Pkg. 
Weight Std. Pk 
List Price, eacl 

.. ZC11303 ZC22303 ZC33303 

..15 15 10 

x. 145 lbs. 150 lbs. 105 lbs. 

i. $3.25 $3.35 $3.45 

ZC44303 

10 

110 lbs. 
$3.55 

ZC55303 

5 

60 lbs. 
$3.65 

ZC66303 

5 

65 lbs. 
$3.75 


For 30 Ampere, 600 Volt, N. E. C. Main Line Cut-outs and 6, 10 or 20 Ampere Switches—Cut-outs 

and Switches not Furnished 


Style of 

Vz ' ' —Vz 

3 /a -% 

1 - 1 

.Size, inches. 

Style of 

Vi - Vi 


, _ , 

Cut-out 

Cut-out 

74 " 74 



ZC 113016 

ZC223016 

ZC333016 

. .Cat. No... 


ZC113036 

ZC223036 

ZC333036 

1-wire 

15 

15 

10 

..Std. Pkg.. 
Wt. Std. Pkg. 
..List, each.. 

V 

3-wire 

15 

15 

10 

230 lbs. 
$4.60 

235 lbs. 
$4.70 

160 lbs. 
$4.80 

290 lbs. 
$6.80 

295 lbs. 
$6.90 

210 lbe. 
$7.00 


We will furnish switches for Condulets listed on this and the opposite page, and the adjustable bar. 




on page 62 or 63. 

Adapting rings, furnished with the Condulets, are required in mounting 6 or 10 ampere switches. No 
adapting ring Is required In mounting a 20 ampere switch. 

We will furnish cut-outs for Condulets listed on this and the opposite page, but the universal cut-out 
fastening plates, furnished with the Condulets, take the following cut-outs: 

30 Ampere, 260 Volt, Cartridge and 30 Ampere, 126 Volt, Plug Fuse Cut-outs 

2- Wire: BRYANT—(Cartridge) 1917, (Plug) 62965. D. & W—(Cartridge) 91102. G. E. CO.—(Cartridge) 

34367, (Plug) 62965. NOARK— (Cartridge) 3327. PAISTE— (Cartridge) 72965, (Plug) 2965. SHAWMuT 
—(Cartridge) 2077. TRUMBULL—(Cartridge) 29653, (Plug) 2965. WEBER—(Plug) 62965. UNION— 
(Cartridge) 2010. 

3- Wire: BRYANT—(Cartridge) 1924, (Plug) 62165. D. & W.—(Cartridge) 91103. G. E. CO.—(Cartridge) 34372, 

(Plug) 62165. NOARK— (Cartridge) 3328. PAISTE— (Cartridge) 72165, (Plug) 2165. SHAWMUT— (Car¬ 
tridge) 2079. TRUMBULL— (Cartridge) 21653, (Plug) 2165. WEBER— (Plug) 62165. UNION— (Cartridge) 2012. 
30 Ampere, 600 Volt, Cartridge Fuse Cut-outs 

1-Wire: BRYANT—(Cartridge) 1937. D. & W.—(Cartridge) 28076. G. E. CO.—(Cartridge) 34991. NOARK— 
(Cartridge) 5600. SHAWMUT—(Cartridge) 20735. UNION—(Cartridge) 4003. 

3-Wire: Mount three 1-wire cut-outs, aide by side. 

For finishes and assortments, see note on page 91. 

Condulet reducers are listed on page 171. 


Condulets of the Z series are listed on pages 136 to 143, Inclusive. 

(Cross Reference Page 137) 
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CONDULETS—Z SERIES—Continued 

TYPES ZL AND ZR 

For Cartridge or Plug Fuse Cut-outs and Snap or Pull Switches 

Furnished with Universal Cut-out Fastening Plate, Adjustable Bar and Adapting Ring 
_ for Switches and all necessary Bolts and Screws 

TYPE ZL CONDULETS—THROUGH FEED—Black Enamel Finish 


For 30 Ampere, 250 Volt, Cartridge or 30 Ampere, 125 Volt, Plug Fuse N. E. C. Main Line 
or Single Branch Cut-outs and 5, 10 or 20 Ampere Switches— 

Cut-outs and Switches not Furnished 



Style of 
Cut-out 

Size in inches. 

>/ 2 

1-% 

3 A 

1-3/ 4 

i 

i-1 

2-wire 

Catalogue Number.. 
Standard Package .. 
Weight Std. Pkg.... 
List Price, each. 

ZL11302 

15 

150 lbs. 
$3.15 

ZL22302 

15 

155 lbs. 
$3.25 

ZL33302 

10 

110 lbs. 
$3.35 

Style of 
Cut-out 

Size in inches. , 

y 2 

i- % 1 

3 /4 

I- 3 /4 

i 

i-1 

3-wire 

Catalogue Number.. 
Standard Package .. 

Weight Std. Pkg_ 

List Price, each. 

ZL11303 

15 

170 lbs. 

ZL22303 

15 

175 lbs: 
$3.75 

ZL33303 

10 

125 lbs. 

$3.S5 


TYPE ZR CONDULETS—THROUGH FEED— Black Enamel Finish 


For 30 Ampere, 250 Volt, Cartridge or 30 Ampere. 125 Volt, Plug Fuse N. E. C. Main Line 
or Single Branch Cut-outs and 5, 10 or 20 Ampere Switches— 

Cut-outs and Switches not Furnished 



Style of 
Cut-out 

Size in inches. 

Y 2 

Vi -1 

% 

3 /4- 1 

1 - 1 

2-wire 

Catalogue Number.. 
Standard Package .. 

Weight Std. Pkg. 

List Price, each. 

ZR 11302 

15 

150 lbs. 
$3.15 

ZR22302 
, 15 

1 155 lbs. 
$3.25 

ZR33302 

10 

t 110 lb«. 

$3.35 

Style of 
Cut-out 

1 

Size in inches. 

y 2 

y 2 - 1 

3 A - 1 

1 

1 - 1 

3-wire 

Catalogue Number.. 
Standard Package .. 
Weight Std. Pkg.... 
List Price, each. 

Z1111303 

15 

170 lbs. 
$3.05 

ZR22303 

15 

175 lbs. 

1 $3.75 

ZR33303 

10 

125 lbs. 
$3.85 


We will furnish switches for Condulets listed above, and the adjustable bar, furnished with each Condu- 
let, permits the mounting of any snap or pull switch enumerated on page 62 or 63. 

Adapting rings, furnished with the Condulets, are required in mounting 6 or 10 ampere switches. No 
adapting ring is required in mounting a 20 ampere switch. , , . _ . 

We will furnish cut-outs for Condulets listed above, and the universal cut-out fastening plates, furnished 
with the Condulets, take the following cut-outs: 


2- Wire: _ ^ . . _„ I _ _ 

34367, (Plug) 62965. NO ARK—(Cartridge) 3327. PAISTE—(Cartridge) 72965, (Plug) 2 
—(Cartridge) 2077. TRUMBULL—(Cartridge) 29653, (Plug) 2965. WEBER—(Plug) 62965. UNION— 
(Cartridge) 2010. 

3- Wire: BRYANT—(Cartridge) 1924, (Plug) 62165. D. A W.—(Cartridge) 91103. 

(Plug) 62165. NO ARK—(Cartridge) 3328. PAISTE—(Cartridg - 

tridge) 2079. TRUMBULL—(Cartridge) 21653, (Plug) 2165. W 
2012. 

30 Ampere, 260 Volt, Cartridge and 30 Ampere, 126 Volt, Plug Fuse Single Branch Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1919, (Plug) 61935. D. A W.—(Cartridge) 91104. G. E. CO.—(Cartridge) 

34368, (Plug) 61935. NO ARK—(Cartridge) 3345. PAISTE—(Cartridge) 71935. (Plug) 1935. SHAWMUT 
—(Cartridge) 2081., TRUMBULL—(Cartridge) 19353, (Plug) 1935. WEBER—(Plug) 61935. UNION— 
(Cartridge) 2020. 

3 to 3-Wire: BRYANT—(Cartridge) 1926, (Plug) 8042. D. A W.—(Cartridge) 91105. G. E. CO.—(Cartridge) 

34373, (Plug) 8042. NOARK—(Cartridge) 3346. PAISTE—(Cartridge) 78042, (Plug) 8042. SHAWMUT— 
ridge) 2 ” ” ~ 


(Cartridge) 2083. TRUMBULL—(Cartridge) 80423, (Plug) 8042. 
tridge) 2022. 


ER—(Plug) 8042. UNION—(Car- 


For finishes, see page 01. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 


Condulet reducers are listed on page 171. 

Condulets of the Z series are listed on pages 136 to 143, inclusive. 

(Cross Reference Page 138) 
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CONDULETS—Z SERIES—Continued 

TYPE ZS 

For Cartridge or Plug Fuse Cut-outs and Snap or Pull Switches 
Furnished with Universal Out-out Fastening Plate, Adjustable Bar and Adapting Ring for Switches 

and all necessary Bolts and Screws 


TYPE ZS CONDULETS—THROUGH FEED— Black Enamel Finish 


For 30 Ampero, 200 Volt, Cartridge or 30 Ampere, 120 Volt, Plug Fuse N E. C. Single Branch Cut-outs 
_and 0,10 or 20 Ampere Switches—Cut-outs and Switches not Furnished 



Style of 
Cut-out 


2 to 
2-wire 


Style of 
Cut-out 


3 to 
3-wire 


Style of 
Cut-out 


3 to 
3-wire 


Size in inches... 


Catalogue No... 
Standard Pkg... 
Weight Std. Pkg. 
List Price, each. 


ZS313302 

10 

Ll 20 lbs. 
$3.55 


Size in inches. 


Catalogue No ... 
Standard Pkg... 
Weight Std. rkg. 
List Price, each.. 


Size in inches. 


Catalogue No... 
Standard Pkg... 
Weight Std. rkg. 
List Price, each.. 


Style of 
Cut-out 


2 to 2-wire 


V* 


1 in. mains 
£ in. branch 


i- * 

£ in. mains 
£ in. branch 


ZS111303 

15 

180 lbs. 
$3.70 


\V* 


Vi 


1 £ in. mains 
£ m. branch 

ZS414303 

10 

150 lbs. 
$4.00 


Size in inches 


Catalogue Number. 
Standard Package.. 
Weight Std. Pkg ... 
List Price, each .... 


1 in. mains 
1 in. branch 


ZS333302 

10 

125 lbs. 
$3.60 


% 

& 

4 m. mains 
£ in. branch 



Ivi 

1} m. mains 
£ in. branch 


ZS414302 

10 

130 lbs. 
$3.65 


% 


ZS212303 

15 

185 lbs. 
13.76 


3 /4" 

1(4 

1 ^ in. mains 
4 m.branch 


ZS424303 

10 

155 lbs. 
$4.10 


3 /4' 

3 /4 

} in. mains 
l in. branch 


ZS222303 

15 

190 lbs. 
$3.80 


%—¥ 
. i %i 


.. .% 

| in. mains 

£ in. branch] 


ZS111302 

15 

160 lbs 
$3.35 


-? 

i% 


3 /4- 


1 J in. mains 
f in. branchl 


% 


Vi -, 

.. M 

f m.mams 
£ in. branch 


ZS212302 

15 

165 lbs. 
$3.45 


Vr- 


■fj 

m 


ZS424302 

10 

135 lbs. 
$3.75 


Vi 


1 

-i 


1 in. mains! 
£ in. branch 


ZS313303 

10 

135 lbs. 
$3.85 


1 £ in. mains 
£ in. branch 


ZS515302 

5 

75 lbs. 
$3.85 


% 


1 in. mains 
1 in. branch 


ZS323303 

10 

140 lbs. 
$3.90 


1(4 


1 £ in. mains 1 J in. mains] 
£ in. branch J m. branch 


ZS515303 

5 

80 lbs. 
$4.25 


ZS525303 

5 

80 lbs. 
$4.35 


% 


2 in. mains 
l in. branch 


ZS626303 

5 

85 lbs. 
$4.45 


3 /4 


% 

.. .* 

I m. mains 

} in. branch 


Z8222302 

15 

170 lbs. 
$3.50 


1% 

1 £ in. mains 
} in. branch 


ZS525302 

5 

80 lbs. 
$3.95 


1 in. mains 
1 in. branch 

Z8333303~ 

10 

145 lbs. 
$4.00 


iy 4 ' 


2 in. mains 
ljin.branch 


ZS646303 

5 

90 lbs. 
$4.65 


We will furnish switches for Condulets listed above, and the adjustable bar, furnished with each Condu- 
let, permits the mounting of any snap or pull switch enumerated on page 62 or 63. 

Adapting rings, furnished with the Condulets, are required in mounting 5 or 10 ampere switches. No 
adapting ring Is required in mounting a 20 ampere switch. . . ^ 

We will furnish cut-outs for Condulets listed above, and the universal cut-out fastening plates, furnished 
with the Condulets, take the following cut-outs: 

30 Ampere, 200 Volt, Cartridge and 30 Ampere, 120 Volt, Plug Fuse Cut-outs 

2 to 2-Wire: BRYANT—(Cartridge) 1919, (Plug) 61935. D. A W.—(Cartridge) 91104. G. E. CO.—(Cartridge) 

34368, (Plug) 61935. NO ARK—(Cartridge) 3345. PAISTB— (Cartridge) 71935, (Plug) 1935. SHAWMUT— 
(Cartridge) 2081. TRUMBULL—(Cartridge) 19353, (Plug) 1935. WEBER—(Plug) 61935. UNION—(Car¬ 
tridge) 2020. 

3 to 3-Wire: BRYANT—(Cartridge) 1926, (Plug) 8042. D. A W.—(Cartridge) 91105. G. E. CO.—(Cartridge) 

34373, (Plug) 8042. NOARK—(Cartridge) 3346. PAISTB—(Cartri dge) 78042, (Plug) 8042. SHAWMUf— 
(Cartridge) 2083. TRUMBULL—(Cartridge) 80423, (Plug) 8042. WEBER—(Plug) 8042. UNION—(Car¬ 
tridge) 2022. 

For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package. No other assortment is allowed. 

Condulet reducers are listed on page 171. 

Condulets of the Z series are listed on pages 136 to 143, inclusive. 

(Cross Reference Page 139) 
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CONDULETS—Z SERIES—Continued 

TYPE ZU* 

For Cartridge or Plug Fuse Cut-outs and Snap or Pull Switches 
Furnished with Universal Cut-out Fastening Plate, Adjustable Bars and Adapting 
Rings for Switches and all necessary Bolts and Screws 


TYPE ZU CONDULETS—Black Enamel Finish 


For 30 Ampere, 250 Volt, Cartridge or 30 Ampere, 125 Volt, Plug N. E. C. Double Branch Cut-outs and 
5, 10 or 20 Ampere Switches—Cut-outs and Switches not Furnished 


Style of 
Cut-out 


2 to 2 -wire 

or 

3 to 2-wire 


I Size in inches . 


t 


. v* 

£ in. main 
2 in. branches 
ZU 111302 


Catalogue Number.... 

Standard Package.I 15 

Shipping Weight Std.Pkg. 200 lbs. 


L r r 

j in. main 
J in. branches 
ZU121302 ~ 
15 

205 lbs. 


1 1 

Style of 
Cut-out 

Size in inches. 

3 A 3 A 

't , '5 


1 

3 /4 

} in. main 
j in. branches 

1 

1 

1 in. main 
Jin. branches 

2 to 2 -wire 

or 

3 to 2-wire 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

ZU222302 

15 

210 lbs. 
$4.90 

ZU 131302 

10 

105 lbs. 

$5.00 

Style of 
Cut-out 

Size in inches. 

3 4 3 A 

1 1 

V 2 , y f 

3 /4 % 

1 1 

1 , J 

t * 

I 

1 

1 in. main 
j in.branches 

lj in. main 

J in. branches 
ZU141302 

10 

110 lbs. 
$5.20 

lj in. main 
jin. branches 
ZU242302 

10 

115 lbs. 
$5.30 

ik 

lj in. main 

1 in. branches 
ZU343302 

10 

120 lbs. 

$5.40 

1J in. main 
Jin. branches 
ZU151302 

5 

90 lbs. 4 
$5.50 

2 to 

2 -wire or 

3 to 
2 -wire 

Catalogue NO.... 
Standard Package 
Weight Std. Pkg.. 
List Price, each... 

ZU232302 

10 

110 lbs. 
$5.10 

Style of 
Cut-out 

Size in inches. ... 

3 /4 5? 

1__ _1 

1 1 

L _J 

\ , \ 

3 A 3 A 

1 l 

1 1 

1 , 1 

1 \ 

1J in. rr^in 
Jin. branches 

1 V 2 

1J in. main 

1 in. branches 

1 

2 

2 in. main 
Jin. branches 

1 

2 

2 in. main 
jin. branches 

1 

2 

2 in. main 

1 in. branches 

2 to 

2 -wjre or 

3 to 
2 -wire 

Catalogue No.... 
Standard Package 
Weight Std. Pkg.. 
List Price, each... 

ZU252302 

5 

125 lbs. 
$5.60 

ZU353302 

5 

130 lbs. 
$5.70 

ZU 161302 

5 

130 lbs. 
$5.80 

ZU262302 - 

5 

135 lbs. 
$5.90 

ZU363302 

5 

140 lbs. 

$ 6.00 


♦These Condulets can be furnished with covers hinged on side opposite switches, and then have 
the letter E inserted after U in catalogue number, as ZUE111302. 

Important Information Concerning Condulets Listed on This Page 
We will furnish switches for Condulets listed above, and the adjustable bars, furnished with each Con- 
dulet, permit the proper mounting of any snap or pull switch enumerated on page 62 or 63. 
Adapting rings, furnished with the Condulets, are required in mounting 5 or 10 ampere switches. No 
adapting ring is required in mounting a 20 ampere switch. 

We will furnish cut-outs for Condulets listed above, and the universal cut-out fastening plates, furnished 
with the Condulets, take the following cut-outs. 

30 Ampere, 250 Volt, Cartridge and 30 Ampere, 125 Volt, Plug Fuse Cut-outs 

2 to 2-Wire: BRYANT —(Cartridge) 1922, (Plug) 62587. D. & W.— (Cartridge) 91106. G. E. CO.— (Cartridge) 

34369, (Plug) 62587. NO ARK— (Cartridge) 3349. PAISTE —(Cartridge) 72587, (Plug) 2587. SHAWMUT 
—(Cartridge) 2086. TRUMBULL— (Cartridge) 25873, (Plug) 2587. WEBER— (Plug) 62587. UNION— 

3 to 2-Wire:**BRYANT— (Cartridge) 1923, (Plug) 62199. D. & W.— (Cartridge) 91121. G. E. CO.— (Cartridge) 

34370, (Plug) 62199. NO ARK— (Cartridge) 3351. PAISTE —(Cartridge) 72199, (Plug) 2199. SHAWMUT 
(Cartridge) 2087. TRUMBULL —(Cartridge) 21993, (Plug) 2199. WEBER— (Plug) 62199. UNION— 
(Cartridge) 2027. 

For finishes and assortments, see note on page 91. 

Condulet reducers are listed on page 171. 

Listings of type ZU Condulets are continued on opposite page. 

Condulets of the Z series are listed on pages 136 to 143, inclusive. 

(Cross Reference 140) 
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CONDULETS Z SERIES Continued 

TYPE ZU*—Continued 

For Cartridge or Plug Fuse Cut-outs and Snap or Pull Switches 

Furnished with Universal Out-out Fastening Plate, Adjustable Bars and Adapting 
Rings for Switches and all necessary Bolts and Screws 


TYPE ZU CONDULETS —Black Enamel Finish—Continued 


For 30 Ampere, 200 Volt, Cartridge or 30 Ampere, 120 Volt, Plug Fuse N. E. C. Double Branch Cut-outs 
and b, 10 or 20 Ampere Switches—Cut-outs and Switches not Furnished 


Style of 
Cut-out 

Size in inches. 

y., y 

Y 2 , ’f 

3 A 3 A 

Y , Y 

4 

Y in. main 

Y m. branches 

.4 

Y in. main 
Yz m. branches 

1 1 1 

% 

% in. main 

Y in. branches 

1 

1 

1 in. main 

Y in. branches 

3 to 

3-wire 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

ZU111303 

15 

210 lbs. 

$5.70 

ZU121303 

15 

215 lbs. 

$5.80 

ZU222303 

15 

220 lbs. 

$5.90 

ZU131303 

10 

155 lbs. 

$6.00 

Style of 
Cut-out 

Size in inches.. 

Y , Y 

1 1 

1 1 

y 2 Vf 

Y , Y 

1 

1 

1 in. main. 

Y in. branches 

1 

1 

1 in. main 

1 in. branches 

lk 

1Y in. main 
Y in. branches 

life 

1 Y in. main 
Y in. branches 

3 to 
3-wire 

Catalogue Number.. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

ZU232303 

10 

160 lbs. 

$6.10 

ZU333303 

10 

165 lbs. 

$6.15 

ZU141303 

10 

160 lbs. • 
$6.20 

ZU242303 

10 

170 lbs. 

$6.30 

Style of 
Cut-out 

Size in inches. 

1 1 

1 1 

t , ? 

Y 2 l f 

3 A 3 A 

i u 

V/i in. main 

1 in. branches 

i u 

V/i in. main 
1J in. branches 

life 

1Y in. main 
Y in. branches 

iU 

1Y in. main 
Y in. branches 

3 to 

3-wire 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

ZU343303 

10 

170 lbs. 

$6.40 

ZU444303 

10 

170 lbs. 

$6.50 

ZU151303 

5 

95 lbs. 

$6.55 

ZU252303 

5 

95 lbs. 

$6.60 

Style of 
Cut-out 

Size in inches. 

1 1 

1 1 

Y , Y 

Y , Y 

1 1 

1 1 

life 

V/v in. main 

1 in. branches 

1 

2 

2 in. main 

Y in. branches 

1. 

2 

2 in. main 

Y in. branches 

1 

2 

2 in. main 

1 in. branches 

3 to 
3-wire 

Catalogue N umber. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

ZU353303 

5 

100 lbs. 

$6.70 

ZU161303 

5 

105 lbs. 

$6.80 

ZU262303 

5 

100 lbs. 

$6.90 

ZU363303 

5 

105 lbs. 

$7.00 


•These Condulets can be furnished with covers hinged on side opposite switches, and then have 
the letter E inserted after U in catalogue number, as ZUE111303. 

We will furnish switches for Condulets listed above, and the adjustable bars, furnished with each Con- 
dulet, permit the proper mounting of any snap or pull switch enumerated on page 62 or 63. 

Adapting rings, furnished with the Condulets, are required In mounting 0 or 10 ampere switches. No 
adapting ring Is required in mounting a 20 ampere switch. 

We will furnish cut-out* for Condulets listed above, and the universal cut-out fastening plates, fur¬ 
nished with the Condulets, take the following cut-outs: 

30 Ampere, 260 Volt, Cartridge and 30 Ampere, 126 Volt, Plug Fuse Cut-outs 

3 to 3-Wire: BRYANT— (Cartridge) 1928, (Plug) 62135. D. A W.— (Cartridge) 91100. G. 

NOARJL— (Cartridge) 3353. PAISTE— (Cartridge) 72135, (Plug) 

TRUMBULL— (Cartridge) 21353, (Plug) 2135. WEBER— (Plug 

For finishes, see note on page 91. 

Black enameled and galvanized Condulets of the same type and size may be assorted to make 
up a standard package.. No other assortment is allowed. • 

Condulet reducers are listed on page 171. 

Condulets of the 2 series are listed on pages 136 to 143, Inclusive. 

(Cross Reference Page 141) 


34374, (Plug) 62135. 
(Cartridge) 20835. 
(Cartridge) 2029. 


E. CO.— (Cart ridg e) 
2135. SHAWMUT— 
:) 62135. UNION— 
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CONDULETS—Z SERIES-—Continued 

TYPE ZD 

For Cartridge or Plug Fuse Cut-outs and Snap or Pull Switches 

Furnished with Universal Cut-out Fastening: Plate, Adjustable Bars and Adapting Rings for 8wltehes 

and all necessary Bolts and Screws 


TYPE ZD CONDULETS—DEAD END— Black Enamel Finish 

For 30 Ampere, 250 Volt, Cartridge or 30 Ampere. 120 Volt, Plug Fuse N. E. C. Double Branch Cut- 
oxits and 5.10 or 20 Ampere Switches—Cut-outs and Switches not Furnished 



Style of 
Cut-out 



Size in inches 


Catalogue No... 
Standard Pkg... 
Weight Std. Pkg. 
List Price, each . 


Style of 
Cut-out 


Size in inches. 


2 to Catalogue No... 
2-wire i Standard Pkg... 
or 3 to 1 Weight Std. Pkg. 
2-wire | List Price, each. 


Vi- 


Vi 


-*/2 


Vi~ 


T" 


-'/2 


f in. main | fin. mam 
f in. branches! f in. branches 
Z 1)121302 


ZD111302 

15 

215 lbs. 
$4.85 


%“ 




. % . 

i Jin. main 

J in. branches 


Style of 
Cut-out 



Size in inches . .. 

Catalogue Nb... 
[Standard Pkg... 
Weight Std. Pkg 
List Price, each. 


Style of 
Cut-out 


3 to 
3-wire 


Style of 
Cut-out 


3 to 
3-wire 


Size in inches . 


Catalogue No... 
Standard Pkg... 
Weight Std. Pkg. 
List Price, each. 


Size in inches.... 


Catalogue No.... 
Standard Pkg.... 
Weight Std. Pkg. 
List Price, each . 


3 /4- 




V2 


1 in. main 
J in.branches| 
ZD232302 
10 

150 lbs. 

$5.20 


If in. main 
f in. branches] 
ZD141302 
10 

155 lbs. 

$5.25 


y 2 3 /4- 




i% 

If in. main 
J in. branches 


ZD222302 
15 

220 lbs. 
$5.05 

Vt 


15 

215 lbs. 
$4.95 


*/2-1-*/2 

1 

1 in. main 
J in.branches 
ZD131302 
10 

150 lbs. 
$5.15 


■'/2 


'/ 2 - 


-«/ 2 |3/ 4 - 


l in. main 


-I- 3 /4 

. 3 /< 

fin. main 


5 in. branches J in.branches! 


ZD 121303 
15 

235 lbs. 
$5.85 


Z 1)222303 
15 

235 lbs. 
$5.95 


V\ -r- 

1/4 

lfin.main 
J in. branches] 
ZD242303 
10 

185 lbs. 

$6.30 


*AW 


1^/2 

If in. main 


% 


ZD242302 

10 

160 lbs. 
$5.30 


T 


-y 2 


1 in. main 
fin. branches 


ZD131303 

10 

180 lbs. 
$6.05 


3 /4“ 


3 /4 


S . 

If in. main 
f in. branches fin • branches] 


ZD151303 

5 

100 lbs. 
$0.40 


Z11252303 
5 

100 lbs. 
$6.50 


J, 

1J in. main 
J in. branches] 
ZD151302 
5 

90 lbs. 

$5.40 


34. 


44 


.m . 

If in. main 
Jin. branches 

5 

95 lbs. 

$5.50 


3 /4“ 




1 in. main 
J in. branches] 


Z D232303 
10 

180 lbs. 
$6.15 


y 2 - 


-y 2 


1 % 

1} in. main 
f in. branches 


ZD141303 

10 

185 lbs. 
$6.25 


3 /4“ 


T 


-% 


2 

2in.main 
J in. branches] 


ZD262303 

5 

110 lbs. 
$6.60 


I'A 


-Wa 


r 

2 

2 in. main 
If* branches 


ZD464303 

5 

115 lbs. 
$6.80 


We will furnish cut-outs for Condulets listed above, and the universal cut-out fastening plates, fur¬ 
nished with the Condulets, take the following cut-outs: 

30 Ampere, 300 Volt, Cartridge and 30 Ampere, 120 Volt, Plug Fuse Cut-outs 
2 to 2-Wire: BRYANT— (Cartridge) 1922, (Plug) 62587. D. A W.— (Cartridge) 91106. G. E. CO.—(Cartridge) 
34369, (Plug) 62587. NOARX— (Cartridge) 3349. PA1STE— (Cartridg e) 725 87, (Plug) 2587. SHAWMUT 
—(Cartridge) 2085. TRUMBULL— (Cartridge) 25873, (Plug) 2587. WEBER— (Plug) 62587. UNION— 

D. A W.— (Cartridge) 91121. G. E. CO.— {Cartridge) 
PAISTE— (Cartridge) 72199, (Plug) 2199. SHAWMUT 
—(Cartridge) 2087. TRUMBULL— (Cartridge) 21993, (Plug) 2199. WEBER— (Plug) 62199. UNION— 

D. A W.— (Cartridge) 91100. G. E. CO.— (Cartridge) 
_ PAISTE— (Cartridge) 72135, (Plug) 2135. SHAWMUT 

—(Cartridge) 20835. TRUMBULL— (Cartridge) 21353, (Plug) 2135. WEBER— (Plug) 62135. UNION— 
(Cartridge) 2029. 

For finishes and assortments, see note on page 91. Condulet reducers are listed on page 171. 
Condulets of the Z series are listed on pages 136 to 143, inclusive. e d by 

(Cross Refer— Page 142) 


(Cartridge) 2025. 

\ to 2-Wire: BRYANT— (Cartridge) 1923, (Plug) 62199. 
34370, (Plug) 62199. NOARX— (Cartridge) 3351. I 
—(Cartridge) 2087. TRUMBULL— (Cartridge) 219T 
(Cartridge) 2027. 

\ to 3-Wire: BRYANT— (Cartridge) 1928, (Plug) 62135. 
34374, (Plug) 62135. NOARX— (Cartridge) 3353. 1 
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CONDULETS—Z SERIES—Continued 

TYPE ZX 

For Cartridge or Plug Fuse Cut-outs and Snap or Pull Switches 

Furnished with Universal Out-out Fastening Plate, Adjustable Bars and Adapting Rings fbr Switches 

and all necessary Bolts and Screws 




* 


V 



II 



V 



_ TYPE ZX CONDULETS—THROUGH FEED — Black E namel Finish _ 

For 30 Ampere, 250 Volt, Cartridge or 30 Ampere, 125 Volt, Plug Fuse N. E. C. Double Branch Cut-outs 
and 5, 10 or 20 Ampere Switches—Cut-outs and Switches not Furnished 


72-172 

V* 

J- in. mains 


15 

230 lbs. 
$5.20 

1 

Vi—|— J A 

l 

1 in. mains 


2-wire Standard Pkg... 15 110 

or 3 to Wt. Std. Pkg.. .. 235 lbs. 160 lbs. 

2-wire List Price, each . $5.30 $5.40 

~~1 1V4 iVi 1V 2 iy 2 

y 4 — I—% Vz—t—Vz 3 /4—(—^ v 2 —j—Vz %—\—% 

1 iy 4 iy 4 iy 2 . . i/ 2 . 

1 in. mains 1J in. mains 1} in. mains 1J in. mains 1J in. mains 

j in.branches Jin.branches fin.branches lin.branches Jin.branches 
Z X3223302 ZX4il1302 Z X4221302“ ZX5115302“ ZX5225302 

10 10 10 5 5 

160 lbs. 165 lbs. 165 lbs. 100 lbs. 100 lbs. 

$5.45 $5.55 $5.60 $5.75 $5.85 



Style of 
Cut-out 

Size in inches... 

Vi 

Vz—t—Vz 

Vz 

J in. mains 
Jin.branches 

2 to 
2-wire 
or 3 to 
2-wire 

Catalogue No... 
Standard Pkg... 
Wt. Std. Pkg.... 
List Price, each. 

ZX1111302 

15 

225 lbs. 

$5.10 

Style of 
Cut-out 

Size in inches.., 

3 A 

3 A— H V* 

3 A 

J in. mains 
a in.branches 

2 to 
2-wire 
or 3 to 
2-wire 

Catalogue No... 
Standard Pkg... 
Wt. Std. Pkg.... 
List Price, each . 

ZX2222302 

15 

235 lbs. 

$5.30 


Style of gj ze j n inches. 
Cut-out 


Catalogue No_ Z? 

I Standard Package 10 
Weight Std. Pkg.. 16< 
List Price, each... $5 


10 

165 lbs. 
$5.55 


5 

100 lbs. 
$5.75 


5 

100 lbs. 
$5.85 


Style of Size in inches. 
Cutout 


Catalogue No .... Z3 
Standard Package 15 
Weight Std. Pkg.. 23< 
List Price, each .. $6 


Cutout Size in inches... 


% % \ 1 l Y* 

Vi — "I — Vi 3 A —t— 3 A Vi — I — Vz 3 A — | — 3 A Vz —j— Vz 

34 34 1 1 iVa • 

J in. mains 3 in. mains 1 in. mains 1 in. mains 1} in. mains 
Jin.branches Jin.branches J in.branches J in.branches jin.branches 
ZX2112303~ ZX2222303 - ZX3113303 ZX3223303 ZX4114303 

15 15 10 10 10 

230 lbs. 235 lbs. ISO lbs. 180 lbs. 190 lbs. 

$6.10 $6.20 $6.30 $6.35_ $6.45 

W* W* 1V4 2 2 

3 A —j—% Vi—\—Vz 3 A—\— 3 A 3 A —I — 3 A IV* —|— W* 

IV* Wz . IVz . .2 2 

11 in. mains 11 in. mains 11 in. mains 2 in. mains 2 in. mams 


15 

235 lbs. 
$6.20 
iy 2 

V2-f- 

iy 2 


1J in. mains 1J in. mains 1J in. mains 2 in. mains 2 in. mains 
Jin.branches J in.branches f in.branches J in.br anch es If branches 
” Catalogue No.... ZX4224303 ZX6n5303" ZX5225303 ZX6226303 ZX6446303 

3 to Standard Package 10 5 5 5 5 

3-wire Weight Std. Pkg.. 190 lbs. 105 lbs. 105 lbs. 120 lbs. 120 lbs. 

List Price, each... $6.50 $6.65 $6.75 $6.85 

We will furnish switches for Condulets listed aboveTand the adjustable bars, furnished with each Con- 
dulet, permit the mounting of any snap or pull switch enumerated on page 62 or 63. 

Adapting rings, furnished with the Condulets, are required in mounting 5 or 10 ampere switches. No 
adapting ring is required in mounting a 20 ampere switch. 

We will furnish cut-outs for Condulets listed above, and the universal cut-out fastening plates, fur¬ 
nished with the Condulets, take cut-outs enumerated on opposite page. 

For finishes and assortments, see note on page 91. 

Condulet reducers are listed on page 171. T 

Condulets of the Z series are listed on pages 136 to 143, inclusive. 

(Cross Reference Page 143) 
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CONDULETS—ZG SERIES 

TYPES ZGC AND ZGU 

For Cartridge or Plug Fuse Cut-outs and General Electric 2 H. P., 250-Volt, Three-phase, Snap 
Switch 151304 with Protective Cover for Textile Mill Installations 
Furnished with Universal Cut-out Fastening Plate and all necessary Bolts and Screws 


Type ZGC Condolet 

Shoving Snap Switch and Cartridge Fom 
C ut-out Installed 


Type ZGU Condolet 

Shoving Snap Switches and Cartridge Fuse 
Cut-out Installed 


TYPE ZGC CONDULETS—THROUGH FEED— Black Enamel Finish 

For 30 Ampere, 250 Volt, Cartridge or 30 Ampere, 120 Volt, Plug Fuse N. E. C. Main Line 
Cut-outs and G. E. Switch 151394—Cut-out and Switch not Furnished 


Style of 
Cut-out 

Size in inches 

y 2 —>/* 

3 /4- 3 /4 

3-wire 

Cat. No. 

Std. Pkg. 

Wt Std. Pkg. 
List Price, ea. 

ZGC11303 

15 

155 lbs. 

$3.60 

ZGC22303 

15 

160 lbs. 

$3.70 


Cat. No. ZGC11303 ZGC22303 ZGC33303 

, Std. Pkg. 15 15 10 

3-wire Wt std. Pkg. 155 lbs. 160 lbs. 110 lbs. 

List Price, ea. $3.60 $3.70 $3.80 

We will furnish cut-outs for Type ZGC Condulets. 

The universal cut-out fastening plates, furnished with the Condulets, take the following cut-outs: 

30 Ampere, 200 Volt, Cartridge and 30 Ampere, 120 Volt, Plug Fuse Cut-outs 
3^Wire: BRYANT— (Cartridge) 1924, (Plug) 62165. D. & W.— (Cartridge) 91103. G. E. CO.— (Cartridge) 34372, 
(Plug) 62165. NOARK— (Cartridge) 3328. PAISTE— (Cartridge) 72165, (Plug) 2165. SHAWMUT— (Car¬ 
tridge) 2079. TRUMBULL— (Cartridge) 21653, (Plug) 2165. WEBER— (Plug) 62165. UNION— (Cartridge) 2012. 

TYPE ZGU CONDULETS— Black Enamel Finish 

For 30 Ampere, 200 Volt, Cartridge or 30 Ampere, 125 Volt, Plug Fuse N. E. C. Double Branch 
Cut-outs and G. E. Switch 151394—Cut-out and Switches not Furnished 




V2 >/2 

1 „ 1 

y 2 y 2 

i i 

Style of 
Cut-out 

Size in inches 

3 /4 

main 

y branches 

l 

1 

1* main 
y branches 

3 to 
3-wire 

Cat No. 

Std. Pkg. 

Wt. Std. Pkg. 
List Price, ea. 

ZGU121303 

15 

225 lbs. 

$6.40 

ZGU 131303 
10 

110 lbs. 

$6.50 


1J£* main 
y branches 


3 to std. Pkg. 15 10 10 

3-wire Wt. Std. Pkg. 225 lbs. 110 lbs. 165 lbs. 

List Price, ea. $6.40 $6.50 $6.90 

We will furnish cut-outs for Type ZGU Condulets. 

The universal cut-out fastening plates, furnished with the Condulets, take the following cut-outs: 

30 Ampere, 200 Volt, Cartridge and 30 Ampere, 120 Volt, Plug Fuse Cut-outs 
3 to 3-Wire: BRYANT—(Cartridge) 1928, (Plug) 62135. D. & W.—(Cartridge) 91100. G. E. CO— (Cartridge) 
34374, (Plug) 62135. NOARK—(Cartridge) 3353. PAISTE—(Cartridge) 72135, (Plug) 2135. SHAWMUT— 
(Cartridge) 20835. TRUMBULL-(Cartridge) 21353, (Plug) 2135. WEBER—(Plug) 62135; UNION—(Car¬ 
tridge) 2029. 

We will furnish snap switch for Condulets listed on this page. 

(Croea Reference Page 135d) '9' tlzed by VjUUg 1C 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



CONDULET BODIES 

TYPES UGC AND UGX 

Inside Dimensions: 6 7 / 8 x6 7 /gx3 Inches 


Types UGC and UGX Condulets, being extra 
heavy, are particularly suited for use in railroad yards, 
manholes, subways, around coast defense fortifications 
and wherever a rugged water-tight Condulet is desired. 

They can be used in combination with the yard 
charging Conducts, illustrated and listed on pages 163 
and 164 of Condulet Catalog No. 1000, either for sur¬ 
face or underground conduit installations. 

The cover is firmly held in place by brass cap 
screws, and a heavy gasket of high grade rubber securely 
seals the opening. The use of brass cap screws and a 
high grade rubber gasket makes it easy to take off and replace the cover. 


Type UGC Condulet Body with Blank Cover CXOO Attached 



TYPE UGC CONDULET BODIES—For Two Conduits 


Size in inches. 

1 

1% 

iy 2 

2 

Catalogue Number.. 

UGC33 

UGC44 

UGC55 

UGC66 

Standard Package... 

5 

5 

5 

5 

Weight Std. Pkg. 

110 lbs. 

115 lbs. 

120 lbs. 

125 lbs. 

List Price, each. 

$5.60 

$6.00 

$6.40 

$6.80 

TYPE UGX CONDULET 

BODIES— For Four Conduits 

Size in inches. 

1 

m 

l'/2 

2 

Catalogue Number.. 

UGX3333 

UGX4444 

UGX5555 

UGX6CC0 

Standard Package... 

b 

5 

5 

5 

Weight Std. Pkg. 

115 lbs. 

120 lbs. 

125 lbs. 

130 lbs. 

List Price, each. 

$5.80 

$6.20 

$6.60 

$7.00 


BLANK CAST COVER EXTENSION COVER—For Two-Inch Conduit Stem 

FOR TYPES UGC AND UGX CONDULET BODIES 

Furnished with Gasket and Fastening Screws 



DOUBLE RECEPTACLE HOUSING 
For use with Types UGC and UGX Condulet Bodies 
Complete with Two 100 Ampere Rectangular 
Receptacles BR100, Spring Doors, Gasket 
and Fastening Screws. See note below.* 


CXOO 

.Catalogue Number. 

CX6 

5 

. .Standard Package.. 

5 

45 lbs. | 

.Ship. Wt. Std. Pkg.) 

50 lbs. 

$3.25 

_ 

.. .List Price, each... 

$4.00 



EXTENSION PLATE 
For Two-Inch Conduit Stem 
For Receptacle Housing CHXS100 



CHXS100 

.Cat. No. 

CXH6 

5 

.Std. Pkg. 

5 

140 lbs. 

Ship. Wt.Std. Pkg. 

65 lbs. 

$29.00 

..List Price, each.. 

$3.00 



•Receptacle housing listed above is regularly furnished with two rectangular receptacles BR100, 
requiring the use of rectangular plugs BPF100 or BPB100, but if specifically ordered, two 
round receptacles BRA100, requiring the use of round plugs BPFAlOOor M. C. B. standard 
plugs, will be furnished, at an advance of $5.50 in the list price. Spring doors are regularly 
finnished on receptacle housings, but if specifically ordered, removable doors will be fur¬ 
nished at the same price. 


Finishes: Black enamel is the standard finish for Condulet bodies, and will be furnished unless 
another finish is specified on the order. Galvanized finish on exterior and black enamel 
finish on interior of Condulet bodies will be furnished, at same price as all black enamel 
finish, when the order specifies galvanized finish. Black enameled and galvanized Condulet 
bodies of the same type and size may be assorted to make up a standard package. 

9 lze y X 


(Cross Reference Pmn 185) 
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TYPE YQ CONDULETS 

For 2 or 3-Pole Plug Receptacles and 2 or 3-Wire Cartridge or Plug Fuse Cut-outs 

Furnished Complete with Grouse-Hinds Plug Receptacle and Crouse-Hinds Cut-out, 
but without Plug or Fuses 


These Condulets provide a housing for a combina¬ 
tion of plug receptacle and cut-out. 

They are particularly suited for use in shops 
having portable tools, also in garages, laundries, rail¬ 
road yards, etc. They are weather-proof and, there¬ 
fore, can be installed either indoors or outdoors. 

Two types of N. E. C. cut-outs are furnished— 
cartridge and plug. The cartridge type can be used 
on circuits up to 30 amperes, 250 volts, and the plug 
type on circuits up to 30 amperes, 125 volts. 

The door over the cut-out is provided with a 
spring catch and can be locked with a padlock if 
desired. The door covering the plug opening is rabbetted and is kept closed by a plunger 
spring, when the plug is not in place, thus preventing the entrance of dust, moisture and insects. 



Type TQ 

(Brokra-»waj View) 

Shoving Cut-out PS53B and Receptacle RTQ303 Mounted, also 
Plug RQ303 and Padlock 

Plug and Padlock are not included in List Prices for Condulets 


TYPE YQ CONDULETS—Black Enamel Finish. 


Complete with 


Crouse-Hinds Plug Receptacle and Crouse-Hinds Plug Receptacle and 
30 Amp., 250 Volt N. E. C. Cartridge 30 Amp., 125 Volt N. E. C. Plug Fuse 
Fuse Cut-out, but without Fuses Cut-out. but without Puses 


Style of 
Cut-out 

Size in inches .. 

% 

3 /4 

1 

Vi 

% 

1 

2-wire 

Catalogue No... 
Std. Pkg. 

YQ1302E 

10 

260 lbs. 
$15.85 

YQ2302E 

10 

265 lbs. 
$16.00 

YQ3302E 

10 

270 lbs. 
$10.15 

YQ1302P 

10 

275 lbs. 
$15.85 

YQ2302P 

10 

280 lbs. 

: $16.00 

YQ3302P 

10 

290 lbs. 
$16.15 

Wt. StdT Pkg.... 
List Price, each. 

3-wire 

Catalogue No... 
Std. Pkg. 

YQ1303E 

10 

300 lbs. 
$18.75 

YQ2303E~ 

10 

305 lbs. 
$19.00 

YQ3303E 

10 

310 lbs. 
$19.25 

YQ1303P 

10 

315 lbs. 
$18.75 

YQ2303P 

10 

320 lbs. 
$19.00 

YQ3303P 

10 

325 lbs. 
$19.25 

Wt. Std. Pkg.... 
List Price,each. 



N. E. C. CUT-OUTS FOR TYPE YQ CONDULETS 


For 30 Ampere, 250 Volt 
Cartridge Fuses 


For 30 Ampere, 125 Volt 
Plug Fuses 


2-wire 

3-wire 

.Style of Cut-out. 

2-wire 

3-wire 

PE52E 

10 

25 lbs. 
$2.85 

PE53E 

10 

30 lbs. 
$3.85 

. .Catalogue No.. 
Standard Package 
Weight Std. Pkg. 
.List Price, each. 

PE52P 

10 

30 lbs. 
$2.85 

PE53P 

10 

35 lbs. 
$3.85 




TYPE RYQ PLUG RECEPTACLES—30 Amp. Capacity 


For Type YQ Condulets 


2-pole 

RYQ302 

10 

20 lbs. 
$2.50 


250 Volts 


. .Catalogue No.. 
Standard Package 
Weight Std. Pkg. 
.List Price, each. 


3-pole 


RYQ303 

10 

25 lbs. 
$3.50 





TYPE RQ PLUGS —30 Ampere Capacity 
For Types RQH, RQK and RYQ Receptacles 


2-Pole 


3-Pole 


RQ302 

25 

60 lbs. 
$3.50 


Catalogue Number I RQ303 


.Standard Package. 
.Weight Std. Pkg.. 
.. List Price, each.. 


25 
70 lbs. 
$5.00 


We will furnish fuses. 

59 
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Sit Prevailing Prices 


SHADE HOLDERS, CONDULET ELBOWS AND CONDULET COUPLINGS 


SHADE HOLDERS —Brass, Dipped Finish—For Grouse-Hinds Porcelain Receptacles 


A 

O’ 

ib m 

Size. 

i For 
! 2J^-inch 
| Shades 

For 

3J4-inch 

Shades 

For 

2^-inch 
Shades H 
Position 

m 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

! NRS2J* 
200 

40 lbs. 

$ .15 

NRS3J4 

200 

60 lbs. 

$ .30 

NRH2}£ 

200 

50 lbs. 

$ .30 

S 

CONDULET ELBOWS—45 Degrees—Black Enamel Finish 

Size in inches. 

% 

3 A 

1 

IV* 

1 % 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

ELI 

200 

100 lbs. 

$ .22 

EL2 

100 

80 lbs. 

$ .30 

EL3 

50 

70 lbs. 

$ .35 

EL4 

20 

55 lbs. 

$ .65 

EL5 

10 

65 lbs. 

$ .70 

Size in inches. 

2 

2 Vi 

3 

31/2 

4 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

EL6 

5 

35 lbs. 
$1.15 

EL7 

5 

70 lbs. 
$2.60 

EL8 

5 

80 lbs. 
$3.00 

EL9 

6 

110 lbs. 
$4.25 

ELIO 

5 

125 lbs. 
$5.30 

«©* 

COUPLINGS FOR TYPE F CONDULETS—Black Enamel Finish 

Size in inches. 

Vi 

3 A 

1 

1 V 4 

1 % 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 

Coup 1 
100 

30 lbs. 

$ .25 

Coup 2 
100 

35 lbs. 

$ .30 

Coup 3 

50 

35 lbs. 

$ .35 

Coup 4 

20 

20 lbs. • 

$ .50 

Coup 6 
10 

15 lbs. 

$ .60 

Size in inches. 

2 

2 Vi 

3 

31/2 

4 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, eacn. 

Coup 6 

5 

15 lbs. 

$ .80 

Coup 7 

5 

25 lbs. 
$1.50 

Coup 8 

5 

30 lbs. 
$2.50 

Coup 9 

5 

50 lbs. 
$4.80 

Coup 10 
5 

55 lbs. 
$5.50 

4 * 

CONDULET COUPLINGS—Black Enamel Flnlsh-Wlth Gasket 

Size in inches... 

'hrVi 

3 A- 3 A 

1-1 

II/4-IV4 

li/ 4 -l Vi 

2-2 

Cat. No. 

Std. Pkg. 

Wt. Std. Pkg... 
List Price, each. 

Coup 11 
50 

50 lbs. 

$ .65 

Coup 22 
50 

60 lbs. 

$ .75 

Coup 33 
25 

30 lbs. 

$ .85 

Coup 44 
25 

35 lbs. 

$ .95 

Coup 55 
10 

25 lbs. 
$1.05 

Coup 66 
10 

30 lbs. 
$1.25 


Finishes: Black enamel is the standard finish for Condulet elbows and Condulet couplings 
listed above, and will be furnished unless another finish is specified on the order. Galvanized 
finish on exterior and black enamel finish on interior will be furnished, at same price as all 
black enamel finish, when the order specifies galvanized finish. For special plated finishes, 
see page 182. For cast brass and cast bronze elbows and couplings, plain and with special 
finishes, see page 182. For aluminum elbows and couplings plain and with black enamel 
finish, see page 182. Above Condulet elbows or couplings oi the same size with black enamel 
or galvanized finish may be assorted to make up a standard package. No other assortment 
is allowed. 

Dipped brass is the standard finish for shade holders, but polished or brush brass finish will be 
furnished at same price, if specifically ordered. No assortment of shade holders is allowed 
in making up a standard package. 
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CONDULET REDUCERS, CONDULET UNIONS AND CORD CLAMP 


CONDULET REDUCERS 


Standard Pkg. Assorted*! 50 I 

50 

50 

50 

25 

25 

25 

10 

10 

Ship. Wt. Std. Pkg .... '60 lbs. 

65 lbs. 

70 lbs. 

75 lbs. 

45 lbs. | 

65 lbs. 

105 lbs. 

80 lbs. 

100 lbs 

Size in inches. V 4 -V 2 

Catalogue Number.RE21 

List Price, each.$ .15 

1-V2 

RE31 
$ .20 • 

»%-% 
RE41 
$ .30 

1 V 2 -V 2 
RE51 
$ .40 

2-y 2 

RE6i 
$ .50 

2y 2 -y 2 

RE71 

$1.00 

3-1/2 

RE81 

$1.35 

31 / 2 - 1/2 
RE91 • 
$2.00 

4-i/ 2 

RE101 

$2.75 

Size in inches. 

1 - 3/4 

lV4- S /4 

i*/ 2 - 3 /4 

2-3/4 

2l/ 2 -3/4 

3-3/4 

31/2-3/4 

4-3/4 

Catalogue Number... 
List Price, each. 

RE32 
$ .20 

RE42 
$ .30 

RE52 
$ .40 

RE62 
$ .50 

RE72 

$1.00 

RE82 

$1.35 

RE92 

$2.00 

RE102 

$2.75 

Size in inches. 


1 V 4-1 

iy*-i 

2-1 

21/2-1 

3-1 

31/2-1 

4-1 

n\ Catalogue Number... 
\ List Price, each. 

RE43 
$ .30 

RE53 
$ .40 

RE63 
$ .50 

RE73 

$1.00 

RE83 

$1.35 

RE93 

$2.00 

RE103 

$2.75 

\\ Size in inches. 


ivz-iv* 

2-lVi 

2i/ 2 -li/4 

3-11/4 

31/4-11/4 

4-11/4 

nn Catalogue Number... 
\ List Price, each. 

RE54 
$ .40 

RE64 
$ .50 

RE74 

$1.00 

RE84 

$1.35 

RE94 

$2.00 

RE104 

$2.75 




Size in inches. 2-l ] / 2 2%-!% 3-1V4 3i/£-l*/4 4-1V4 

Catalogue Number... RE65 RE75 RE85 RE95 RE105' 
List Price, each. $.50 $1.00 $1.35 $2.00 $2.75 


CONDULET UNIONS 

% 


Condulet Union (Izplodad View) 

Size in inches. I */fe-*/ 
Catalogue No. UNI 
Standard Pkg. 50 


1 V 4-‘/4 

3 /4-3/« 

1-1 

11/4-11/4 

iy 2 -iy 2 

UN 11 

UN22 

UN33 

UN44 

UN55 

50 

50 

25 

25 

25 

40 lbs. 

50 lbs. 

40 lbs. 

50 lbs. 

60 lbs. 

$ .35 

$ .40 

$ .60 

$1.00 

$1.25 


Size in inches. 2*/ 2 -2 3-2 3*/fe-2 4-2 

Catalogue Number... RE76 RE86 RE96 RE106" 

List Price, each.$1.00 $1 35 12.00 $2.75 

a ....... 3-2*4 3*4-214 4-2*/i 

mber... RE87 RE97 IIE107 

h.$1.35 $2.00 $2.75 

l inthes. 3*/4-3 4-3 

>gue Number... RE98 RE108 

rice, each.$2.00 $2.75 

— 

Size in inches. 4-3*4 

Catalogue Number... RE109 
List Price, each.$2.75 



•Reducers listed in the same vertical column may be assorted to make up a standard package 

Finishes: Reducers are furnished with galvanized finish only. 

Black enamel is the standard finish for unions, and will be furnished unless another finish is 
specified on the order. Galvanized finish will be furnished, if specifically ordered, at the 
same price as black enamel finish. For special plated finishes, see page 182. For cast 
brass and cast bronze reducers and unions, see page 182. 

Black enameled and galvanized unions of the same size may be assorted to make up a standard 
package. 


Tt: frrr rmp PMm 171 ^ 
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Mall Orders Filled 
St Prevailing Prices 


GUARDS, GLOBES, SEALING PLATES AND REFLECT OR HOLDERS 

GUARDS 


US7 

Size. 

Finish. 

For V Se 
Equipmei 

Black 

ries and 
it VGDE1 

Marine 

For VH S 
Equipme] 

Black 

eries and 1 
at VGDE2 

Marine 

Cat. No. 

Std. Pkg.... 
Wt. Std. Pkg. 
List Price, ea. 

V9 

35 

40 lbs. 
$1.80 

V90 

35 

40 lbs. 
$1.80 

VH9 

35 

60 lbs. 

$2 ,.25 

VH90 

35 

60 lbs. 
$2.25 


GLOBES 

Color....| Clear | Opal | Green| Blue |Orange| Ruby 

For V Series of Condulets and]Equipment VGDE1 


d 

Cat. No.. 
Std. Pkg. 
Wt.| Pkg. 
List, ea... 

Y8 

35 

50 lbs. 
$ .80 

V41 

35 

50 lbs. 
$1.10 

V42 

35 

50 lbs. 
$1.70 

V43 

35 

50 lbs. 
$1.70 

V44 

35 

50 lbs. 
$1.70 

V45 

35 

50 lbs. 
$2.35 


For VH Series of Condulets and Equipment VGDE2 

Cat.No.. 
Std. Pkg. 
Wt. Pkg. 
List, ea. . 

VH8 

35 

60 lbs. 

$ .80 

VH41 

35 

60 lbs. 
$1.70 

VH42 

35 

60 lbs. 
$2.35 

VH43 

35 

60 lbs. 
$2.35 

VH44 

35 

60 lbs. 
$2.35 

VH45 

35 

60 lbs. 
$2.90 



Type V CondoJet 
Complete with Globe. Guard 
RecepUcle and Sealing Plate 
(Broken-away View) 



SEALING PLATES—Brass 


For V and VH Series of Condulets 


Size. 

ForV Series 

For VH Series 

Catalogue Number.. 

V51 

VH51 

Std. Pkg., not Ass’d. 

35 

35 

Ship. Wt. Std. Pkg.. 

30 lbs. 

40 lbs. 

List Price, each. 

$ .30 

$ .50 


REFLECTOR HOLDERS 



Reflector Holder 
Showing Reflector Mounted 
List nrioes do not include and we 
do not furnish Reflectors 


Take Reflectors Enumerated Below 




Size. 

For V Series and 
Equipment VGDE1 

For VH Series and 
Equipment VGDE2 

Finish. 

Black 

Marine 

Black 

Marine 

Cat. No. 

Std. Pkg. 

Wt. Std. Pkg. 
List Price, ea. 

V61 

35 

30 lbs. 

I * 1 - 40 

V610 

35 

30 lbs. 
$1.40 

VH61 

35 

35 lbs. 
$1.65 

VH610 

35 

35 lbs. 
$1.65 


COMBINATION REFLECTOR HOLDERS 
WITH GUARDS 


Take Reflectors Enumerated Below 



Reflector Holder with Guard 
Showing Reflector Mounted 
List prices do not include and we 
do not furnish Reflectors 


Size. 

For V Series and 
Equipment VGDE1 

For VH Series and 
Equipment VGDE2 

Finish. 

Black 

Marine 

Black 

Marine 

Cat. No. 

V71 

V710 

VH71 

VH710 

Std. Pkg. 

35 

35 

35 

35 

Wt. Std. Pkg. 

50 lbs. 

50 lbs. 

70 lbs. 

70 lbs. 

List Price, ea. 

$2.00 

$2.00 

$2.50 

$2.50 


We will furnish reflectors for above holders, and they take the following reflectors: 

Holders V6I, V610, V71 and V710 take HOLOPHANE-626. 627 and OVERBAUGH & AYERS— 769. 771. Holders 
VH61, VH610, VH71 and VH710 take HOLOPHANE-628, 629 and OVERBAUGH & AYERS-770, 772. 

Finishes: Galvanised finish will be furnished at the same price as black finish, when order 
specifies galvanized finish. 

Black, marine and galvanized guards of the same size may be assorted to make up a standard 
package. The same assortment applies to reflector holders and reflector holders with guards. 

Condulets of the V series are listed on pages 98 to 101* Inclusive. Condulets of the VH series are listed 
on pages 103 to 106, inclusive. 
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GASKETS 


GASKETS FOR OBROUND COVERS AND OBROUND CONDULETTO FITTINGS 
For use between Oondulet Bodies and Covers or Fittings 



Size in inches. 

% 

% 

1 

I Vi 

11/2 

* ' -J 

Catalogue Number. 

Standard Package. 

List Price, each. 

Gask 1 
200 
% .10 

Gask 2 
100 
$ .10 

Gask 3 

50 

$ .15 

Gask 4 

25 

$ .20 

Gask 5 

25 

* .20 

Size in inches. 

2 

2Vi 

3 

m 

4 

5 and 6 

Catalogue Number. 

Standard Package. 

List Price, each. 

Gask 6 

25 

% .25 

Gask 7 

25 

Z .40 

Gask 8 

25 

Z .40 

Gask 9 

25 

$ .50 

Gask 10 
25 

$ .60 

Gask 86 
25 

$ .70 

GASKETS FOR OBROUND CONDULETTO FITTINGS 

For use between Cap and Base 

GASKET FOR 

FD AND FS 
CONDULET BODIES 


Size in inches. . 

% 

3 /4 

1 


-- 


Cat. No. 

Std. Pkg. 

List Price, ea.. 

Gask 31 
250 
% .10 

Gask 32 
100 

Z .10 

Gask 33 
50 

$ .15 

Gask 91 
30 

IS .25 

cm 

GASKETS FOR TYPE F CONDULET COUPLINGS 


Size in inches. 

% 

3 /4 

Gask 12 
100 
$ .05 

i 

Gask 13 
50 

$ .08 

11/4 

O 

Catalogue Number. 

Standard Package. 

List Price, each. 

Gask 11 
100 
$ .05 

Gask 14 
25 

$ .10 

Size in inches. 


2 

2Vi 

3 

31/2 

4 

Catalogue Number. 

Standard Package. 

List Price, each. 

Gask 15 
25 

$ .10 

Gask 16 
25 

Z .15 

Gask 17 
25 

$ .20 

Gask 18 
25 

$ .20 

Gask 19 
25 

$ .40 

Gask 20 
25 

$ .50 


GASKETS FOR G AND H SERIES OF 
CONDULET BODIES 

For use between Bodies and Covers 
or Fittings 


GASKETS FOR NORBITT CONDULETTO 
FITTINGS 

For use between Bodies of the J and K Series 
and Fittings 


O 


For Form 5 

For 

Form 20 
Bodies 

Gask 23 is also for use with 

Form 10 
Bodies 

Blank Cover J100 

Gask 21 

Gask 22 

.. .Catalogue Number... 

Gask 23 

100 

75 

... Standard Package... 

200 

Z .10 

$ .15 

_List Price, each .... 

|$ .10 


GASKETS FOR RJ AND RK SERIES 
OF CONDULET BODIES 
For use between Bodies and Metal Covers 


GASKETS FOR ELLIPTICAL CONDULETTO 
FITTINGS 

For use between RJ and RK Series of Condulet 
Bodies and Fittings or Porcelain Covers 


Gask 35 
200 
$ .15 


. Catalogue N umber.. . 

. Standard Package. 

... List Price, each. 


Gask 34 
200 
% .15 



GASKETS FOR V SERIES OF CONDULETS GASKETS FOR VH SERIES OF CONDULETS 


o 


Sealing 

Plate 

Gasket 

Globe 

Gasket 

Gask 26 
35 

$ .15 

Gask 24 
35 

$ .15 


Description 


... Cat. No- 

...Std. Pkg.... 
. ...List, each... 


Sealing 

Plate 

Gasket 

Globe 

G&9ket 

Gask 27 
35 

$ .20 

Gask 25 
35 

$ .20 


o 


Listings of gaskets continued on opposite page. 

(Cross Reference Page 176) 
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GASKETS —Continued 


Gaskets for WV Condulets 


Gaskets for Equipments VGDE1 and VGDE2 


O 

Gask 87 


Globe Gaskets 

Cover 

Gasket 

Descrip¬ 

tion 

1 Globe Gaskets 

Between 

Holder 

and 

Body 

Upper 

Lower 

For 

VGDE1 

For 

VGDE2 1 

Giisk87 

Gask 88 

Gask 89 

Cat. No. 

Gask 24 

Gask 25 

Gask 60 

26 

25 

25 

Std. Pkg. 

35 

35 

35 

$ .35 

9 .35 

§ .35 

List, ea.. 

$ .15 

1$ .20 

$ .25 


O 

Gask 60 


Gasket for Types PRC and PRX Condulets 
For use between Bodies and Covers 


Gasket for Types PJCA and PJX Condulets 
For use between Bodies and Covers 


O 


Gask 52 
25 

8 .35 


.Catalogue Number. Gask 67 

. .Standard Package. 25 

... List Price, each. $ .30 



nn 

Gask 63 


Gask 66 


Gaskets for RS Series of Condulet Bodies 


Size. 

For 

Cover 

For 

sy 2 xiy 2 

Cover 

For 

4^x4H 

Cover 

For 
8^x4 
Side Plate 


Catalogue No. 
Standard Pkg. .. 
List Price, each . 

Gask 61 

25 

$ .50 

Gask 63 

25 

9 .40 

Gask 64 

25 

$ .35 

Gask 66 

25 

9 .35 


For 


Gask 65 
25 

$ .30 


Gaskets for LO, CL and BO Series of 
Condulet Bodies 

For use between Bodies and LOBOO or 
LOBOOO Covers 


Gasket for DSP Series of Condulet Bodies 
For use between Bodies and Rectangular 
Cover 


o 

Gask 60 


Cask 60 

Gask 85 

.Catalogue Number. 

Gask 84 

35 

35 

. Standard Package . 

50 

$ .25 

9 .30 

... List Price, each .. 

$ .25 


Gasket for Types JRRH and JRRV Hoods 
For use between Condulet Bodies and Hoods 


Gasket for Types MOH and MOV Hoods 
For use between Condulet Bodies and Hoods 


-1 

Gask 70 


Gask 90 

1 1 

50 


50 

L 1 

to 

1 o 


1 .25 



Gasket for Types UGC and UGX Bodies 
For use between Bodies and Covers or 
Receptacle Housings 


Gasket for Types BPF, BPFA and BPB Plugs 
For use between Receptacle Housings 
and Plugs 



Gask 51 
25 

$ .75 


Catalogue Number 
.Standard Package. 

.. List Price, each .., 


Gask 59 
25 

$ .25 


□ 


Gaskets for Type UGE Frame 


Gaskets for SP Series of Condulets 



Gask 83 


For Blank 
or Hub 
Plates and 
Receptacle 
Housing 
Gask 82 

25 

9 .40 

For 

Supporting 

and 

Flange 

Plates 

Description 

Gasket 
for Brass 
Ring 

Gasket 

for 

Glass 

Disk 

Gask 83 

25 

9 .40 

. .Cat. No... 
..Std. Pkg... 
List Price, ea. 

Gask 57 
25 

$ .60 

Gask 58 
25 

9 .50 


O 

Gask 57 


Gasket for Condulet Bodies or Side Bracket 
Hoods that take Receptacle Mounting 
Plate RMP1 

For use between Bodies and Mounting Plate 


Gasket for Conduletto Clamp Fittings and 
Receptacle CCV337 


o 


j 

Gask 85 

35 

.Catalogue Number. 

Gask 30 

25 

o 

f 

$ .30 

. 

$ .10 

■■rawRi 


(Cross Reference Page 177) 
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OBROUND CONDULETTO FITTINGS 

For Types A, B, C, CO, D, E, LB, LBA, LBB, LBL, LBV, LF, LFB, LFM, LL, LLB, LR, LRB, 
LU, T, TB, TL, TR, U, UB and X Condulet Bodies 
Furnished with Gasket between Base and Cap, and all necessary Fastening Screws 


A 

RECEPTACLES WITH SHADE HOLDER GROOVE 

Size of Condulet Body. 

Vi 

3 A 

1 

Catalogue Number. 

Standard Package. 

TRIG 

200 

120 lbs. 

$ 30 

JR2G 

100 

80 lbs. 

$ .35 

JR3G 

50 

55 lbs. 

* ,40 


Shipping Weight Std. Pkg. 

List Price, each. 


RECEPTACLES WITHOUT SHADE HOLDER GROOVE 

Size of Condulet Body. 

Vi 

3 A 

1 

Catalogue Number. 

JR1 

200 

120 lbs. 

$ 25 

JR2 

100 

80 lbs. 

$ 30 

JR3 

50 

55 lbs. 

$ .35 


Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 


CORD ROSETTES 

Size of Condulet Body. 

Vi 

3 A 

1 

Catalogue Number. 

Standard Package .,. 

Shipping Weight Std. Pkg. 

List Price, each. 

JCl 

200 

120 lbs. 

$ .20 

JC2 

100 

80 lbs. 

$ .25 

JC3 

6011)s. 

$ .301 

..K, 

FIXTURE ROSETTES WITH Vs MALE NIPPLE 

Size of Condulet Body. 

Vi 

3 A 

1 

Catalogue Number. 

JF19 

100 

80 lbs. 

$ .30 

JF29 

100 

90 lbs. 

$ 35 

JF39 

50 

60 lbs. 

* .40 


Standard Package. 

Shipping W T eight Std. Pkg. 

List Price, each. 


FIXTURE ROSETTES WITH i/ 8 FEMALE NIPPLE 

Size of Condulet Body. 

Vi 

3 A 

1 

Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

JFl 

100 

80 lbs. 

$ .30 

JF2 

100 

90 lbs. 

* .35 

JF3 

50 

60 lbs. 

$ .40 


HUBBELL ATTACHMENT PLUG RECEPTACLES—10 AMPERE 

Size of Condulet Body. 

Vi 

3 A 

1 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 

JR15 

100 

70 lbs. 

8 .40 

JR25 

100 

80 lbs. 

$ .45 

JR35 

50 

55 lbs. 

$ .50 


HUBBELL POLARITY PLUG RECEPTACLES—20 AMPERE 


Size of Condulet Body. 

Vi 

3 A 

1 

Catalogue Number 

JR12 

100 

70 lbs. 

$ .55 

JR22 

100 

80 lbs. 

$ .60 

JR32 

50 

55 lbs. 

$ .65 


Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 


Obround Conduletto fittings are made in sizes for % /± and 1-inch Obround Condulet bodies. 

Proper fastening screws are furnished with Obround Conduletto fittings, and are so held in screw 
holes that they can not fall out. 

We will furnish Hubbell Knife blade plug attachments. 

Oondulet bodies that take Obround Conduletto fittings are listed on pages 21 to 29a, Inclusive. Obround 
gaskets are listed separately on page 176. 

(Cross Reference Pege 185) Digitized by (jOOQ 1C 
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NORBITT CONDULETTO FITTINGS 

For Condulet Bodies of the J and K Series 
Furnished with Gasket and Fastening Screw 


RECEPTACLE WITH SHADE HOLDER GROOVE 


Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each . 


CC227G 

200 

130 lbs. 
$ .45 


RECEPTACLE WITHOUT SHADE HOLDER GROOVE 




Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


CC227 

200 

130 lbs. 
$ .40 


CORD ROSETTE 
Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


CC332 

200 

140 lbs. 
$ .30 


FIXTURE ROSETTE WITH i/ 8 MALE NIPPLE 
Complete Fitting 

Catalogue Number.I CC339 

Standard Package. 100 

Shipping Weight Std. Pkg. 80 lbs. 

List Price, each. $ .35 


FIXTURE ROSETTE WITH % FEMALE NIPPLE 


Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


CC338 
100 
80 lbs. 
* .35 


HUBBELL ATTACHMENT PLUG RECEPTACLE—10 AMPERE 


Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


CC5 
100 
70 lbs. 
$ .50 


HUBBELL POLARITY PLUG RECEPTACLE—20 AMPERE 


Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


CC20 
100 
70 lbs. 
$ .65 


Norbitt Condulet to fittings are made in one size only and are interchangeable on Condulet bodies 
of the J and K series. 

Proper fastening screw is furnished with each Norbitt Conduletto fitting, and is so held in screw 
hole that it can not fall out. 

We will furnish Hubbell knife blade plug attachments. 

pondulet bodies that take Norbitt Conduletto fittings are listed on pages 66,66 and 67. Gasket Is listed 

•**"*»*»** Cnn 
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ELLIPTICAL CONDULETTO FITTINGS 

For Condulet Bodies of the RT and RK Series 

Furnished with Gasket and Fastening Screws 


(* * 



% 





RECEPTACLE WITH SHADE HOLDER GROOVE 
Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


RK527G 

200 

100 lbs. 

% .45 


RECEPTACLE WITHOUT SHADE HOLDER GROOVE 
Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


RK527 

200 

100 lbs. 
$ .40 


CORD ROSETTE 


Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


RK532 

200 

110 lbs. 
$ .30 


FIXTURE ROSETTE WITH Vi MALE NIPPLE 


Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


RK539 
100 
70 lbs. 
% .35 


FIXTURE ROSETTE WITH Vi FEMALE NIPPLE 


Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


RK538 
100 
70 lbs. 
% .35 


HUBBELL ATTACHMENT PLUG RECEPTACLE—10 AMPERE 
Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping Weight Std. Pkg. 
List Price, each. 


RK5 
100 
80 lbs. 
I .50 


HUBBELL POLARITY PLUG RECEPTACLE—20 AMPERE 
Complete Fitting 


Catalogue Number. 

Standard Package. 

Shipping W’eight Std. Pkg. 
List Price, each. 


RK20 
100 
80 lbs. 
% .65 


Elliptical Conduletto fittings are made in one size only and are interchangeable on all Condulet 
bodies of the RJ and KK series. , 

Proper fastening screws are furnished with Elliptical Conduletto fittings, and are so held in 
screw holes that they can not fall out. 

We will furnish Hubbell knife blade plug attachments. 

Condulet bodies that take Elliptical Conduletto fittings are listed on pages 69,70, 71 and 72. Gasket Is 
listed separately on page 176. 
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at Prevailing Prices 


NORBITT CONDULETTO CLAMP FITTINGS 

FOR CONDULETS OF THE S SERIES 

Hotbltt Gonduletto Clamp Receptacle C337 Is used with the following: Equipments VGDE1 and 
VGDE2; Crouse-Hlnds Reflector and Receptacle Holder SRH2, and Receptacle 
Mounting Plate RMP1. Furnished with Gasket 



Norbitt Conduletto Clamp Receptacle 
With Shade Holder Groove 
(Ixploded flew) 


Norbitt Conduletto Clamp fittings eliminate 
soldered and taped joints, and haye the addi¬ 
tional advantage of enclosed contacts. 

These fittings are made in two parts—base 
and cap. Circuit wires connect direct to the 
base, and two screws through the cap complete 
the electrical connection and clamp fitting in 
position. 

Norbitt Conduletto Clamp fittings have a 
base common to all. This construction permits 
the substitution of one style of cap for another, 
without disconnecting circuit wires. 



Norbitt Condaletto CUmp 
Cord Rosetto 
(Exploded View) 




RECEPTACLE WITH SHADE HOLDER GROOVE 


Description 


Fitting 

Complete 


Catalogue Number.I C337G 

Standard Package. 200 

Shipping Weight Std. Pkg.I 110 lbs. 

List Price, each.1$ .45 


RECEPTACLE WITHOUT SHADE HOLDER GROOVE 


Description 


Fitting 

Complete 


Catalogue Number... I C337 

Standard Package.„. 1 200 

Shipping Weight Std. Pkg.| 110 lbs. 

List Price, each. 8 .40 



CORD ROSETTE 


Description 


Fitting 

Complete 


Catalogue Number. C442 

Standard Package . 200 

Shipping Weight Std. Pkg. 100 lbs. 

List Price, each. $ .30 




FIXTURE ROSETTE WITH V 8 MALE NIPPLE 

Description 

Fitting 

Complete 

Catalogue Number. 

C449 

100 

65 lbs. 

$ .35 

Standard Package. 

Shipping Weight Std. Pkg. 

List Price, each. 



FIXTURE ROSETTE WITH Vi FEMALE NIPPLE 


Description 



Catalogue Number. 

C448 


Standard Package. 

100 


Shipping Weight Std. Pkg... 

66 lbs. 


List Price, each. 

$ .86 


Digitized by ^.ooQle 































2- Wire Angle Taplet. 

3- Wire Angle Taplet. 
2-Wire Corner Taplet 


$0.50 

.60 

.30 


List 

No. 


2- Wire crossing 2-wire 

3- Wire crossing 3-wire 

2- Wire crossing 3-wire 

3- Wire crossing 2-wire 


4095 


$0.15 

.20 

.20 

.20 


4097 


2- Wire Connector 

3- Wire Connector 


4099 

4100 


250 

100 


55 


$0.40 

.56 


Molding Cross Over No. 4095—size Molding Connector No. 4099 —X size 

With Cover Off, Showing Running of Wires With Cover Off, Showing Method of Wiring 

Molding Cross Overs 

Cross Overs are for use where a new line of molding must be carried across another line already in 
place. 

This Cross Over is very simple, consisting of a porcelain channel piece for the wire runways, with a neat 
porcelain cover over all. _ 


Molding Connectors 


Wiring Devices 


Molding Taplets 

Molding Taplets are used for making single or double branches in either 2- or 3-wire molding. The 
illustration is that of a single 2-wire branch on 2-wire molding, and besides the fact that it is an “approved” 
fitting, the economy in its use is enough to more than pay its original cost. 

In using taplets it is not necessary to cut either the molding or the wires. 

The wires in every case are carried right through, simply leaving enough slack to loop over the bottom 
part; the molding does not have to be cut, as the taplets set on top. The branch wires start off from set 
screws, and a neat cover conceals everything._ 


2- Wire single branch. 

3- Wire single branch. 

3-to 2-Wire single branch. . 
3-to 2-Wire double branch. 
2-Wire double branch. 


Carton 
titv 


Std. 

Pk*. 

Pkg. 

Wt. 

Mfrs. List 
Each 

W. E. List 
Each 

250 

107 


$0.48 

100 

105 

.45 

.72 

100 

98 

.40 

.64 

100 

102 

.60 

.96 

100 

67 

.45 

.72 


Angle Molding Taplets 


Quoted* on Request WCStVftt EltCtftC 

PAISTE MOLDING TAPLET FITTINGS 


939 


Molding Taplet No. 4090 —X alze 
With Cover Off, Showing Method of Wiring 


No. 4109—size ^ 

With Cover Off, Showing Method of Wiring 
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WEATHERPROOF COPPER WIRES 


Mail Orders Pilled 
at Prevailing Prices 



No. 4 Solid Weatherproof No. 2 Stranded Weatherproof 

These wires have three closely woven braids of cotton, all thoroughly saturated with a black weather¬ 
proof compound, which shows no signs of softening under ordinary temperature. The outer braid is 
sipoothly polished. Stranded wires, including larger sizes of feeder cable, are braided with standard cotton 
yarn. The style of stranding shown in table below is a regular product of the factory but the conductor 
can t>e specially stranded of a greater or less number of wires if desired. Concentric strands are used 
entirely as that gives the smallest diameter conductor for the carrying capacity. 


Triple Braid—Solid Conductor 


List No. 

Size 

B.&S. 

Gauge 

Approximate Wot. 
Lbs. 

Approx. 

Diameter 

over 

Insulation 

Inches 

Put Up for Shipment 

Coils 

Approx. 

Weight 

Lbs. 

Reels 

Cases containing 
ADDrox. 200 Lbs. 

Per 

1000 Ft 

Per 

Mile 

Approx. 
Length Ft. 

Approx. 

WeigntLbs. 

Coils 

Weight 

660000 

0000 

767 

4050 

jj 

2640 

2025 




660001 

000 

630 

3320 

if 

2640 

1660 




660002 

00 

,502 

2650 


2640 

1325 




660003 

. 0 

407 

2150 

A 

2640 

1075 




660004 

1 

316 

1670 


800 

250 



125 

660005 

2 

260 

1370 

H 

1000 

260 



130 

660006 

3 

200 

1050 


1250 

250 



125 

660007 

4 

164 

865 

|| 

1600 

260 



130 

660008 

5 

134 

710 

a 

2000 

270 



135 

660009 

6 

112 

590 

A 

2500 

280 



140 

660010 

8 

75 

395 

H 

2700 

200 



100 

660011 

10 

53 

280 

H 

3300 

170 

8 

25 

85 

660012 

12 

35 

185 

A 

! 


8 

25 


660013 

14 

25 

130 

A 



8 

25 


660014 

16 

14 

75 

A 



12 

17 


660015 

18 

11 

58 

H 



12 

17 



Triple Braid—Stranded Conductor 


list No. 

Capacity 

Circular 

Mils 

Approximate Weight 
in Pounds 

Approx. 

Diameter 

over 

Insulation 

Inches 

1 Concentric Strands I 

Put up for Shipment 

Number 

of 

Wires 

Diameter 

each 

in Inches 

Reels 

Per' 
1000 Ft. 

Per 

Mile 

Diameter 

Reels 

Inches 

Approx. 

Length 

Feet 

Approx. 

Weight 

Pounds 

660016 

2000000 

7000 

37000 

2 y 8 

91 

.148 

48 

400 

2800 

660017 

1750000 

6200 

32750 

2 

91 

.139 

48 

400 

2500 

660018 

1500000 

5400 

28500 

V/s 

91 

.128 

48 

500 

2700 

660019 

1250000 

4500 

23800 

IK 

91 

.117 

48 

600 

2700 

660020 

1000000 

3675 

19400 

m 

61 

.128 

45 

660 

2425 

660021 

900000 

3330 

17600 

m 

61 

.121 

45 

720 

2400 

660022 

800000 

3000 

15800 

1A 

61 

.114 

45 

800 

2400 

660023 

700000 

2650 

14000 

1H 

61 

.107 

45 

900 

2385 

660024 

600000 

2235 

11800 

lfi 

61 

.099 

45 

1000 

2235 

660025 

500000 

1900 

10000 

IK 

37 

.116 

48 

1320 

2560 

660026 

450000 

1725 

9100 

ia ; 

37 

.110 

45 

1320 

2280 

660027 

400000 

1550 

8200 

iA 

37 

.104 

45 

1320 

2020 

660028 

350000 

1345 

7100 

i 

27 

.114 

42 

1500 

2010 

660029 

300000 

1175 

6200 

If 

27 

.105 

42 

1500 

1760 

660030 

250000 

985 

5200 

|l 

19 

.115 

42 

2000 

1970 

660031 

0000 

800 

4220 

H 

19 

.105 

45 

2640 

2110 

660032 

000 

653 

3450 

II 

12 

.118 

42 

2640 

1725 

660033 

00 

522 

2760 


12 

.105 

36 

2640 

1380 

660034 

0 

424 

2240 

|| 

7 

.123 

36 

2640 

1120 

660035 

1 

328 

1735 

|| 

7 

.109 

28 

800 . 

260 

660036 

2 

270 

1425 

|| 

7 

'.098 

28 

1000 

270 

660037 

3 

206 

1090 

M 1 

7 

.086 

28 

1200 

250 

660038 

4 

170 

900 


7 

.077 

28 

1500 

255 

660039 

5 

140 

740 

yi 

7 

.068 

28 

2000 

280 

660040 

6 

115 

610 


7 

.061 

28 

2500 

285 

660041 

8 

78 

410 

1 A 

7 

.048 

28 

2900 

m 


Prices on application. 


Wire—Bare, Insulated and Strand 
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WEATHERPROOF COPPER AND IRON WIRE 



Triple Braided 


Weatherproof Hard-drawn Copper Wire 

Triple Braided 

These wires are insulated especially for the telephone and telegraph trade and railway signal work, 
combining the highest conductivity with the greatest tensile strength. Unless specially ordered other¬ 
wise, these wires are put up in coils as shown, thoroughly burlapped. 


Sizes marked (x) are made up on special order only. 


List 

No. 

Size B. & 8. 

Gauge 

Capacity Circular 

Mila 

Triple Braided 
Approximate Pounds 
per Mile 

Length of 
Coils 

060042 

x 8 

16,510 

395 

mile 

660043 

x 9 

13,094 

325 

mile 

660044 

10 

10,382 

280 

simile 

660045 

12 

6,530 

185 

mile 

660046 

14 

4,107 

130 

H mile 


Double Braid will be furnished on request. 



Double and Triple Braided 


Weatherproof Iron Wire 

Double and Triple Braided 

These wires are extensively used in telephone and telegraph work, and have the same insulation as 
regular weatherproof line wires. They are finished with the same smooth polish as all other wires, and 
are put up for shipment in coils only, thoroughly wrapped in burlap. 

Noe. 8, 9 and 10 Double Braided are made up on special order only. 


list 

No. 

Size 

Iron Wire 

Gauge 

Double Braided 
Approximate Pounds 
per Mile 

Triple Braided 
Approximate Pounds 
per Mile 

Length 

of 

Coils 

660047 

8 

470 

520 

mile 

660048 

9 

400 

450 

H mile 

660049 

10 

350 

400 

)4 mile 

660050 

12 

230 

260 

mile 

660051 

14 

150 

175 

H mile 


Prices on application. 
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SLOW-BURNING WIRE 


Mail Orders Filled 
at Prevailing Prices 



Solid Conductor. Triple ■ Braided 


Solid Conductor, Triple Braided 

It has three close braids of cotton, all saturated with a white fireproof compound. It is finished with 
a smooth, hard finish._ 


List 

No. 

Size 

B.&S. 

Gauge 

Approximate 
Weight 
in Pounds 

Approximate 

Diameter 

over 

Insulation 

Inches 

PUT UP FOR SHIPMENT 

Diam. 

Reels, 

Inches 

Reels 

CASE8 

Coils 

Approx. 

Length, 

Feet 

Approx. 

Weight, 

Pounds 

Containing 
Approx. 200 lbs. 

Approx. 

Weight, 

Pounds 

Per 

1000 Ft. 

Per 

Mile 

Coils 

Weight 

660052 

0000 

925 

4890 

X 

42 

2640 

2450 




660053 

000 

760 

4020 


42 

2640 

2000 




660054 

00 

600 

3170 

u 

36 

2640 

1600 




660055 

0 

495 

2610 

|| 

36 

2640 

1300 




660056 

0000 

925 

4890 

X 

28 

325 

300 




660057 

000 

760 

4020 


28 

400 

300 




660058 

00 

600 

3170 

Jj 

28 

500 

300 




660059 

0 

495 

2610 


28 

625 

310 




660060 

1 

365 

1930 

H 

28 

800 

290 



150 

660061 

2 

320 

1690 

A 

28 

1000 

320 



160 

660062 

3 

270 

1425 

H 

28 

1250 

340 



170 

660063 

4 

220 

1160 

X 

28 

1600 

350 



175 

660064 

5 

190 

1000 

H 

28 

2000 

380 



190 

660065 

6 

160 

845 


28 

2500 

400 



U^KjTJ 

660066 

8 

100 

•530 





8 

25 


666067 

10 

80 

420 

X 




8 

25 


660068 

12 

55 

290 

A 




8 

25 


660069 

14 

40 

210 

A 




8 

25 


660070 

16 

18 

95 

A 




12 

17 


660071 

18 

14 

75 





12 

17 




Stranded Conductor, Triple Braided 

Stranded Conductor, Triple Braided 

All three braids of cotton thoroughly saturated with white fireproof compound. The compound used 

on the outer braid becomes very hard but. still the wire retains its flexibility. As this insulation does not 
deteriorate in a continued high temperature, it is especially suitable for engine and boiler rooms, furnaces 
and foundries. 


List 

No. 

Capacity 
B. & S. 
Gauge 

Approximate 

Weight in 

Pounds 

Approx. 

Diam. 

over 

Insulation 

Inches 

Concentric 

Strands 

PUT UP FOR SHIPMENT 

Reels 

Number 

of 

Wires 

Diameter 

Each 

Diameter 

Reels, 

Inches 

Approx. 

Length, 

Feet 

Approx. 

Weight 

Pounds 

Per 

1000 Ft. 

Per 

Mile 

660072 

0000 

960 

5070 

' a 

19 

.105 

45 

2640 

2535 

660073 

000 

785 

4150 

tt 

12 

.118 

42 

2640 

2075 

660074 

00 

625 

3300 

ti 

12 

.105 

36 

2640 

1650 

660075 

0 

510 

2700 

a 

7 

.123 

36 

2640 

1350 

660076 

0000 

960 

5070 * 

H 

19 

.105 

28 

375 

360 

660077 

000 

785 

4150 

a 

12 

.118 

28 

450 

350 

660078 

00 

625 

3300 

a 

12 

.105 

28 

525 

375 

660079 

0 

510 

2700 

H 

7 

.123 

28 

650 

330 

660080 

1 

380 

2000 

a 

7 

.109 

28 

800 

300 

660081 

2 

335 

1770 

I 

7 

.098 

28 

1000 

335 

660082 

3 

280 

1480 


7 

.086 

28 

1200 

335 

660083 

4 

230 

1220 

II 

7 

.077 

28 

1500 

340 

660084 

5 

195 

1030 


7 

.068 

28 

2000 

390 

660085 

6 

165 

870 

a 

7 

.061 

28 

2500 

410 

660086 

r»M : 

8 

105 

L J '1 " 

555 

A 

. _ 

7 

i I-T T_ 

.048 

5 -- 

28 

TJ TV_ 

2500 

260 


of wires can be furnished if desired. 
Prices on application. 

Wire—Bare, Insulated and Strand 
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RUBBER-COVERED WIRES 
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No. 10 Solid Single Braid Wire 


Solid Copper Conductors 

These rubber-covered wires are made according to the specifications of the National Board of Fire 
Underwriters, and each coil is tested and stamped by the Wire Inspection Bureau before leaving the factory. 
The conductors are thoroughly tinned and are covered with two thicknesses of high-grade rubber com¬ 
pound, which is thoroughly vulcanised. The wires are braided with a standard cotton yam, the braids 
being thoroughly saturated with a pure wax compound having a high melting point, and are smoothly 
and evenly finished. The smooth, hard finish given these wires enables them to be handled readily and 
makes them especially desirable for conduit work. The single braided wires can also be finished with a 
white-fireproof compound over the braid. 


SINGLE BRAID 


List 

No. 

Size B. A 8. 
Gauge 

Diam. of Copper 
Mila 

Capacity Circular 
Mila 

Rubber Wall 
Inches 

Diam. Over All 
Inchee 

Weight Lbt 
per 1000 Ft 


8 

1285 

16509 

3/64 

19/64 

85 


10 

1019 

10381 

3/64 

17/64 

60 


12 

0808 

6530 

3/64 

16/64 

44 

660100 

14 

0640 

4107 

3/64 

14/64 

34 

660101 

16 

0508 

2583 

1/32 

3/16 

20 

660102 

18 

0403 

1624 

1/32 

11/64 

16 

660103 

19 

0354 

1252 

1/32 

5/32 

15 

660104 

20 

0319 

1021 . 

1/32 

- 9/64 

14 


DOUBLE BRAID 


List 

No. 

Size B. A S. 
Gauge 

Diam. of Copper 
Mila 

Capacity Circular 
Mila 

Rubber Wall 
Inches 

Diam. Over All 
Incbea 

Weight, Lbs. 
per 1000 Ft 

660105 

0000 

4600 

211600 

5/64 

52/64 

832 

660106 

000 

4096 

167805 

5/64 

48/64 

690 

660107 

00 

3648 

133079 

5/64 


568 

660108 

0 

3249 

105512 

5/64 

HB£»£a1 

476 

660109 

1 

2893 

83694 

5/64 


376 

660110 

2 

2576 

66373 

1/16 

WmMZmes 

297 

660111 

3 

2294 

52634 

1/16 

17/32 

245 

660112 

4 

2043 

41742 

1/16 

1/2 

204 

660113 

5 

1819 


1/16 

15/32 

174 

660114 

6 

1620 


1/16 

28/64 

147 

660115 

8 

1285 

16509 

3/64 

3/8 

95 

660116 

10 

1019 

10381 

3/64 

21/64 

68 

660117 

12 

0808 

6530 

3/64 

20/64 

50 

660118 

14 

0640 

4107 

3/64 

9/32 

40 


Prices on application. 

5 Wire—Bare, Insulated and Strand 
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RUBBER-COVERED WIRES 


Mail Orders Filled 
at Prevailing Prices 


No. 14 Solid Duplex Wire 

Duplex Copper Conductors 

Duplex Rubber Covered Wire consists of two National Electrical Code, single braided wires laid 
parallel, with a braid over all. Wire of this construction is approved by the National Board of Fire Under¬ 
writers for use in unlined conduits while single conductor wires are required double braided when placed in 
unlined conduits. 

DUPLEX, SOLID 


List No. 

Size 

B. A S. Gauge 

Size 

in C. M. 

Rubber Wall 
Inches 

Diam. Over All 
Inches 

Weight, Lbs. 
per 1000 Ft 

660119 

8 

16509 

3/64 

43/64 

170 

660120 

10 

10381 

3/64 

36/64 

130 

660121 

12 

6530 

3/64 

33/64 

97 

660122 

14 

4107 

3/64 

32/64 

76 


DUPLEX, STRANDED 


List No. 

Size B. A S. 
Gauge 

Size 

in C. M. 

Rubber Wall 
Inches 

CONCENTRl 

No. Wires 

c Strands 

Diam. Each 

Diam. Over All 
Inches 

Weight, Lbs. 
per 1000 Ft 

660123 

1 

83694 

5/64 

19 

.067 

1 15/64 

820 

660124 

2 

66373 

1/16 

19 

.059 

1 7/64 

651 

660125 

3 

52634 

1/16 

19 

.052 

1 2/64 

540 

660126 

4 

41742 

1/16 

7 

.077 

62/64 

451 

660127 

5 

33102 

1/16 

7 

.069 

57/64 

375 

660128 

6 

26250 

1/16 

7 

.062 

53/64 

321 

660129 

8 

16509 

3/64 

7 

.048 

48/64 

205 

660130 

10 

10381 

3/64 

7 

.038 

43/64 

151 

660131 

12 

6530 

3/64 

7 

.032 

20/32 

111 

660132 

14 

4107 

3/64 

7 

.025 

34/64 

86 


Fixture Wire 



No. 18 SoDd Conductor Fixture Wire 


A single conductor wire, designed for wiring fixtures, show cases, etc., and furnished in solid or stranded 
conductor as wanted. 

Solid conductor wires are tinned. This is not required, however, for stranded conductor, which takes 
a cotton wind in its place. 

Conductors are insulated with new code compound and then covered with a saturated cotton braid 
or silk. Dry cotton can also be furnished, but is not generally required. 


SOLID FIXTURE WIRE—N. E. C. STANDARD-TYPE F-32 
The*standard approved sizes are Nos. 16 and 18 B.&S. Can be used for wiring fixtures, without re¬ 
striction, except where special forms of wire are required on account of temperature conditions. 


List No. 

Size B. A S. 

Gauge 

Rubber Wall 

Inches 

Diameter Over All 
Inches 

Weight, Lbs. 
per 1000 Feet 

660133 

12 

3/64 

14/64 

40 

660134 

14 

3/64 

12/64 

34 

660135 

16 

1/32 


20 

660136 

18 

1/32 

1 9/64 | 

16 


SOLID FIXTURE WIRE—LIGHT INSULATION-TYPE F-64 

Used for wiring fixtures, except for the wiring of chains and where special forms of wire are required, 
because of temperature conditions. Size No. 18 B.&S. is the only size permitted by the Underwriters. 

Silk-covered light fixture wire is recommended for use with especially small fixture stems, where the 
regular is too large. 

Stranded fixture wire is recommended for use in movable stems. 


660137 

14 

1/32 

10/64 

27 

660138 

16 

1/64 

9/64 

16 

660139 

18 

1/64 

8/64 

13 

660140 

20 

1/64 

7/64 

11 


Digitized by 


Google 


Prices on application 
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N*. 00 Stranded Doable Braid WIN 


Stranded Copper Conductors 


Rubber-covered Stranded Conductors are made according to the specifications of the National Board 
of Fire Underwriters and each length is tested and stamped by the Wire Inspection Bureau before leaving 
the factory. The wires composing the conductors are thoroughly tinned and then laid up concentrically, 
giving the smallest diameter of any certain capacity. These conductors are pliable and are braided with 
cotton and saturated with a smooth and lasting compound, insuring their being readily handled in conduit 
work. The single braided conductors can also be finished with a white fireproof compound over the braid. 


SINGLE BRAID 


List No. 

Size B. k S. 
Gauge 

No. of Wires 

Diameter of 
Each 

Rubber Wall 
Inches 

Diam. Over All 
Inches 

Weight, Lbs. 
per 1000 Ft 

660151 

8 

7 

048 

3/64 

21/64 

93 

660152 

10 

7 

038 

3/64 

19/64 

64 

660153 

12 

7 

032 

3/64 

17/64 

48 

660154 

14 

7 

025 

3/64 

15/64 

36 

660155 

16 

7 

018 

1/32 

14/64 

29 

660156 

18 

3 

023 

1/32 

13/64 

23 

660157 

, 

20 

3 

018 

1/32 

12/64 

21 


DOUBLE BRAID 


List No. 

Size B. k S. 
Gauge 

No. of Wires 

Diameter of 
Each 

Rubber Wall 
Inches 

Diam. Over All 
Inches 

Weight, Lbs. 
per 1000 Ft 

660158 

0000 

19 

105 

5/64 

30/32 

942 

660159 

000 

19 

094 

5/64 

56/64 

782 

660160 

00 

19 

084 

5/64 

52/64 

647 

660161 

0 

19 

074 

5/64 

47/64 

526 

660162 

1 

19 

067 

5/64 

43/64 

417 

660163 

2 

19 

059 

1/16 

39/64 

329 

660164 

3 

19 

052 

1/16 

36/64 

272 

660165 

4 

7 

077 

1/16 

34/64 

227 

660166 

5 

7 

069 

1/16 

32/64 

192 

660167 

6 

7 

062 

1/16 

29/64 

164 

660168 

8 

7 

048 

3/64 

26/64 

105 

660169 

10 

7 

038 

3/64 

24/64 

72 

660170 

12 

7 

032 

3/64 

21/64 

55 

660171 

14 

7 

025 

. 

3/64 

19/64 

41 


Prices on application 
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RUBBER-COVERED WIRES 


Mail Orders Filled 
at Prevailing Prices 



250000 a M. Stranded Doable Braid Cable 


These stranded conductors are made according to the specifications of the National Board of Fire 
Underwriters and each length is tested and stamped before leaving the factory. 

Circular Mils Cables 


SINGLE BRAID 


list No. 

Size Cir. 

Mils 

Concentric Strands 

Rubber Wall 
Inches 

Diam. Over All 
Inches 

Weight* Lbs. 
per 1000 Ft 

No. of Wires 

Diam. of Each 

860172 

2000000 

91 

1485 

1/8 

1 60/64 

7246 

660173 

1750000 

92 

138 

1/8 

1 56/64 

6394 

' 660174 

1500000 

91 

1285 

1/8 

1 51/64 

5539 

660175 

1250000 

91 

1175 

1/8 

1 43/64 

4678 

660176 

1000000 

61 

128 

7/64 

1 1/2 

3754 

660177 

950000 

61 

125 

7/64 

1 31/64 

3581 

660178 

900000 

61 

122 

7/64 

1 28/64 

3404 

660179 

850000 

61 

118 

7/64 

1 26/64 

3233 

660180 

800000 

61 

115 

7/64 

1 24/64 

3058 

660181 

750000 

61 

111 

7/64 

1 22/64 

2881 

660182 

700000 

61 

107 

7/64 

1 20/64 

2709 

660183 

650000 

61 

104 

7/64 

1 18/64 

2534 

660184 

600000 

61 

0995 

7/64 

1 16/64 

2355 

660185 

550000 

37 

122 

7/64 

1 14/64 

2182 

660186 

500000 

38 

J15 

3/32 

1 10/64 

1959 

660187 

450000 

37 

111 

3/32 

1 7/64 

1791 

660188 

400000 

37 

105 

3/32 

1 3/64 

1608 

660189 

350000 

37 

098 

3/32 

1 

1431 

660190 

300000 

37 

090 

3/32 

60/64 

1250 

660191 

250000 

37 

083 

3/32 

56/64 

1071 


DOUBLE BRAID 


660193 

2000000 

91 

1485 

1/8 

2 5/64 

7365 

660194 

1750000 

92 

138 

1/8 

1 59/64 

6513 

660195 

1500000 

91 

1285 

1/8 

1 56/64 

5658 

660196 

1250000 

91 

1175 

1/8 

1 52/64 

4783 

660197 

1000000 

61 

128 

7/64 

1 40/64 

3849 

660198 

950000 

61 

125 

7/64 

1 36/64 

3676 

660199 

900000 

61 

122 

7/64 

1 34/64 

3491 

660200 

850000 

61 

118 

7/64 

1 30/64 

3310 

660201 

800000 

61 

115 

7/64 

1 32/64 

3138 

660202 

750000 

61 

111 

7/64 

1 30/64 

2956 

660203 

700000 

61 

107 

7/64 

1 28/64 

2880 

660204 

650000 

61 

104 

7/64 

1 26/64 


660205 

600000 

61 

0995 

7/64 

1 24/64 

2418 

660206 

550000 

37 

122 

7/64 

1 22/64 


660207 

500000 

38 

115 

3/32 

1 16/64 


660208 

450000 

37 

111 

3/32 

1 12/64 

1840 

660209 

400000 

37 

105 

3/32 

1 11/64 

1650 

660210 

350000 . 

37 

098 

3/32 

1 8/64 

1468 

660211 

300000 

37 

090 

3/32 

1 4/64 

1285 

660212 

250000 

37 

083 

3/32 


1103 


Prices on application 
Wire— V~r\ Insulated and Strand 
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No. 1 Flexible Doable Bnid Switchboard Cable 

Flexible Switchboard Cables 

These wires are all National Electrical Code Standard and are especially designed for switchboard, 
dynamo and motor connections. 


List No. 

| Size B. k S. 
Gauge 

Size 

in C. M. 

| Rubber Wall 
Inches 

No. of 
Wires 

Size of Wires 

Diam. Over 
All, Ins. 

i Weight, Lbs. 
per 1000 Ft. 

660214 

0000 

211600 

5/64 

133 

No. 18 B. & S. 

53/64 

791 

660215 

000 

167805 

5/64 

134 

No. 19 B. & S. 

• 51/64 

655 

660216 

00 

133079 

5/64 

131 

No. 20 B. & S. 

46/64 

541 

660217 

0 

105592 

5/64 

133 

No. 21 B. & S. 

42/64 

444 

660218 

1 

83694 

5/64 

133 

No. 22 B. & S. 

40/64 

366 

660219 

2 

66373 

1/16 

133 

No. 23 B. & S. 

37/64 

274 

660220 

3 

52634 

1/16 

52 

No. 20 B. & S. 

32/64 

225 

660221 

4 

41742 

1/16 

52 

No. 21 B. & S. 

30/64 

194 

660222 

5 

33102 

1/16 

52 

No. 22 B. & S. 

28/64 

159 

660223 

6 

26250 

1/16 

50 

No. 23 B. & S. 

26/64 

141 

660224 

8 

16509 

3/64 

52 

No. 25 B. & S. 

24/64 

86 

660225 

10 

10381 

3/64 

33 

No. 25 B. & S. 

20/64 

44 

660226 

12 

6530 

3/64 

21 

No. 25 B. & S. 

18/64 

36 

660227 

14 

4107 

3/64 

14 

No. 25 B. & S. 

16/64 

26 


Stranding 


Standard, Flexible, and C. M. Conductors 
When Strands are not Specified the Following will be Furnished: 


Standard Strands 

| Flexible Strands j 

| Stand. Strands 

•Size 



Wt.Lbs. 



Wt.Lbs. 




WtLbs. 

B.&S. 

Strands 

Stran’d 

per 1000 

Strands 

Stran’d 

per 1000 

Size 

Strands 

Stran’d 

per 1000 

Gauge. 


Diam. 

Ft. 


Diam. 

Ft. 

C. M. 


Diam. 

Ft 

0000 

19-.105 

.525 

655 

133-.040 

.600 

712 

250000 

37-.082 

.574 

770 

000 

19-094 

.470 

525 

133-.035 

.525 

550 

300000 

37-.090 

.630 

915 

00 

19-.084 

.420 

420 

133-.032 

.480 

440 

350000 

37-.098 

.686 

1100 

0 

19-.074 

.370 

325 

133-.028 

.420 

355 

400000 

37-.104 

.728 

1260 

1 

19-.067 

.385 

266 

133-.025 

.375 

284 

450000 

37-.110 

.770 

1390 

2 

19-.059 

.295 

206 

133-.023 

.345 

225 

500000 

37-.116 

.812 

1540 

3 

19-.052 

.260 

160 

105-.023 

.325 

176 

550000 

42-.116 

.893 

1710 

4 

7-.077 

.231 

130 

49-.028 

.252 

138 

600000 

61-.099 

.891 

1840 

5 

7-.069 

.207 

104 

49-.025 

.225 

110 

650000 

68-.098 

.950 

2010 

6 

7-.062 

.186 

84 

49-.023 

.207 

85 

700000 

62-.116 

.986 

2160 

8 

7-.048 

.144 

51 

52-.018 

.162 

55 

750000 

56-.116 

1.010 

2330 

10 

7-.038 

.114 

32 

33-.018 

.120 

35 

800000 

60-.116 

1.044 

2500 

12 

7-.032 

.096 

23 

21-018 

.097 

23 

850000 

63-.116 

1.090 

2620 

14 

7-.025 

.075 

13H 

30-.012 

.080 

15^ 

900000 

67-.116 

1.125 

2790 

16 

7-.018 

.054 

m 

20-012 

.064 

9 

950000 

71—.116 

1.16 

2950 

18 

5-.018 

.050 

5 H 

12-.012 

.•052 

6 

1000000 

61-.128 

1.152 

3150 

20 

3-.018 

.041 

3^ 

7-.012 

.036 

4 

1250000 

76-. 128 

1.330 

3910 








1500000 

91-.128 

1.408 

4650 








1750000 

107-.128 

1.557 

5500 








2000000 

122-.128 

1.664 

6280 


Special Stranding 

C. M. desired-*-by C. M. in wire to be used equals number of wires in strand. 

Example: 

How many 18 B. & S. will be required to make 250,000 C. M. cable? 18 B. & S. 1624 C. M. 250,000 
C. M.+1624 C. M. -154, the number of 18 B. & S. in 250,000 C. M. * 

When the number of wires in a strand is given, but not their size, this can be determined as follows: 
The C. M. required-*-by the number of wires required =■ mileage of each wire in strand. The square root 
of the mileage will give the diameter of wire to be used in stranding. 

Example: 

What is the diameter of a wire necessary to make 1,000,000 C. M. of 427 strands? 1,000,000 C. M.-h 
427 *2342 C. M. of each wire. Square root of 2342 C. M. — .0484, the diameter of each wire in strand. 
Prices on application. 
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Western Electric 

MINING AND PARK CABLES 
Mining Machine Cable 


Mall Orders Filled 
at Prevailing Prices 



No. 4 Duplex Mining Machine Cable—Triple Braid 


DUPLEX 

Duplex Mining Machine Cable consists of flexible strands, rubber insulated to N. E. C. standard 
thickness. Each conductor is finished with a weatherproof braid and two conductors are then laid parallel 
and covered with two or three braids of hard cotton, which is then saturated with a weatherproof compound. 


List Size Diameter Aprx. Wt Lbs. 

No. B.&S. Inches per 1000 Ft 

660228. 8 . 85 186 

660229. 6 . 95 284 P 00 ** 

660230. 4 1.10 417 on 

660231. 3 1.20 498 Application 

660232. 2 1.30 606 


Habirshaw Park and Suburban Cables 



For Underground Work 


These cables are composed of conductors of any size required. High grade rubber insulation of what¬ 
ever thickness necessary for the operating voltage. The insulation is covered with a rubber filled tape, 
then a lead jacket varying with the size of the cable. Over the lead is first a heavy bed of jute and tar, 
then two steel tapes covered with jute and* asphalt. The cables are made single, duplex or triple conductor, 
as required. 

These cables are laid directly in the ground. All that is necessary for installing is a trench wide enough 
to hold the cable and deep enough so that the cable is from twelve to fifteen inches under ground. They are 
a cheap and reliable substitute for the duct system, where the expense of ducts is not justified. 

This method is not an experiment. It has been in successful operation for many years, and has proved 
as efficient, and much less expensive, than the duct system. 


As prices will vary widely with cost of raw materials, and thickness of insulation required by operating 
voltage, no permanent price list can be prepared. Full information given on application. In writing 
please specify clearly all conditions of service. 

Prices on application. Digitized by V^jOO^IC 

Wire—Bare, Insulated and Strand 
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LEAD ENCASED COPPER WIRES 

NATIONAL ELECTRICAL CODE 8TANDARD 



Duplex Conductor 


Leaded Wires and Cables 

Rubber Covered—For 600 Volte or Less 

These lead cables have walls of rubber; black core of National Code specifications. ' All conductors are 
taped and the stranded cables are of regular standard strand. The lead used is commercially pure, 
of thickness as shown in each case. 

In the two conductor cables the two taped cores are laid flat and leaded. The three conductor cables 
have taped cores twisted with fillers to make them round. Over all there is placed tape and lead. 

SINGLE SOLID DUPLEX SOLID THREE CONDUCTOR SOLID 


List 

No. 

Gauge 

BAS 

Lead 

Diam¬ 

eter 

Lbs. 
1000 ft. 

List 

No. 

Gauge 

BAS 

Lead 

mm 

Lbs. 
1000 ft. 

List 

No. 


Lead 

Diam¬ 

eter 

Lbs. 
1000 ft. 

660939 

20 

1/32 

.220 

155 

660969 


1/32 

.372 

230 

660946 


3/64 

K3 

430 


19 

1/32 

.225 

160 

660970 

19 

1/32 

.375 

240 

660947 

19 

3/64 

.460 

445 


18 

1/32 


165 

660971 

18 

1/32 


250 

660948 

18 

3/64 

mm 

450 

660942 

16 

1/32 


180 

660972 

16 

1/32 


280 

660949 

16 

1/16 

prw 

500 

660248 

14 

3/64 


221 

660973 

14 

3/64 


350 

660950 

14 

1/16 


658 

660249 

12 

3/64 


245 

660974 

12 

3/64 


390 


12 

1/16 

.590 

730 

660250 


3/64 


286 

660975 

10 

3/64 

.570 

466 

660952 

10 

1/16 

.660 

850 

660251 

8 

3/64 

.350 

330 

660976 

8 

1/16 

.660 

672 

660953 

8 

1/16 

mm 

1150 

660252 

6 

1/16 


455 

660977 

6 

1/16 

.780 

900 

660954 

6 

5/64 

m 

1550 

660253 

5 

1/16 


600 

660978 

5 

1/16 

.810 

992 






660254 

4 

1/16 


646 

660979 

*4 

1/16 

.840 

1085 







THREE CONDUCTOR 

SINGLE STRANDED DUPLEX STRANDED STRANDED 


660943 

14 

3/64 

.300 

236 

660980 

14 

3/64 

KUO 

376 

660955 

14 

1/16 

.590 

680 

660944 

12 

3/64 

.310 

262 

660981 

12 

3/64 

.530 

423 

660956 

12 

1/16 

.630 

780 

660945 


3/64 

.340 

305 



3/64 

.590 

500 


10 

1/16 

.700 

850 

660255 

8 

3/64 




8 

1/16 

.690 

715 

660958 

8 

1/16 

.770 

1075 


6 

1/16 

.470 

580 


6 

1/16 

.810 


660959 


5/64 

.940 

1635 

660257 

5 

1/16 




5 

1/16 

.880 


660960 

5 

5/64 



660258 

4 

1/16 

.520 


660986 

4 

1/16 

.810 

1165 1 

660961 

4 

5/64 


1970 

660259 

3 

1/16 

.550 

768 

660987 

3 

1/16 

.970 


660962 

3 

5/64 


2200 

660260 

2 

1/16 

.580 

845 


2 

5/64 

1.06 


660963 

2 

5/64 

1.16 

2480 


1 

1/16 

.660 



1 

5/64 

1.22 

2050 

660964 

1 

3/32 

1.34 

3330 


0 

1/16 

.690 

1150 


0 

5/64 

1.28 

2290 

660965 

0 

3/32 

1.44 

3760 

660263 

00 

1/16 





5/64 

1.38 


660966 

00 

3/32 

1.53 

4260 

660264 


1/16 



1 660992 


5/64 

1.47 

2980 

6(50967 

000 

3/32 

1.66 

4900 

660265 


mnE 


1710 | 

wmmm 



1.59 

34,50 

660968 

0000 

3/32 

EBsaU 

6085 


CIRCULAR MILS 


List ,No. 

Gauge BAS 

Lead 

Diameter 


List No. 



Diameter 

Lbs. 1000 ft. 

660266 

250000 C.M. 

5/64 

.950 

2220 

660278 


3/32 

1.500 

5560 

660267 

300000 C.M. 

5/64 

1.020 

2480 

660279 

21 

3/32 

1.530 

5800 

660268 

350000 C.M. 

5/64 

1.080 

2760 

660280 


3/32 

1.560 

6040 

660269 

400000 C.M. 

5/64 

1.110 

3000 

660281 

1000000 C.M. 

3/32 

1.590 

6270 

660270 

450000 C.M. 

5/64 

1.190 

3280 

660282 

1250000 C.M. 

7/64 

1.780 

7960 

660271 

500000 C.M. 

5/64 

1.200 

3480 

660283 

1500000 C.M. 

7/64 

1.910 

9100 

660272 

550000 C.M. 

3/32 

1.330 

4160 


1750000 C.M. 

7/64 

2.030 

10220 

660273 

600000 C.M. 

3/32 

1.340 

4400 


2000000 C.M. 

7/64 

2.120 

11300 

660274 

650000 C.M. 

3/32 

1.380 

4650 






660275 


3/32 

1.410 

4870 






660276 


3/32 

1.440 

5100 






660277 


3/32 

1.470 

5330 







Prices on application. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

Flexible Cords 

Flexibility is the predominating feature of our standard and special flexible cords and cables, as listed 
hereinafter. Every step in the manufacture of our products is carefully inspected and no expense is spared 
to produce the best obtainable flexible cords and cables. 

Our aim is not only to meet the requirements, as set forth by the National Board of Fire Under¬ 
writers, but surpass them. A sample of Western Electric Flexible Cord, which we will glkily furnish, 
will firmly convince you that it is a quality product. 

A large.stock of all standard cords is always available so as to give prompt and satisfactory service. 



Method of Packing No. 18 Lampjand Parallel Cords 
Other Cords and Sizes Packed in Coils 


PACKING—Lamp Cord 

Lamp Cord is sealed in watertight and airtight packages, light, easy to handle and convenient to 
store in small spaces. Study the accompanying illustration. 

The cartons are strong reinforced pasteboard boxes, each one bearing a full description of its contents. 

Capacity—250 feet in coil form, uncoiling from center. 

Four cartons are placed in one strong corrugated container, which is sealed with a heavy gummed strip 
bearing our trademark at short intervals. This forms our standard package, as illustrated. 

Special Flexible Cords 

Special flexible cords are packed in coil form, securely wrapped with burlap. Each coil is clearly labeled. 

Flexible Lamp and Reinforced Cords 

Description 

The conductor consists of a number of small, annealed copper strands, each No. 30 B. <fe S. gauge, 
grouped into a cable of the required capacity. This conductor is then covered with a tight close wind of 
fine cotton, after which it is insulated with seamless rubber, and then covered with an ornamental braid of 
silk or cotton. Two of these finished conductors are then twisted around each other, or laid parallel, and 
braided over all with silk or cotton. Lamp cord is sold in three grades as designated, “New Code/ 7 “ 1909 
Code, ” and “Commercial, ” which vary only in the thickness ana quality of the rubber insulation enclosing 
the conductor. 

NEW CODE CORD 

This cord is made to conform to the latest National Electrical Code Standard which requires that a 
vulcanized rubber insulation conforming to stretch, breaking weight, electrical and chemical test be placed 
around each conductor, over which is placed the usual cotton or silk outer braid, and differs from the “1909 
Code” only in the fact that the insulation is of a higher quality of rubber. 

National Electrical Code Standard (New Code) requires 1-32 inch wall of rubber insulation on Nos. 
18 and 16 cords, and 3-64 inch wall on No. 14 and larger cords. Three threads, two green and one red 
thread, cabled with copper strands. 

1909 CODE CORD 

This cord was known as “ New Code” before the 1911 requirement of the National Board of Fire Under¬ 
writers specified the use of a higher quality of rubber in making up the insulation surrounding'the conductor. 
The construction of the cord is identical with the New Code cord, with the exception that the rubber insula¬ 
tion is of a lower quality. It is no longer approved by the National Board of Fire Underwriters. 

COMMERCIAL LAMP CORD 

Commercial lamp cord has a seamless insulation of 1-64 inch rubber placed over a tight close wind of 
fine cotton over which is placed the usual cotton or silk outer braid. This cord is not approved by the 
National Board of Fire Underwriters. 

Wire—Bare, Insul .> ..,.J Strand 
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Quoted on Request 
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Western Electric Flexible Cords 

The conductors of our regular cords are composed of a number of 30 B.&S. bare annealed copper strands, 
grouped into a cable of the required capacity, as follows: No. 8 B.&S., 165 strands; No. 10 B.&S., 104 strands; 
No. 12 B.&S., 65 strands; No. 14 B.&S., 41 strands; No. 16 B.&S., 26 strands; No. 18 B.&S., 16 strands; 
No. 20 B.&S., 10 strands; No. 22 B.&S., 7 strands. Sizes smaller than No. 18 are not approved by the 
Underwriters. 


Seven Points to Cover When Ordering W. E. Flexcords 


Amount 

Size 

Insulation 

Conductors 

Style 

Finish 

Color 




New Code 

Single 

Lamp Cord 

Parallel Cord 

Silk 

Use Standard 


Feet 

B.&S. 

Gauge 

1909 Code 
Commercial 

Pair 

Triple 

Reinforced Cord 
Special Rein. Cord 
Special Cords 

Cotton 

Weatherproofed 

Colors as per 
Our Bra^d 
Color Card 

CO 


18 

New Code 

Twisted Pair 

Lamp Cord 

Silk 

Green 

p 

250 

20 

Commercial 

Single 

Lamp Cord 

Cotton 

Black 

a 

500 

16 

1909 Code 

♦ 

Parallel Cord 

Silk 

Brown 

(4 

K 

250 

14 

New Code 

* 

Reinforced Cord 

Cotton 

Black 


250 

16 

1909 Code 

♦ 

Reinforced Cord 

Weatherproofed 

t 


•Pair Conductor is always understood (unless otherwise specified) for parallel and reinforced cords. 
fWeatherproof finish is always black and need not be specified. 


LIST OF COLORS 

Cotton covered cords may be furnished in any of the following colors. Standard green and yellow. 
White, Yellow, Blue, Maroon, Green, Oak, Brown, Red, Black, Gray, Old Gold 
Silk covered cords may be furnished in any of the following colors. 

White, Silver, Gilt, Old Gold, Copper, Bronze, Tiffany Green, Dark Green, Red, Maroon 
Yellow, Gold, Brass, Old Brass, Green, Olive Green, Light Green, Brown, Navy Blue, Black 

TABLE OF WEIGHTS (LBS.) PER 1000 FEET 


Size Insulation 


-Lamp Cords- 


-Parallel Cords- 


-Reinforced Cords- 




Cotton 

Silk 

Cotton 

Silk 

Cotton 

Silk 

Wp. 

12 B.&S. \ 

f New Code 

83 

79 

85 

82 

178 

172 

187 

l A in. Wall 

60 

52 

64 

56 

108 

104 

114 

14 B.&S. \ 

1 New Code 

63 

59 

65 

62 

133 

128 

141 

l A in. Wall 

37 

35 

40 

3 

79 

75.5 

85 

16 B.&S. \ 

1 New Code 

37 

34 

38 

36 

75 

70.5 

80 

1 A in* Wall 

26 

24 

27 

25. 

52 

49 

57 

18 B.&S. \ 

1 New Code 

27 

25 

29 

27 

* 64 

60 

69 

l A in* Wall 

19 

17 

20 

18 

43 

40 

47 

20 B.&S. \ 

[ New Code 

22 

19 

23 

21 

51 

47.5 

56 

l A Wall 

13.5 

12 

14.5 

13 

32 

29.5 

36 

22 B.&S. | 

I New Code 

18 

16 

19 

17 

43 

39 

48 

A in. Wall 

10.5 

9 

11 

10 

26.5 

24 

30 

Note: 1909 Code Cords, weight the same as New Code. 
Wall. The above weights are all based on pair conductors. 

Commercial Cords, weight the same as A inch 



Lamp Cord— Type C. Single or twisted pair with cotton or silk braid over each conductor 

■ * ...- . J| 

Parallel Cord—Type PO. Has cotton braid over each of two conductors laid parallel under cotton 
or silk outer braid. 



Reinforced Cord—Type P. Has cotton braid over each conductor twisted together and covered with 
a rubber jacket, then braided over all with a hard glazed cotton. 

Reinforced Cord WP.—Type PWP. Same as Type P except outer braid is saturated and finished 
with a weatherproofed compound. 

Special Reinforced Cord—Type PS. Underwriters only permit this cord in sizes Nos. 18 and 16 
for office and dwelling only where appearance is essential. 

A inch wall of New Code insulation with cotton braid over each conductor twisted together and cov¬ 
ered with a rubber jacket to make round, then braided over all with eitn&rWlk'W hard glazed cotton. 

14 Wire—Bare, Insulated and Strand 
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fUs/tm Electric 


Mall Orders Filled 
at Prevailing Prices 


INTERIOR COPPER WIRES AND CABLES 



Annunciator Wire 

Regular 

Insulated with two winds of cotton yarn applied in opposite directions, saturated with a special wax 
compound and highly polished. This makes a very compact insulation. Furnished either on spools 
containing about 8 lbs., or exactly 1 lb. and in 1 lb. coils, and packed in cases containing approximately 
200 lbs. Furnished in colors and styles as follows—either plain copper or tinned* plain copper furnished 
unless otherwise ordered; red, blue, red and white, brov.n, white, olive, yellow, blue and white. 


Single Conductor 


list No. 

Size B. & S. 

Weight 

Lbs. per 1000 Ft. 

660422 

14 

15 

660423 

16 

9.5 

660424 

18 

6.5 

660426 

20 

4.5 


Twisted Pairs 


List No. 

Size B. & S. 

Weight 

Lbs. per 1000 Ft 

660426 

14 

30 

660427 

16 

19 

660428 

18 

13 

660429 

20 

9 


Weatherproof Annunciator Wire 


The construction of this wire is the same as regular annunciator wire except that the cotton wrapping 
is saturated with black weatherproof compound. 


Weight 

List No. Size B. & S. Lbs. per 1000 Ft. 


Weight 

List No. Size B. & S. Lbs. per 1000 Ft 


660430 

14 

16.6 

660431 

16 

11.1 

660432 

18 

7.7 


660433 20 6.0 

660434 22 3.1 


Damp-proof Office Wire 


No. 18—Single Conductor Damp-proof Office Wire 

This wire is double wound and braided, the two winds of cotton yarn applied in opposite directions, 
saturated with black weatherproof compound. 

The braid is specially treated with wax, highly polished, and will not collect dust. Office wire is carried 
regularly in the following colors: red, red and white, blue, blue and white. It is put up in coils of about 
17 lbs. each, and packed in cases of approximately 200 lbs. each. 




Single Conductor 





Weight 



Weight 

list No. 

Size B. & S. 

Lbs. per 1000 Ft 

List No. 

Size B. dcS. 

Lbs. per 1000 Ft 

660435 

14 

24 

660437 

18 

10 

660436 

16 

13.5 

660438 

20 

8 



Double] Conductor 



660439 

14 

55 

660441 

18 

25 

660440 

16 

34 

660442 

20 

20 


Annunciator Cables 

This cable is designed for connecting the annunciator in an elevator car with the push buttons on the 
different floors. 

Each conductor is composed of 16 strands of No. 30 B. & S. gauge soft untinned copper wire and 
Insulated with two reverse wrappings of cotton and one cotton braid. The insulated conductors are then 
cabled with a steel supporting strand, where necessary to give extra tensile strength, then covered with two 
cotton braids.^ This is a dry cable and the outer braids are flameproof. d by vjO( 

Prices on'application. 
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Western Electric 

TELEPHONE WIRES 

The materials entering into the construction of our telephone wires are of the best quality; this fact 
combined with the rigid inspection maintained throughout the entire process of manufacture insures a 

“quality product . 99 

The conductors of all these wires are thoroughly tinned. The insulation is of a high quality rubber 
compound and varies in thickness according to the size and requirements of the different wires; over this is 
laced a weatherproof braid, or when wanted for inside use a glazed cotton braid of any standard color com- 
mat ion. 


Quantity Prices 
Quoted on Request 


Western Electric 



Outside Telephone Wire 


Outside Telephone Wires 


These wires are furnished in coils, each coil carefully wrapped. Single conductor can be supplied when 
specified. COPPER STEEL OUTSIDE WIRE 


Wgt. per 1000 

Gauge Braid Ft. (Tw. Pair) Coil Lengths 

*17 B.&S. Twisted pair, weatherproof braid. 36 lbs. 200-1500 ft. 

fl4 B.&S. Twisted pair, weatherproof braid. 63 lbs. 200-1500 ft. 

•This wire has very largely replaced No. 14 B.&S. copper drop wire. 

|This wire is very often spoken of as copper drop wire. 

BRIDLE WIRE 

18 B.&S. Twisted pair, weatherproof braid. 33 lbs. 200-1500 ft. 

16 B.&S. Twisted pair, weatherproof braid. 42 lbs. 200-1500 ft. 



Inalde Telephone Wire 


Inside Telephone Wires 


Wgt. per 1000 

Gauge Ft. (Tw. Pair) Coil Length 

19 B.&S. Twisted pair, olive green finished braid. 22 lbs. 200-1500 ft. 


Packed in barrels, each coil specially wrapped in heavy craft paper. 
Furnished in single or triple conductors when specified. 

Can be furnished in any color required, standard color being olive green. 
A tracer thread is used in all conductors. 



Gauge 
16 B.&S. 
20 B.&S. 
22 B.&S. 


Flameproof Wire 


Flameproof Wires 

Finish 

Single, twisted or tnple conducto Standard color, slate and red 
Single, twisted or triple conductor Standard color, slate and red 
Single, twisted or triple conductor Standard color, slate and red 


Wgt. per 1000 
Ft. (Tw. Pair) 


38 lbs. 
19 lbs. 
16 lbs. 


Coil Lengths 
200-1500 ft. 
200-1500 ft. 
200-1500 ft. 



Single Ground Wire 


Single Ground Wires 


Gauge 

18 B.&S. Single ground wire. 

Also furnished in size No. 14 B.&S. 

These wires are often spoken of as sub-station wires. 

16-4 


Weight per 

1000 Feet Coil Length 
. 14 lbs. 200-1500 ft. 

Digitized b; GockjIc 

Wire—Bare, Insulated and Strand 
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Western 

TELEGRAPH WIRES 

These wires are furnished in strict accordance with the standard specifications of the largest telegraph 
companies of this country. They are a high-class product and can be furnished in all sizes as required. The 
sizes ordinarily specified are Nos. 14, 16, 18 single and twisted, with a weatherproof braid, and No. 18 in 
twisted pair and triple, with brown and black braid. Flameproof wires in size No. 16 single and twisted are 
also used by the telegraph companies. 


—, ^ mau uraere ruieu 

EleCtnC at Prevailing Prices 

Electric 



Pot Head Wire . 

Western Electric 

Pot Head Wires 

The standard wire for pot head work is either 19, 20 or 22 B.&S. gauge in single or twisted conductor. 
The insulation of this wire is of high quality, suitable to withstand the effects of the hot sealing compound 
and outside exposure without a protecting braid. As a distinguishing marker one conductor of the twisted 
pair has a double ridge on the insulation. Make sure in ordering this wire that it has the double ridge, as 
this insures you a ‘‘quality product. 0 

Weight per 1000 feet (twisted pair), 19 lbs. Coil Lengths, 200-1500 feet. 

Weight per 
1000 Feet, 

Gauge Twisted Pair Coil Length 

19, 20 or 22 B.&S. Pot-head wire. 19 lbs. 200-1500 ft. 

Western Electrtc 

GALVANIZED ARMCO 

Iron Outside Drop Wire 

A special drop wire which is stronger and lighter than copper and quite as flexible. The conductor 
is a high-grade non-rusting iron. It is insulated with good grade rubber compound, cotton braided and 
weatherproofed. The sizes most generally used are as follows: 

Gauge Description 

19 BWG (18 B.&S.), ii inch diameter, insulation twisted pair outside wire. 

18 BWG (16 B.&S.), A inch diameter, insulation twisted pair outside wire. 

16 BWG (14 B.&S.), A inch diameter, insulation twisted pair outside wire. 

14 BWG (12 B.&S.), H inch diameter, insulation twisted pair outside wire. 


Diameters by Different Wire Gauges 

DIAMETERS IN MILS. 1 MIL=0.001 INCH 


Gauge 

No. 

B.&S. 

S.W.G. 

N3.S. 

0000 

460 

454 

400 

000 

410 

425 

372 

00 

365 

380 

348 

0 

325 

340 

324 

1 

289 

300 

300 

2 

258 

284 

276 

3 

229 

259 

252 

4 

204 

238 

232 

5 

182 

220 

212 

6 

162 

203 

192 

7 

144 

180* 

176 

8 

128 

165 

160 

9 

114 

148 

144 

10 

102 

134 

128 

11 

91 

120 

116 

12 

81 

109 

104 

13 

72 

95 

92 

Wire—Bare, 

Insulated and Strand 



Gauge 



NJLS. 

No. 

B.&S. 

S.W.G. 

14 

64 

83 

* 80 

15 

57 

72 

72 

16 

51 

65 

64 

17 

45 

58 

56 

18 

40 

49 

48 

19 

36 

42 

40 

20 

32 

35 

36 

21 

28.5 

- 32 

32 

22 

25.3 

28 

28 

23 

22.6 

25 

24 

24 

20.1 

22 

22 

25 

17.9 

20 

20 

26 

15.9 

18 

18 

27 

14.2 

16 

16.4 

28 

12.6 

14 

14.8 

29 

30 

11.3 

)igii-fecPby 

13 

Cjoo^le 

13.6 

12.4 




Quantity Prices 
Quoted on Request 
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Western Electric 

Special Flexible Cords 



Deck Cable 

A watertight flexible cord, made to stand severe abrasion. It is especially designed for use on boat 
decks and is made as follows: Two conductors of new code cotton braided cord, twisted together, reinforced 
by jute, and a rubber jacket, over which is then placed one cotton braid thoroughly saturated and weather¬ 
proofed. 


Size 

Diameter 

Approx. Weight 
Lbs. per 

Size 

Diameter 

Approx. Weight 
Lbs. per 

B. AS. 

Inches 

1000 Ft. 

B.AS. 

Inches 

1000 Ft. 

10 

.730 

182 

16 

.505 

65 

12 

.665 

144 

18 

.485 

52 

14 

.650 

112 

.. 

.... 




Border Light Cable 

A stage cable made up of usually more than two conductors. 



Elevator Cable 


An extremely flexible and durable cord, especially constructed for elevator control and lighting. The 
conductors of this cable (usually more than two) are constructed in the usual way of New Code cord. These 
conductors are then grouped together and covered with three cotton braids, the outer one weatherproofed. 
A steel supporting strand running through the center is usually required, and this adds materially to the 
strength of the cable. 



Heater Cord 


The conductor consists of a number of small copper strands grouped into a cable of the required capacity, 
cotton wrapped, insulated with a thin wall of rubber compound, asbestos braided. Two of these finished 
conductors are then twisted together and braided over all with cotton of any desired color combination. 
Standard color is black and brown. This cord can also be furnished in parallel form. 


Size 
B. AS. 
18 
16 
M 


Diameter 

Approx. Weight 
Lbs. per 

Size 

Inches 

1000 Ft. 

B.AS. 

.310 

34 

12 

.330 

44 

10 

.345 

58 

,, 


Approx. Weight 
Diameter Lbs. per 

Inches 1000 Ft. 

.360 80 

DigitizelijGoOgle 106 

Wlrp—Bare, Insulated end 
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Brewery Cord 


A weatherproof lamp cord which conforms in all respects with the requirements of the National Board 
of Fire Underwriters. This is a specially designed cord for use in breweries and other places where dampness 
is prevalent. 


Size 
B. AS. 
10 
12 
14 


Diameter 

Approx. Weight 
Lbs. per 

Size 

Diameter 

Approx. Weight 
Lbs. per 

Inches 

1000 Ft. 

B.AS. 

Inches 

1000 Ft 

.540 

130 

,16 

.360 

46 

.480 

95 

* 18 

.340 

35 

.460 

72 

, . 

• • • • 

.. 



Canvasite Cord 


An acidproof flexible cord, unusually tough and durable. This is especially designed for use in dyeing 
establishments, cold storage plants, tanneries and other places where mechanical ana chemical conditions 
are severe. It is made up similar to Brewery Cord except that it has an extra weatherproof braid over the 
twisted conductors. 



Theater or Stage Cable 

An extremely durable and'flexible cord, constructed to withstand severe abrasion such as is found on 
theater stages and similar places. The conductors of this cord are constructed in the usual manner of New 
Code cord. They are then reinforced with jute and a rubber jacket. It is then covered with an outer 
weatherproof braid. 


Size 

Diameter 

Approx. Weight 
Lbs. per 

Size 

Diameter 

Approx. Weight 
Lb*, per 

B.AS. 

Inches 

1000 Ft. 

B. AS. 

Inches 

1000 Ft 

2 

1.110 

620 

8 

.740 

195 

3 

1.000 

625 

10 

.665 

140 

4 

.925 

435 

12 

.600 

106 

5 

.870 

395 

14 

.585 

80 

6 

.830 

310 

,, 

• i • • 

... 



Packing House Cord 

Especially constructed for use in packing houses. The conductors of this cord are constructed in the 
usual way for New Code cord. The twisted conductors are then reinforced with jute and a cotton outer 


braid weatherproofed. 






Size 

Diameter 

Approx. Weight 
Lbs. per 

Size 

Diameter 


Approx. Weight 
Lba. per 
1000 Ft 

B.AS. 

Inches 

1000 Ft. 

B.AS. 

Inches 


10 

.665 

140 

16 

.440 


49 

12 

.600 

106 

18 

.420 

ogle 

38 

14 

.585 

80 

• • 

gitized by 

• • 

Wire—Bate, 

Insulated and Strand 
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Deltabeston Heater Cord 

Stranded Conductor 

For service where rubber is not necessary Deltabeston heater cord is manufactured wherein each con¬ 
ductor is insulated with a .025 inch wall of pure asbestos fiber. This is thoroughly filled with a compound 
which gives it high dielectric strength and provides a very tough and pliable insulation. 

For an all fireproof cord the twisted conductors are covered with an asbestos braid, but where this is not 
essential, cotton braid is supplied in any colors required. 

Approved by the Underwriters’ Laboratories, Inc. 


With Asbestos Braid With Cotton Braid 


Size 

B.AS. 

Gauge 

Style 

Approx. Weight 
per 1000 Feet 
Lbs. 

List 
Price per 
100 Ft. 

Size 

BAS. 

Gauge 

Style 

Approx. Weight 
per 1000 Feet 
Lbs. 

List 
Price per 
100 Ft. 

12 

A 

82 

$28.00 

12 

C 

65 

Prices 

14 

A 

60 

21.00 

14 

C 

45 

on 

16 

A 

43 

15.00 

16 

c 

30 

Appli¬ 

18 

A 

34 

12.00 

18 

c 

22 

cation 


All sizes put up on 250 foot spools. 

In ordering specify the style required. 



Deltabeston Switchboard Wire 

Solid Conductor 

The insulation on this wire consists of a .025 inch wall of standard high-grade pure asbestos fiber, thor¬ 
oughly filled with a moisture-proof compound which gives it very high dielectric strength and an exceptionally 
tough finish. Over this is braided an asbestos covering which can be furnished in either black or white finish. 

Approved by the Underwriters’ Laboratories, Inc. 

Size Approx. Thickness Approx. Diameter Approx. Weight List 

B.AS. Asbestos Overall per 1000 Feet Price per 

Gauge Wall Mils. Inches Lbs. 100 Feet 

6 .029 

8 .027 

10 .025 

12 .022 

14 ' .020 

All sizes put up in 1000 foot coils. 

In ordering specify whether black or white finish is desired. 


19/64 

1/4 

7/32 

13/64 

3/16 


110 

75 

50 

35 

25 


Prices 

on 

Appli¬ 

cation 



Deltabeston Moving Picture Machine Cable 

Stranded Conductor 

The stranded conductor is insulated with a wall of compactly applied asbestos fiber over which is woven 
tsn asbestos braided covering. The outer covering is treated with a compound which completely saturates 
the braid producing a smooth finish and rendering it moisture-proof. 

This cable is widely used for the wiring of moving picture projectors, search lights, railway controllers, 
cranes and other devices in which the wires are subjected to high temperatures. 

Approved by the Underwriters’ Laboratories, Inc. 


Size 

-Conductor- 

No. 

BAS. Gauge 

> Approx. 

Thickness 

Approx. 

Diameter 

Approx. 
Weight per 

List 

Price 

BAS. 

of 

of Each 

Asbestos 

Over All 

1000 Feet 

per 100 

Gauge 

Wires 

Wire 

Wall Mils. 

Inches 

Lbs. 

Feet 

1 

133 

No. 22 

.035 

17/32 

310 


2 

133 

No. 23 

.034 

31/64 

255 


4 

82 

No. 23 

.032 

13/32 

170 

Prices 

6 

84 

No. 25 

.029 

11/32 

115 

on 

8 

52 

No. 25 

.027 

19/64 

75 

Appli- 

10 

104 

No. 30 

.025 

15/64 

50 

cation 

12 

65 

No. 30 

.022 

13/64 

35 


14 

41 

No. 30 

.020 

7/32 

25 



The cables listed above are flexible and are furnished with the strandings indicated unless otherwise spec¬ 
ified. Prices on special stranding quoted upon request. by 

Delivery F. O. B. Providence, K. I. For warehouse deliveries write nearest house. 
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Deltabeston Stove Wire 

Solid Conductor 

This wire is insulated with a wall of especially treated asbestos fiber over which is woven an asbestos 
braided covering. 

This wire is approved by the Underwriters’ Laboratories, Inc. for the wiring of electric stoves and ranges 
in and around ovens, in boiler rooms and similar places where excessive moisture is not present. 

Size Approx. Thickness Approx. Diameter Approx. Weight List 

B.&S. Asbestos Overall per 1000 Feet Price per 

Gauge Wall Mils. Inches Lbs. 100 Feet 


6 

.029 

19/64 

8 

.027 

1/4 

10 

.025 

.7/32 

12 

.022 

13/64 

14 

.020 

3/16 


All sixes put up in 1000 foot coils. 


105 

70 

45 

30 

20 


Prices 

on 

Appli¬ 

cation 



Deltabeston Fixture Wire 

Stranded Conductor 

This wire is insulated with an .025 inch wall of the best grade of asbestos fiber, purified by a special 
process. 

Deltabeston fixture wire is recommended for all classes of fixture wiring including fixtures for gas filled 
incandescent lamps, car fixtures, and is especially adapted for fixtures in which the temperatures liable to be 
attained by some parts are such as to render the use of rubber covered wires or cords either undesirable or 
impracticable. 

Deltabeston fixture wire is smooth and flexible so that it may be “fished” through fixtures with the ut¬ 
most ease. 


This wiring is approved by the Underwriters’ Laboratories, Inc., for wiring fixtures. 


Size 

-Conductor- 

No. 

B.&S. Gauge 

—* Approx. Diameter 
Over 

Approx. Weight 

Lut 

B.&S. 

of 

of Each 

Insulation 

Lbs. per 

Price per 

Gauge 

Wires 

Wire 

Inches 

1000 Feet 

100 Feet 

14 

41 

No. 30 

.125 

18 

Prices 

16 

26 

No. 30 

.110 

12 

on 

18 

16 

No. 30 

.100 

9 

Application 

All sixes put up on 250 foot spools. 




Deltabeston Fixture Wire with Silk Covering 

Stranded Conductor 

This wire is supplied in single and parallel or twisted twin conductors. The latter is manufactured in 
two forms. One style has each conductor braided separately with a silk covering and the two then twisted 
together. The other has the two asbestos insulated conductors first twisted together and finally braided with 
the silk covering. In ordering, the style should be specified. 

If it is desired, an outer covering of cotton may be substituted for the silk. 

These wires are approved by the Underwriters* Laboratories, Inc., for wiring fixtures. 

Single Conductor 


, - — ■ 


-Conductor 


-a 

Approx. Diameter 



Size 

No. 


B.&S. Gauge 


Over 

Approx. Wt., 

List 

B.&S. 

of 


of Each 


Insulation 

Lbs. per 

Price per 

Gauge 

Wires 


Wire 


Inches 

1000 Feet 

100 Feet 

14 

41 


No. 30 


.145 

19 

Prices 

16 

26 


No. 30 


.130 

13 

on 

18 

16 


No. 30 


.120 

10 

Application 

All sixes put up on 250 foot spools. 








Parallel and Twisted Pair Conductors 



Size B.&S. 

*-Approx. Weight Lbs. per 1000 Feet-» 

--List Price per 100 Feet— 

Gauge 

Parallel 


Twisted 


Parallel 

Twisted 

14 * 


38 


40 


$12.60 

Prices 

16 


26 


28 


9.80 

on 


18 20 21 J?.40 Applicatioa 

All sixes put up on 250 foot spools. 

Delivery F. O. B. Factory Providence, R. I. For warehouse deliveries write nearest house. 
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Vacuum Cleaner Cord 

As the result of careful study and observation, we offer to the trade this especially constructed cord for 
vacuum cleaners. It has all the strength desired and yet is small in size and extremely flexible. A cord 
better adapted for this purpose cannot be made. 

The conductors of this cord are composed of a number of flexible copper strands, assembled into a cable 
having extreme flexibility. Cotton wrapped, insulated with 1/64 inch wall of New Code rubber compound 
and cotton braided. A rubber jacket of New Code insulation is then placed over the twisted conductors, 
after which it is braided with a close non-fraying braid of fast black cotton. 


Size 

Diameter 

Approx. Weight 
Lbs. per 

Size 

Diameter 

Approx. Weight 
Lbs. per 

B.AS. 

Inches 

1000 Ft. 

B.AS. 

Inches 

1000 Ft 

18 

.280 

44 

16 

.300 

65 



Mo. 2-49 Strand Flexible Gar Wire, 


Car Wire 


This wire is made in two styles, stranded or 7 wire, and flexible or 49 wire. The strand is covered with 
a wrap of cotton or paper, after which a coating of rubber is applied conforming to N. E. C. specifications. 
It is then covered with one, two or three braids, as specified. 


Size 

Diameter 

Approx. Weight 
Lbs. per 

Size 

Diameter 

Approx. Weight 
Lbs. per 

B. AS. 

Inches 

1000 Ft 

B. AS. 

Inches 

1000 Ft. 

1 

.560 

387 

5 

.400 

173 

2 

.490 

303 

6 

.380 

147 

3 

.460 

249 

8 

.320 

93 

4 

.430 

207 





Bell Cord 

Is designed for small bell and battery use. The conductors are composed of a few strands of soft 
copper assembled jnto a small cable. A cotton braid is then applied over each conductor. These are then 
twisted together and a silk braid placed over all. This cord can be furnished in any of our standard silk 
shades. (Standard green.) 

Prices on application 

IQ Wlro—Raro Inaiilarnd and Rfra nil 
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No. 00 Double Cotton Covered Magnet Wire 


Western Electric 


Site 


Cotton Covered Magnet Wire 

Sizes No. 0300 to 19 Inc. 

T/v . . . , . , Single and Double Cotton 

lo obta in prices add to lateat market copper wire baae net a dditions follows: 

Round 


B.&S. 

Gauge 


4/0 to 6 ] 
8 


9 

10 

11 


12 

13 

14 


15 

16 
17 


18 

19 


8 .C.C. 


Base 
OOH 
■ COX 


00H 
.01 
■ 01X 


.02 
■ 02X 
.03 


• 03H 

.04 

• 04M 


• 05>* 
.06 


n.c.a 


oox 

oox 

.01 


oiH 
.02 
■ 02X 


.03 
■ 03^ 
■04H 


05K 

.06 

.07 


.08 

.09 


T.C.C. 

■ OIH 
oiH 
.02 


■ 02H 
•03H 
.04 


04^ 
.06 
■ 07 X 


• 08H 

• 09H 

.11H 


•12 X 

-14K 


Asbestos 

and 

s.c.c. 


oox 
.01 
• 01H 


.02 
• 02H 


Square 


Rectangular 


D.C.C. 


• 01 X 

• OiH 

.02 


-02H 

.03 
• 03H 


.04 

■ 05X 
.00 


T.C.C. 


■ 02X 

.03 

• 03H 


JSquare Mils. 


3001 and over 
25001 to 30000 
20001 to 25000 
15001 to 20000 


.04 

.04*4 

.05H 


10001 to 15000 
9001 to 10000 
8001 to 9000 
7001 to 8000 


■ 06X 
.08 
.09 


Asbestos and 

D.C.C. Same 
Price as T.C.C. 


6001 to 7000 
5001 to 6000 
4001 to 5000 
3001 to 4000 


2501 to 3000 
2001 to 2500 
1501 to 2000 
1001 to 1500 


501 to 1000 
500 and under 


D.C.C. 


.65W 

90X 


T.C.C. 


11 

13H 

16 


JThe width multiplied by the thickness equals square mils. 

Freight Additions for Above Sizes 
-Add for Freight per 100 Lbs. Net 


To 

Arizona. . 


Arkansas. 


Connecticut. 

Delaware. 

Dist. of Columbia 

Florida. 

Georgia. 

Idaho. 

Illinois. 

Indiana. 

Indian Territory. 

lows.. 

Kansas. 1.20 

Kentucky 


Less 

Carloads 

Min. 

Than 

Wt 

Car 

30000 

Loads 

Lbs. 

$3.80 

$2.60 

1.10 

.60 

.75 

.50 

*1.65 

• 1.10 

t2.25 

tl.25 

.05 

.00 

.05 

.00 

.15 

.00 

.75 

.45 

.80 

.55 

3.10 

2.10 

.35 

.10 

.35 

.10 

1.75 

.95 

.65 

.35 

1.20 

.70 

.35 

.20 


To 



Carloads 



Carlqad* 

Less 

Min 


Less 

Min. 

Than 

Wt 


Than 

Wt 

Car 

30000 


Car 

30000 

Loads 

Lbs 

To 

Loads 

Lbs. 

$0 60 

$0.40 

Ohio. 

$ 0.20 

$0 05 

.15 

.05 

Oklahoma. . . . 

1 75 

.95 

.05 

.00 

Oregon. 

*1.65 

• 1.10 

.05 

.00 

Pennsylvania.. 

.05 

.00 

.25 

.10 

Rhode Island.. 

.05 

.00 

.00 

.35 

South Carolina 

90 

.55 

.90 

.50 

South Dakota. 

1.25 

.75 

.60 

.25 

Tennessee. 

.60 

.30 

2.60 

1.75 

Texas. 

tl.25 

t.85 

1.00 

.50 

Utah. 

T2.75 

tl-85 



Vermont. 

.10 

.00 

.05 

.00 

Virginia. 

.25 

.05 

.05 

.00 

Washington. . . 

*1.65 

• 1.10 

2.50 

1.75 

West Virginia.. 

.25 

.05 

.05 

.00 

Wisconsin. 

.60 

.20 

.50 

.25 

Wyoming. 

2.50 

1.75 

1.25 

.75 





Louisiana. $0 

Maine. 

Maryland. 

Massachusetts. 

Michigan. 

Minnesota. . 

Mississippi. .... '90 

Missouri. 

Montana. 2 

Nebraska. 1.00 

Ncvadn actual rates from New York. 

New Hampshire. 

New Jersey. 

New Mexico. 2.50 

New York.05 

North Carolina.50 

• North Dakota. 1.25 

.... ’ 1 „ii fu 68 °* Colorado Texas and Utah freight rates shall cover so-called common points only, or those taking a lower 
l. ' j* r i n ^ olorado, Texas and Utah which take a higher rate than to common points the delivery price shall 

1 l if-? rate for common points the local rate from the nearest common point to the point of delivery. 

Ugdem Salt Lake City and Provost are arbitrarily made the only common points in Utah. 

•Coast terminal points are: 

San Francisco San Diego Portland 

Sacramento Tacoma Mt. Vernon 

Los Angeles 8 tockton Oakland 

£® tor,a ... Seattle Olympia 

n 1 Marysville San j oge 

Un sales to other than coast terminal points local freight must be paid by the purchaser. 

on/? 1 iu IRht W1 “ e *Uowed on all shipments of 100 lbs. or over, east of the Mississippi River; west of the Mississippi 
as noted above ° T ° Ver ' Shipments less than 100 lbs. are F. O. B. cars Ansonia, and carry the Connecticut delivery charge 

• 1 Reel Charges and Allowances. On all shipments of magnet wire fr 0 

II .50 Net ,s made for a red, 75 cents Net fora 501b. spool and 50 cents Net for a 25 lb. spool;^hd 
irom Ml cents to f 1.50 is made; both of which charges are refunded when the reel or spool is received at factof] 

Insulated and Strand 20 


tra charge of 
oxing charge of 
r in good condition. 
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MAGNET AND BINDING WIRE 


“Deltabeston” Magnet Wire 

Round and Rectangular 

This wire is particularly adapted to field and armature coil winding. The insulation 
is an asbestos composition designed to stand extraordinary temperature, which particular¬ 
ly adapts.it to street railway and similar use, where motors and generators experience 
very severe overloads. Attempts at imitation of this wire have been made without 
success. The trade name, “Deltabeston,” represents the wire of this character that has 
proven its merit. 

Deltabeston magnet wire, while generally used in the round type, is also manu¬ 
factured in wire of a rectangular cross-section. The advantages of square or flat 
wires are numerous. Much greater copper section can be put into a given winding 
space by the use of rectangular wires, than by employing round conductors. This is 
due to the fact that the small interstices necessarily occurring between adjacent round wires are practi¬ 
cally eliminated when flat-sided wire is used. 



fcarxr- 


Size B. A S. 
Gauge 

Approx. Feet 
per Lb. 

List No. 

Round 

Size B. A S. 

! Gauge 

Approx. Feet 
per Lb. 

List No. 
Round 

0 

3.078 

* 600613 

1 13 

61.07 

660639 

1 

3.880 

660614 

I 14 

76.62 

660640 

2 

4.873 

660615 

1 15 

95.99 

660641 

3 

6.136 

660616 

16 

120.0 

660642 

4 

7.731 

660617 

17 

150.4 

660643 

6 

9.719 

660618 

18 

188.0 

660644 

6 

12.22 

660619 

19 

233.5 

660645 

7 

15.35 

660620 

20 

290.8 

660646 

8 

19.38 

660621 

21 

363.5 

660647 

0 

24.34 

660622 

22 

449.9 

660648 

10 

30.49 

660623 

1 23 

549.1 

660649 

11 

38.47 

660624 

24 

682.7 

660650 

12 

1 48.27 

660625 

25 

834.4 

660651 


Noth: Square, flat and'stranded “Deltabeston” wire is also manufactured. Prices on application. 


Tinned Steel Binding Wire 

This Is a tinned steel wire which has no equal for armature binding. Its tensile strength is over 200,000 
libs, per sq. in. It is heavily and evenly tinned and true gauge. 


List 

No. 

B*«S 

Gauge 

List Price per 100 Lbs. 

List 
No. . 

BAS 

Gauge 

List Price per 100 Lbs. 

660665 

660933 

660934 

660935 

660936 

660994 

660995 

660666 

660667 

No. 10 
No. 11 
No. 12 
No. 13 
No. 14 
No. 15 
No. 16 
No. 17 
No. 18 

1 

Prices on Application 

660668 

660669 

660670 

660671 

660672 

660673 

660674 

660675 

No. 19 
No. 20 
No. 21 
No. 22 
No. 23 
No. 24 
No. 25 
No. 26 

Prices on Application 


Phosphor Bronze Binding Wire 


This wire is tinned for use in binding armatures and is finished smooth to gauge and ready to take 
solder with acid. It has high elastic limit and tensile strength. # 


List No. 

Gauge 

B. AS 

Diam. 

List Price 
per Lb. 

List No. 

Gauge 

B.AS. 

Diam. 

List Price 
per Lb. 

660678 

660679 

660680 

660681 

660682 

660683 

10 

11 

12 

13 

14 

15 

.101890 

.090743 

.080808 

.071961 

064084 

057068 

Prices 

on 

Application 

660684 

660685 

660686 

660687 

660688 

16 

17 

18 

19 

20 

.050820 

.045257 

.040303 

.035890 

.031961 


Prices 

on 

Application 


61 22 Wive—Bore. Insulated and Strand 
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Mail Orders Filled 
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BARE COPPER WIRE 
Trolley Wire 



Bound * Grooved Figaro • 


Hard drawn trolley wires are furnished in any of the standard styles, round, grooved or figure 8. Slies 
4/0 and 3/0 are put up in H mile lengths, 2/0 and 1/0 are furnished in l /% or 1 mile lengths. The cross 
sections of the various styles and sizes are shown above. The grooved shown is American Standard. 


Size B. & S. 

List No. 

List No. 

List No. 

Approximate Wgt., Pounds 

Electrical Conductivity 


Round 

Grooved 

Figure 8 

Per Mile 

Per 1000 Feet 

(Minimum) 

0 

660774 

660778 

660782 


319 

Mile—ohm @ 68 de¬ 

00 

660775 

660779 

660783 

2132 

> 404 

grees Fahr., not to ex¬ 

000 

660776 

660780 

660784 

2690 

509 

ceed 890.1 equals 98% 

0000 

660777 

660781 

660785 

3386 

641 

Matthiessen’s Standard. 


Copper Line Wire 

Hard Drawn or Annealed 

These wires are drawn accurately to gauge according to specification. They are of high conductivity 
and tensile strength. 

All copper wires are regularly drawn to B. & S. gauge and annealed, and all orders will be filled accord¬ 
ingly, unless otherwise staled. , 


List No. 

Size 

Diameter 

Capacity 

Per 1000 Feet 

Pounds 


Put up is 


B. & S. Gauge 

in Mils 

Circular Mils 

Lbs. 

per Mile 


660786 

0000 

460 

211600 

639 

3376 



660787 

000 

410 

167803 

507 

2677 



660788 

00 

365 

133079 

402 

2123 



660789 

0 

325 

105534 

319 

1684 



660790 

1 

289 

83694 

253 

1335 



660791 

2 

258 

66373 

201 

1059 


200-lb. Coib. 

660792 

3 

229 

52634 

159 

840 


660793 

4 

204 

41743 

126 

666 



660794 

5 

182 

33102 

100 

528 



660795 

6 

162 

26251 

79 

419 



660786 

7 

144 

20817 

63 

332 



660797 1 

8 

. 128 

16510 

50 

263 



660798 

9 

114 

i3094 

40 

209 



660799 

10 

102 

10382 

31 

166 



660800 

11 

91 

8234 

25 

131 



660801 
_i_ 

12 

81 

6530 

20 

104 


• 100-lb. Coib. 








660802 

13 

72 

5178 

16 

83 



660803 

14 

64 

4107 

13 

66 



660804 

15 

57 

3257 

10 

62 



660805 

16 

51 

2583 

8 

41 



660806 

17 

45 

2048 

6 

33 


50-lb. Coib. 

‘ 660807 

18 

40 

1624 

5 

26 



660808 

19 

36 

1288 

4 

21 



660809 

20 

32 

1022 

3 

16 

j 



Also put up in long lengths on reels, as desired. Prices on application. 
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Quantity Prices 
Quoted on Request 


Western Electric 


963 


BARE COPPER WIRE 



Concentric Strand* 

Bare Copper Concentric Strand Wire 


All strands are concentric laid, giving the smallest outside diameter for any certain capacity. Unless 
otherwise specified, cables will be furnished according to regular style of stranding. The table shows the 
diameter in mils of wire used according to the number of wires of which the strand is composed._ 


Capacity 

Circular 

Mils 

Weight 


Diam. 

of 

Strand, 

Mils 

Capacity 

Circular 

Mils 

Weight 

Regular Style 
of Stranding 

Diam. ' 
of 

Strand, 

Mils 

Per 

1000 ft 

Per 

Mile 

No. 

Wires 

Diam. 

Each 

Per 

1000 ft 

Per 

Mile 

No. 

Wires 

Diam. 

Each 

MWOVim 

6180 

32640 

91 

148 ' 

1630 

300000 


4896 

37 

90 

630 

1760000 

5409 

28560 

91 

139 

1530 

250000 


4080 

37 

82 

574 

1500000 

4635 

24480 

91 

128 

1410 

4/0 B. 4 S. 


3442 

19 

105 

525 

1250000 

3864 

20400 

91 

117 

1288 

3/0 B. A S. 

517 

2730 

19 

94 

470 

1000000 

3090 

16320 

61 

128 

1151 

2/OB. AS. 

410 

2165 

19 

84 

420 

950000 

2936 

15504 

61 

125 

1125 

1/0B. AS. 

325 

1717 

19 

75 

375 

900000 

2780 

14688 

61 

121 

1089 

1B.AS. 

258 

1361 

7 

109 

327 

* 850000 

2627 

13872 

61 

118 

1061 

2B. AS. 

204 

1079 

7 

98 

294 

800000 

2472 

13056 

61 

115 

1034 

3B.AS. 

162 

855 

7 

87 

261 

750000 

2318 

12240 

61 

111 

998 

4B.AS. 

128 

K[il 

7 

77 

231 

700000 

2164 

11424 

61 

107 

963 

5 B. AS. 

102 

538 

7 

69 

207 

650000 

2010 

10608 

61 

103 

928 

* 6B.AS. 

80 

427 

7 

61.2 

183 

mmwm 

1854 

9792 

61 

99 

891 

8B.AS. 

51 

268 

7 

48.4 

145 

550000 

1700 

8976 

61 

95 

855 

10B. AS. 

32 

169 

7 

38.6 

116 

111 !■ 

1545 

8160 

37 

116 

812 

12 B. AS. 

20 

106 

7 

30.6 

91.8 

450000 

1390 

7344 

37 

110 

770 

14B.AS. 

13 

67 

7 

24.2 

72.6 

400000 

1236 

6528 

37 

104 

729 

16 B. AS. 

8 

42 

7 

19.3 

57.9 

350000 

1082 

5712 

37 

97 

679 

18 B. AS. 

5 

26 

7 

15.1 

45.3 


Capacity 


Various Methods of Stranding 


Diameter in Mils When Composedof 


Mils 

7 

Wire9 

12 

Wires 

19 

Wires 

27 

Wires 

37 

Wires 

61 

Wires 

91 

Wires 

127 

Wires 

2000000 







148 

126 

1750000 







139 

117 

1500000 






157 

128 

109 

1250000 






142 

117 

99 

1000000 






128 

105 

89 

950000 






125 

102 

86 

900000 






121 

100 

84 

850000 






118 

97 

82 

800000 






115 

94 

79 

750000 





143 

111 

91 

77 

700000 





138 

107 

88 

74 

650000 





133 

103 

84 

72 

600000 





127 

99 

81 

69 

550000 





122 

95 

78 

66 

500000 




136 

116 

91 

74 

62.7 

450000 




129 

110 

86 

70 

59.5 

400000 




122 

104 

81 

66 

56.1 

350000 




114 

97 

76 

62 

52.6 

300000 



126 

105 

90 

70 

57.4 

48.6 

250000 



115 

96 

82 

64 

52.4 

44.3 

4/0 B. 4 S. 



105 

86 

76 

58.9 

48.2 

40.8 

3/0 B. 4 S. 


118 

94 

79 

67 

52.5 

43 

36.4 

1/0B. 4 8. 


105 

84 

70 

60 

46.7 

38.3 

32.4 

2/0 B. 4 S. 

123 

94 

75 

62.6 

53.4 

41.6 

34.1 

28.8 

1 B. 48. 

109 

83 

66 

55.6 

47.5 

37 

30.3 

25.6 

2 B. 4 S. 

98 

75 

59.2 

49.7 

42.4 

33 

27.1 

22.9 

3 B. 4 8. 

87 

66 

52.5 

44.1 

37.7 

29.3 

24 

20.3 

4B.4S. 

77 

59 

46.8 

39.3 

33.5 

26.1 

21.4 

18.1 

0 B. 4 8. 

69 

52.5 - 

41.8 

35 

29.9 

23.3 

19.1 

16.2 

6 B. 4 3. 

61.2 

46.8 

37.2 

31.2 

26.6 

20.7 

17 

14.4 

8 B. 4 S. 

48.4 

37 

29.4 

24.6 

21.1 

16.4 

13.4 

11.4 

10 B. 4 8. 

38.6 

29.4 

23.4 

19.6 

16.8 

13.1 

10.7 

9.1 

12 B. 4 8. 

30.6 

23.4 

18.6 

15.6 

13.3 


8.5 

7.2 

14B.48. 

24.2 

18.5 

14.7 

12.3 

10.5 


6.7 

5.7 

10 B. 48. 

19.3 

14.7 

11.7 

9.8 

8.4 



4.5 

18 B. 48. 

15.1 

11.6 

9.2 

7.7 

6.6 



3 5 
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Western Electric 

GALVANIZED WIRE 


Mall Orders Filled 
at Prevailing Prices 



Telephone and Telegraph Wire 

There are three grades of galvanized wire, classified as follows: Extra Best Best (E. B. B.)» Best 
Best (B. B.) and Steel. Specify grade desired. 

Extra Best Best (E. B. B.) wire is made from a special stock of great purity, producing wire of absolutely 
uniform auality, in which the elements of softness and elongation are combined with low electrical resistance 
to a marked degree. It is largely employed in long lines or service where low electrical resistance is both 
desirable and necessary. 

Best Best (B. B.) wire is made from a stock of high quality, producing a wire somewhat less uniform 
and of higher resistance than E. B. B., but of greater tensile strengtn. This grade is used almost exclusively 
for the construction of subscribers’ lines in exchanges, and on account of its great tensile strength is best 
adapted for rural or farmer lines. 

Steel wire has a greater tensile strength than either E. B. B. or B. B., but on account of its greater 
electrical resistance is not very generally used. 

The different grades of wire are Extra Galvanized, t.e., the wire is protected from atmospheric action 
by a heavy uniform co ating of spelter. _ 


List No. 

B.W.G. 

Gauge 

• Diameter 
in Inches 

Approximate breaking strai 

E. B. B. B. B. 

n (pounds.) 

Steel 

Weight in 
Lbe. per Mile 

Bundles 

Mile 

660810 

4 

.238 j 

2028 

2271 

2433 

811 I 

X 

660811 

6 

.203 

1475 

1652 

1770 

590 

X 

660812 

8 

.165 

975 

1092 

1170 

390 

X 

660813 

9 

.148 

785 

879 

942 

1 314 

X 

660814 

10 

.134 

645 

I 722 

774 

1 258 

X 

660815 

11 

.120 

515 

577 

618 

206 

X 

660816 

12 

.109 

425 

476 

510 

1 170 

X 

660817 

14 

.083 

247 

1 277 

297 

| 99 

X 


Prices on application. 

Standard Galvanized Steel Strand 



Steel Strand 

For guys, signal strand, trolley line span wire and other purposes. Composed of seven wires twisted 
together. 


List No. 

Diameter 

Wgt. per 1000 Ft 
in Lba 

Approx. Breaking Strain 
in Lbs. 

List Price per 100 Ft 

660818 

J^-inch 

510 

8,500 


660819 

A-inch 

415 

6,500 


660820 

H-inch 

295 

5.000 


660821 

A-inch 

210 

3,800 


660822 

K-inch 

125 

2,300 

0n 

660823 

A-inch 

95 

1,800 

Application 

660824 

A-inch 

75 

1,400 


660825 

A-»nch 

55 

900 


660937 

H-inch 

'32 

500 


660938 

A-inch 

20 

400 



Intermediate sizes take next higher list. ^ a 

Galvanized strand is furnished both single and double galvanized. In ordering, state which is required. 
Nora: Add 10% for double strand. 
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Quantity Prices 
Quoted on Request 


Western Electric 

% 

GALVANIZED WIRE STRANDS 


965 



Galvanized Wire Strand 


Uses of Strand 

Guy Strand 

Extra Galvanized Siemens-Martin Strand is frequently employed to guy electric railway, telegraph 
and telephone voles. 

Messenger Strand 

A-inch diameter extra galvanized Siemens-Martin Strand, J^-inch or A-inch diameter extra galvanized 
high strength strand is stretched from pole to pole, and from this messenger strand, so called, the heavy lead- 
encased telephone cable is suspended by means of clips, wire or cord at short intervals. A messenger strand 
thus sustains the stress due to weight of cable, wind or ice load. Common galvanized strand should never 
be used for this purpose, as it does not possess the requisite strength. 

Catenary Method of Supporting Trolley Wires 

One or more messenger strands are stretched from the center of the tracks. Every few feet along 
this messenger strand are pendent hangers that clamp on to the troMey wire, retaining it in a rigid, straight, 
horizontal line. For a single messenger strand carrying 4/0 Copper Trolley Wire, in spans of 125 to 15U 
feet, H-inch or A-inch diameter, extra galvanized Siemens-Martin Strand is frequently used. For 
longer spans, up to 225 feet, the H-mch or A-inch extra galvanized high strength strand is preferable. 

Lightning Arrester for Transmission Lines 

To protect high-tension current transmission lines from destructive lightning a H-ineh diameter extra 
galvanized Siemens-Martin Strand, known as an “overhead ground strand,” is strung at the highest point 
on the supporting towers, this “overhead ground strand” being connected at frequent intervals with the 
ground. The extra galvanized Siemens-Martin Strand, because of its great conductivity, is employed al¬ 
most exclusively for the “overhead ground strand.” 


EXTRA GALVANIZED SIEMENS-MARTIN STRAND 


Diameter 

Inches 

y* 

v* 

a 


Diameter 

Inches 

Vs 

A 

*A 

A 

Diameter 

Inches 

H 

S 


Tensile Strength 
in Pounds 
19,000 
11,000 
9,000 
6,800 
4,860 


Wgt. Lbs. 
per 1000 Ft. 
800 
510 
415 
295 
210 


•List Price 
per 100 Ft. 

On 

Application 


Diameter 

Inches 

A 

X 

A 


Tensile Strength 
in Pounds 
4,380 
3,050 
2,000 
900 


Wgt. Lbs. 
per 1000 Ft. 
160 
125 
75 
32 


>1 


EXTRA GALVANIZED HIGH STRENGTH STRAND 


Tensile Strength 

Wgt. Lbs. *List Price ' 

Diameter 

Tensile Strength 

Wgt. Lbs. 

in Pounds 

per 1000 Ft. per 100 Ft, j 

Inches 

in Pounds 

per 1000 Ft. 

25,000 

800 

A 

7,300 

ICO 

18,000 

*}« On ! 

2Q 5 Application ) 

i 

5,100 

125 

15,000 

11,500 

A 

Vi 

3,300 

1,500 

75 

32 

8,100 

210 




EXTRA 

GALVANIZED EXTRA HIGH 

STRENGTH 

STRAND 

Tensile Strength 

Wgt. Lbs. •List Price 1 

1 Diameter 

Tensile Strength 

Wgt. Lbs. 

in Pounds 

per 1000 Ft. per 100 Ft 

1 Inches 

in Pounds 

per 1000 Ft. 

42,000 

800 

A 

10,900 

160 

27,000 

510 On 

415 L/n 

20 ^ Application 

X 

7,600 

125 

22,500 

17,250 

A 

i y* 

4,900 

2,250 

75 

32 

12,100 

210 

l 



•List Price 
per 100 Ft 

On 

Application 


♦List Price 
per 100 Ft. 

On 

Application 


•List Price 
per 100 Ft 

On 

Application 


•Delivery F. O. B. Factories, Trenton, N. J., Worcester, Mass., or Phillipsdale, R. I. 
deliveries write neareat houae. 


For warehouse 

jle 
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Western Electric 

COPPER CONNECTORS 


Mail Orders Fitted 
at Prevailing Prices 



Fig. 10 

Double Tube Sleeve 


* 



Fig. 11 

Sleeve and Wire Welded Together in One Solid Piece 


Western Electric—National Copper Connectors 


For Splicing Copper Wire 

The above connectors are of the double tube type, and are made accurately and very close to the sue 
of the wire for which they are intended. 

When twisted the sleeve is drawn snugly around the wire, forming an absolutely solid joint which 
air and moisture cannot penetrate. Fig. 11 shows sleeve sawed lengthwise after being twisted. 


Size 

Length 

Wire 

Inches 

4/0 B. A S. 

20 

3/0 B. A S. 

18 

2/0 B. A S. 

16 

0 B. A S. . 

14 

1 B. A S. 

12 

2 B. A S. 


3 B. & S. 

Wa 

4 B. A 8. 

8 

4 B. A S. 

6 

6 B. A S. 

6 

7 B. A S. 


7}4 B. A S. 

534 


Prices on application. 


DOUBLE TUBE 


Size 

Length 

Wire 

Inches 

8 B. A S. 

5A 

8 B. W. G. 

6 H 

8 B. W. G. 

ZVs 

9 B. & S. 

5A 

10 B. A S. 

4 x 

10 B. A S. 

2% 

10 B. W. G. 

5A 

10 N. B. S. 

5'A 

11 B. W. G. 

5A 

12 B. W. G. 

5A 

12 N. B. S. 

4»A 

12 N. B. S. 

2% 


Size 

Length 

Wire 

Inches 

12 B. A S. 

4A 

12 B. A S. 

2H 

14 B. W. G. 

4'A 

14 N. B. 8. 

4 A 

14 N. B. S. . 

2 H 

14 B. A S. 

4 

14 B. A S. 

2 

16 B. A S. 

4 

16 B. A S. 

2 

18 B. A S. 

4 

18 B. A S. 

2 

19 B. A S. 

1H 


COMBINATION 



Size 


Length 


Size 


Length 


Size 


Length 


Wire 


Inches 


Wire 


Inches 


Wire 


Inches 

8 

B.W.G 

,/12 

N.B.S. 

6H 

12 

N.B.S./14 

N. B. S. 

2V S 

14 

N.B.S./16 

B.AS. 

4 

8 

B.W.G 

•/12 

N.B.S. 

3 H 

12 

N.B.S./14 

B.AS. 

4H 

14 

N.B.S./16 

B.AS. 

2 

8 

B.AS. 

/12 

N.B.S. 

5 A 

12 

N.B.S./14 

B.AS. 

2Vs 

14 

N.B.S./17 

B.AS. 

4 

8 

B.AS. 

/12 

N.B.S. 

2 H 

12 

N.B.S./16 

B.AS. 

4H 

14 

N.B.S./17 

B.AS. 

2 

8 

B.AS. 

/12 

B.AS. 

5 A 

12 

N.B.S./16 

B.AS. 

2% 

14 

N.B.S./18 

B.AS. 

4 

8 

B.AS. 

/12 

B.AS. 

2H 

12 

N.B.S./17 

B.AS. 

4 H 

14 

N.B.S./18 

B.AS. 

2 

9 

B.AS. 

/14 

B.AS. 

5A 

12 

N.B.S./17 

B.AS. 

2H 

14 

B.AS. /17 

B.AS. 

4 

9 

B.AS. 

/14 

B.AS. 

2A 

12 

N.B.S./18 

B.AS. 

4A 

14 

B.AS. /17 

B.AS. 

2 

9 

B.AS. 

/16 

B.AS. 

5A 

12 

N.B.S./18 

B.AS. 

2 Vs 

17 

B.AS. /18 

B.AS. 

4 

0 

B.AS. 

/16 

B.AS. 

2% 

14 

N.B.S./14 

B.AS. 

4 

17 

B.AS. /18 

B.AS. 

2 

12 

N.B.S. 

/14 

N.B.S. 

4 x 

14 

N.B.S./14 

B.AS. 

2 

18 

B.AS. /19 

B.AS. 

IX 


Prices on application. 

For split sleeves add $2.50 per thousand to price of regular sleeves. 


SINGLE TUBE 


Size 

Length 

Size 

Length 

Size 

Length 

Wire 

Inches 

Wire 

Inches 

Wire 

Inches 

B. W. G. 

Wa 

12 N. B. S. 

2A 

14 N. B. 8 

4H 

B. W. G. 

m 

12 B. A S. 

4A 

14 N. B. S. 

2A 

B.AS. 

4« 

12 B. A S. 

2A 


' 


Prices on application. 


Western Electric—National Double Tube Tinned Steel Sleeves 

For Splicing Iron Wire 


Size Length 

Wire Inches 

10B.W. G. 5H 

12 B. W. G. hM 

•Delivery F. O. B. Cleveland, O. 
W ire B are. Insulated and Strand 


Size Length 

| Wire Inches * 

14 B. W. G. 4\b 

For warehouse deliveries write nearest houtt. 

31 


Prices on 
Application 


Prices on 
Application 





Quantity Prices 
Quoted on Request 
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N«w Code 1 
H Size 
No. 5H Split 



H Size 
No. 1849 




37 Split 


PORCELAIN KNOBS 


Split Knolls 

NO. SV 2 SPLIT 


List No. 

Code 

Height 

Diam. 

Groove 

Hole 

SVi 

Old 

1 % ins. 

1 in. 

No. 12 B. & S. 

M in. 

5 Vi 

New 

1 % ins. 

1 H ins. 

No. 12 B. & S. 

M in. 



Package Data and List Price 


Code 

List No. 

Std. Pkg. 

Pkg. Wt. 

List per 100 

List per 1000 

Old 


3250 

415 lbs. 

$4.00 

$34.00 

New 

5A 

3000 

415 lbs. 

4.25 

36.00 


NO. 1849 DESIGN 

List No. Height Diam. Groove Hole 

1849 V/ 8 ins. 1A in. No. 12 B. & S. H in. 

Package Data and List Price 

List No. Std. Pkg. Pkg. Wt List per 100 List per 1000 

1849 3250 415 lbs. $1.15 $35.00 


NO. 55 SQUARE INTERCHANGEABLE 

List No. Height Diam. Groove Hole 

55 H 1^8 ins. 1 l A ins. No. 12 B. <fc S. in. 

Package Data and List Price 

List No. 8td. Pkg. Pkg. Wt List per 100 List per 1000 

65A 2500 lbs. 410 lbs. $5.00 $42.00 


NO. 5517 DESIGN 

Following knobs are all of the same general design, differing 
only in dimensions. 

List No. Height Diam. Groove Hole 

5517 V/i ins. in. x H in. No. 12 B. <& S. in. 

5135 VA ins. 1 Y% ins. No. 8 B. & S. tJ in. 

5147 2ins. l 7 A ins. No. 4 B. & S. A in. 

Package Data and List Price 

ListNo. Std. Pkg. Pkg. Wt List per 100 List per 1000 

5517 - 3750 465 lbs. $5.00 $42.00 

5135 1500 415 lbs. 7.70 68.00 

5147 900 430 lbs. 7.00 62.00 


NO. 37 SPLIT 

List No. Height Diam. Groove Hole 

37 1 X A ins. l?£ins. _ A in. ]/ 2 in. 

Package Data and List Price 

List No. Std. Pkg. Pkg. Wt List per 100 List per 1000 

37 1500 370 % tized by CiO©Qle $08.00 

2 Insulators 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 



Midget Reversible 



No. 9419 

Midget New Code 



Detroit 

Insulators 


PORCELAIN KNOBS 

SPLIT KNOBS 


No. 101 Design 


List No. 

Height 

Diam. Groove 

Hole 

101 

1 % /i ins. 

li^ins. H in. 

y* in. 


Package Data and List Price 


List 

Std. 

Wgt. List 

List Price 

No. 

Pkg. 

per Bbl. per 100 

per 1000 

101 

3700 

510 lbs. $4.50 

$37 00 


Midget Reversible 


List No. 

Height 

Diam. 


Hole 

Midget \ 
Reversible / 

1 % ins. 

1 H ins. 

H in. 

>4 in. 


Package Data and List Price 


List 

Std. 

Wgt. 

List 

List Price 

No. 

Pkg. 

per Bbl. 

per 100 

per 1000 

Midget ) 
Reversible / 

4000 

CC0 lbs. 

$4.50 

$37.00 




No. 9419 Midget 





New Code 



List No. 

9419 ] 

Height 

Diam. 


Hole 

Midget 
New Code J 

1H ins. 

1 X ins. 

X in. 

Kin- 


Package Data and List Price 


List 

Std. 

Std. Pkg. 

List 

list Price 

No. 

Pkg. 

Gross Wgt 

per 100 

per 1000 

9419 ] 

Midget | 

5000 

500 lbs. 

$4.40 

$36.00 

New Code J 

1 

No. 9420 Design 



List No. 

Height 

Diam. 


Hole 

9420 

2 14 ins. 

2 ins. 

Ain- 

A in- 


Package Data and List Price 


List 

Std. 

Wgt. 

List 

list Price 

No. 

Pkg. 

t>er Bbl. 

Each 

per 100 

9420 

875 

430 lbs. 

$0.10 

$7.50 



Detroit Design 



List No. 

Height 

Diam. 


Hole 

Detroit 

IH ins. 

l\4 ins. 

X in. 

in. 


Package Data and List Price 


List 

Std. 

Std. Pkg. 

List 

list Price 

No. 

Pkg. 

Gross Wgt 

450 lbs, igitized by Vji 

per 100 

ifeCM 

per 1000 

Detroit 

3000 

$42.00 


2-B 




Quantity Prices 
Quoted on Request 


Western Electric 
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H Size 


No. 9419 



** Size 

Midway 



PORCELAIN KNOBS 
Split Knobs 

UNIT SPLIT KNOB 

A complete knob with top and bottom always together, held 
by a metal tube which is furled at either end and takes the place 
of nail heads. 

List Std. Pkg. List List 

No. Description Pkg. Wt. per 100 per 1000 

1 For No. 12 wire and smaller 4000 500 lbs. $5.00 $42.00 

2 For No. 10, 8 or 6 wire 4000 500 lbs. 10.50 88.00 

Height, 1% inches. Diameter, 1)4 inches. Hole, )4 inch. 

Standard Knobs 

NO. 9419 

List No. Height Diam. Groove Holt 

9419 1% ins. 1)4 ins. in. in. 

Package Data and List Price 

List No. Std. Pkg. Pkg. Wt. List per 100 List per 1000 

9419 1500 415 lbs. $4.25 $36.00 

NO. 5)4 DESIGN 


Following knobs are all of the same general design, differing 
oniy in dimensions. 


List No. 

Code Height 

Diam. Groovi 

> I! ole 

5 h 

Old 1A 

ins. 1 

in. A in. 

Vi >'n. 

5 )4 

New 1 ?4 : 

ins. 1 } 

1 g ins. ft in. 

in. 

5 

_ 134 ins. 1 

in. ft in. 

Ji»n. 


Package Data and List Price 


List No. 

Cod« Std. Pkg. 

Pkg. Wt 

List per 100 

List per 1000 

5)4 

Old 4500 

400 lbs. 

$2.10 

$15.60 

5)4 

New 3500 

410 lbe. 

2.50 

19.50 

5 . 

.... 6000 

430 lbs. 

2.10 

15.60 


MIDWAY DESIGN 


Following knobs are 

all of the same general design, differing 

only in dimensions. 




List No. 

Height 

Diam. 

Groove 

Hols 

Midway 

1 % ins. 

1 H ins. 

Vs in. 

H in. 

4 

ltt ins. 

1)4 ins. 

Vs in. 

M in. 

4 X 

. 1 ti ins. 

1)4 ins. 

ft jn. 

H in. 

10 

1 % ins. 

124 ins. 

Vs m. 

M in. 

io)4 

1 Y% ins. 

1)4 ins. 

‘ H in. 

H in. 


Packag 

e Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List per 100 

List per 1000 

Midway 

2000 

390 lbs. 

$3.25 

$27.20 

4 

1900 

415 lbs. 

3.25 

27.20 

4)4 

1700 

410 lbs. 

3.60 

30.40 

10 

1500 

400 lbs. 

4.20 

36.40 

1034 

1500 

415 lbs. 

4.20 

36.40 


NO. 24 DESIGN 


Following knobs are 

all of the same general design, differing 

only in dimensions. 




List No. 

Height 

Diam. 

Groove 

Hols 

24 

154 ins. 

V/i ins. 

H in. 

ft in. 

26 

2 ins. 

2)4 ins. 

A in. 

M in. 


Package Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List per 100 

List per 1000 

24 

1200 

425 lbs. 

$6.50 

$58.80 




List each 

List per 100 

26 

700 

420'lbftigitized b $0.27 

$10.50 


3 



Insulators 
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No. 7 



f —■ 



—i 
: 

1 

' 


ZLL 

1 

-i- 

L 




H Sl*e 
No. a 



No. aa 

Insulator* 


PORCELAIN KNOBS 


NO. 7 DESIGN 


Following knobs are 

all of the same 

general design, differing 

only in dimensions: 




List No. 

Height 

Diam. 

Groove 

Hole 

7 

% A in. 

Vi in. 

A in* 

Min. 

6 

Vi ui. 

tt in. 

M in. 

A in. 

8 

H in. 

1 in. 

A in. 

kin. 

14 

fiin. 

Vi in. 

A in. 

EA in. 


Package Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List per 100 

List per 1000 

7 

15000 

370 lbs. 

$3.20 

$26.60 

6 

13500 

465 lbs. 

2.65 

21.00 

8 

8000 

375 lbs. 

2.65 

21.00 

14 

12500 

450 lbs. 

2.65 

21.00 


NO. 11 DESIGN 

Following knobs are all of the same general design, differing 
only in dimensions: 


List No. 

Height 

Diam. 

Groove 

Hole 

11 

H in. 

1M ins. 

Min. 

Min. 

12 

H in. 

1 H ins. 

A in. 

Ain. 

13 

M in. 

1A ins. 

H in. 

M “*• 

45 

Min. 

1M ins. „ 

A in. 

Ain. 

46 

1 in. 

1 M ins. 

A in. 

A»n. 


Package Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List per 100 

List per 1000 

11 

10000 

330 lbs. 

$3.35 

$28.00 

12 

5000 

275 lbs. 

3.65 

30.80 

13 

4500 

300 lbs. 

3.65 

30.80 

45 

5000 

300 lbs. 

3.65 

30.80 

46 

4500 

350 lbs. 

4.20 

36.40 



NO. 2 



List No. 

Height 

Diam. 

Groove 

Hole 

2 

2 ins. 

2 ins. 


M in. 


Package Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt. 

List each 

List per 100 

2 

850 

425 lbs. 

$0.74 

$6.86 

Prices on application. 






NO. 3 WG 



List No. 

Height 

Diam. 

Groove 

Hole 

3 WG 

1 % /i ins. 

2 ins. 

Min. 

Ain. 


Package 

Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List each 

list per 100 

3 WG 

1000 

390 lbs. 

$0.63 

$5.74 

Prices on application. 






NO. 22 



List No. 

Height 

Diam. 

Groove 

Hole 

22 

1H ins. 

ins. 

Am. 

1 in. 


Package 

Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List each 

List per 100 

22 

1000 

400 lbs. by vi 

Q6J.80 

$7.42 


4 



Quantity Prices 
Quoted on Request 






-- 1 — 

H Slxs 


No. 53 



No. • 
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NO. 1 


List No. 

Height 

Diam. 

Groove 

Hole 

1 

3 ins. 

2 H ins. 

Kin. 

* in- 


Package Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List Each 

List per 100 

1 

600 

420 lbs. 

SO.18 

S12.32 



NO. 3H DESIGN 


Following knobs 

are all of the same 

general design, differing 

only in dimensions: 




List No. 

Height 

Diam. 

Groove 

Hole 


2 ins. 

2 ins. 

A in. 

A in. 

3 

1% ins. 

2 ins. 

A in. 

A in. 


Package Dataand List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List Each 

List per 100 

3H 

900 

435 lbs. 

SO.74 

S6.86 

3 

1000 

430 lbs. 

.63 

5.74 


NO. 25 DESIGN 


Following knobs are all of the same general design, differing 


only in dimensions: 




List No. 

Height 

Diam. 

Groove 

Hole 

25 

1 Yi ins. 

2J4 ins. 

1A ins. 

H in* 

29 

2\i ins. 

2H ins. 

IK ins v 

A in. 

49 

\]A ins. 

2 % A ins. 

Kin. 

yi in. 


Package Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List Each 

List per 100 

25 

750 

330 lbs. 

SI.40 

S10.50 

29 

600 

400 lbs. 

1.65 

13.00 

49 

700 

425 lbs. 

1.35 

10.22 


NO. 53_ DESIGN 


Following knobs are all of the same general design, differing 
only in dimensions: 

List No. 

53 

54 

Height 

2% ins. 

3 M ins. 

Diam. 

4 ins. 
4Ji ins. 

Groove 

VA ins. 

2yi ins. 

Hole 

8 £ 


Package Data and List Price 


list No. 

53 

54 

Std. Pkg. 

130 

125 

Pkg. Wt 
275 lbs. 
250 lbs. 

List Each 

SO. 65 
.80 

List per 100 
S52.00 
65.00 



NO. 0 



List No. 

0 

Height 

2 }i ins. 

Diam. 

3 ins. 

Groove 

1 in. 

Hole 

1 M ins. 


Package Data and 

List Price 


List No. 

0 

Std. Pkg. 

350 

5 

Pkg. Wt List Each 

850 lbs. byV: $2.10 

List per 100 

S18.78 

Insulators 
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No. 36 



H Sire 
No. 20 



H Size 
No. IS 



H Sire 
No. 23 


PORCELAIN KNOBS 

NO. 36 

list No. Height Diam. Groove Hole 

36 IH ins. 1% ins. M in. ^ in. 


Package Data and List Price 

List No. Std. Pkg. Pkg. Wt y List per 100 List per 1000 

36 1500 415 lbs. $5.00 $43.20 


' NO. 20 

List No. Height Diam. Groove Hole 

20 2 ins. 2 ins. % in. H in. 

Package Data and List Price 

List No. Std. Pkg. Pkg. Wt List Price Each List per 100 

20 1000 440 lbs. $0.74 $6.86 


NO. 15 DESIGN 

Following knobs are all of the same general design, differing 


only in dimensions: 

List No. Height 

Diam. 

Groov. 

Hoi. 

15 

1A ins. 

1 ins. 

A in- 

A in. 

41 

1 M ins. 

2 ins. 

A in. 

Win. 

47 

1 M ins. 

1 ins. 

A in. 

A i“* 

48 

1 Vi ins. 

2% ins. 

in 

A in- 



Package Data and List Price 


List No. 

Std. Pkg. 

Pkg. Wt 

List per 100 

List per 1000 

15 

1900 

415 lbs. 

$4.85 

$41.60 

41 

1300 

400 lbs. 

6.40 

57.20 

47 

1400 

340 lbs. 

4.85 

41.60 

List No. 

Std. Pkg. 

Pkg. Wt. 

List Each 

List per 100 

48 

850 

450 lbs. 

$0.25 

10.22 



NO. 23 



List No 

Height 

Diam. 

Groove 

Hole 

23 

l l A ins. 

ins. 

1 in. 

Win. 


i 

Package Data and List Price 


List No. 

Std Pkg. 

Pkg. Wt. 

List per 100 List per 1000 

23 

2000 

250 lbs. 

$4.40 $37.70 



No. 6061 


TELEPHONE KNOBS 


List Std. Approx. 

No. Diam. Height Groove Hole Pkg. Wgt 

6001 Two groove logins. lAins. Ain. % in. 2000 455 lbs. 

List Each List per 100 List per 1000 

List No.6061.$0.15 $0.30 $56.00 

6062 Four groove IJ^ins. 2}£ins. A* 11 * Ain* 1000 375 lb«. 

List per 100 List per 1000 

List No.6062.P'PI... . b X Vf|7.00 56.00 


Insulators 


6 







Quantity Prices 
Quoted on Request 


Western Electric 


973 


PORCELAIN TUBES 
Standard Unglazed Porcelain Tubes 



Tube list dimensions conform to the new rules of the Underwriters* Board. 
Barrel lots constitute a standard package. 


Mfr’a. Standard List Price per 100. Special Discounts on Application 


Length 

in 

Inches 

Under 

Head 

A Hole 
^ Out¬ 
side 
Diam¬ 
eter 

3 « Hole 

H Out¬ 
side 
D'am- 
cter 

4 Hole, 

H Out¬ 
side 
Diam¬ 
eter 

54 Hole/ 

« Out¬ 
side 
Diam¬ 
eter 

H Hole, 

1 -fa Out¬ 
side 
Diam¬ 
eter 

1 Hole, 
ly3r Out¬ 
side 
Diam¬ 
eter 

1J4 Hole, 

ltt Out¬ 
side 
Diam¬ 
eter 

1 Yi Hole, 

2 A Out¬ 

side 

Diam¬ 

eter 

154 Hole, 

2 fi Out¬ 
side 
Diam¬ 
eter 

2 Hole, 

2 H Out¬ 
side 
Diam¬ 
eter 

2J4 Hole, 
3 Out¬ 
side 
Diam¬ 
eter 

2HHo!e, 
3 H Out¬ 
side 
Diam¬ 
eter 


$1.30 

$1.40 











1 

1 30 

1.40 

$2.10 

$2.70 

$3.00 

*4.50 







14 

■Kill 

1 50 

2.10 

2.70 

3.30 

5.30 







2 

1.40 

1.80 

■anrii 

3 20 

4.20 

6.00 







234 

1.50 

2.20 

mm 

4.00 

5.00 

7.00 

$12.20 

$15.60 

$19.80 

$23.40 

$26.80 

*30.30 

3 


2 60 

Kgfifl 

4.70 

5..50 

8.00 

13.80 

17.40 

22.00 

25.80 

29.60 

32.50 

4 


3.00 

4.10 

5.50 

6.80 

10.00 

15.60 

19.20 

23.90 

27.70 

31.50 

35.30 

5 


3.60 

4 80 

6.40 

8.00 

12.50 

18.10 

25.30 

31.10 

41 70 

48.80 

56.80 

6 


4.50 

5.50 

7.30 

9..50 

14.30 

19.20 

31.20 

45.30 

57.90 

70.50 

83.20 

8 


8.40 

9.60 

10.80 

12.00 

16.80 

24.00 

38.40 

58.10 

73.90 

89.80 

105.60 

10 


10.80 

12 00 

14.40 

16.80 

19.20 

31.20 

45.60 

66.00 

81.80 

97.70 

113.50 

12 

14.40 

15.60 

16.80 

19.20 

21.60 

26.40 

45.60 

69 20 

102.10 

128.00 

154.00 

180.00 

14 

20.20 

23.10 

25.90 

28.80 

31.70 

34.60 

63.40 

97.90 

145.70 

183.70 

221.80 

259.80 

16 


25.90 

28.80 

31.60 

37.50 

43.20 

74.90 

109.50 

158.40 

196.50 

231.50 

272.40 

18 


28.80 

31.60 

40.30 

43.20 

49 00 

86.40 

122.70 

190.30 

234.10 

277.70 

321.10 

20 

MM 

31.70 

37.50 

43.20 

46.10 

54.70 

95.10 

135.40 

211.40 

259.20 

307.60 

355.90 

22 

33.10 


40.30 

46.10 

51.90 

59.10 

103.70 

148.30 

321.60 

285.10 

338.70 

392.30 

24 



43.20 

49.00 

57.60 

63.40 

112.30 

161.30 

252 30 

311.10 

369.90 

1 428.50 


For glazed tubes, add 50 per cent, to list prices. 

For >plit regular tubes, multiply list by ten (10). 

For floor tubes, multiply list by six (6). 

For split floor tubes, multiply list by ten (10). 

For headless tubes, multiply list by four (4). 

Curved and curved end tubes, multiply list by six (6). 

Crossover tubes split, multiply list by ten (10). 

Crossover tubes solid, multiply list by eight (8). 

Note. —In computing prices on split floor tubes, headless tubes, curved and curved and tubes, the above 
list prices and lengths must be used as referring to “OVER-ALL” lengths, and not lengths under head. 
Split regular tubes lengths refer to under head. 

Crossover, solid and split tubes lengths refer to between heads. 


SPECIAL PACKAGES 



Standard Porcelain, Packed in Corrugated Paper Boxes 

Special attention is called to the method of packing Standard 
Porcelain in heavy corrugated paper cartons. This method en¬ 
tirely eliminates the breakage incident to the usual barrel pack¬ 
ages. Packing in cartons is done by hand, which insures inspec¬ 
tion of every piece and the selection of only perfect material; this 
fact easily compensates for the slightly increased cost over the 
usual barrel packages. 

Packed 100 in a Carton 

Material Over-all Dimension of Carton 

^ x3 inch Tubes 8x8x4 inches 

Xx4 inch Tubes 8x8x5 inches 

x 3 inch Tubes 7x6x7 inches 

h l /2 Split Knobs 9x8x5 inches 

2-wire Cleats 9x8x5 inches 

J4 x 4 inch Tubes 9x8x6 inches 

Packed 500 in a Carton 

^ x 3 inch Tubes 8 x 10 x 12 inches 

ft x 4 inch Tubes 10x10x12 inches 

Y % x 3 inch Tubes 8 x 10 x 1614 inches 

% x 4 inch Tubes 10 x 10 x 1034 inches 

5J4 Split Knobs 10 x 10 x 14 inches 

2-wire Cleats 10 x 10 x 16 1 o inches 


Digitized by 


Insulators 
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PORCELAIN TUBES AND BUSHINGS 


Mail Orders Filled 
at Prevailing Prices 


Standard Package, Quantity and Weight of Standard Porcelain Tubes 
Approximate number of tubes per barrel and approximate shipping weight per bbl. 
Note: Quantity given per bbl. Weight given per bbl. 



Length 


I. D. 

LD. 

I. D. 

I. D. 

I. D. 

I. D. 

I.D. 

LD. 


Inches 

kK 

X 

X 

x 

X 

1 

IX 

IX 

IX 

Quantity 

Weight 

x 

X 

15,000 

360 

12,500 

370 








Quantity 

Weight 

1 

1 

11,000 

370 

7,500 

380 

6,000 

375 

4,500 

380 

3,700 

330 





Quantity 

Weight 

IX 

IX 

9,000 

350 

6,000 

300 

4,200 

345 

3,200 

375 

2,500 

320 

1,500 

360 




Quantity 

Weight 

2 

2 

6,50Q 

310 

5,000 

355 

3,400 

315 

2,500 

355 

1,800 

310 

1,100 

345 




Quantity 

Weight 

IX 

5,500 

3,750 

2,800 

2,000 

1,500 

m Hiim 

525 

350 

250 

2 J i 

310 

310 

315 

325 

295 

330 

320 

325 

380 

Quantity 

Weight 

3 

4,500 

3,000 

2,000 

1,500 

1,100 

750 

425 

300 

225 

3 

280 

315 

235 

265 

280 

315 

310 

315 

370 

Quantity 

Weight 

4 

3,000 

2,200 

1,600 

1,200 

900 

600 

300 

mwm 


4 

240 

265 

245 

350 

255 

245 

230 

225 

240 

Quantity 

Weight 

5 

2,500 

1,700 

1,250 

1,000 

800 

400 

285 

miwm 

175 

5 

235 

255 

245 

245 

265 

265 

250 

235 

255 

Quantity 

Weight. 

6 

2,000 

1,400 

1,000 


575 

300 

275 

225 

150 

6 

225 

245 

235 

240 

235 

235 

260 

245 

270 

Quantity 

Weight 

8 

2,350 

1,600 

1,050 

1,000 

650 

500 

225 

190 

200 

8 

355 

385 

390 

340 

370 

405 

275 

290 

295 

Quantity 

Weight 

10 

1,850 

1,300 

900 

800 

550 

400 

180 

150 

140 

10 

350 

345 

360 

350 

385 

400 

290 

280 

255 

Quantity 

Weight 

12 

1,500 

1,000 

750 

650 

500 

275 

150 

125 

120 

12 

335 

355 

345 

355 

335 

330 

265 

285 

mm 

Quantity 

Weight 

14 

1,100 

850 

600 


300 

225 

120 

100 

90 

14 

310 

315 

320 

340 

305 

315 

270 

295 

290 

Quantity 

weight 

16 

1,000 

650 

500 

450 

275 

175 

90 

75 

60 

16 

315 

395 

335 

335 

385 

315 

245 

250 

250 

Quantity 

Weight 

18 

900 

500 

300 

200 

150 

100 

75 

60' 

50 

18 

320 

290 

280 

265 

240 

250 

235 

225 

K21 

Quantity 

Weight 

20 

750 

500 

350 

200 

190 

v 100 

75 

60 

50 

20 

315 

305 

325 


255 

285 

260 

255 

310 

Quantity 

Weight 

22 

600 

450 

300 

200 

150 

. 100 

75 

60 

50 

22 

325 

320 

320 

300 

305 

315 

295 

290 

335 

Quantity 

Weight 

24 

600 

500 

300 

200 

150 

100 

75 


50 

24 

340 

330 

305 

325 

335 

380 

310 




Note: Tubes of larger site than l$i x 24 are usually sold in less than barrel lots, therefore they are 
not given in this list. 


Porcelain Bushings 



List No. 

Length 

Diam. under Head 

Diam. Hole 

400 

A inch 

H inch 

inch 

401 

% inch 

M inch 

A inch 

402 

inches 

H inch 

H inch 

403 

1 inch 

M inch 

A inch 



Package 

Data and 

List Price 




Ship. Wt. 

List 

List Prim 

List No. 

No. per Bbl. 

per Bbl. 

per 100 

p« 1000 

400 

15,000 

250 lbs. 

$3.70 

$32.00 

401 

6,000 

200 lbs. 

3.30 

28.00 

402 

5,000 

225 lbs. 

3.70 

32.00 

403 

4,000 

9 

27&:lbs. 

jCK3gIe 

42.00 









































Quantity Price* 
Quoted on Request 



H Size 
No. 334 



H Size 
No. 35# 


Western Electric 975 

PORCELAIN CLEATS 
Two |nd Three Wire Cleats 

NO. 334 CLEAT 

Dimensions: Length, 3 inches; .Height, 1H inches; Width, Jf 
inch; Groove, A inch; Screw Hole, A inch. 

..... p. ..... No. per Shpg. Wgt. List List Price 

List No. Description Bbl. ^ BW per 10f; per 1000 

334 Unglazed, two wire... 1850 395 lbs. S3.16 $26.00 

334 Glazed, two wire. 1850 395 lbs. 5.04 41.60 

334 Unglazed, three wire.. 1850 395 lb h. 3.16 26.00 

334 Glazed, three wire_ 1850 395 lbs. 5.04 41.60 

NO. 350 CLEAT 

Dimensions: Length, 3% inches; Height, inches; Width, >£ 


List No. Description 


Unglazed, two wire... 
Glazed, two wire. .... 
Unglazed, three wire.. 
Glazed, three wire.... 


No. per 

Shpg. Wgt. 

List 

List Price 

Bbl. 

per Bbl. 

per ICO 

per 1000 

1250 

395 lbs. 

$6.00 

$53.30 


395 lbs. 
395 lbs. 
, 395 lbs. 



u 


Single Wire Cleats 

NO. 333 TELEPHONE CLEAT 

(Bottom No. 333H) 

Dimensions: Length, 1A inches; Width, H inch; Groove, inoh; 
Screw Hole, A inch; Height: Top, inch; Bottom, inch. 
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PORCELAIN INSULATORS 
One Wire Cleat 

NO. 324 CLEAT 

Dimensions: Length, 3 )4 inches; height, 2 inches over all; 
width, l}4 inches; screw hole, % * inch; groove, % inch. 

No. per Shpg. Wgt List List Price 


' List No. Bbl. per Bbl. Each per 100 

324 Cleat. 800 400 lbs. $0.30 $12.32 


Strain Insulators 

NO. 365 





Dimensions: Diameter, 2 A inches; height, 2)4 inches; groove, 

)4 inch. 


No. per Shpg. Wgt. List List Price 
List No. Bbl. per Bbl Each per 100 

365 Strain insulator... 600 500 lbs. $0.47 $31.50 


NO. 361 

Dimensions: Diameter, 2% inches; height, 3 inches; groove 
H inch. 

No. per Shpg. Wgt List List Price 
List No. Bbl. per Bbl. Each per 100 

361 Strain insulator... 350 350 lbs. $0.65 $47.38 


NO. 366 

DIMENSIONS: Diameter, 2)4 inches; height, 3inches; groove, 
5 4 inch. 

No. per Shpg. Wgt List List Price 
List No. Bbl. per Bbl. Each per 1*00 

366 Strain insulator.. . 350 420 lbs. $0.65 $47.38 


NO. 362 

Dimensions: Diameter, 3% inches; height, 4A inches; groove, 
J4 inch. 

No. per 8hpg. Wgt List list Prist 
List No. Bbl. per Bbl. Each per 100 

362 Strain insulator. . c 200 425 lha* |1.75 $126.OG 


InauUtora 






Quantity Prices 
Quoted on Request 
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PORCELAIN INSULATORS 
Improved Strain Insulator 

The improved porcelain strain insulator has protected end coverings. 
The wires passing through instead of around the insulator makes it 
impossible for the ends of the span or dry wires to come in contact with 
each other or allow any chance for leakage of current. 

Test and Weight Data 



No. 5*6. M Six* 



H Sire 


List No. 
364 


List Ns. 
364 


List No. 
363 


List No. 
363 


Pony Duplex Insulators 


NO. 364 


Height 

Diam. 

Groove 

Pin Hole 

2)4 in. 

2P4 in. 

Kin. 

1 in. std. 

Package Data and Lift Price 




List 

List Price 

Std. Pkg. 

Wt. per 100 

Each 

per 100 

350 

72pi lbs. 

$0.15 

$9.00 


NO. 363 



Height 

Diam. 

Groove 

Pin Hole 

2pi in. 

2J*in. 

K»n. 

1 in. std. 

Package Data and List Price 




List 

List Price 

Std. Pkg. 

Wt. per 100 

Each 

per 100 

250 

107)4 lbs. 

$0.18 

$10.80 



Mine Insulator 


|NO. 367 


Height 

Diam. Groove 

Pin Hole 

3% in. 

3 in. 1 in. 

1 in. std. 

Package Data and List Price 



List 

List Price 

Std. Pkg. 

Wt. per 100 Each j 

per 100 

200 

155 lbs. by V 

$21.60 

12 


Insulators 
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Mail Orders Filled 
at Prevailing Prices 



PORCELAIN INSULATORS 
Insulator No. 1011 

FOR TELEPHONE AND TELEGRAPH SERVICE 
Brown Glaze Furnished Unless Otherwise Specified 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

LiftPrios 

No. 

per 1000 

per 1000 

'per Bbl. 

per 100 

1011 

730 lbe. 

870 lbs. 

400 

$12.96 


Insulator No. 1012 

FOR TELEPHONE AND TELEGRAPH SERVICE 
Brown Glaze Furnished Unless Otherwise Specified 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

[List Pries 

No. 

[per 1000 

per 1000 

per Bbl. 

per 100 

1012 

' 640 lbe. 

640 lbs. 

600 

$12.96 


Insulator No. 1101 

LINE VOLTAGE 8000 


Brown Glaze Furnished Unless Otherwise Specified 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

List Price 

No. 

per 1000 

per 1000 

per Bbl. 

per 100 

1101 

1200 lbe. 

1380 lbs. 

400 

$21.06 


Insulator No. 1111 

LINE VOLTAGE 8000 


Brown Glaze Furnished Unless Otherwise Specified 
Package Data and List Price 


List 

Weight 

Wt packed 

Quantity 

list Price 

No. 

per 1000 

per 1000 

per Bbl. 

per 100 

1111 

1000 lbs. 

1130 lbs. 

300 

$17.82 


Delivery F. O. B. Factory, East Liverpool and Lisbon, 
Ohio. For warehouse deliveries write nearest kune* 

13 
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Quantity Prices 
Quoted on Request 
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PORCELAIN INSULATORS 

Brown Glazed Furnished Unless Otherwise Specified 

Insulator No. 1049 


LINE VOLTAGE 5500 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

List Price 

No. 

per 100 

per 100 

per Bbl. 

per 10Q 

1049 

110 lbs. 

135 lbs. 

250 

$22.88 


Voltage Data 

Flsshover in Volts Leakage Arcing 



No. 1039 



No. 1077 


Dry Rain Distance Distance 


• 

43000 

21000 

4% ins. 

\% ins. 


Insulator No. 

1010A 



LINE VOLTAGE 

6600 



Package Data and List Priije 




Weight 


List 

List 

Weight 

Packed 

Quantity 

Price 

No. 

per 100 

per 100 

per Barrel 

per 100 

1010A 

100 

130 

250 

$22.86 



Voltage Data 




Flsshover in Volta 


Leakage 

Arcing 

Dry 

Rain 


Distance 

Distance 

54000 

24000 


4 ins. 

IJi ins. 


Insulator No. 1031 

LINE VOLTAGE 1000 




Weight 


List 

List 

Weight 

Packed 

Quantity 

Price 

No. 

per 100 

per 100 

per Barrel 

per 100 

1031 

155 

195 

175 

$52.26 



Voltage Data 




Flsshover in Volts 


Leakage 

Arcing 

Dry 

Rain 


Distance 

Distance 

51000 

25000 


6f£ ins. 

2 H in*- 


Insulator No. 

1039 




Weight 


List 

List 

Weight 

Packed 

Quantity 

Price 

No. 

per 100 

per 100 

per Barrel 

per 100 

1039 

125 

165 

200 

$27.96 


Insulator No. 1077 

LINE VOLTAGE 5000 


List 

Weight 

Weight 

Packed 

Quantity 

List 

Price 

No. 

per 100 

per 100 

per Barrel. 

per 100 

1077 

86 

100 

350 

$17.82 


Delivery F. O. B. Factory, East Liverpool and Lisbon, Ohio. 
For warehouse deliveries write nearest 

14 Insulators 
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PORCELAIN INSULATORS 

Brown Glaze Furnished Unless Otherwise Specified 

Insulator No. 1075 



LINE VOLTAGE 5000 




Weight 


List 

List 

Weight 

Packed 

Quantity 

Price 

No. 

per 100 

per 100 

per Barrel 

per 100 

1075 

124 

145 ' 

225 

$21.06 


Insulator No. 

1009 



LINE VOLTAGE 6600 



Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

List Price 

No. 

per 100 

per 100 

per Bbl. 

per 100 

1009 

150 lbs. 

175 lbs. 

200 

$22.88 


Voltage Data 

Flashover in Volts Leakage Arcing 

Dry Rain Distance Distance 

55000 23000 5^ ins. ins. 

Insulator No. 1076 

LINE VOLTAGE 7500 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

List Price 

No. 

per 100 

per 100 

per Bbl. 

per 100 

1076 

130 lbs. 

105 lbs. 

200 

$40.04 



Voltage Data 



Flashover in Volta 

Leakage 

Arcing 


Dry 

Rain 

Distance 

Distance 


53000 

22000 

hM ins. 

2 ins. 


Insulator No. 1037 



LINE VOLTAGE 10000 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

Last Price 

No. 

per 100 

per 100 

per Bbl. 

Each 

1037 

240 lbs. 

325 lbs. 

50 

$7.22 



Voltage Data 



Flashover in Volts 

Leakage 

Arcing 


Dry 

Rain 

Distanoe 

Distanoe 


68000 

37000 

6H in. 

2*A ins. m 


Insulator No. 1100 
LINE VOLTAGE 10000 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

List Price 

No. 

per 100 

per 100 

per Bbl. 

Each 

1100 

340 lbs. 

500 lbs. 

50 

$9.27 


Voltage Data 

Flashover in Volts Leakage Arcing 

Dry Rain Distance Distance 

70000 31000 6Hins. V/\ ins. 

Delivery F. O. B. Factory, East Liverpool and Lisbon, 
Ohio. For warehouse deliveries write nearest house. 

15 
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Quantity Prices 
Quoted on Request 


Western Electric 

PORCELAIN INSULATORS 

Brown Glaze Furnished Unless Otherwise Specified 


981 



Insulator No. 1139 

LINE VOLTAGE 15000 
Package Data and List Price 

List Weight Wt. packed Quantity List Pries 
No. per 100 per 100 per Bbi. Each 

1139 320 lbs.. 400 lbs. 50 $7.61 

Voltage Data 

Flashover in Volts Leakage Arcing 

Dry Rain Distance Distance 

73000 41000 7H ins. ZM ins. 


Insulator No. 2020 

LINE VOLTAGE 17500 
Package Data and List Price 





List 

Weight 

Wt. packed 

Quantity 

List Price 

No. 

per 100 

per 100 

per Bbi. 

Each 

2020 

450 lbs. 

550 lbs. 

40 

$10.29 


Voltage Data 

Flashover in Volts Leakage Arcing 

Dry Rain Distance Distance 

81000 47000 9 ins. 4}4 ins. 

[Can be furnished with 1 % inch pinhole] 

Insulator No. 2102 

LINE VOLTAGE 17500 


Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

List Price 

No. 

per 100 

per 100 

per Bbi. 

Eacb 

2102 

320 lbs. 

380 lbs. 

75 

$8.0C 


Voltage Data 

Flashover in Volts Lej kage Arcing 

Dry Rain Distance Distance 

74000 37000 lOins. 2*4 ins. 

Insulator No. 2033 

LINE VOLTAGE 20000 


Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

List Price 

No. 

per 100 

per 100 

per Bbi. 

Eacb 

2033 

510 lbs. 

635 lbs. 

30 

$11.57 


Voltage Data 

Flashover in Volts Leakage Arcing 

Dry Rain Distance Distance 

82000 47000 10^ ins. 3% ins. 

[Can be furnished with 1 % /% inch pinhole] 

Delivery F. O. B. Factory East Liverpool and Lisbon, 
Ohio. For warehouse deliveries Write* nearest! house. 

16 
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Western Electric 


Mail Orders Filled 
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PORCELAIN INSULATORS 

Brown Glaze Furnished Unless Otherwise Specified 


Insulator No. 3032 

LINE VOLTAGE 35000 


Package Data and List Price 


List 

No. 

Weight 
per 100 

Wt. packed Quantity 

per 100 per Crate 

list Price 
Each 

3032 

1000 lbs. 

1270 lbs. 12 

$20.67 


Voltage Data 



Flashover in Volts 
Dry Rain 

Leakage 

Distance 

Arcing 

Distance 

122000 82000 

21 ins. 

5K ins. 


Insulator No. 3002 



LINE 

VOLTAGE 40000 



Package Data and List Price 


List 

No. 

Weight 
per 100 

Wt. packed Quantity 

per 100 per Crate 

List Price 
Each 

3002 

1250 lbs. ' 

1580 lbs. 6 

$29.12 


Voltage Data 

Flashover in Volts Leakage Arcing 

Dry Rain Distance Distance 

138000 85000 26 ins. 6^ ins. 


Insulator No. 3001 

LINE VOLTAGE 45000 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

list Price 

No. 

pe* 100 

per 100 

per Crate 

Each 

3001 

1500 lbs. 

1920 lbs. 

6 

$34.32 


Voltage Data 

Flashover in Volts Leakage Arcing 

Dry Rain Distance Distance 

151000 103000 29 ins. IK ins. 

[Can be furnished with 1 inch pinhole] 


Insulator No. 3020 

LINE VOLTAGE 50000 
Package Data and List Price 


List 

Weight 

Wt. packed 

Quantity 

List Pries 

No. 

per 100 

per 100 

per Crate 

Each 

3020 

2330 lbs. 

3000 lbs. 

3 

$50.34 


Voltage Data 

Flashover in Volts Leakage Arcing 

Dry Raid Distance Distance 

162000 128000 36 ins. 9 ins. 

Delivery F. O. B. Factory, East Liverpool and Lisbon, 
Ohio. For warehouse deliveries write nearest house. 

19 


Insulators 








List 

No. 

Mfr. 

No. 

Description 

Diam. 

Groove 

Weight 

Each 

Wt. per 1000 
Packed 

Std. Pkg. 
Quantity 

700171 

9 

Pony. 

% A in. 

9 ozs. 

675 lbs. 

400 

700172 

10 

Exchange Line. 

A in. 

10 ozs. 


350 

700173 

12 

Double Groove Pony. 

H in. 

10H ozs. 


400 



No. 13 
(Old No. 4) 


No. 14 


No. 15 
(Old No. 5) 


700174 13 National Pony. % in. 11 ozs. 825 lbs. 300 

700175 14 Deep Groove Double Petticoat Pony .... y 9 in. 11^ ozs. 865 lbs. 300 

700176 15 Western Union. % in. 20 ozs. 1450 lbs. 200 



700177 16 Long Distance. Jg in. 14 ozs. 970 lbs. 300 

700178 17 Regular. Ain. 15}^ ozs. 1120 lbs. 250 

700179 18 Deep Groove... M in. 17 ozs. 1200 lbs. 250 


Prices on application. Weights given are approximate. 

27 
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GLASS INSULATORS 

r —h 







700180 

700181 


700182 21 


Description 


Deep Groove, Double Petticoat. 

Street Railway or Extra Deep Groove, 

Double Petticoat. 

Standard W.-U. Double Petticoat. 


1350 lbs. 

1375 lbs. 
1550 lbs. 




700183 22 Western Union Double Petticoat Teat. .. 

700184 40 Double Petticoat, new W. U. standard. . . 


y x in. 

21 ozs. 

1520 lbs. 

A >n. 

22 ozs. 

1550 lbs. 



700186 

700187 

700188 



Two-piece Transposition 
Perfect Transposition .. . 
Transposition. 


3 s in. 

25 ozs. 

1950 lbs. 

125 

3 x in. 

34 ozs. 

2500 lbs. 

100 

H in- 

28 ozs. 

2100 lbs. 

125 


Prices on application. Weights given are approximate. 

Insulators 28 
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Quantity Price# 
Quoted on Request 
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List Mfr. 

No. No. 


700189 53 Transposition 


Description 


Wt. per 1000 Std. Pkg. 
Packed Quantity 



700191 

60 

Cable. 

1>ns. 

30 ozs. 

2300 lbs. 

100 

700192 

60A 

Cable—same design as No. 60.*. 

2 ins. 

30 ozs. 

2300 lbs. 

100 

700193 

61 

Cable. 

1 ins. 

18 ozs. 

1450 lbs. 

200 

700194 

62 

Cable. 

134 ins. 

30 ozs. 

2200 lbs. 

125 
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GLASS INSULATORS 


Mail Orders Filled 
at Prevailing Prices 






No. 71 
(Old No. 1) 


List 

No. 

Mfr. 

No. 

Description 


Voltages 


Diam. 

Groove 

Weight 

Each 

Wt per 

Std. Pkg. 
Quantity 

Line 

Dry Test 

Wet Test 

1000 

Packed 

700197 

70 

High Potential Triple Petti¬ 
coat Cable. 

10000 

61900 

37800 

1 % ins. 

43 ozs. 

|i|| 

65 

700198 

71 

High Voltage. 

10000 

58400 

31000 

% in. 

32 ozs. 


100 



No. 74 
(Old No. 1) 


No. 75 


700201 

*74 | Provo. 

19000 

93700 

55200 


25 

700202 

*75 | 7 Inch Muncie. 

17000 

86200 

50100 


30 


* Made for 1 inch and \ % /% inch screws. Weights given are approximate. 
Prices on application. 

Insulator* 90 
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GLASS INSULATORS 


,r 

I 


No. 90 No. 91 Floor Tube 

SPAN WIRE INSULATORS 


List 

No. 

Mfr. 

No. 

Description 

Crushing 

Strength 

Diam. 

Groove 

Weight 

Each 

Wt. per 1000 
Packed 

Std. Pkg. 
Quantity 


90 

91 

Span wire (Old No. 10). 

Span wire (Old No. 15). 

4912 lbs. 
5910 lbs. 

H in. 

Vi in. 



500 

250 


FLOOR TUBES 


List 

No. 

Mfr. 

No. 

Length 

Inches 

Bore 

Inches 

Description 

List 

No. 

Mfr. 

No. 

Length 

Inches 

Bore 

Inches 

Description 

700205 

120 

2 H 

M 

With screw 

700il2 

127 

4 

n 

With screw 

700206 

121 

3 

l A 

With screw 


128 

4H 

■■ 

With screw 

700207 

. 122 

3 

1 

With screw 


129 

5 

n 

With screw 

700208 

123 

3 

1J4 

With screw 


130 

6 

H 

With screw 

700209 

124 

3H 

X 

Without screw 


131 

6 

mm 

With screw 

700210 

125 

3H 

1 

With screw 


132 

6 

WSm 

Split plain 

700211 

126 

4 

X 

With screw 







GLASS ICNOBS.AND MINE INSULATOR 








































































Diam. 

Groove 

Weight 

Each 

Wt. per 1000 
Packed 

Quantity 
per Bbl. 

V\ in. 

10 ozs. 

750 lbs. 

350 

H in. 

10 ozs. 

750 lbs. 

350 

V 2 in. 

10 ozs. 

700 lbs. 

400 

Vx in. 

10 ozs. 

I 760 lbs. 

&0 




Prices on application. 


'Digitized by 
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GLASS INSULATORS 





Description 


Groove 


Deep Groove, Doable Petticoat, drip points, 


700235 


700236 

700237 


Wide Deep Groove, Double Petticoat. 

roove, Double Petticoat 


Extra Deep C 


Transpositioj 


700239 

700240 


Deep Groove 


Double Petticoat 


700243 I 44 | Western Union Double Petticoat. 


l /j in. I 22 ozs. I 1700 lbs. I 200 


Goog 


Prices on application. 


Digitized by 
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700244 

700245 

700246 


Western Union Double Petticoat, drip point 

New Western Union. 

Western Union Double Petticoat, external 





Wt. per 1000 
Packed 

Quantity 
per Bbl. 

1700 lbs. 

200 

1550 lbs. 

200 

1700 lbs. 

200 





Vi >n. 

22 ozs. 

1700 lbs. 

165 

V* in. 

24 ozs. 

1700 lbs. 

200 

A in. 

24 ozs. 

1700 lbs. 

175 







































List 

No. 

Mfr. 

No. 

Description 

700259 

700260 

700261 

50 

52 

51 

Two Piece Transposition. 

Transposition. 

Transposition. 



Wt per 1000 
Packed 


2000 lbs. 
1700 lbs. 
2250 lbs. 


125 pro. 
125 
100 



35 
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700274 115* Top Groove, Double Petticoat.... 5000 in. 22 ozs. 1750 lbs. 150 

700275 109 Top Groove, Double Petticoat.. .. 6600 % in. 23 ozs. 1950 lbs. 160 


•Radius side groove ft inch. 



700278 117 Large Top Groove, Double Petticoat 5000 % in. 22 ozs. 1650 lbs. 150 

700279 112 Large Top Groove, Double Petticoat 5000 H in. 29 ozs. 2150 lbs. _ 110 

Prices on application. 




























994 


Western Electric 

GLASS INSULATORS 
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700284 2 Cable. 6600 % in. 4J4 ins. 30 ozs. 1925 lbs. 125 

700285 3 Cable. 10000 1 in. 6Mins. 48 ozs. 3950 lbs. 50 

700286 4 Cable. 7500 l^ns. 4^ ins. 48 ozs. 3870 lbs. 50 


700284 2 Cable. 6600 % in. 4J4 ins. 30 ozs. 1925 lbs. 125 

700285 3 Cable. 10000 1 in. 6Mins. 48 ozs. 3950 lbs. 50 

700286 4 Cable. 7500 l^ns. 4^ ins. 48 ozs. 3870 lbs. 50 



No. 100 


No. S34 


700287 

700288 


100 


6600 

404 

High Voltage, Double 
Petticoat. 

7500 


Prices on application 


H*n. 


36 ozs., 


ngn 


33 ozs. 

ized by V 



60 

120 


Insula tens 
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Quantity Prices 
Quoted on Request 
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700390 

700290 


Description 


Triple Petticoat. 10000 

Large Top Groove, Double Petticoat 6600 



30 ozs. 
21 ozs. 


Wt. per 1000 
Packed 


2200 lbs. 
1650 lbs. 




700293 

7 

Columbia Double Petticoat. 

6600 

IH ins. 

40 ozs. 

2900 lbs. 

78 

700294 

12 

Columbia Single Petticoat. 

5000 

a in. 

22 ozs. 

1750 lbs. 

110 


Prices on application. Digitized by v jOOQie 


39 
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List Mfr. 
No. No. 


700391 

700297 


Description 


High Voltage, Triple Petticoat.. 
High Voltage, Double Petticoat. 


Line 

Voltage 


20000 

10000 


6 

44 ozs. 


Wfc. per 1000 Quantity 
Packed per Bbl. 


6535 lbs. 33 

3300 lbs. 50 




No. 140 


No. 132 


700300 

140 

High Voltage, Triple Petticoat.. 

10000 


32 ozs. 

2560 lbs. 

125 

700301 

132 

High Voltage, Triple Petticoat. . 

11000 


32 ozs. 

2560 lbs. 

125 


Prices on application. 

Insulators 41 
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ELECTROSE LINE INSULATORS 

INSULATED PINS 


•lit 

No. 3000 No. 3001 No. 3003 No. 3004 



No. 3005 



No. 3007 No. 3008 



Pin Type Insulators 

INSULATORS 1,000 TO 1,000,000 VOLTS 


Width Width Electrical Electrical Net 


List 

Diameter 

Height 
of Body 

of Top 
Groove 

of Side 
Groove 

Diameter Depth of 
of Pinhole of Pinhole 

Value 

Dry 

Value 

Rain 

Line 

Weight 

Each 

List 

Price 

No. 

in Ins. 

in Ins. 

in Ins. 

in Ins. 

in Ins. 

in Ins. 

in Volts 

in Volts 

Voltage 

in Lbs. 

Each 

3000 

2'A 

3Vs 


Vs 

1 

V/s 

39000 

20000 

2200 

Y A 

$0.72 

3001 

3 A 

i'A 


'A 

1 

lfi 

42000 

20000 

6600 

i'A 

1.35 

3003 

3H 

4 


1 A 

1 

2'A 

42000 

20000 

6600 

i'A 

1.62 

3004 

4 Vs 

4 A 

i'A 

2tt 

1 

2\ 

43000 

26000 

6600 

l'A 

1.80 

3005 

5Vs 

3tf 

I'A 

I'A 

1 

IVs 

52000 

30000 

11000 

2% 

3.60 

3006 

5V S 

7 

1 'A 

l'A 

Note 

80000 

45000 

22000 

7.20 

3007 

2}i 



'A 

1 

m 

10000 




.72 

3008 

3A 

2\i 


'A 

i 

1A 

20000 

5000 

1100 


1.08 

3009 

4 M 

3 Vs 

"x 

Vs 

1 

1 H 

40000 

28000 

6600 

i'A 

1.80 

3010 

4 ^ 

4'A 

X 

% 

Note 

60000 

28000 

11000 

2 

2.70 

3012 

3 V 8 

5% 


Vs 

Note 


50000 

25000 

11000 


3.60 

3013 

3% 

2Vs 

'x 

Vs 

Note 


40000 

25000 

6600 

ik 

1.26 

3016 

3H 

2Vs 

x 

Vs 

1 

ik 

39000 

25000 

6600 

X 

1.26 

3018 

7 

5'A 

X 

Vi 

m 

2'A 

80000 

45000 

22000 

3 'A 

4.14 

3019 

7 

8 

X 

A 

in 

2'A 

100000 

60000 

22000 

5.40 

3020 

5 

3 Vs 

Vs 

■h 

i 

2'A 

65000 

35000 

11000 

IX 

3.06 

3084 

5 

*X 

Vs 

Vs 

i 


70000 

40000 

11000 

3.06 

3085 

7 

6 

X 

l A 

IVs 

2A 

85000 

55000 

22000 


5.40 


Note: No. 3006 has % inch diameter steel pin. No. 3010 has % inch diameter steel rod. No. 3012 
has % inch diameter steel tube. No. 3013 has % inch rod, 1inch extension. 

Specify size pinhole desired. 

Delivery F. O. B. Factory, Brooklyn, N. Y. For warehouse deliveries write nearest house. 
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ELECTROSE SAFETY STRAIN INSULATORS 



No. IOA-B. (Old Style) 




No. 10. (New Type) 



No. 10. (New Type) 


No. 10X. (New Type) 



No. 10X. (Old Style) 



Safety Strain Insulators 


List 

No. 

Dism. 
in Ins. 

Length 
of Body 
in Ins. 


Opening 
of Eye 
in Ins. 

Overall 
Length 
in Ins. 

Breaking 
Strength 
in Lbs. 

Mechan¬ 
ical Test 
in Lbs. 

Electrical 

Value 

Dry 

in Volts 

Electrical 
Value 
Rain 
in Volts 

Test 

Voltage 

Dry 

in Volts 

Line 

Voltage 

Net 
Weight 
Each 
in Lbs. 

List 

Price 

Each 

Old 10 
Old 

4 

(Combii 

4 A 

istionof 


1 A* X 


20000 

10000 




11000 

4tf 

$392.00 

10AB 

Nos. 10A and 
10B) 

4 4A 

(Combination of 


1 A X Ji 

14X 

20000 

10000 




15000 

8H 

S52.00 

Old 10X 


lAxK 

8A 

20000 

10000 




11000 

4 H 

420.00 

10AB 

Nos. 10A and 
10B) 

(Combination of 

j 

' 

IH x H 

12X 

20000 

10000 


40000 


20000 

7X 

10.96 

10ADA 

Nos. 10A, 10D 
and 10A) 

j 

| VA X K 

16 A 

20000 

10000 




25000 

10X 

16.72 

New 10 

4 

3 


1 

7 H 

20000 

10000 

46000 

25000 


11000 

3H 

5.12 

10A 

4 

3 


ntxH 

6H 

20000 

10000 

45000 

25000 

20000 

11000 

3X 

5.46 

10B 

4 

3 


ix xh 

6X 

20000 

10000 

45000 

25000 

20000 

11000 

3 5 * 

5.46 

IOC 

4 

3 


5 

„ 20000 

100(X) 

45000 

25000 


11000 

3 s * 

5.80 

10D 

4 

3 



5 

20000 

10000 


25000 


11000 

3M 

5.80 

10G 

4 

3 


lHxh 

7X 

20000 

10000 




11000 

3K 

5.68 

10H 

4 

3 


mum 

20000 

10000 

45000 

25000 


11000 

3X 

5.68 

10X 

4 

3 


i'i x 7 < 

w 

20000 

10000 

45000 


20000 

11000 

3H 

5.40 


10A —H inch threaded socket at one end. 

10B—inch threaded stem at one end. 

10C —X inch threaded socket at each end. 

10D —% inch threaded stem socket at each end. 

10F—A inch clevis at one end. 

10G—H inch clevis at ono end. 

10H—H inch clevis at one end. 

Delivery F. O. B. Factory. Brooklyn, N. Y. For warehouse deliveries write nearest house. 
Insulators 4^ 
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Quantity Prices 
Quoted on Request 


Western Electric 


ELECTROSE SAFETY STRAIN INSULATORS 



List 

No. 

Diam. 
in Ins. 

Length 
of Body 
in Ins. 

Opening 
of Eye 
in Ins. 

Overall 
Length 
in Ins. 

Breaking 
Strength 
in Lbs. 

Mechan¬ 
ical Test 
in Lbs. 

Electrical 

Value 

Dry 

in Volts 

Electrical 
Value 
Rain 
in Volts 

Test 

Voltage 

Dry 

in Volts 

Line 

Voltage 

Net 

Weight 
Each 
in Lbs. 

List 
Price 
per 100 

1 

2H 

2% 

14 x * 

4 

5 4 

10000 

5000 

20000 

10000 

7000 

3500 

14 

$163.00 

1A 

2K 

24 

IK x : 

4 

4 A 

10000 

5000 

20000 

10000 

7000 

3500 

14 

187.00 


(Coinbinationof 













1ADA 

Nos. 

1A, ID 


• ik x < 

4 

124 

10000 

5000 

50000 

30000 

.20000 

11000 

44 

595.00 


and 1A) 













IB 

2 H 

2% 

1 M x \ 

4 

4 A 

10000 

5000 

20000 

10000 

7000 

3500 

134 

187.00 

1C 

2K 

2*i 



4H 

10000 

5000 

20000 

10000 

7000 

3500 

14 

211.00 

ID 

2 K 

2H 



43$ 

10000 

5000 

20000 

10000 

7000 

3500 

134 

211.00 

1[ 

2 H 

2 H 



5 H 

ioooo 

5000 

20000 

10000 

7000 

3500 

IK 

243.00 

IK 

2K 

2H 

14 x ; 

4 

54 

10000 

5000 

20000 

ioooo 

7000 

3500 

l 4 

203.00 

IX 

2U 

24 

1 li * : 

4 

54 

10000 

5000 

20000 

ioooo 

7000 

3500 

IK 

186.00 

2 

2li 

IK 

1 X • 

H 

44 

7000 

4000 

12000 

7000 

5000 

2500 

% 

121.00 

2X 

2 H 

IK 

l x 4 

44 

7000 

4000 

12000 

7000 

5000 

2500 

l 

138.00 

7 

34 

24 

1 X K 

5*1 

10000 

6000 

25000 

120(H) 

10000 

6600 

IK 

168.50 

7A 

34 

2 4 

l x 3 

4 

5 

10000 

6000 

25000 

12000 

10000 

6600 

IK 

192.50 


(Combination of 

’ 












7AB 

Nos. 7A and 


il X 3 

4 

94 

10000 

6000 

40000 

25000 

20000 

11000 

34 

601.50 


(Coinbinationof 













7ADA 

Nos. 7A, 7D 


1 x 3 

4 

1334 

10000 

6000 

60000 

35000 

25000 

13000 

5 K 

192.50 


and 7A) 













7B 

34 

2% 

1 xK 

5 

10000 

6000 

25000 

12000 

10000 

6600 

IK 

216.50 

7C 

34 

2% 



44 

10000 

6000 

25000 

12000 

10000 

6600 

IK 

216.50 

7D 

3 V 9 

2*1 



4*8 

10000 

6000 

25000 

12000 

ioooo 

6600 

IK 

248.50 

7F 

3 4 

2% 



64 

10000 

6000 

25000 

120(H) 

IOOOO 

6600 

2 

208.50 

17G 

3 4 

24 

1 X 3 

4 

5K 

10000 

6000 

25000 

12000 

IOOOO 

6600 

114 

192.00 

17X 


24 

1 X K 1 

5K 

10000 

6000 

25000 

12000 

IOOOO 

6600 

2 

282.00 

4 

5 

24 

14 x 

1 

534 

10000 

6000 

25000 

15000 

15000 

6600 

24 

6SO.OO 

4AB 

5 

24 

n x 

1 

9'4 

10000 

6000 

45000 

25000 

25000 

11000 

4 34 

1020.00 

14 ADA 

5 

2 H 

tlx 

I 

13 4 

10000 

6000 

60000 

35000 

25000 

13200 

634 

226.00 

14X 

5 

24 

V* X 

4 

534 

10000 

6000 

25000 

15000 

15000 

6600 

2 K 

64.00 

77 Re*. 

7 k 

54 

2 % x 14 

1334 

40000 

20000 

75000 

50000 

40000 

22000 

21 

100.00 

77 Spec. 

m 

6 

24 x2H 

14 3 4 

50000 

30000 

100000 

60000 

50000 

33000 


205.00 

*77 A i 

11 w 

7 4 

A V ‘2 14 

2054 








Prices 

*77B 

15 

in' $ 

534 x 3 

3., 

27 4 








on 

77C 

18 H 

13 4 

6 A X 4 

H 

344 








AdpI 


Nos. 1A and 7A have a K inch threaded socket at one end. 

N„oa. IB and 7B have a K inch threaded stem at one end. 

Nos- 1C and 7C have a % inch threaded socket at each end. 

Nos. ID and 7D have a % inch threaded stem at each end. 

Nob. 1 K and 7G have a A inch clevis at one end. 

Nos. II and 7F have a A inch clevis at each end. 

No 14 can be furnished with special terminals, same as the No. 7. 

46 


Digitized by VjOOQlC 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


ELECTROSE ROOF BARRIER, OR WALL INSULATORS 



No. 7123 No. 7127-D No. 7135 No. 7149-D No. 7134-A 


Roof Barriers and Wall Insulators 

These insulators are adapted for indoor or outdoor service. The connecting rods are imbedded per¬ 
manently in the electrose insulation, making a watertight construction. Various patented methods of lock¬ 
ing the insulators to the roof, wall, transformer, tank, cover, etc., are shown. The insulators can also be 


furnished with through holes if desired. 

Diameter of 

List Overall Diameter of Section Fitting Locking Diameter of Net Wgt. 

No. Height Largest Disk into Barrier Space Conductor Rod Each 

6804 13 ins. 6% ins. 2 ins. 2% ins. % ins. 4% lbs. 

6805 13 ins. 6% ins. 2 ins. . % ins. 7% lbs. 

7120 13% ins. 5% ins. 2H ins. 2 ins. % ins. 5 lbs. 

7122 16 ins. 6 ins. 2f$ ins. 2 ins. % ins. 8 lbs. 

7127D 19 ins. 7 ins. 2f£ ins. . % ins. 15 lbs. 

7135 21 ins. 7 ins. 2fi ins. 7 ins. % ins. 10 lbs. 

7136A 37 ins. 9 ins. 4% ins. 3% ins. ins. 43 lbs. 

7149D 27 ins. 3 ins 3% ins. . H ins. 25 lbs. 


LIST PRICES AND DATA 


■Electrical Values- 


List 

Rain Test 

--Dry Test-* 

Puncture Value 

Tested 

Line 

List Price 

No. 

Upper End 

Upper End 

Lower End 

in Oil 

To 

Voltage 

Each 

6804 

30000 V. 

60000v. 

60000 v. 

85000 v. 

60000 V. 

11000 v. 

$18.00 

6805 

40000v. 

60000 v. 

60000 v. 

85000 v. 

60000v. 

11000 v. 

27.00 

7120 

25000v. 

60000v. 

50000 v. 

135000 v. 

50000v. - 

6600v. 

12.60 

7122 

50000v. 

80000 v. 

45000 v. 

135000 v. 

45000 v. 

16500 v. 

16.20 

7127D 

60000v. 

100000 v. 

65000 v. 

135000 v. 

65000v. 

22000v. 

28.80 

7135 

60000v. 

iroooo v. 

80000v. 

135000 v. 

80000v. 

22000 v. 

28.80 

7136A 

135000 v. 

180000v. 

115000 v. 

200000 V. 

115000 v. 

44000 v. 

84.60 

7149D 

85000v. 

135000 v. 

75000 v. 

170000 v. 

75000v. 

33000 v. 

50.40 


Delivery F. O. B. Brooklyn, N. Y. 
Insulator* 








Quantity Price* 
Quoted on Request 
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ELECTROSE LOCKING INSULATING BUSHINGS AND CON¬ 
NECTORS 



No. 6206 No. 6210. With a 4 inch Rod This Is No. 6821 



No. 6266 No. 6275 No. 6277 


No. 6296. With a 

No. 6282 4 Inch Rod. This Is No. 6867 



No. 6811 No. 6815 No. 6823 

With 4 Inch Through Hole. This Is No. 6222 



No. 6845 


mm 

■fifing™ 81 " 

No. 6851 


Locking Insulating Bushings and Connectors 


Diameter of 


List 

Overall 

Section Fitting 

Largest 

Diameter of 


•Electrical Values 


Net Wt. 

List Price 

No. 

Length 

Into Barrier 

Diameter 

Rod or Hole 

Dry Test 

Rain Test 

Line Voltage 

Each 

Each 

6200 

23 ins. 

4 4 ins. 

7 ins. 

1 Vi ins. 

100000 V. 

80000 v. 

44000 v. 

13% lbs. 

$23.40 

6206 

6% ins. 

1 4 ins. 

24 ins. 

4 in. 

50000 v. 

20000 v. 

6600 v. 

14 ibs. 

3.60 

6210 

27% ins. 

5 ins. 

7 ins. 

1% ins. 

180000 v. 

120000 v. 

66000 v. 

40 lbs. 

81.00 

6222 

15 ins. 

2 }] ins. 

4 4 ins. 

}{ in. 

75000 v. 

50000 v. 

22000 v. 

4% lbs. 

9.00 

6226 

33 4 ins. 

7 % ins. 

94 ins. 

34 ins. 

185000 v. 

130000 v. 

66000 v. 

70 lbs. 

135.00 

6266 

54 ins. 

1 A ins. 

1 {I ins. 

V* in. 

45000 v. 

15000 v. 

6600 v. 

4 lbs. 

3.06 

6275 

2% ins. 

1 in. 

14 ins. 

4 in- 

30000 v. 


2200 v. 

% lb. 

1.08 

6277 

9% ins. 

2% ins. 

3% ins. 

4 in. 

60000 v. 

35000 v. 

11000 v. 

2% lbs. 

5.40 

6282 

5 A ins. 

1 in. 

2 ins. 

H in. 

45000 v. 

20000 v. 

6600 v. 

4 lb. 

2.16 

6296 

114 ins. 

34 ins. 

5 ins. 

1% ins 

55000 v. 

25000 v. 

11000 v. 

64 lbs. 

10.80 

6811 

18 ins. 

2 fj ins. 

4 4 ins. 

in. 

75000 v. 

50000 v. 

22000 v. 

6 lbs. 

12.60 

6815 

9% ins. 

14 ins. 

2 4 ins. 

4 in. 

50000 v. 

20000 v. 

6600 v. 

2 lbs. 

5.04 

6833 

7% ins. 

1 A ins. 

1 fi ins. 

H in. 

45000 v. 

15000 v. 

6600 v. 

4 lbs. 

3.60 

6845 

4% ins. 

1 in. 

14 ins. 

%in. 

30000 v. 


2200 v. 

4 lb. 

1.62 

6851 

6 H ins. 

1 in. 

2 in. 

H in. 

45000 v. 

20000 v. 

6600 v. 

4 lb. 

2.52 



No. 6816. With a 34 Inch Hole. This Is No. 6226 No. 6858 



No. 6818. With 14 Inch Through Hole. This Is No. 6200 No. 7211 


Locking Insulating Bushing and Connectors 


Diameter of 


List 

Overall 

Section Fitting 

Largest 

Diameter of 


-Electrical Value 


Net Wt. 

List Price 

No. 

Length 

Into Barrier 

Diameter 

Rod or Hole 

Dry Test 

Rain Test 

Line Voltage 

Each 

Each 

6816 

314 ins. 

74 ins. 

94 ins. 

1 in. 

185000 v. 

130000 v. 

66000 v. 

100 lbs. 

$180.00 

6818 

26 ins. 

44 ins. 

7 ins. 

4 in. 

100000 v. 

80000 v. 

44000 v. 

19 lbs. 

34.20 

6821 

31 H ins. 

5 ins. 

7 ins. 

H in- 

180000 v. 

120000 v. 

66000 v. 

45 lbs. 

93.60 

6858 

124 ins. 

2 M ins. 

34 ins. 

4 in. 

60000 v. 

35000 v. 

11000 v. 

3% lbs. 

7.56 

6867 

14 4 ins. 

34 ins. 

5 ins. 

4 in. 

55000 v. 

25000 v. 

11000 v. 

84 lbs. 

14.40 

7211 

84 ins. 

34 ina- 

5 ins. 

14x14x64 

55000 v. 

25000v. 

11000 v. 

44 lbs. 

8.10 


The locking ring construction as illustrated enables the insulator to be locked cn to the barrier quickly and easily, obviat¬ 
ing the costly and awkward cementing process. 

In the connectors the conductor rod is permanently imbeded in the electroee insulation, making a water and air-tight 
construction. Delivery F. O. B. Brooklyn, N. Y. For w lt.‘ house deliveries write nearest house. 


i- t 


Insulators 
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Western Electric 

WOOD POLES 


Mall Orders Filled 
* at Prevailing Prices 


Poles 

The Western Electric Company is noted for the quality of the poles it handles and the service it renders 
Our facilities for securing stbck, our large and numerous concentrating 3 f ards. make it possible for us to 
meet any demand at a moment's notice. Our record has given us an enviable reputation in the pole busi¬ 
ness throughout the United States and Canada. 

In order to give our friends and patrons a more intimate knowledge of what we can supply in the way 
of poles and pole-line material, we have assembled in these pages a representative list of the standard stocks 
carried by us. 



Section of One of Our Many Pole Yards 


Large Posts and Small Poles 

Northern White Cedar Association Specification 

“Sizes 4 inch 10 foot to 4 inch 18 foot inclusive. Sizes at top may be A inch less than the diameter 
specified. Four inch 20 foot poles circumference measurement at top end 12 inches for seasoned stock and 
VIA inches for green or water 6oaked stock, 5 inch top and larger 20 foot poles take same circumference 
top measurement as longer poles of same size. Lengths may be two inches scant. On posts and poles 10. 
12,14,16 feet long, 4 inch crook one way allowed. Eighteen and 20 foot poles, 4 inch crook one way allowed, 
the sweep to be measured from a point 4 feet from the butt. Pipe holes in top allowed. Must be cut from 
live timber and in other respects, except as above mentioned, conform to post specifications. Green, fresh 
cut or water soaked stock must be plump measure for the diameter or circumference specified.'* 


Standard Telegraph, Telephone and Electric Poles 

Northern White Cedar Association Specification 

“Sizes 4 inch 25 feet and upwards. Above poles must be cut from live growing timber, peeled and 
reasonably well proportioned for their length. Tops must be reasonably 6ound, must measure in circum¬ 
ference as follows: seasoned 4 inch poles, 12 inches; 5 inch poles, 15 inches; 6 inch poles, 18 A inches; 7 
inch poles, 22 inches. If poles are green, fresh cut or water 6oaked, then 4 inch poles must measure 12? 2 
inches; 5 inch poles, 16 inches; 6 inch poles, 19 A inches; 7 inch poles, 22 % inches in circumference at top 
end. Lengths may be A inch scant for each 5 feet in length and 6 inches long for any length from 20 feet up. 

“One way sweep allowable not exceeding 1 inch for every 5 feet, for example, in a 25 foot pole, sweep not 
to exceed 5 inches, and in a 40 foot pole, 8 inches. Measurement for sweep shall be taken as follows: That 
part of the pole when in the ground (6 feet) not being taken into account in arriving at sweep, tightly stretch 
a tape line on the side of the pole where the sweep is greatest, from a point 6 feet from the butt to the upper 
surface at top, and having so done measure widest point from tape to surface of pole and if, for illustration, 
upon a 25 foot pole said widest point does not exceed 5 inches, 6aid pole comes within the meaning of these 
specifications. Butt rot in the center including small ring rot outside of the center; total rot must not exceed 
10 per cent, of the area of the butt. Butt rot of a character which plainly seriously impairs the strength of 
the pole above ground is a defect. Wind twist is not a defect unless very unsightly and exaggerated. Rough, 
large knots if sound and trimmed smooth are not a defect. ” 

Llx>* Construction Material 2 


Quantity Prices 
Quoted on Request 


Western Electric 

WOOD POLES 
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Northern White Cedar Poles 


Northern White Cedar Association Specifications 


Diam. 


Approx. 


1 

Diam. 


Approx. 



Top 

Length 

Weight 

No. to Carload ! 

Top 

Length 

Weight 

No. to Carload 

Inches 

Feet 

Lbs. 

From 

To 

Inches 

Feet 

Lbs. 

From 

To 

4 

10 

85 

340 

400 

6 

30 

350 

90 

125 

5 

16 

105 

300 

400 

6 H 

30 

350 

75 

100 

0 

16 

135 

230 

300 

7 

30 

450 

75 

100 

7 

16 

165 

200 

250 

8 

30 

600 

50 

75 

8 

16 

200 

150 

225 

5 

35 

400 

75 

100 

9 

16 

300 

100 

130 

5H 

35 

400 

75 

100 

4 

18 

95 

325 

400 

6 

35 

450 

75 

100 

5 

18 

125 

250 

300 

6 ^ 

35 

450 

60 

80 

6 

18 

155 

200 

250 

7 

35 

MO 

50 

75 

7 

18 

200 

150 

225 

8 

35 

850 

40 

60 

8 

18 

325 

95 

125 

6 

40 

625 

50 

75 

9 

18 

425 

90 

125 

6 Vi 

40 

625 

45 

60 

4 

20 

100 

300 

400 

7 

40 

850 

40 

60 

5 

20 

130 

230 

300 

8 

40 

1100 

30 

45 

5M 

6 

20 

20 

130 

190 

230 

150 

300 

225 

Following sizes require two 

cars for shipping 

7 

20 

250 

125 

150 

6 

45 

900 

60 

80 

8 

20 

350 

90 

125 

7 

45 

1100 

50 

70 

9 

20 

450 

75 

100 

8 

45 

1350 

45 

60 

5 

22 

175 

175 

250 

6 

50 

1150 

50 

70 

4 

25 

150 

200 

250 

7 

50 

1350 

45 

60 

5 

25 

200 

150 

225 

8 

50 

1700 

35 

45 

5 'A 

25 

200 

135 

190 

6 

55 

1400 

40 

50 

6 

25 

250 

125 

150 

7 

55 

1700 

35 

45 

6 Vi 

25 

250 

100 

130 

8 

55 

2200 

25 

35 

7 

25 

350 

90 

125 

7 

60 

2200 

25 

35 

8 

25 

425 

90 

125 

8 

60 

2500 

22 

30 

5 

30 

275 

110 

175 

7 

65 

2500 

22 

30 

5 H 

30 

275 

100 

130 

8 

65 

3000 

18 

25 


Prices on application. 


A. T. and T. Co., Western Union and Nat. Electric Light Association Specifications 





Circum. 





Circum. 




Circum. 

6 Feet 

Approx. 



Circum. 

6 Feet 

Approx 


Length 

Top 

from Butt 

Weight 


Length 

Top 

from Butt 

Weight 

Gass 

Feet 

Inches 

Inches 

Lbs. 

Class 

Feet 

Inches 

Inches 

Lbs. 

G 

20 

124 

.... 

100 

A 

35 

24 

43 

850 

F 

20 

154 


130 

E 

40 

18 3 4 


625 

D 

20 

174 


130 

D 

40 

18 3 4 


625 

C 

20 

184 

27” 

190 

C 

40 

18 3 4 

40 

625 

E 

22 

154 

.... 

175 

B 

40 

22 

43 

850 

D 

22 

174 


175 

A 

40 

24 

47 

1100 

C 

22 

184 

284 

250 






B 

22 

22 

30 

275 

Following sizes 

require two cars for shipping 

G 

25 

124 

.... 

150 






F 

25 

154 


200 

E 

45 

22 


1100 

E 

25 

174 

.... 

200 

D 

45 

22 


1100 

D 

25 

184 


250 

C 

45 

is% 

43 

900 

C 

25 

184 

30 

250 

B 

45 

22 

47 

1100 

B 

25 

22 

32 

350 

A 

45 

24 

50 

1350 

A 

25 

24 

36 

425 

D 

50 

22 


1350 

D 

30 

184 

• . « 

350 

C 

50 


46 

1150 

C 

30 

184 

33 

350 

B 

50 

22 

50 

1350 

B 

30 

22 

36 

450 

A 

50 

24 

53 

1700 

A 

30 

24 

40 

600 

B 

55 

22 

53 

1700 

D 

35 

184 

.... 

450 

A 

55 

24 

56 

2200 

C 

35 

184 

36 

450 

B 

60 

22 

56 

2200 

B 

35 

22 

38 

600 

A 

60 

24 

59 

2500 


Prices on application. 
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Western Electric 


Mall Orders Pilled 
at Prevailing Prices 


WOOD POLES 

Western or Idaho Cedar Poles 

Western Red Cedar Association Specifications 

“ All poles must be cut from live, growing cedar timber, peeled, knots trimmed close, butts and tops 
sawed square, tops must be sound and must measure as follows in circumference: 

4 in. top, 12 in. circ. 7 in. top, 22 in. circ. 9 in. top, 28 in. circ. 

5 in. top, 15 in. circ. 8 in. top, 25 in. circ. 10 in. top, 31 in. circ. 

6 in. top. 18H in. circ. 

“No pole snail have more than one crook and this shall be one way only, the sweep not to exceed 1 inch 
to every 6 feet in length. Same to be determined in the following manner: Measurement for sweep shall be 
taken as follows: That part of the pole when in the ground (6 feet) not being taken into account in arriving 
at sweep, tightly stretch a tape line on the side of the pole where sweep is greatest, from a point 6 feet from 
butt to the upper surface at top, and having so done measure widest point from tape to surface of pole and 
if, for illustration, upon a 30-foot pole said widest point does not exceed 5 inches, said pole comes within the 
meaning of these specifications. 

“Butt rot in center, including small ring rot, shall not exceed 10 per cent, of the area of the butt. Butt 
rot of a character which impairs the strength of the pole above ground is a defect. 

“Large knots, if sound and trimmed smooth, are not a defect. 

“A perfectly sound, dead or dry streak shall not be considered a defect when it does not materially im¬ 
pair the strength of the pole.” 


Diameter Top 

Length 

Estimated 

Diameter Top 

Length 

Estimated 

Inches 

Feet 

Wt., Lbs. 

Inches 

Feet 

Wt, Lbs. 

4 

20 

100 

Following sizes require two cars for shipping. 

5 

20 

135 

7 

45 

850 

6 

20 

190 

8 

45 

1000 

7 

20 

200 

9 

45 

1200 

8 

20 

325 

7 

50 

1050 

4 

25 

150 

8 

50 

1200 

5 

25 

200 

9 

50 

1400 

6 

25 

250 

8 

55 

1400 

7 

25 

325 

9 

55 

1600 

8 

25 

400 

8 

60 

1600 

6 

30 

350 

9 

60 

1850 

7 

30 

400 

8 

65 

1850 

8 

30 

500 

9 

65 

2200 

6 

35 

450 

8 

70 

2200 

7 

35 

500 

9 

70 

2600 

8 

35 

025 

8 

75 

2600 

9 

35 

800 

9 

75 

3000 

6 

40 

000 

8 

80 

3000 

7 

40 

050 

9 

80 

3500 

8 

40 

800 

8 

85 

3500 

9 

40 

1000 

8 

90 

4500 


Chestnut Poles 


A. T. 4 T. and Western Union Specifications 

“All poles shall be of sound, live white chestnut, squared at both ends, reasonably straight, well pro¬ 
portioned, from butt to top, peeled and knots trimmed to the surface of the pole. ” 


Class 

Length 

Feet 

Circum. 

Top 

Inches 

Circum. 

6 Feet 
from Butt 
Inches 

Weight 

Class 

Length 

Feet 

Circum. 

Top 

Inches 

Circum. 

6 Feet 
from Butt 
Inches 

Weight 

D 

20 

20 

24 

400 

D 

45 

20 

43 

2000 

C 

20 

20 

27 

500 

C 

45 

20 

43 

2000 

B 

20 

22 

31 

600 

B 

45 

22 

47 

2200 

D 

25 

20 

27 

500 

A 

45 

24 

48 

2500 

C 

25 

20 

30 

600 

D 

50 

20 

46 

2400 

B 

25 

22 

33 

700 

C 

50 

20 

46 

2400 

A 

25 

24 

36 

1000 

B 

50 

22 

50 

2700 

D 

30 

20 

31 

900 

A 

50 

24 

51 

3000 

C 

30 

20 

33 

1000 

C 

55 

20 

49 

3100 

B 

30 

22 

36 

1100 

B 

55 

22 

53 

3300 

A 

30 

24 

40 

1350 

A 

55 

22 

54 

3300 

D 

35 

20 

35 

1200 

B 

60 

22 

56 

3900 

C 

35 

20 

36 

1250 

A 

60 

22 

57 

3900 

B 

35 

22 

40 

1400 

B 

65 

22 

59 

4500 

A 

35 

24 

43 

1700 

A 

65 

22 

60 

4500 

D 

40 

20 

39 

1600 

B 

70 

22 

62 

5100 

C 

40 

20 

40 

1600 

A 

70 

. 22 

63 

5100 

B 

40 

22 

43 

1800 

B 

75 

22 

65 

5900 

A 

40 

24 

45 

2000 

A 

75 

22 

66 

5900 


Nora: The above specifications provide a stocky, high grade pole. We can also furnish chestnut 
poles under top dimension specification only. 

Prices on application. 


Lina Construction Material 


4 



Quantity Prices 
Quoted on Request 
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Yellow Pine 


N. E. L. A. ARMS 

Standard Sizes Adopted by the National Electric Light Association 
Size 3H x 4H ins. Bored for 1 V 2 in. Pins, 1—% in. Machine Bolt and 2—% in. Brace Bolts 

- j I Rtarw^rH SnirinM I \ Washington Fir 

Length I Number 
Feet 


3 ft. 2 ins. 
5 ft. 7 ins. 

8 ft. 

9 ft. 2 ins. 


, XT , Standard Spacings - nM g WM 1 ”- t - 

Length Number ---- Brace List Wt. Lbs. List Wt. Lbs. 

Feet of Pins Center I Side End No. Each No. Each 



Wt. Lbs. 

List 

Wt. Lbs. 


Each 

No. 

Each 

740105 

12% 

741120 

15.83 

740107 

22% 

741121 

27.92 

740109 

32 

741122 

40 

741119 

36% 

741123 

45 83 


RAILROAD ARMS 

Size 3 x 4 V x ins. Bored for V 2 in. Steel Pins, 1 —% in. Machine Bolt and 2—% in. Brace Bolts 


Standard SnaeinFS 

Brace 

Washington Fir 

Yellow Pine 

Center 

Side 

End 

List 

No. 

Wt. Lbs. 
Each 

List 

No. 

Wt. Lbs. 
Each 

22 

21 

4 

32 

741602 

19.2 

741127 

24.6 

16 

12 

4 

32 

741124 

19.2 

741128 

24.6 

18 

17H 

4 

32 

740128 

25.6 

741129 

32.8 

16 

12 

4 

32 

741125 

25.6 

741130 

32.8 

\iy 2 

15^ 

4 

42 

741663 

32 

741131 

41 

16 

12 

4 

42 

741126 

32 

741132 

41 


STANDARD POWER ARMS 


SPECIAL BORED ARMS 


List 

No. 

Size 

Weight 

per Lineal Foot 

List 

No. 

Size 

Weight 

per Lineal Foot: 

741133 

741134 

741135 

741136 

741137 

741138 

741139 

3%x4 % 

3 x 4% 
2%x3% 
3%x4% 
3%x4% 

3% x 5 
3%x4% 

3.4 lbs. 

3.2 lbs. 

2.5 lbs. 

4 lbs. 

4.2 lbs. 

4.43 lbs. 

4.5 lbs. 

741140 

741141 

741142 

741143 

741144 

741145 

n 

3^x5 

3^x5^ 

4 x 5 

4 x 6 
4^x5Ji 

5 x 6 

-pArtfi 

iinitiypH n\/ V 11 ft fvy 

4.72 lbs. 

5.4 lbs. 

5 lbs. 

6 lbs. 

6.75 lbs. 

7 4 lbs. 


Line Construction Material 
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No. 8000 No. 8010 


POLE LINE MATERIAL 




No. 8070 Bolt No. 

8078 


Standard Western Union Pins 


Hot Galvanized or Plain 

-Length, Inches- 


List 

Diameter 

Above 

Below 

Weight 

-—List Price per 100—• 

No. 

Inches 

Shoulder 

Shoulder 

Pounds 

Plain 

Galv. 

8000 

4 

4 4 

5 

73* 

$20.27 

$24 72 

8005 

4 

44 

5 

110 

26.67 

32.51 


Short Shank Western Union Pins 


Hot Galvanized or Plain 


8010 

V* 

4 

1 

48 

$19.20 

$23.42 

8011 

4 

5 

1 

54 

27.74 

33.81 

8015 

4 

4 

1 

65 

24.53 

29.90 

8016 

4 

5 

1 

73 

33.07 

40.33 


Size 

1 Vi z 8 ins. 
14 i 9 ins. 
l>i x 8 ins. 
1 Vi x 9 ins. 
1 Vi x 8 ins. 
1 4 x 8 ins. 
14 x 9 ins. 
14 x 9 ins. 
IV* x 11 ins. 
1 Vi x 12 ins. 
IV* x 12 ins. 
1 Vi x 9 ins. 
1V* x 9 ins. 


1 V* x 2 x 10 ins. 
1V* x 2 x 10 ins. 
14x2 x 12 ins. 
14 x 24 x 12 ins. 

2 x 2Vi x 12 ins. 
2 x 24 x 12 ins. 


Wood Pins 

Description 

Standard oak pin. 

f tandard oak pin. 

tandard locust pin. 

Standard locust pin.. 

No. 2 grade locust pin. 

Standard locust pin. 

Standard locust pin. 

No. 2 grade locust pin. 

Standard locust pin. 

Standard duplex locust pin. 

Standard duplex locust pin.. 

Standard transposition locust pin. 

Locust corner pin, without bolts, nuts and washers. 

Brown duplex locust bracket. 

Brown duplex oak bracket. 

Duplex oak bracket, painted or paraffined. 

Oak bracket, painted or paraffined. 

Oak bracket, painted or paraffined. 

Oak bracket, painted or paraffined. 

Oak bracket, painted or paraffined. 

Oak bracket, painted or paraffined. 


•List Price 
per 1000 
. $15.00 

19.30 
21.00 
28 25 
13 00 

30.25 
31 50 

23 70 
42 50 
42 00 
46 00 
28 90 
45 00 
85.00 
73.00 
42 50 
20 65 
22.50 

24 35 
33 90 

35.25 


Wood Top Pins with Steel Bolts 


List 

No. 

8070 

8071 
.8072 

8073 

8074 

8075 

8076 

8077 

8078 

8079 

8080 
8081 
8082 


'-Size of Wood Top, 1ns.- 

Diam. Diam. 

Top Bottom L 

1 m 

1 24 

14 24 

m 24 

1 14 


Bolts Hot Galvanised 

Size of Bolt, Ins. 


1 2 U 

14 2VJ 

1 '* 2 

1 ** 24 

1 4 2 4 

14 24 

I s * 2K 


Diameter 
V* 

V* 

3 
3 

3 

4 

3 

4 

H 


Length 
54 
64 
5 4 
ftvr 

9 

10 
114 
94 
104 
104 
12V* 
14 
16 


Delivery F. O. B. factory. For warehouse deliveries write nearest house. 

Line Construction Material S 


Length of 
Bolt Below 
To^>, Ins. 

14 

1 

14 

5 

54 

6 Vi 

5 

6 

5 4 

6 

. 6 


Digitized by 


Goo 


Weight 

Lbs. 

52 

60 

90 

115 

72 

80 

88 

135 

160 

165 

190 

225 


-Per 100- 


List 

Price Galv. 
$40 on 
41 6S 
47 50 
50 W 
43 84 

46 67 

47 84 
55 84 
60 00 
62.50 
70 00 
86.67 
93.33 




























Quantity Prices 
Quoted on Request 


Western Electric 
FOLE LINE HARDWARE 
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A rULL LINE HARDWARE gg A _ 

llliilllllld 

No. 71 No. 80 No. 90 No. 72 No. 86 No. 93 No. 73 No. 88 No. 94 No. 4300 No. 4400 Assembly for 

Wood Arms 

Peirce Forged Steel Pins 

Long Shank Type for Wood Crossarms—With 1 Inch Spring Thread 




Above 

Below 

Total 


♦List 



Above 

Below 

Total 


♦List 

List 

Diam. Shoulder Shoulder Length 

Weight 

Price 

List 

Diam. Shoulder Shoulder Length 

Weight 

Price 

No. 

Ins. 

Ins. 

Ins. 

Ins. 

Lbs. 

per 100 

No. 

Ins. 

Ins. 

Ins. 

Ins. 

Lbs. 

per 100 

71 

A 

4% 

454 

9,4 

81 

$18.44 

84 

X 

6 

5 34 

a 34 

132 

$30.74 

74 

A 

4% 

5A 

104 

86 

20.90 

83 

Vs 

6 

634 

1234 

140 

31.98 

80 

5 8 

4 4 

44 

94 

115 

27.06 

95 

X 

6 

5 

ll 

183 

41.20 

81 

5 8 

44 

5 A 

104 

122 

28.90 

90 

X 

6 

5X 

nx 

192 

44.28 

81A 

56 

*X 

65'2 

114 

129 

30.74 

91 

X 

6 

6X 

12X 

205 

45.50 

82 

H 

6 

44 

104 

126 

29.52 

90A 

X 

44 

5X 

1034 

177 

41.80 

Short 

Shank Type for Steel 

Crossarms 1 


Log Screw Type for Poles, Etc. 




With 1 

Inch Spring Thread 




With 1 

Inch Spring Thread 


72 

34 

44 

IX 

6 

54 

$18.06 

73 

X 

4X 

3 

7X 

65 

$18.08 

86 

Vs 

454 

1 X 

6 

85 

24.60 

88 

Vs 

4X 

3 

7X 

88 

28.28 

87 

Vs 

6 

134 

74 

96 

26.44 

89 

Vs 

734 

4 

H34 

120 

31.98 

93 

X 

6 

134 

7A 

123 

35.66 

94 

X 

6 

4 

10 

130 

39.36 

93A 

X 

44 

l 34 

64 

107 

33.20 

94A 

X 

4X 

4 

ax 

114 

34.44 


Clamp Pins 

Size of Height 

Size of Arms Channel Above Arm 

4 ins. x 5 ins. and smaller. Sheet 4% ins. 

4 ins. x 5 ins. and smaller. 4 in. 44 ins. 

S'A ins. x 4 l A ins. and smaller. 4 in. 44 ins. 


Type of Thimble 
1 in. spring thread 
1 in. spring thread 
1 in. spring thread 


Wt. ♦List Price 
per 100 per 100 
67 $33.60 

120 39.90 

105 37.80 



No. 897 No 


i No. 920 No. 921 No. 923 No. 924 No. 925 No. 934 No. 935 
HIGH INSULATION PINS 


jList Pnce Each 


Japan Finish 


Galvanized 


Without 

Insertion 


With 

Insertion 


Without 

Insertion 


With 

Insertion 


897 Mali. 1 V 2 

900 Gray. 1 4 

912 D. F. IA 

915 D. F. 13 2 

916 Gray. IA 

920 Mall. IA 

921 Mail. 1 A 

923 Gray. IA 

924 Mall. IA 

925 Mall. 1 A 

934 Mall. 1 A 

935 Mall. IA 

1923 Grav. IA 



w Each I Per 100 Each 


345 SO.89 S71.30S0.92 
300 .45 36.80 .49 

425 1.15 92.00 .... 

490 1.30 103.50 . ... 

280 .44 34.50 .45 


Each I Per 100 Each 


34 4A 


4 9 

4 9 


Note: When ordering, specify finish desired and state whether with or without insertion. 
♦Delivery F. O. B. Pittsburgh, Pa. f Deli very F. O. B. Factory For warehouse 


liveries write nearest house. 
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POLE LINE MATERIAL 
All Metal “Lee” Pins 

WITH SEPAJtABLE THIMBLES 

Note: “H” and “K” dimensions made to suit cross-arms. Please specify. “A” can be fur¬ 
nished 4 inch for insulator having 1 inch pin hole. “D" can be furnished 34 inch. 

No. 03, 14 inch thimble always furnished unless otherwise specified. Thimbles are always 
furnished plain, as they are cemented into the insulators. 

On prices given bolts can be decreased or increased 1 inch in length without extra charge. 

Bolt can be furnished cither hot galvanised, threads cut and recut, or sherardized, as desired. 

Bolts are always threaded 24 inches at top and 24 inches at bottom, unless otherwise specified, 
and are fitted with standard hot pressed square nuts and standard washers. 

Where pin hole in insulators is 1 inch in diameter No. 01, 4 inch thimble will be furnished. 

When ordering always specify the size cross-arm to be used. 

The approximate weights given below are for complete pin, but when thimble is cemented in 
the insulator, which is usually the case, this weight is reduced by approximately 100 lbs. per 100 pins. 


List 

No. 

A 

Inches 

B 

Inches 

c 

Inches 

D 

Inches 

E 

Inches 

F-H 

Inches 

N 

Inches 

Approx. 

Weight 

per 

100 

in Lbs. 

♦List Price per 

100 

Complete 

Pin, 

Plaiiv 

Body and 
Bolt 

Galvanized 

Plain Body 
and Gal 
Bolt 


14 

3 

0 4 

3 

3 4 

4 x 104 

14 

400 

$88.00 

$115.00 

$100 00 


14 

3 

7 4 

3 

44 

4 * 114 

14 

450 

100.00 

130.00 

115.00 


m 

3 a » 

7 4 

3 

44 

4 X 124 

14 

500 

105.00 

140.00 

120 00 

9007 

14 

4 4 

7 4 

3 

44 

4 X 124 

14 

550 

110.00 

125.00 

125.00 

9008 

14 

3 

84 

3 

54 

4 X 13 

14 

510 

105.00 

140.00 

120.00 

9008 

14 

34 

8 4' 

3 

54 

4 X 13 

14 

550 

110.00 

145.00 

125.00 

9009 

14 

34 

9 

3 

6 

4 X 134 

14 

600 

118.00 

158.00 

133.00 

9009 

14 

4 4 

9 

3 

6 

4 X 14 

14 

650 

125.00 

140.00 

140.00 

9010 

14 

34 

10 

3 

7 

4 x 144 

14 

650 

130.00 

173.00 

145.00 

9010 

14 

4 4 

10 

3 

7 

4 X 144 

14 

700 

133.00 

180.00 

148.00 

9011 

14 

34 

11 

3 

8 

4 X 154 

14 

725 

133.00 

178.00 

153 00 

9011 

14 

44 

11 

3 

8 

4 x 164 

14 

750 

140.00 

190.00 

158.00 

9012 

14 

44 

13 

3 

10 

4 x 17 

14 

. 800 

150.00 

225.00 

170.00 

9012 

14 

44 

13 1 

3 

10 

4 X 174 

14 

850 

165.00 

225.00 

185.00 

9013 

14 

44 

14 

3 

11 

4 x 184 

14 

900 

183.00 

253.00 

203.00 



With Wood Thimbles 


List 
No. | 

A 

Inches 

B 

Inches 

C 

Inches 

D 

Inches 

E 

Inches 

F 

Inches 

H 

Inches 

Base 

No. 

Hwssi 

per 100 

| Lbs. 

101 

1 

24 

44 

24 

24 

4 

9 4 

6000 

125 

103 

1 

24 

54 

2 4 

3 

4 

104 

6001 

165 

105 

14 

24 

44 

24 

24 

X 

104 

6000 

175 

116 

14 

24 

54 

24 

3 

X 

X 

104 

6001 

200 

118 

14 

34 

9 

3 

6 

15 

6005 

450 

120 

1 

2« 

44 

24 

24 

4 

54 

6001 

100 

122 

14 

34 

8 

3 

5 

X 

14 

6003 

375 

124 

14 

24 

54 

24 

3 

X 

64 

6001 

175 

125 

14 

3 4 

8 

3 

5 

X 

9 

6003 

325 

127 

1 

24 

54 

24 

3 

4 

64 

0001 

130 

128 

14 

3 '2 

9 

3 

6 

X 

104 

6005 

410 

130 

14 

44 

104 

44 

6 

4 

17 

6006 

600 

130 A 

14 

* 3 

104 

4 4 

6 

X 

17 

6004 

525 

130B 

14 

34 

104 

4 4 

6 

4 

17 

6005 

450 

142 

14 

4 X 

114 

34 

8 

4 

18 

6007 

800 


List Prices per 100 


List No. 

Approx. Weight 
per 100 
in Lbs. 

List Price per 100 

Plain Bolt 

Galv. Bolt 

101 

125 

$29.63 

$33.38 

103 

165 

36.00 

39.50 

105 

190 

38.13 

46.63 

116 

200 

43.38 

51.75 

118 

550 

83.25 

96.75 

120 

115 

25.63 

28 75 

122 

265 

70.75 

82 75 

124 

175 

39.25 

42 75 

125 

190 

58.13 

63 50 

127 

115 

31.50 

35 00 

128 

400 

70.00 

78.63 

Delivery F. O. B. Factory, 
Line ronatrurtlAii 

East Liverpool, O. For warehouse deliveries write nearest l|ou^^ 
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POLE TOP PINS 

Malleable Iron Pins— Separable Thimble 


C Ml 111 Made of malleable iron of channel design. The top of base or body 

c 11 l I | ll is threaded and the thimble is attached by means of a % inch threaded 
: ! 1 E 11 stud, one end of which threads into the base and the other into the 

; I 1 11 thimble. When both pins and insulators are furnished by us the thimbles 

jll ! 11 are cemented into the insulators at the factory without extra charge, 

'll H ll This adds one pound to weight of insulator. Thimbles are always 

L| 1 jLJl furnished plain, not galvanized. Through bolts for fastening pins to 

fcnj pole are not included in price; these are standard machine bolts. The 
— ' Yj | great convenience of having thimbles cemented into the insulator at 

[ 0 A --T-U factory is worthy of special consideration. When extra insulators 

| P * \ TT are wanted with thimbles cemented in, the price of thimbles plain is $14.00 

\/ Jjl P er 100. Insulators with 1 inch pin hole take lJ'jj inch thimble and 

— --j-— 1-5-J 1 inch pin hole takes % inch thimble. 

- 2 -Note : Thimble No. 03,1 inch, furnished unless otherwise specified. 

„ . ~ „ .. . Thimbles always furnished plain. 

* op » a ea e run j n ordering, always specify whether plain or galvanized wanted. 

Price of through bolts not included in above, but we can quote on such bolts, either plain, galvanized, 
or sherardized. Please give length of through bolt required._ 


Pole Top Pin, Malleable Iron 


A B CDEHFKLMNO P Q 
inches inches inches inches inches inches inches inches inc’.ies inches inches inches inches inches 



Prices on 
Application 


Pole Top Pins —Separable Thimble 

These are hollow, being drawn from steel tube. A threaded inch stud is 
sweated into the top, and the thimble is screwed on this stud. Bottom part of 
pin is closed and securely welded; thus the lower bolt hole passes through one 
solid piece of flat metal, while the upper hole passes through a hollow tube. When 
both pins and insulators are furnished by us the thimbles are cemented into the 
Pole Top Pin insulators at the factory without extra charge. This adds one pound to weight 
of insulator. The great convenience of having thimbles cemented into the 
insulators at the factory is worthy of special consideration. When extra insulators are wanted with thimbles 
cemented in, the price of thimbles plain is $14.00 per 100. Insulators with 1 Y% inch pin hole take 1)4 inch 
thimble and 1 men pin hole takes % inch thimble. 

Note: Thimble No. 03, 1)4 inch, furnished unless otherwise specified. Thimbles always furnished 
plain. ... ' 

In ordering, always specify whether plain or galvanized. 

Price of through bolts not included in list, but we can quote on such bolts, either plain, galvanized, or 
sherardized. Please giye length of through bolts required. 

We can furnish all sizes of pipe pins for pole top or cross-arm, such as 2 inch, 2)4 inch, and 3 inch stand¬ 
ard and extra heavy. Prices made on application. 



9602 1)4 

9603 1)4 


B 

inches 

C 

inches 

2 

6K 

2 

m 

2 

9 

2 

11 

2 

13 

2 

15 



Diam. and Length 
of Bolt, inches 


l A x 11 

Y% x 11)4 

Vs x 11)4 
H x li^ 
*A x 11)4 
Kx IVA 


List Price 
per 100 



$176.00 

184.00 

208.00 

240.00 

266.66 

304.00 


Galv’d 


$192.00 

202.66 

224.00 

266.66 

301.32 

344.00 


Delivery F. O. B. Factory, East Liverpool, O. For warehouse deliveries write nearest house. 

13 Power Transmission Accessories 

















































1010 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


POLE TOP PINS 

HOT GALVANIZED 

Pins Nos. 3000 to 3012 inclusive have A inch bolt holes, all other pins inch holes. 

The pipe pins are superceding cast ana malleable iron pins for high voltage work, as they are lighter, 
stronger and cheaper. 

The Presteel pins are useful on lighter lines, and for 6600 and 11,000 volt work the No. 3013 pin is par¬ 
ticularly suitable. 



No. 3000 No. 3012 



No. 3013 No. 3030 No. 3022 No. 3040 


Pole Top Pins 



PIPE PINS 

List --Dimensions in Inches-. 


Stock 



Spacing 

Style of 

No. 

Size Steel 

Length 

Between Holes 

i Top 

3050 

1 M pipe 

18 

8 

1/8 in. spring 

3052 

1 \i pipe 

24 

8 

1 in. spring 

3054 

1J4 pipe 

36 

10 

iy% in. spring 

1 & in. thimble 

3060 

V / 4 pipe 

1 M pipe 

18 

8 

3062 

24 

8 

lX in. thimble 

3064 

V /4 pipe 

36 

10 1A in. thimble 

ANGLE STEEL PINS 

3030 

2 x 2 x A angle 

18 

8 

1 in. spring 

3031 

2 x 2 x A angle 

24 

8 

1 in. spring 

3033 

2x2x A angle 

36 

10 1 in. spring 

PRESTEEL PINS 


.-List Prii 


Wt. Lbs. 

Each 

Per 100 

336 

$1.20 

$112.00 

448 

1.64 

142.8S 

672 

2.31 

211.60 

336 

1.40 

122.20 

.448 

1.75 

152.28 

672 

2.40 

210.56 

366 

$1.18 

$103.40 

488 

1.58 

137.24 

732 

1.88 

163.56 


3040 

10 gauge 

18 

8 

1 in. spring thread 

227 

$0.97 

3041 

10 gauge 

18 

8 

1 % in. spring thread 

230 

.97 

3042 

10 gauge 

18 

8 

J? in. thimble 

227 

1.08 

3043 

10 gauge 

18 

8 

1 & in. thimble 

230 

1.08 

3045 

10 gauge 

24 

8 

1 in. spring thread 

303 

1.32 

3046 

10 gauge 

24 

8 

1 V% in. spring thread 

305 

1.32 

3047 

10 gauge 

24 

8 

U in. thimble 

303 

1.43 

3048 

10 gauge 

24 

8 1A in. thimble 

CHANNEL PINS 

305 

1.43 

3000 

1 x x /z channel 

18 

4 

1 

140 

$0.69 

3010 

1 x l /2 channel 

12 

4 

1 

74 

.41 

3012 

1 x l /i channel 

18 

4 

1 

140 

.69 

3013 

m x % channel 

15 

4 

1 

163 

.52 

3020 

1 % x % channel 

18 

8 

1 3 8 

369 

1 43 

3022 

1 % x channel 

25 

8 

1 3 8 

480 

1.81 

3023 

1 % x % channel 

36 

10 

m 

725 

2.50 

Delivery F. O. B. Factory. Pittsburgh, Pa. 

For warehouse deliveries 

write nearest house. 


$84.60 
84 60 
94 00 
94 00 
114.68 
114.68 
124.08 
124.OS 


$60.16 
35 72 
60 16 
45.12 
124.08 
154.16 
109.04 


Una Construction Material 


9-5 


Quantity Prices 
Quoted on Request 


Western Electric 

FLETCHER PINS AND BRACKETS 


1011 



Nos. 901, No. 918 Nos. 994, 995 and 996 No. 997 No. 998 No. 1021 [No. 1059 

902 2094, 2095 and 2096 


Pole Top Material 



Shipping 

.- 

-*List Price- 


List 


Weight 

Without insertion 

With Insertion 

No. 

Description 

per 100 

Each 

Per 100 

Each 

Per 100 

901 

Gray Iron Pole Top Thimble, for 1in. pin. 

350 

$0.69 

$55.30 



901G 

Galvanized Gray Iron Pole Top Thimble, for 1 







in. pin .•. 

365 

1.05 

85.00 



902 

Gray Iron Pole Top Thimble, for 1 in. pin. 

350 

.69 

55.30 



902G 

Galvanized Gray Iron Pole Top Thimble, for \\i 







in. pin. 

365 

1.05 

85 00 



918 

Gray Iron Pole Top Bracket. 

265 

.58 

46.00 

$0.60 

$48.30 

918G 

Galvanized Gray Iron Pole Top Bracket. 

280 

.88 

70.00 

.90 

72.50 

994 

Gray Iron Pole Top Bracket, for 8 in. pole, 1 in. 







head. 

600 

.87 

69.00 

.89 

71.30 

994G 

Galvanized Gray Iron Pole Top Bracket, for 8 in. 







pole, 1 in. head. 

630 

1.50 

120.00 

' 1 54 

123.50 

995 

Gray Iron Pole Top Bracket, for 6 in. pole, 1 in. 







head. 

500 

.87 

69.00 

.89 

71.30 

995G 

Galvanized Gray Iron Pole Top Bracket, for 6 in. 







pole, 1 in. head. 

525 

1.25 

100.00 

1.45 

115.00 

996 

Gray Iron Pole Top Bracket, for 7 in. pole, 1 in. 







head. 

550 

.87 

69.00 

.89 

71.30 

996G 

Galvanized Gray Iron Pole Top Bracket, for 7 in. 







pole, 1 in. head. 

575 

1.45 

115.00 

1.46 

117.50 

997 

Gray Iron Ridge Bracket, 8 in. extension. 

400 

.70 

55.20 

.72 

57.50 

997G 

Galvanized Gray Iron Ridge Bracket, 8 in. exten¬ 







sion . 

420 

!>• 12 

90.00 

1.15 

92.50 

998 

Gray Iron Ridge Bracket, 4 in. extension. 

225 

.37 

29.90 

.27 

22.20 

998G 

Galvanized Gray Iron Ridge Bracket, 4 in. exten¬ 







sion . 

235 

.62 

50.00 

.66 

53.76 

2094 

Gray Iron Pole Top Bracket, for 8 in. pole, \ % /% in. 







head.. 

700 

1.06 

80.50 

1.03 

82.80 

2094G 

Galvanized Gray Iron Pole Top Bracket, for 8 in. 







pole, IVs in. head. 

730 

1.75 

140.00 

1.77 

142.50 

2095 

Gray Iron Pole Top Bracket, for 6 in. pole, 1 H in. 







head. 

600 

1.00 

80.50 

1.03 

82.80 

2095G Galvanized Gray Iron Pole Top Bracket, for 6 in. 







pole, 1 % in. head. 

630 

1.50 

120.50 

1.69 

135.00 

2096 

Gray Iron Pole Top Bracket for 7 in. pole, 1 % in. 







head. 

650 

1.06 

80.50 

1.03 

82.80 

2096G 

Galvanized Gray Iron Pole Top Bracket, for 7 in. 







pole, I V% in. head. 

680 

1.68 

135.00 

1.71 

137.50 

1021 

Gray Iron Ridge Bracket, japanned. 

80 

.20 

16.10 

.21 

18.40 

1021G 

Galvanized Gray Iron Ridge Bracket. 

85 

.28 

22.80 

.31 

25.00 

1059 

Gray Iron Single Prong Bracket, japanned. 

178 

.33 

27.00 

.37 

29.90 

1059G 

Galvanized Gray Iron Single Prong Bracket...... 

190 

.54 

42.50 

.56 

45.CO 


Note: When ordering, specify finish desired and state whether with or without insertion. 

*F. O. B. Dayton, 0. For warehouse deliveries write nearest house. b y 

18 Line Construction — >1 






































«o 

tJL-i 

No. 85 


i*- - 10 - 

No. 84 


Malleable Iron Pins and Brackets 


List Mfr. 

No. No. Description 

85 Malleable Iron Pin, with oak head, 1 in. 

85G Galvanized Iron Pin, with oak head, 1 in. 

204 Mai. Iron Pin, for bolting to iron plate, 1 in. head 
204G Galv. Iron Pin, for bolting to iron plate, 1 in. head 

81 Malleable Iron Ceiling Bracket, 1 in. head. 

81G Galvanized Iron Ceiling Bracket, 1 in. head. 

82 Malleable Iron Bracket, 1 in. head. 

82G Galvanized Iron Bracket, 1 in. head. 

83 Malleable Iron Bracket, 1 in. head. 

83G Galvanized Iron Bracket, 1 in head. 

84 Mai. Iron Corner Bracket, for Nos. 82 and 83.. . 
84G Galv. Iron Corner Bracket, for Nos. 82 ^nd 83.. 


Shipping *-*List Price- 

Weight Without Insertion With Insertion 


per 100 

Each 

Per 100 

Each 

Per 100 

90 

$0.25 

$20.24 



90 

.34 

27.50 



120 

.29 

23.00 

$0.32 

$25.30 

120 

.50 

40.00 

.53 

42.50 

275 

.60 

48.30 

.65 

52.90 

275 

.88 

70.00 

.86 

69.00 

300 

.65 

52.90 

.72 

57.50 

300 

.94 

75.00 

1.00 

80.00 

425 

1.10 

87.40 

1.18 

94.30 

425 

1.40 

112.50 

1.53 

122.88 

110 

.23 

18.40 



110 

.31 

25.00 



































































Quantity Prices 
Quoted on Request 


Western Eixtric 

FLETCHER IRON BRACKETS 


1013 



No. 1022 Patented 



No. 1023 Patented 


--V 



No. 1024 Patented 


Malleable Drive Brackets 




Shipping. 


—*List 

Price- 


list 


Weight 

Without Insertion 

With Insertion 

No. 

Description 

per 100 

Each 

Per 160 

Each 

Per 100 

1022 

Malleable Drive Bracket. 

... 90 

10.28 

$23.00 

$0.31 

$25.30 

1022G 

Galvanized Malleable Drive Bracket. 

... 95 

.40 

32.50 

.44 

35.00 

1023 

Malleable Drive Bracket. 

... 90 

.28 

23.00 

.31 

25.30 

1023G 

Galvanized Malleable Drive Bracket. 

... 95 

.40 

32.50 

.44 

35.00 

1024 

Malleable Drive Bracket for 1 % in. pin. 

... 180 

.45 

36.80 



1024G 

Galvanized Malleable Drive Bracket for 1 Yi in. pin... 

... 185 

.65 

50.00 

■ r — 

- 




■ 





No. 1020 


«- 6 - » 

No. 1025 



No. 1072 


No. 1073 


Malleable Screw Pins and Brackets 


List 

No. 

1025 
1025G 

1026 
1026G 

1072 
1072G 

1073 
1073G 


Description 

Malleable Screw Bracket. 

Galvanized Malleable Screw Bracket. 

Malleable Screw Pin. 

Galvanized Malleable Screw Pin. 

Two-wire Malleable Screw Bracket. 

Galvanized Two-wire Malleable Screw Bracket.. 

Three-wire Malleable Screw Bracket.. 

Galvanized Three-wire Malleable Screw Bracket. 



No. 1027 Nos. 2027 snd^028 


Shipping *-*List Price- 

Weight Without Insertion With Insertion 


per 100 

Each 

Per 100 

Each 

Per 100 

85 

$0.28 

$23.00 

$0.43 

$25.30 

90 

.40 

32.50 

.40 

32.50 

65 

.23 

18.40 

.25 

20.70 

70 

.31 

25.00 

.34 

27.50 

120 

.43 

34.50 

.48 

39.10 

125 

.56 

45.00 

.62 

50.00 

165 

.65 

52.90 

.75 

59.80 

170 

.88 

70.00 

.65 

52.50 


o f . w . w 


No. 2017 Malleable Iron 


Corner Brackets 


List 

No. 

1027 

1027G 

2027 
2027G 

2028 
2028G 
2017 
2017G 


Description 


Shipping s 

Weight Without Insertion With Insertion 


-♦List Price- 


Gray Iron Comer Bracket, for 1 Y in. pin. 

^ . /<■ v _ n i _ * r . 1 / ■ 


per 100 

Each 

Per 100 

Each 

Per 100 

260 

$0.65 

$52.90 

$0.70 

$55.20 

270 

.94 

75.00 

.96 

77.50 

310 

.65 

59.80 



325 

1.30 

95.00 



300 

.75 

59.80 



315 

1.30 

95.00 

• 


205 

.45 

36.80 

.48' 

39.10 

215 

.70 

55.00 

.71 

57.50 


Note : When ordering, specify finish desired and state whether with or without insertion. 
♦F. O. B. Dayton, O. For warehouse deliveries write nearest house. 

17 


Lino Construction Material 









































1014 


Mail Orders Filled 
at Prevailing Prices 


Western Electric 

FLETCHER IRON BRACKETS 
Ceiling Brackets 

4 Inch Drop, 14 Inch Spread 



No. 3013 


No. 3014 


No. 3063 


No. 3064 


No. 3065 


List 

No. Description 

3013 Gray Iron Single Ceiling Bracket. 

3013G Galvanized Gray Iron Single Ceiling Bracket. 

3014 Gray Iron Double Ceiling Bracket. 

3014G Galvanized Gray Iron Double Ceiling Bracket 

3063 Gray Iron Single Ceiling Bracket. 

3063G Galvanized Gray Iron Single Ceiling Bracket. 

3064 Gray Iron Double Ceiling Bracket. 

3064G Galvanized Gray Iron Double Ceiling Bracket 

3065 Gray Iron Single Ceiling Bracket. 

3065G Galvanized Gray Iron Single Ceiling Bracket. 

3066 Gray Iron Double Ceiling Bracket. 

3066G Galvanized Gray Iron Double Ceiling Bracket 


Shipping *-*List Pric e- 

Weight Without Insertion With Insertion 


per 100 

Each 

Per 100 

Each 

Per 100 

700 

$1 

.15 

$92.00 

$1.18 

$94.30 

735 

1 

.71 

137.50 

1.75 

140.00 

800 

1 

.33 

110.40 

1.45 

115.00 

840 

1 

.83 

150.00 

1.94 

155.CO 

700 

1 

.15 

92.00 

1.18 

94.30 

735 

1 

.71 

137.50 

1.75 

140.00 

800 

1 

.33 

110.00 

1.45 

115.00 

840 

1 

.83 

150.00 

1.94 

155.00 

700 

1 

.15 

92.00 

1.18 

94.30 

735 

1 

.71 

137.50 

1.75 

140.00 

800 

1 

.33 

110.00 

1.45 

115.00 

840 

1 

.83 

150.00 

1.94 

155.00 


8 Inch Drop, 14 Inch Spread 



-♦List Price- 


List 

No. Description 

3113 Gray Iron Single Ceiling Bracket .... 

3113G Galvanized Gray Iron Single Ceiling E 

3114 Gray Iron Double Ceiling Bracket... 

3114G Galvanized Gray Iron Double Ceiling ] 

3163 
3163G 

3164 
3164G 

3165 
31660 

Note: When ordering, specify finish desired and state whether with or without insertion. 
*F. O. B. Dayton, O. For warehouse deliveries write nearest hbiiae. 

Line Construction Material 25 


Galvanized Gray Iron Smi 
Gray Iron Double Ceiling 


““ri-o 

Weight 

Without 

Insertion 

With Insertion 

per 100 

Each 

Per 100 

Each 

Per 

100 

680 

$1.38 $110.40 

$1.40 

$112 

.70 

715 

2.12 

170.00 

2.15 

172 

.50 

950 

1.48 

119.60 

1.55 

124 

.20 

995 

2.50 

200.00 

2.55 

205 

.00 

680 

1.38 

110.40 

.1.40 

112 

.70 

715 

2.12 

170.00 

2.15 

172 

.50 

970 

1.48 

119.60 

1.55 

124. 

20 

1020 

2.50 

200.00 

2.55 

205 

.00 

680 

1.38 

110.40 

1.40 

112. 

70 

710 

2.12 

170.00 

2.15 

172. 

50 






























Quantity Prices 
Quoted on Request 


1015 


Western Electric 


FLETCHER IRON BRACKETS 
Ceiling Brackets 

4 Inch Drop, 6 Inch Spread 



No. 1013 No. 1014 Mo. 10*J No. 1063 No. 1064 No. 1063 No. 1066 




Shipping 


-*List Price— 


List 


Weight 

Without Insertion 

With Insertion 

No. 

Description 

per 100 

Each 

Per 100 

Each 

Per 100 

1013 

Gray Iron Single Ceiling Bracket, japanned. 

... 300 

$0.57 

$46.00 

$0.60 

$48.36 

1013G 

Galvanized Gray Iron Single Ceiling Bracket. 

... 315 

.87 

70.00 

.90 

72.50 

1014 

Gray Iron Double Ceiling Bracket, japanned. 

... 350 

.69 

55.20 

.75 

59.80 

1014G 

Galvanized Gray Iron Double Ceiling Bracket. 

... 365 

1.06 

85.00 

1.20 

90.00 

1062 

Gray Iron Four-wire Ceiling Bracket, japanned. 

... 545 

1.30 

103.50 

1.40 

112.70 

1062G 

Galvanized Gray Iron Four-wire Ceiling Bracket_ 

... 570 

1.85 

147.50 

1.96 

157.50 

1063 

Gray Iron Single Ceiling Bracket, japanned. 

... 310 

.57 

46.00 

.60 

48.30 

1063G 

Galvanized Gray Iron Single Ceiling Bracket. 

... 325 

.8/ 

70.00 

.90 

72.50 

1064 

Gray Iron Double Ceiling Bracket.. 

... 360 

.69 

55.20 

.75 

59.80 

1064G 

Galvanized Gray Iron Double Ceiling Bracket. 

... 375 

1.06 

85.00 

1.20 

90.00 

1065 

Gray Iron Single Ceiling Bracket, japanned. 

... 270 

.57 

46.00 

.60 

48.30 

1065G 

Galvanized Gray Iron Single Ceiling Bracket. 

... 285 

.87 

70.00 

.90 

72.50 

1066 

Gray Iron Double Ceiling Bracket. 

... 360 

.69 

55.20 

.75 

59.80 

1066G 

Galvanized Gray Iron Double Ceiling Bracket. 

... 380 

1.06 

85.00 

1.20 

90.00 


Note: When ordering, specify finish desired and state whether with or without insertion. 


4 Inch Drop, 6 Inch Spread 
With Wood Thimbles 



No. 2063 No. 2065 No. 2068 No. 2064 No. 2066 No. 2069 


List 

No. Description 

2063 Malleable Single Ceiling Bracket. 

2063G Galvanized Malleable Single Ceiling Bracket. 

2065 Malleable Single Ceiling Bracket. 

2065G Galvanized Malleable Single Ceiling Bracket. 

2068 Malleable Single Pendant Bracket. 

2068G Galvanized Malleable Single Pendant Bracket. 

2064 Malleable Double Ceiling Bracket. 

2064G Galvanized Malleable Double Ceiling Bracket. 

2066 Malleable Double Ceiling Bracket. 

2066G Galvanized Malleable Double Ceiling Bracket... 

2069 Malleable Double Pendant Bracket. 

2069G Galvanized Malleable Double Pendant Rracket. 

*F. O. B. Dayton, O. For warehouse deliveries write nearest house. 

24 


Shipping 


Weight 

*—*List Price—* 

per 100 

Each 

Per 100 

250 

$0.71 

$57.50 

255 

.88 

70.00 

250 

.71 

57.50 

255 

.88 

70.00 

275 

.71 

57.50 

280 

.88 

70.00 

350 

.75 

62.10 

355 

1.00 

80.00 

350 

.75 

62.10 

355 

1.00 

80.00 

340 

.75 

62.10 

345 

)y 

■oiW 

80.00 


Lino Construction M-*— < - 1 





























1016 


Mall Order* Pilled 
at Prevailing Price* 


Western Electric 


FLETCHER IRON BRACKETS 

HIGH INSULATION BRACKETS 
3 Inch Extension 



No. 1018 No. 1028 No. 1010 No. 1020 No. 1058 No. 2058 


List 

No. Description 

1018 Gray Iron Short Wall Bracket. 

1018G Galvanized Gray Iron Short Wall Bracket. 

1028 Gray Iron Curved-back Pole Bracket. 

1028G Galvanized Gray Iron Curved-back Pole Bracket. 

1019 Gray Iron Short Wall Bracket. 

1019G Galvanized Gray Iron Short Wall Bracket. 

1029 Gray Iron Heavy Wall Bracket. 

1029G Galvanized Gray Iron Heavy Wall Bracket. 

J058 Gray Iron Heavy Curved-back Pole Bracket. 

1058G Galv. Gray Iron Heavy Curved-back Pole Bracket 


Shipping -*List Price- 

Weight Without Insertion With Insertion 


per 100 

Each 

Per 100 

Each 

Per 100 

210 

$0.29 

$23.00 

$0.32 

$25.30 

215 

.50 

40 00 

.53 

42.50 

210 

.29 

23.00 

.32 

25.30 

215 

.50 

40 00 

.53 

42.50 

215 

.35 

27.60 

.37 

29.90 

220 

.56 

45.00 

.60 

47.50 

285 

.52 

41.40 

.54 

43.70 

290 

.77 

62.50 

.82 

65.00 

290 

.52 

41.40 

.50 

43.70 

295 

.84 

67.50 

.87 

70. CO 



No. 1020 No. 2P' No. 1071 No. 2070 




Shipping 


-•List Price- 


List 


Weight 

Without Insertion 

W ith Insertion 

No. 

Description 

per 100 

Each 

Per 100 

Each 

Per ICO 

1020 

Short Malleable Wall Bracket. 

.... 85 

$0.23 

$18.40 

$0.25 

*20.7b 

1020G 

Galvanized Short Malleable Wall Bracket. 

.... <K) 

.35 

27.50 

.38 

30.00 

2016 

Short Malleable Wall Bracket. 

.... 100 

.29 

23.00 

.32 

25.30 

2016G 

Galvanized Short Malleable W all Bracket. 

.... 105 

.46 

32.50 

.44 

35 GO 

1071 

Short Malleable Wall Bracket. 

.... 85 

.29 

23.00 

.32 

25.30 

1071G 

Galvanized Short Malleable W T all Bracket. 

.... 90 

.47 

37.50 

.50 

40.00 

2070 

Malleable Curved-back Pole Bracket. 

.... 320 

.32 

25.30 

.34 

27.60 

2070G 

Galvanized Malleable Curved-back Pole Bracket... 

.... 125 

.44 

35.00 

.47 

37.50 


Note: When ordering, specify finish desired and state whether with or without insertion. 


MALLEABLE IRON, WOOD THIMBLE 



No. 1074 No. 1075 No. 3038 


Shipping *-•List Price-* 

List Weight Without Insertion W ith Insertion 

No. Description per 100 Each Per 100 Each Per 100 

1074 Malleable Wall Bracket, with paraffined oak head. 85 $0.29 $23.00 . 

1074G Galvanized Wall Bracket, w*ith paraffined oak head. 90 . 40 32.50 . 

1075 Malleable Wall Bracket, with locust head. 85 . 35 27.60 . 

1075G Galvanized Wall Bracket, with locust head. 90 . 47 37.50 . 

3038 Malleable Wall Bracket, with oak head. 140 .35 27.60 . 

3038G Galvanized Wall Bracket, with oak head. 145 . 50 40.00 . 

•F. (). B. Dayton, O. For warehouse deliveries write nearest house. 

Line Construction Material 19 






































No. 254^ 


Peirce Presteel Brackets 

Peirce Presteel Brackets are hot galvanized and this coating preserves their 
original strength. They won’t rust or break. Excessive strains may bend them 
but they will never break and let the wires down. 


List 


Extension 


Size of 

Standard 

Weight 

-—List 

Price—» 

Ko. 

Style 

Inches 

Spacing 

Hole 

Bundle 

per 100 

Each 

Per 100 

130 

Light 

4 

0 

A 

25 

60 

SO. 50 

SIS.90 

137 

Heavy 

4’2 

0 

H 

25 

100 

.42 

35.70 

138 

Heavy 


0 

K 

25 

100 

.42 

35.70 

153 

Light 

4 

0 

A 

25 . 

75 

.25 

21.00 

154 

Heavy 

4 H 

0 

A 

25 

100 

.37 

31.50 

253 

Light 

4 

9 

A 

20 

188 

.64 

54.60 

25332 

Light 

4 

63 / 2 

A 

20 

175 

.60 

52.50 

254 

Heavy 

4 M 

9 

A 

20 

244 

.86 

73.50 

254 V 2 

Heavy 

43^ 

6L2 

A 

20 

235 

.80 

69.30 

353 

Light 

4 

Q l A 

A 

20 

275 

.93 

79.80 

354 

Heavy 

4H 

6L2 

A 

20 

350 

1.20 

102.90 

Delivery F. ( 

0. B. Factory, Pittsburgh, Pa. For warehouse deliveries write 


nearest house 


Digitized by 

Line Construction Material 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


PEIRCE CROSSARM BRACKETS 

Hot Galvanized 

No. 116 bracket is for carrying two wires vertically from arm to arm. 

The No. 107 bracket is used to run an extra wire on the end of a filled crossarm. Nos. 200,221 and 
300 are for taking off lamp or service connections. The No. 227 may be used as a “take off” bracket or 
for running an additional circuit below a filled crossarm. Nos. 100, 101, 103 and 105 are terminal brackets 
for dead-ending circuits on crossarms, the first two for telephone wires only. No 104. is used by some 
companies to run jumper wires from end to end under arms. Nos. 106 and 229 are roof and ceiling brackets. 



Crossarm Brackets 


List . Size Size Std. Wt. -List Price 

No. Length Holes Channel Spacing Bundle Lbs. Each Per 100 

116 . Yi is. 10 Ga. Sheet 0 10 89 $0.43 $39.60 

210 ...... . in. 14 10 300 .91 81.40 

221 <dV 2 ins. A in. M in. 8 20 155 .60 66.00 

106 5 ins. H in. Yx in. 0 25 68 .30 26.40 



No. 107 No. 300 No. 327 


Crossarm Brackets 


List 


Size 

Size 


Std. 

Wt 

•List Price 

No. 

Length 

Holes 

Channel 

Spacing 

Bundle 

Lbs. 

Each 

Per 100 

200 

0 

0 

1 in. 

16 in. 

10 

216 

$0.93 

$83.60 

107 

18 V 2 in. 

H »n. 

1 in. 

0 

25 

164 

.68 

61.60 

227 

11 Vi ins. 

0 

% in. 

8 ins. 

20 

195 

1.03 

92.40 

300 

0 

0 

Jiin. 

7 ins. 

10 

340 

.95 

85.80 



No. 100 No. 101 No. 103 No. 104 No. 105 No. 229 


Crossarm Brackets 

List S ; ze Size Std. Wt. ‘List Price 

No. Length Holes Channel Spacing Bundle Lbs. Each Per 100 

100 0 Ain. M in. 0 25 46 $0.26 $11.66 

101 0 Ain. 1 in. 0 25 56 . 28 23.76 

103 0 Ain. *4 in. 0 25 85 .37 34.50 

104 8'A ins. Ain. % in. 0 25 85 . 37 34.50 

105 0 0 1 in. 0 10 180 . 54 48 40 

229 7^2 ins. ?s in. % in. 8 ins. 10 205 . 81 72.60 

•F. O. B. Factory, Pittsburgh, Pa. For warehouse deliveries wtitenearest hilUi&l 
Line Construction Material 9 





Quantity Prices 
Quoted on Request 


Western Electric 

PEIRCE WALL BRACKETS 

Hot Galvanized 


1019 


\t \J I_ t ti 4 

No. 145 No. 146 No. 147 No. 148 No. 149 Adjustable 


Peirce Wall Brackets 


List 



Size 


Size 

Size 

Wire 

Std. 

Wt. f Lbs. 

•List 

Price 

No. 

Ext. 


Base 


Channel 

Holes 

Spacing 

Bundle 

per 100 

Each 

per 100 

145 

3 Yz ins. 

3 

x2 

ins. 

H in- 

A in. 

0 

25 

56 

$0.23 

$19.80 

146 

4 Yi ins. 

3A 

x 2 

ins. 

1 in. 

A in.. 

0 

25 

100 

.42 

35.70 

147 

9 ins. 

3A 

x2H 

! ins. 

1 in. 

A & A in- 

0 

25 

141 

.59 

50.40 

148 

6 ins. 

3 A 

x 4 

ins. 

1 in. 

H in. 

0 

15 

140 

.62 

52.50 

149 

6 ins. 

3A 

x 4 

ins. r 

1 in. 

h m. 

0 

15 

140 

.66 

56.70 




rrt 


No. 344 



tP 

No. 154 

IM 


No. 151 


No. 341 


\rc 


No 343 


No. 243 


No. 240 


Peirce Wall Brackets 


List ' 


Size . 

Size 

Size 

Wire 

Std. 

Wt., Lbs. 

♦List Price 

No. 

Ext. 

Base 

Channel 

Holes 

Spacing 

Bundle 

per 100 

Each 

per 100 

342 

3 ins. 

0 

A in. 

A in- 

6Y ins. 

20 

261 

$0.98 

$84.00 

242 

3 ins. 

0 

A m. 

A in. 

9 ins. 

20 

186 

.66 

56.70 

340 

3 l A ins. 

0 

A m. 

A in. 

6Y ins. 

10 

220 

.86 

73.50 

341 

4^ ins. 

3 ins. 

1 in. 

H in. 

6Y ins. 

10 

460 

1.60 

136.50 

150 

3 Y* ins. 

0 

A in. 

A in - 

0 

25 

74 

.32 

27.30 

151 

lYv ins. 

3H x 4 ins. 

1 in. 

k in. 

0 

15 

150 

.59 

50.40 

240 

3 l A ins. 

0 

A in. 

A in. 

7 ins. 

20 

125 

.56 

48.30 



lAtr 


No. 441 


No. 341 


No. 314 


Peirce Wall Brackets 


List 

No. 

441 

241 



Size 

Size 

Size 

Wire 

Std. 

Wt., Lbs. 

•List Price 

Ext 

Base 

Channel 

Holes 

Spacing 

Bundle 

per 100 

Each 

per 100 

\}/2 ins. 

3 ins. 

1 in. 

H in. 

6J^ ins. 

10 

625 

$2.04 

$174.30 

ins. 

3 ins. 

1 in. 

Vi in. 

7 ins. 

10 

250 

1.00 

86.10 


Peirce Prussian Hook Brackets 


Is made of two sizes of square steel, H and inch, and of inch round, with Peirce steel spring threads 
for insulators with 1 inch diameter pin holes. The bracket is 6^ inches long, with a lag screw threaded end 
3 inches long. 

List Size Steel Wt., Lbs. *List Price 


No Inches 

314 ^Square 

315 A Square 

316 A Round 
♦Delivery F. O. B. Factory, Pittsburg, Pa. 


per 100 Each per 100 

130 $0.36 $31.02 

105 . 26 22.46 

90 .21 18.18 

For warehouse deliveries wnl nearest house. 

10 Line Construction Material 
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Western Electric 


Mail Orders Pilled 
at Prevailing Prices 


PEIRCE WALL BRACKETS AND. CORNER IRON 

Hot Galvanized 



No. 234 No. 235 No. 236 No. 203 No. 204 No. 205 No. 206 


List 



No. 

Ext. 

234 

3% 

ins. 

235 

3% 

ins. 

236 

3% 

ins. 

203 

3 

ins. 

204 

3 

ins. 

205 

3 

ins. 

206 

3 

ina 



Size 

Channel 
% in. 
% in. 
1 in. 
M in. 

H in. 

1 in. 
1 in. 


Peirce Wall Brackets 


Size 

Width 

Wire 

Std. 

Wt., Lba 

--List Price- 

Holes 

Back 

Spacing 

Bundle 

per 100 

Each 

Per 100 

A in. 

0 

8 ins. 

25 

90 

$0.42 

$35.70 

A 

0 

12 ins. 

25 

110 

.47 

39.90 

Ain. 

0 

10 ins. 

25 

143 

.49 

42.00 

A in. 

0 

9 ina 

20 

145 

.57 

48.30 

A in. 

3% ins. 

6 14 ina 

20 

160 

.57 

48.30 

A in. 

3% ins. 

9 ins. 

20 

175 

.62 

62.50 

A *n. 

3% ins. 

9 ins. 

20 

225 

.96 

81.90 



No. 303 No. 30$ No. 300 No. 307 No. $04 


Peirce Wall Brackets 


List 

No. 

207 

303 

305 

306 

307 


Ext 

4% ins. 
3 ins. 
3 ins. 
3 ins. 
4)4 ins. 


Size 

Channel 

H in. 
% in. 
h in. 

1 in. 

l A in. 


Sin 
Holes 
% in. 

A m. 
Ain. 
A m. 

78 in. 


Width 
Back 
2% ins. 
0 

Z)4 ins. 
3% ins. 
2% ins. 


Wire 
8pacing 
0 ins. 
6)4 ins. 
6)4 ins. 
6)4 ins. 
6)4 ins. 


Std. 

Bundle 

10 

20 

20 

10 

10 


Wt., Lbs. 
per 100 
250 
225 
260 
330 
350 


*-List 

Each 

$0.91 

.86 

.91 

1.48 

1.25 


Per 100 
$77.70 
73.50 
77.70 
126.00 
107.10 


Nos. 234 and 235 brackets for telephone wires and pony insulators only. All other styles are for deep- 
grooved double petticoat insulators. They are made from hearth steel channel and angle which under 
severe strains will bend but will not break and let the wires down. 


Bracket Foot and Corner Iron 

List Size Width Spread Std. Wt., Lbs. 

No. Ext Channel Holes of Base Bundle per 100 

500 4% ins. 1 x % in. A in- 10% ins. 20 ins. 85 

For use with Nos. 204, 205, 206, 305, 306 wall brackets. Makes brackets extend 8 inches from wail to 
get around obstructions such as rain conductors. May also be used on corners. Furnished complete with 
two stove bolts. 

F. O. B. Factory, Pittsburgh, Pa. For warehouse deliveries write nearest house. 

Lino Construction Material H 


*-List Price- 

Each Per 100 

$0.27 $25.20 



Quantity Prices 
Quoted on Request 


Western Electric 


1021 


FLETCHER IRON BRACKETS 
Wall Brackets 

6 inch extension 





No. 1007 


No.(200S 


Not. 2000 and 2007 


No. 2010 


-*Liat Prioe- 


Shipping ■ 

List Weight Without Insertion 

No. Description per 100 Each Per 100 

1007 Gray Iron WaU Bracket, japanned. 225 $0.40 

1007G Galvanized Gray Iron Wall Bracket. 230 .62 

2008 Gray Iron Wall Bracket, japanned. 225 .45 

2008G Galvanized Gray Iron Wall Bracket. 230 . 70 

2006 Gray Iron Wall Bracket, for \\i ip. pin. 280 . 44 

2006G Galvanized Gray Iron Wall Bracket, for 1in. pin. 285 . 75 

2007 Gray Iron Wall Bracket, for 1 ^ in. pin. 300 . 44 

2007G Galvanized Gray Iron Wall Bracket, for 1in. pin. 305 . 75 

2010 Gray Iron Wall Bracket, for in. pin. 300 . 45 

2010G Galvanized Gray Iron Wall Bracket, for 1 in. pin. 305 .75 


With Insertion 


$32.20 

50.00 

36.80 

55.00 

34.50 

60.00 

34.50 

60.00 

36.90 

60.00 


Each 
$0,44 
60 
48 
65 


Per 100 
$34.50 
48.34 
39.10 
52.90 


f-* 



No. 1838 


No. 1034 


No. 1012 


No. 1011 




Shipping. 


--*List 

Price- 


List 


Weight 

Without Insertion 

With Insertion 

No. 

Description 

per 100 

Each 

Per 100 

Each 

Per 100 

1038 

Malleable Wall Bracket. 

. 180 

$0.43 

$34.50 

$0.45 

$36.80 

1038G 

Galvanized Malleable Wall Bracket. 

. 190 

.62 

50.00 

.66 

52.50 

1039 

Malleable Wall Bracket. 

. 175 

.48 

39.10 

.51 

41.40 

1039G 

Galvanized Malleable Wall Bracket. 

. 185 

.69 

55.00 

.73 

57.50 

ion 

Gray Iron Lateral Bracket, right. 

. 310 

.51 

41.40 

.54 

43.70 

1011G 

Galvanized Gray Iron Lateral Bracket, right. 

. 325 

.86 

69.12 

.88 

70.00 

1012 

Gray Iron Lateral Bracket, left. 

. 310 

.51 

41.40 

.54 

43.70 

1012G 

Galvanized Gray Iron Lateral Bracket, left. 

. 325 

.86 

69.12 

.88 

70.00 








No. 2011 


No. 1008 


List 

No- 

2011 


No. 1010 

Shipping 

Weight 


No. 1030 


-*List Price- 


Without Insertion With Insertion, 


Description * 

Gray Iron Lateral Bracket, either left or right, for.lH in¬ 
pin . 

201 lG Galvanized Gray Iron Lateral Bracket, either left or 

right, for 1}^ id. pin. 420 

lOOS Gray Iron Roof Bracket, japanned. 370 

lOOSCl Galvanized Gray Iron Roof Bracket. 385 

lOlO Gray Iron Cornice Bracket, japanned. 360 

lOlOG Galvanized Gray Iron Cornice Bracket. .. 380 

1030 Gray Iron Comice Bracket, for 1^ in. pin. 425 

10300 Galvanized Gray Iron Cornice Bracket, for 1in. pin... A A p 

j^ote: When ordering, specify finish desired and state whether tyrith or without insertion. 

O. B. Dayton, O. For warehouse deliveries write nearest house. 

22 Lias Construction Material 


per 100 

Each 

Per 100 

Each 

Per 100 

400 

$0.51 

$41.40 



420 

.90 

72.50 



370 

.57 

46.00 

$0.60 

$48 30 

385 

.96 

77.50 

1.00 

80.00 

360 

.57 

46.00 

.60 

48.30 

380 

.94 

75.00 

.97 

77.50 

425 

.57 

46.00 



445 

1.00 

80.00 




ertion. t 

.oogle 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


FLETCHER IRON BRACKETS 

PPlHlH 

No. 2018 No. 2010 No. .2020 No. 2021 

Wall Brackets 

10 Inch Extension 


List 

No. 

2018 

2018G 

2019 
2019G 

2020 
2020G 
2021 
2021G 


Description 

Gray Iron Wall Bracket y japanned. 

Galvanized Gray Iron Wall Bracket.. 

Gray Iron Wall Bracket, japanned. 

Galvanized Gray Iron Wall Bracket. 

Gray Iron Wall Bracket, for 1*4 iu- pin. 

Galvanized Gray Iron Wall Bracket, for 1*4 in. pin 

Gray Iron Wall Bracket, for 1H in. pin. 

Galvanized Gray Iron Wall Bracket, for 1*4 in. pin 


Shipping --♦List Price- 

Weight Without Insertion With Insertion 


per 100 

Each 

Per 100 

Each 

Per 100 

520 

$0.80 

$64.40 

$0.82 

$66.70 

545 

1.34 

107.50 

1.35 

110 00 

500 

.80 

64.40 

.82 

66.70 

525 

1.31 

105.00 

1.44 

107 50 

540 

.80 

64.40 



565 

1.35 

110.00 



550 

.80 

64.40 



575 

1.40 

112.50 





No. 1000 No. 1006 No. 1000 No. 1080 No. 1087 No. 1088 No. 1084 No. 1087 No. 2005 No. 8087 

With wood hoed 


Spreader Brackets 


List 

No. 

1004 

1004G 

1006 

1005G 

1006 

1006G 

1036 
1036G 

1037 
1037G 

1083 
1083G 

1084 
1084G 

1087 

1087G 

2005 

3037 


12 Inch Spread 



Shipping < 


-*List 

Price—— 


• 

Weight Without Insertion 

With Insertion 

Description 

per 100 

Each 

Per 100 

Each 

Per 100 

Gray Iron Spreader Bracket, left..*. 

525 

$0.96 

$77.00 

$0.91 

$73 60 

Galvanized Gray Iron Spreader Bracket, left. 

650 

1.44 

115.00 

1.50 

120 00 

Gray Iron Spreader Bracket, right... 

525 

.96 

77.00 

.91 

73.00 

Galvanized Gray Iron Spreader Bracket, right. 

550 

1.44 

115.00 

1.50 

120.00 

Gray Ijon Spreader Bracket, forward. 

600 

.96 

77.00 

.91 

57.60 

Galvanized Gray Iron Spreader Bracket, forward....... 

630 

1.44 

115.00 

1.50 

120 00 

Gray Iron Spreader Bracket, forward. 

460 

.96 

77.00 

.91 

57 60 

Galvanized Gray Iron Spreader Bracket, forward. 

485 

1.35 

110.00 

1.44 

115 00 

Gray Iron Spreader Bracket, forward. 

Galvanized Gray Iron Spreader Bracket forward.. .•_ 

475 

.96 

77.00 

.91 

57.60 

500 

1.35 

110.00 

1.44 

115.00 

Gray Iron Three-wire Spreader Bracket, forward. 

Galvanized Gray Iron Three-wire Spreader Bracket, 

775 

1.29 

103.50 

1.38 

110.40 

forward. 

815 

2.08 

167.50 

2.19 

175.00 

Gray Iron Three-wire Spreader Bracket, forward. 

Galvanized Gray Iron Three-wire Spreader Bracket, 

. 780 

1.29 

103.50 

1.38 

110.40 

forward. 

. 820 

2.08 

167.50 

2.19 

175.00 

Gray Iron Three-wire Spreader Bracket, forward. 

Galvanized Gray Iron Three-wire Spreader Bracket, 

. 800 

1.29 

103.50 

1.38 

110.40 

forward. 

Malleable Spreader Bracket, right... 

840 
. 360 

2.36 

.80 

187.50 

64.40 

2.44 

195.00 

Malleable Spreader Bracket, forward. 

. 360 

.71 

57.50 




Note: When ordering, specify tiniab desired and state whether with or without insertion. 
*F. O. B Dayton, O. For warehouse deliveries, write nearest house. 


Lino Construction Material 
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Quantity Prices 
Quoted on Request 


Western Electric 

PEIRCE POLE BRACKETS 

Hot Galvanized 


1023 


The No. 308 is a pole bracket for secondary circuits for use instead of secondary racks. The No. 321 
is used on poles in connection with spreader brackets on the arm for running wires from end to end of the 
arms. The hump fits over the head of the cross arm through bolts. The No. 109 is a pole bracket for 
heavy feeder wires. 



No. SOS No. 321 No. 1*4 


Pole Brackets 


List 

No. 

Size of 
Channel 

Extension 

Spacing 

Size of 
Holes 

Std. 

Bundle 

Wt, Lbs. 
Per 100 

.-*Lifi 

Each 

t Price-> 

Per 100 

308 

1 in. 

3H ins. 

6.1^ ins. 

A in. 

20 

430 

$1.62 

$138.60 

321 

*A in. 

3 ]4, ins. 

ins. 

A |n. 

20 

265 

.90 

77.70 

143 

% A in. 

3 ins. 

0 

A in. 

25 

56 

.18 

16.16 

144 

1 in. 

3 Y% ins. 

0 

Ain. 

25 

85 

.33 

28.36 



Pole Brackets 


List 

Size of 



Size of 

Std. 

Wt. Lbs. 

.-*List Price- n 

No. 

Channel 

Extension 

Spacing 

Holes 

Bundle 

Per 100 

Each 

Per 100 

109 

1 % /i ins. 

6 ins. 

0 

Ain. 

10 

302 

$1.47 

$124.00 

142 

10 ga. sheet 

12 ins. 

0 

Ain. 

10 

365 

1.48 

150.00 

108 

1% ins. 

4 ins. 

0 

tt*n. 

20 

186 

^ .83 

70.00 


*F. O. B. Factory, Pittsburgh, Pa. For warehouse deliveries write nearest house. 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


PEIRCE BRACKETS AND BREAK ARMS 


Hot Galvanized 



No. 201 



No. 202 



No. 301 



No. 302 


Peirce Spreader Brackets 


Peirce Spreader Brackets fasten around the arm 


the long center 

List 

slot of bracket. 

Width 

Size 

No. 

Ext. 

Spacing 

of Back 

Channel 

201 

4H ins. 

10 ins. 

2Vg ins. 

1 in. 

202 

4H ins. 

12 ins. 

2 1 2 ins. 

1 in. 

301 

4^3 ins. 

ins. 

2 x /i ins. 

1 in. 

302 

4J^ ins. 

§ l /2 ins. 

2V 2 ins. 

1 in. 


with the crossarm strap. The ends of straps fit in 


Diam. 

Std. 

Wt. 

--‘List Price-* 

Side Holes 

Bundle 

Lbs. 

Each 

Per 100 

A in. 

10 

290 

$1.23 

$105.00 

A in. 

10 

375 

1.33 

113.40 

A jn. 

10 

390 

» 1.75 

149.10 

A in. 

10 

450 

1.85 

157.50 



No. 222 



No. 223 



No. 224 


Peirce Break Arms 


List 


Size 

Site 

Std. 

Wt 

--*List Price- 

No. 

Spacing 

Channel 

Bolt 

Bundle 

Lbs. 

Each 

Per 100 

222 

9 ins. 

% in. 

H in. 

10 

160 

$0.76 

$65.10 

223 

12 ins. 

1 in. 

H in. 

10 

240 

.93 

79.80 

224 

12 ins. 

1 in. 

0 

20 

200 

.93 

79.80 

225 

10 ins. 

1 in. 

Vi in. 

10 

205 

.96 

81.90 


The Nos. 222, 223 and 225 break arms bolt around the arms and are adjustable to any sue of arm 
between x4 J 4 ins. and 4x5 ins. The No. 224 fits in 1 M in. pin hole. 

*F. O. B. Factory, Pittsburgh, Pa. For warehouse deliveries 

Line Construction Material 12 









No. 3084 


No. 3007 




No. 1035 



Iron Break-arms 












—*List Price Each-^ 

List 




For 


Weight 

Without 

With 

No. 


Spread 

Stem 

Pin 

Finish 

per 100 

Insertior 

Insertion 

3084 

Gray Iron Break-arm. . . 

.. 24 ins. 

Use l /2 in- bolt 


Jap. 

1000 

$1.20 

$1.24 

3084G 

Gray Iron Break-arm. . . 

.. 24 ins. 

Use \<2 in. bolt 


Galv. 

1050 

2.13 

2.68 

3007 

Gray Iron Break-arm. .. 

.. 24 ins. 

1 y<i ins. 


Jap. 

1080 

1.20 

1.24 

3007G 

Gray Iron Break-arm. . . 

.. 24 ins. 

1 x /i ins. 


Galv. 

1130 

2.05 

2.10 

1035 

Gray Iron Break-arm.. . 

.. 12 ins. 

15 in. arms 


Jap. 

815 

1.04 

1.08 

1035G 

Gray Iron Break-arm. . . 

.. 12 ins. 

15 in. arms 


Galv. 

855 

1.58 

1.63 




“fi ft 

El 

j 


... 1 


| 

a - n n 


$£ ILwWliTO 


mm)) 

r 

J 

3 





Iron Break-arms 


: *List Price Each-^ 


List 




Weight 

Without 

With 

No. 


Spread 

Finish 

per 100 

Insertion 

Insei tion 

1015 

Gray Iron Break-arm. 

.. 12 ins. 4 in. arms 

J a p- 

305 

$0.55 

$0.62 

1015G 

Gray Iron Break-arm.,. 

.. 12 ins. 4 in. arms 

Galv. 

320 

.80 

1.62 

1016 

Gray Iron Reflector Break-arm. ... 

.. 12 ins. For V\ in. pipe 

Jap. 

410 

.64 

.69 

1016G 

Gray Iron Reflector Break-arm 

.. 12 ins. For % in. pipe 

Galv. 

430 

1.00 

1.05 

1017 

Grav Iron Break-arm.. 

.. 12 ins. 

Jap. 

420 

.64 

.69 

1017G 

Gray Iron Break-arm. 

.. 12 ins. 

Galv. 

440 

1.00 

1.05 

2024 

Malleable Break-arm. 

.. 14 ins. 

Jap. 

450 

.81 

.85 

2024G 

Malleable Break-arm. 

14 ins. 

Gaiv. 

by 47QOOylC 

1.23 

•Delivery F. O. B. Dayton, O. For warehouse deliveries write nearest house. 

/>•. rtc « - - — 
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Western Electric 


Mall Order* Filled 
at Prevailing Price* 



FLETCHER PHANTOM BRACKETS AND CROSSARM BRACE 


No.'209 Ctom Arm Brace 


List No. Fletcher Crossarm Brace *L«t Pn» 

209 Crossarm brace, mall, iron, galvanized, with bolt and two nuts. $0.85 



No. 

List No, 

57 

58 


57 No. 58 No. 58 Showing Insulator Placed 


Fletcher Phantom Brackets *lm Price 

Phantom bracket, mall, iron, galvanized, with locust head and lock nuts. $0.63 

Phantom bracket, mall, iron, galvanized, with locust head and lock nuts. 1.13 




Fletcher Phantom Brackets *ust Price 

Phantom bracket, mall, iron, galvanized, with locust head and lock nuts. $1.78 

Phantom bracket, mall, iron, galvanized, with locust head and lock nuts. 

Phantom bracket, mall, iron, galvanized, with locust head and lock nuts..-LC- 

livery F. O. B. Dayton, O. For warehouse deliveries write nearest house. 


hist No. 

56 
55 
70 

•Delivery 

• I___*1_U.tul.l 


1.08 

1.00 












































Quantity Prices 
Quoted on Request 
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No. 437 


TRANSPOSITION BRACKETS 

Hot Galvanized 



No. 337 





No. 113 


No. 112 


No. 115 


Transposition Brackets 


The brackets shown with “U” bolts are furnished with bolts bent for Sy x 4 inch 
arm unless otherwise specified, but can be furnished with bolts bent for any size up to 
4x5 inches. The No. 115 Bracket bolts to the shank of a 3^ inch steel pin below the 
arm and is held by the pin nut. 


List 

Size of 

Size of 

Size of 

Std. 

Wt. Lbs. 

--List 

Price-s 

No. 

Channel 

Back 

U Bolt 

Bundle 

Per 100 

Each 

Per 100 

437 

V* in. 

1 % ins. 

Z A in. 

10 

400 

$1.72 

$147.00 

237 

X 

1 in. 

H in- 

20 

201 • 

*.84 

71.40 

113 

X in. 

1 M ins. 

0 

25 

156 

.62 

52.50 

112 

l A in. 

1 in. 

0 

25 

96 

.47 

39.60 

115 

1 in. 

0 

0 

25 

135 

.54 

46.20 




No. Ill 


No. 114 


Transposition Brackets 


110 

Hin. 

0 

Ain- 

25 

108 

$0.54 

$46.20 

111 

1 in. 

0 

H in. 

25 

170 

.71 

60.90 

114 

1 in. 

0 

% in. 

25 

170 

.84 

69.30 


Standard Transposition Brackets 

a The three kinds of transposition brackets listed are 
similar to No. 9251, except that the Western Union 
Standard Bracket, No. 9250, does not have the % inch 
round hole for lagging the bracket to the arm. Bracket 
No. 9251 is the A. T. <fe T. Company standard for one 
wire, and No. 9252 for two wires on a transposition 
insulator. The Western Union bracket is clamped on 
the arm by a x 4 inch carriage bolt. The A. T. & T. 
Co. brackets use y% x 4% inch bolts. All have holes for 
V 2 inch insulator pins. List p rice 


No. 9375 


No. 9251 


List 

Dimensions in Inches 

Wt., Lbs. 

per 100 

No. 

Steel 

Crossarm 

per 100 

Galv. 

9250 

1/4 x A 

3 x 4 

235 

$71.54 

9251 

l'4* A 

syx4y 

235 

71.54 

9252 

iy 2 xH 

3!4x4M 

360 

71.54 


The A. T. & T. Company standard transposition bracket for 4 wire transpositions with large, double 

g etticoated porcelain insulators, such as are used on the transcontinental circuits, is fastened to the crossarm 
y two y x 4 % inch machine bolts, spaced 2% inches apart, and has holes for % inch pins. The price 
includes the two parts shown, the smaller of which projects above the arm, but no bolts or pins. 

9275 1 lixH 685 $215.34 

- 14 


Line Construction M 



No. 2924 

\ No. 2902 

No. 2910 

No. 358 

No. 351 


List 

No. 

2920 

Single knob fixture. . 

Peirce Single Knob Fixtures 

Wt. Lbs. 

per 100 
. 35 

Each Per 100 

$0.17 $13.96 

2922 

Single knob fixture. . 



. 48 

.25 

20.64 

2924 

Single knob fixture. 



. 40 

.22 

17.20 

List 

Pair 

Peirce Distributing Racks 

For Telephone Wires 

Wt. Lbs. 


—List Price 

i -- 

No. 

Wires 

Frame 

per 100 

Each 


Per 100 

2900 

4 

Channel single 

225 

$1.04 


$90.00 

2901 

6 

Channel single 

300 

1.37 


118.00 

2902 

8 

Channel single 

475 

1.61 


147.60 

2910 

5 

Malleable single 

350 

2.56 


221.40 

2911 

8 

Malleable single 

400 

3.18 


275.40 

2912 

10 

Malleable double 

515 

3.99 


345.60 

2913 

16 

Malleable double 

615 

5.62 


486.00 


All prices are for racks complete with knobs. 


Peirce Secondly Racks 

--Without Insulators-* *-With Insulators- 


List 

No. of 

Wire 

Overall 

Std. 


No. 

Live Wires Spacing 

Length 

Bundle 

Wt. Lbs. 

250 

2 

4 ins. 

8 % ins. 

10 

360 

350 

3 

4 ins. 

12% ins. 

10 

500 

450 

4 

4 ins. 

16% ins. 

10 

620 

540 

5 

4 ins. 

20% ins. 

10 

740 

258 

2 

8 ins. 

12% ins. 

10 

500 

358 

3 

8 ins. 

20% ins. 

10 

740 


'-Ll8t 

Each 

Price-* 

Per 100 

Wt. Lbs. 

*-List 

Each 

Price— 
Per 

$1.34 

$112.00 

560 

$1.71 

$144 

1.79 

150.00 

800 

2.36 

198 

2.28 

192.00 

1020 

3.05 

256 

2.74 

230.00 

1240 

3.69 

310 

1.79 

150.00 

700 

2.17 

182 

2.74 

230.00 

1040 

2.69 

278 


Peirce Extension Secondary Racks 


251 

2 

4 ins. 

8% ins. 

5 

735 

$2.62 

$220.00 

935 

$3.00 

$252 

351 

3 

4 ins. 

12% ins. 

5 

1100 

3.57 

300.00 

1400 

4.14 

348 

451 

4 

4 ins. 

16% ins. 

5 

1245 

4.43 

372.00 

1645 

5.19 

436 

541 

5 

4 ins. 

20% ins. 

5 

1500 

5.28 

444.00 

2000 

6.24 

524 

259 

2 

8 ins. 

12% ins. 

5 

1100 

3.57 

300.00 

1200 

3.95 

332 

359 

3 

8 ins. 

20% ins. 

5 

1500 

5.28 

444.00 

1800 

5.85 

492 


Insulators for Peirce Secondary Racks 

List Wt. Lbs. '-List Pri 


No- per 100 Each 

355 Standard single groove. 100 $1.90 

356 Special double groove. f 115 2.14 


ivery F. O. B. Factory, Pittsburgh, Pa. For warehouse deliveries write nearest house. 


Par 

$16. 

18. 


Lin# Construction Material 


ss .38 [ S 88 S 3333 [ [.§888888 888888 [888 








Quantity Prices 
Quoted on Request 


Western Electric 

INSULATOR SPECIALTIES 


1029 



Style A 


Style B 


Holmes Tree Insulators 

These insulators are made of malleable iron and furnished with double petticoat glass insulator. They 
aie always in an upright position, regardless of the slant of the tree. The current cannot leak even if wire 
is bare. They can be quickly applied to tree without cutting the wire. 


List No. Style ‘List Price Each 

741713 A Holmes Tree Insulator, % in. hole, will take wire up to 2-0. $0.73 

741714 B Holmes Tree Insulator, 1 in. hole, will take wire up to and including 4-0. 1.17 



Insulator Bracket 


Insulator Bracket 


Ajax Insulator Bracket 

The new Ajax Insulator Bracket is made of malleable iron with lag screw in one piece and the insulator 
pin is made of a soft tough lead composition. 

The comparatively soft insulator pin eliminates cracking the glass or porcelain insulator which is 
screwed over it. Where iron pins are used the expansion and contraction of the metal often results in crack¬ 
ing the glass or porcelain. 

The lag screw used without expansion shield is adapted for use in wood house-walls, trees, poles, etc. 
and with the addition of a Diamond N Two-part Expansion Shield it makes a most secure attachment to 
brick, stone or Concrete walls. Furnished in two diameters, l A inch and inch. 

List per 100 


•Galvanized— ■ — * -Black- 


Diameter of Screw 

Without Shield 

With Shield 

Without Shield 

With Shield 

A in. 

$45.60 

$56.40 

$39.00 

$48.00 

l A in- 

54.00 

66.00 

46.20 

56.40 


•Delivery F. O. B. Factory, Newton, Mass. For warehouse deliy^jrjes write nearest house. 


26-4 Line Construction Material 
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Western Electric 

MAST ARM AND BRACKETS 


Mall Orders Filled 
at Prevailing Prices 



Pole Plate 



Knuckle 

Joint 


Street Hood Support 



Mast Arm with Knuckle Joint 

Knuckle Joint Incandescent Mast Arm 


This unique mast arm having knuckle joint allows it to be set level with the pole out of plumb. 

Pole Plate is of malleable iron drilled for two % inch lag bolts,.3}^ inches apart horizontally, making a 
solid support. 

Knuckle Joint is of malleable iron and slides readilv into dovetail slot of the pole plate. It is made 
to clamp 1inch standard pipe. No set screws are usecf. 

Street Hood Support is of malleable iron and has an eye supporting ring with H inch bolt for two 
% inch rods. One end threaded for 1 inch mast arm, the other end is 1 inch standard pipe size, for 
high candle power street hood. Finished in black rubber paint. 

Supporting Rods have an eye at either end and may be furnished either hot galvanized, lomanized 
or black. These are lagged direct to either side of the pole. The standard sizes carried in stock are 11 feet 
8 inches for 10 foot mast arm. -—List Price Each—* 


List No. i Std. Lots of Lots of 

. Knuckle joint incandescent mast arm complete (less pipe) includes Pkg. 1 to 100 100 or More 

1 knuckle joint with pole plate, 1 incandescent fitting with eye 
supporting ring, 2% inch block supporting rods, 11 ft. 8 ins. 

long with eye. 10 $6.30 $5.86 



Standard 5 In. Bracket PL 3 in. Bracket* FL 3 in. Bracket 13-14 In. Bracket 

PL Duplex Insulated Brackets .—-List Price E»cb—- 

Opening in Porcelain A a Inch Oval Std. Lots of Lotsof 

List No. Pkg. 10 250 or More 

PL-5 in. Standard Duplex Insulated Bracket. 100 $1.02 $0.96 

PL-3 in. Dbplex Insulated Bracket. 100 .86 *82 

FL-3 in. Duplex Insulated Bracket, with inch machine bolt and nut in 

place of lag screw. 100 1.02 .96 

13-14 Duplex Insulated Bracket, supports wire along \\i inch mast arm. 100 . 98 .94 

Delivery F. O. B. Factory, Elizabeth, N. J. For warehouse deliveries write nearest house. 












Quantity Prices 
Quoted on Request 
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No. 1002 


No. 2004 


No. 161 


No. 165 


Peirce Crossarm Straps and Clamps 

Hot Galvanized 


■Dimensions in Inches- 


List 


--Size Strap-* 

Weight 

--Price 

> List-s 

No. 

Description Size Arm 

Flat 

Round 

Pounds 

Each 

Per 100 

1001 

Strap 3x 4*4 

A x i % 


91 

10.23 

*22.06 

1002 

Strap 3^2 x 4^2 

AxlH 

Yi 

102 

.24 

23.10 

1003 

Strap 354 x 4% 

AxlM 


113 

.25 

24.16 

1004 

Strap 4 x 5 

AxlM 

y* 

126 

.26 

25.20 

List 


Size of Oossarm 


--List Price-* 

No. 

Description 

Inches 

Weight, Lbs. 

Each 

Per 100 

2001 

Heavy Crossarm Strap 

3>4 X 4M 

Wood Arm 

142 

*0.30 

*29.56 

2002 

Heavy Crossarm Strap 

3Kx4H 

Wood Arm 

148 

.31 

30.34 

2003 

Heavy Crossarm Strap 

3^x4^ 

Wood Arm 

154 

.33 

32.12 

2004 

Heavy Crossarm Strap 

4 x 5 

Wood Arm 

160 

.36 

33.90 

159 

Angle Clamp 

2Hx2H 

Notched Angle 

90 

.14 

13.68 

160 

Angle Clamp 

3 x 2 

Notched Angle 

90 

.14 

13.68 

161 

Angle Clamp 

3 x 3 

Notched Angle 

100 

.15 

14.28 

162 

Angle Clamp 

3^x3H 

Notched Angle 

115 

.16 

15.46 

165 

Pipe Clamp 

\M to 2 

Standard Pipe 

160 

.25 

23.80 



No. 1860 


No. 1872 No. 1861 


No. 7840 


PEIRCE DOUBLE CLEVISES FOR CROSSARMS 
Hot Galvanized 

The Double Clevis consists of a clevis plate and a crossarm clamp or strap. 


List 

No. 


Size Arm, Inches 

Wt., Lbs. 

Each 

-List Price-* 

Per 100 

1860 

Standard Clevis Plate 

All Arms 


120 

*0.29 

*26.60 

1861 

Angle Clamp only 

3 x 3 

Angle 

70 

.12 

10.46 

1862 

Angle Clamp only 

3Yx3Y 

Angle 

76 

.14 

12.36 

1871 

Crossarm Strap only 

3!4x4% 

Wood 

97 

.23 

20.90 

1872 

Crossarm Strap only 

3Y 2 x4Y 

Wood 

108 

.25 

22.80 

1873 

Crossarm Strap only 

3% X 4% 

Wood 

119 

.28 

25.66 

1874 

Crossarm Strap only 

4 x 5 

Wood 

132 

.32 

28.50 


HUBBARD GUARD IRONS 
Hot Galvanized 


The Guard Irons are fastened to the arm by two wood screws. 

List ' -Dimensions in Inches- 

No. Diameter Width Height 

7840 Yi 5 - m 

7841 V% 5 7K 

15 


*-Per 100-. 

Weight, Lbs. List Price 

85 Prices on 

125 Application 

Line Construction Material 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


CROSSARM BRACES 



No. 7960. Flat Steel Back Braces 



No. 743. Peirce Channel Steel Back Braces 



No. 7969. Angle Steel Back Braces 


Flat Steel Back Braces 


These braces are used for back bracing crossarms at comers and terminal poles, and in many cases 
eliminate the necessity for double arming. They are made of three shapes of open hearth steel: flat, angle 
and channel, an< i are fastened to the crossarm by A inch carriage bolts, and to the pole by the A inch cross- 
arm through bolt. The Peirce Channel Braces are stiffer than any other form of brace of the same weight. 
They are provided with two prongs at each bolt hole, which bite into the arm and pole, and prevent any 
lost motion between the arm, brace and bolt. 

Nos. 7967 and 7969 are the A. T. & T. Co. standard braces. 

List No. Size Steel Inches Length Feet Weight Pounds list Price Each 

7960 V/ 2 x 6 ft. 1150 $1.96 


Angle Steel Back Braces 


List 

No. 

Si so Steel 
Inches 

Length 

Weight 

Lbs. 

List Price 
Each 

List 

No. 

Size Steel 
Inches 

Length 

Weight 

Lbs. 

List Price 
Each 

740 

1 x H x H 

5 ft. 

410 

$0.86 

746 

1*4 x H x M 
l^xl HxU 

4 ft. 

420 

$1.04 

741 

1 x x Yu 

6 ft. 

510 

1.06 

7964 

4 ft. 

512 

1.19 

742 

1H x H x H 

5 ft. 

670 

1.20 

7965 

. 1 H X 1 M X M 

5 ft. 

635 

1.40 

743 

1 % X H x H 

6 ft. 

820 

1.38 

7966 

14 x 14 x A 

6 ft. 

1100 

2.04 

744 

l H x m x H 

8 ft. 

1060 

1.84 

7967 

lHxlHxA 

IX x 1H x A 

7 ft. lOins. 

1650 

1.68 

745 

1 X x H x H 

9 ft. 2 ins. 

1250 

2.14 

7969 

9 ft. 2 ins. 

1935 

3.55 


E 


National Electric Light Association Standard Brace, No. 8128 No. 7994 Vertical Brace 

Flat Crossarm Braces 

The standard crossarm brace of the National Electric Light Association is the x 1 inch brace, 
28 inches long over all, with one A inch hole and one A inch hole, the centers of which are one inch from the 
ends of the brace. This arrangement of holes is also standard with the A. T. & T. Company and the Western 
Union Telegraph Company, and will be furnished on all orders unless otherwise specified, although the Rail¬ 
way Signal Association brace, with A and % inch holes similarly arranged, or any other desired combination, 
can be supplied. Hot galvanized or plain. 





1 INCH X A INCH BRACES 





Weight 

List Price 1 



Weight 

List Price 

List 

Length 

Lbs. 

Galv. 

List 

Length 

Lbs. 

Galv. 

No. 

Inches 

per 1000 per 100 

No. 

Inches 

per 1000 

per 100 

7920 

20 

1000 

$26.00 

7924 

24 

1200 

$31.20 

7922 

22 

1100 

27.40 1 








1* INCH X A 

INCH BRACES 



8020 

20 

1420 

$32.80 I 

8026 

26 

1840 

$42 00 

8022 

22 

1560 

36.00 

8028 

28 

1980 

45 20 

8024 

24 

1700 

39.20 | 

8030 

30 

2120 

48.80 




VA INCH X H 

INCH BRACES 



8120 

20 

1670 

$38.40 1 

8126 

26 

2165 

$49.60 

8122 

22 

1835 

42.40 

8128 

28 

2335 

53.60 

8124 

24 

2000 

46.00 | 

8130 

30 

2500 

57.20 




VERTICAL BRACES 






-Dimensions in Inches -» 


„ - - - 

.Per 100- 



List 




Length 


No. of 

Weight, 

-- 

No. 

Size 

Angle 


Over All 

Spacing 

Arms 

Lbs. 

Plain 

7990 

VAx 

1 ! 2 X 

A 

16 

12 

2 

240 

$48.30 

7991 

1 Ax 

1 1 2 X 

A 

28 

12 

3 

420 

93.10 

7992 

1 Ax 

V/ 2 x 

A 

40 

12 

4 

600 

136.00 

7993 

IH x 

1 z i x 

A 

22 

18 

2 

385 

84.00 

7994 

Vix 

1 3 4 X 

A 

40 

18 

3 

700 

158.74 

7995 

1 % X 

1 3 4 X 

A 

58 

18 . 

4 

1015 

206.88 


Delivery F. O. B. Pittsburgh, Pa. For warehouse deliveries write nearest house. 
Line Construction Material 28 


Price-- 

Galv. 

$66.19 

100.84 

147.32 

90.98 

158.62 

224.10 
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Quantity Prices 
Quoted on Request 



Extension Fixtures 


Where it is necessary to clear buildings or trees without the use of high poles, extension fixtures of the 
A. T. & T. Co. design furnish a very rigid and economical construction. They are designed for supporting 
either 6 or 10 pin arms* No. 8051 back brace being used with 6, and No. 8052 with 10 pin arms. The vertical 
brace shown is designed for 3 arms spaced 12 inches apart, or 2 arms on 24 inch centers, additional arms 
being cared for by placing other vertical braces in “series” with the first. All braces are made of heavy 
open hearth steel angles, the diagonal braces being 2x2x A inch and the other braces 2 x 2 x inch angle. 
Prices do not include bolts. Hot galvanized. 

--Per 100-- 


List 


Length 

Weight 

List Prices 


No. 

Style 

Inches 

Lbs. 

Plain 

Galv. 

8050 

Diagonal 

S3X 

1750 

$248.40 

$330.52 

8051 

Back 

50 H 

1350 

100.80 

255.40 

8052 

Back 

62$ 

1665 

231.67 

306.00 

8053 

Vertical 

28 

745 

103.66 

155.42 


V 




V 


No. 7984 


No. 8084 


Angle Steel Alley Arm Braces 

HOT GALVANIZED OR PLAIN 


Alley or side arm braces made of steel angles are used extensively on distribution lines in alleys. 
Where more than one crossarm is supported, vertical braces are used in addition. 

Two types of braces are made, with forged ends and with straight ends, each being supplied with or 
without steps for the linemen. The forged end brace is fastened by lag screws to the street side of the pole 
and by a carriage bolt to the aide of the crossarm, while the plain end brace is lagged to the face of the pole 
and bolted to the side of the arm. 

The braces listed cover the best modern practice, but prices will be quoted on any special type or size 
of brace upon receipt of drawings. 

FORGED END BRACES 


Length 

Feet 

5 

5 

6 
7 
7 

lO 


6 

6 

6 

7 

7 


Sise Angle 
Inches 

X x IH x H 

$ x m x A 

X X IX X A 

Mxl^xA 
X x 1% x A 
x 2 x X 


; x iv* x x 

x m x a 

X \x x A 

wrA 

x 2 


Without Steps 


List 

Weight 

--Per 100-- 

List Prices 

List 

Weight 

--Per Jj»0-- 

List Prices 

No. 

Lbs. 

Plain 

Galv. 

No. 

Lbs. 

Plain 

Galv. 

7970 

700 

$145.50 

$162.04 

7980 

775 

$195.78 

$230.62 

7971 

1015 

197.56 

220.12 

7981 

1090 

244.92 

288.80 

7972 

1195 

224.78 

249.88 

7982 

1270 

269.92 

319.10 

7973 

1375 

256.66 

285.32 

7983 

1450 

, 298.54 

354.52 

7974 

1615 

296.44 

330.40 

7984 

1690 

339.14 

399.74 

7975 

3525 

645.34 

120.00 

7985 

3600 

675.34 

798.00 

8070 

PLAIN END BRACES 

615 $90.20 $106.59 

8080 

690 

$148.90 

$131.96 

8071 

900 

132.00 

156.00 

8081 

975 

190.68 

225.34 

8072 

1080 

158.40 

187.20 

8082 

1155 

217.04 

256.54 

8073 

1260 

184.30 

219.90 

8083 

1335 

248.98 

287.06 

8074 

1485 

217.76 

256.54 

8084 

1560 

278.48 

325.88 

8075 

3200 

468.66 

555.34 

8085 

3275 

536.00 

633.32 


With Steps 


Delivery F. O. B. Pittsburgh, Pa, 


For warehouse deliveries write i; he&test house 
28-1 


Line Construction Material 
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CONSTRUCTION MATERIAL 


Mail Orders Filled 
at Prevailing Prices 



Fletcher Strain Plate No. 7575 



No. 757« 


Strain Plate 


Approx. 


List 



Weight 

List Price 

No. 


Size 

per 100 

Galv. 

12 

Galvanized strain plate or pole shim, Fletcher type. 


400 lbs. 

fEach $2.14 


Strain Plates and Guy Shims 

HOT GALVANIZED 

The purpose of strain plates and guy shims is to keep the guy strand from cutting into the pole, which 
not only injures the pole, but retains moisture about the strand and accelerates corrosion. The 
strain plate has been adoptea as standard by the Bell companies and by most large central stations, as it gives 
better protection to the pole, costs less, and is much cheaper to install than shims, which were formerly 
standard. From two to four plates are required per pole, depending on its diameter. Strain plates are made 
from 14 gauge galvanized steel plates. Guy shims are furnished either hot galvanized or plain. 


*-Per 100- 

List Dimensions Weight List Price 

No. in Inches Lbs. Galv. 

7575 Strain plate. 4 x 8 85 $22.88 

7570 Pole shim. 1 x A x 8 45 9.72 

7571 Pole shim. .. 1 \i x A x 8 57 10.30 



Hub Guards 

HOT GALVANIZED OR PLAIN 

Hub Guards are used on corner poles to protect them from the hubs of wagons. 
The dimensions given are those of the flat plates, before'bending, the 14 inch guards 
being bent to a b}4 inch radius, and the 16 inch to a 7 Yi inch radius. All holes are 
A inch diameter for Yi inch lag screws, there being three holes on each side of the 
18 inch guards and five on the 30 inch sizes. The 18 inch lengths are the A. T. & T. 


Co. standard. 

List No. 

Dimensions 
in Inches 

Weight, Lbs. 

-Per 100— 
Plain 

Galv. 

7100 

14 x 18 x y s 

1050 

$215.33 

$278.70 

7101 

16 x 18 x Ys 

1100 

232.35 

300.64 

7102 

14 x 30 x A 

2400 

438.04 

601.33 

7103 

16 x 30 x A 

2500 

460.64 

630.70 


No. 7102 


Pole Protection Strips 

HOT GALVANIZED 

These are also known as cribbing guards and are used to prevent horses gnawing poles. Made of 24 
gauge galvanized sheet steel, 2 inches wide and 48 inches long, and curved to fit the pole, to which they are 
nailed, generally spaced about 3 inches on centers. 

List No. Weight per 100 _ _ , List Price per 100 

_ ™ Digitized by 
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165 lbs. 
29 


117.16 






Quantity Prices 
Quoted on Request 


Western Electric 

MISCELLANEOUS POLE STEPS 


1035 



No. 7131 Steps for Concrete Poles No. 7136 

Steps for Wood Poles 

Of the steps for wood poles, the 10 inch hook head step is the standard of the National Electric Light 
Association, the American Telephone <fc Telegraph Company and the Western Union Telegraph Company. 
It has the fetter drive thread, which makes it easy to install and does not tear the wood of the pole when 
driven. The 10 inch button head step is also an A. T. & T. Co. standard and has the twist drive thread and 
a square shoulder under the head for a wrench hold. 


Hook Head Button Head 


List 

Diam., 

Length 

Weight, 

—Per 100-* 

*-List Price-* 

List 

Diam., 

Length 

Weight, 

-Per 100— 
*-List 

Price-% 

No. 

Inches 

Inches 

Lbs. 

Plain 

Hot Galv. 

No. 

Inches 

Inches 

Lbs. 

Plain 

Hot Galv. 

7123 

A 

9 

652 

$9.60 

$11.69 

7128 

5 /s 

9 

833 

$12.16 

$14.81 

7124 

k 

9 

810 

11.84 

14.69 

7129 

H 

10 

913 

13.22 

16.12 

7125 

% 

10 

890 

12.90 

15.72 











Steps for Concrete Poles 




7131 

K 

14 

160 

$5.34 

$6.49 

7136 

% 

14 

160 

$5.34 

$6.49 

7132 

% 

16 

175 

5.55 

6.76 

7137 

% 

16 

175 

5.55 

6.76 

7133 

% 

20 

210 

5.97 

7.28 

7138 

5 A 

20 

210 

5.97 

7.28 


Steps for Steel Poles and Towers 



Cutter Removable Pole Step Removable Step Socket 

McBride Pole Step 


Cutter Removable Pole Step 

Weigh less than 14 oz. per pair, and are much 
more easily carried than a ladder. The sockets for 
them are hooked under so as to be sleetproof. 


List Std. JList Price 

No. Pkg. Each 

20885 Pole step, painted. 250 $0.35 

20886 Socket, painted. 250 .21 

20887 Pole step, galvanized. 250 .42 

20888 Socket, galvanized. 250 .28 


Wooden Pole Step 

This pole step is of oak, drilled for two spikes, 
and is easily nailed up against the pole. 


List fList Price 

No. per 1000 

740194 Oak pole step, plain. $20.00 

740195 Oak pole step, creosoted. 22.40 

741628 Oak pole step, paraffined. 22.40 


McBride Removable Pole Step 

Wt. per 100 Wt. per 100 ttList Price per 100 
Last No. Plain Galv. Plain Galv. 

740205 Pole step and socket.. 75 lbs. 80 lbs. $21.40 $29.60 

•Delivery F. O. B. Pittsburgh, Pa. tDelivery F. O. B. Factories, Maryland, Wisconsin and Indiana. 
^Delivery F. O. B. South Bend, Ind. ffDelivery F. O. B. St. Louis, Mo. For warehouse deliveries write 
nearest house. 
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Western Electric 

POLE STEP AND BANDS 


Mall Orders Filled 
at Prevailing Prices 




No. 7206 


No. 7306 


Steps for Tubular Poles 

Open hearth steel 1J4 inches wide, A inch thick, is used in making steps for tubular poles. 
The steps are 6 inches long from pole to tip, which is turned up 34 inch. Machine bolts 34 inch diameter, 
1 34 inches long, are furnished with these steps. Hot galvanized or plain. 

SOLID STEPS 



Nominal 

Actual *- 


-Per 100- 


List 

Size Pole 

Outside Diameter 

Weight, 

/-List Price— 


No. 

Inches 

of Pole, Inches 

Lbs. 

Plain 

Galv. 

7204 

4 

4 a 

215 

$72.20 

$95.02 

7204 14 

4^ 

5 

230 

77.30 

101.66 

7205 

5 

5 M 

245 

82.34 

108.32 

7206 

6 

6Vs 

260 

88.67 

116.66 

7207 

7 

7Vs 

295 

97.54 

128.32 

7208 

8 

SVs 

320 

80.28 

140.82 

7209 

9 

9V S 

345 

116.00 

153.34 

7210 

10 

10% 

375 

126.68 

166.68 



SPLIT STEPS 



7304 

4 

4J4 

260 

$88.66 

$116.66 

7304 

4^ 

5 

275 

93.74 

123.32 

7305- 

5 

5^ 

290 

98.78 

130.00 

7306 

6 

Ws 

315 

104.50 

137.50 

7307 

7 

7% 

340 

114.00 

150.00 

7308 

8 

8% 

365 

123.48 

162.52 

7309 

9 

9 y 8 

390 

133.00 

175.02 

7310 

10 

10H 

420 

143.16 

188.32 


Trolley Pole Bands 

HOT GALVANIZED OR PLAIN 

Pole bands for attaching span wires to tubular poles are forged from open hearth steel 134 
inches wide and A inch thick ana are equipped with J4 x 1 J4 inch machine bolts. When clamped tightly 
on the proper size of pole, the opening between the ends of the band is % inch wide. The bolts of the two- 
bolt solid and three-bolt split bands are 1 J4 inches apart on centers. 

The following table gives the actual outside diameters of standard tubular trolley poles, to fit which all 
pole bands are made: 


Nominal Diameter 
of Pole, Inches 

4 

4J4 

5 

6 


Actual Outside Diameter 
of Pole, Inches 

4 !4 

5 

5J4 

6 % 



No. 7216 No. 7226 

One-bolt SOLID BANDS Two-bolt 


Nominal 

* 

-Per 

00-- 


---Per 100- 


Size Pole 

List 

Weight 

List 

List 

Weight 

List 

Inches 

No. 

Lbs. 

Price 

No. 

Lbs 

Price 

4 

7214 

160 


7224 

200 


4J4 

721434 

172 I 

On 

7224 34 

212 | 

On 

5 

7215 

185 1 

application 

7225 

225 1 

application 

6 

7216 

210 J 


7226 

250 J 




No. 7326 



No. 7336 




Two-bolt 

SPLIT BANDS 

Three-bolt 


4 

7324 

205 1 


7334 

245 1 


4J4 

7324 ^ 

220 I 

On 

7334J4 

260 1 

On . 

5 

7325 

235 

application 

7335 

275 

application 

6 

7326 

255 

7336 

295 J 



Delivery F. O. B. Factory, Pittsburgh, Pa. For warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 


Western Electric 

POLE SEATS AND PLATFORMS 

Hot Galvanized or Painted 


1037 


ii»A\v 



No. 755 



Pole Seals 

No. 751 No. 753 No. 755 No. 757 


Peirce Pole Seats 


These seats in a competitive test held a dead load of 1740 lbs. without deflection. k\\£ inch angle 
iron seat, weighing fifty per cent, more, collapsed with 960 lbs. load. The frames and braces of all styles 
are of 1 x K inch channel steel. The wood seats are 1 l /i inch cypress, boiled in creosote. The bars of the 
all steel seats are Y% inch square steel let into the frame in such manner as to leave no projecting ends. There 
is no strain on the riveted joints. The bars are placed with corners up, to prevent slipping. They are 
shipped completely assembled in bundles of five. 


List 

No. 

760 No. 1, painted Pole Seat... 

751 No. 1, galvanized Pole Seat 

752 No. 2, painted Pole Seat... 

753 No. 2, galvanized Pole Seat 

754 No. 3, painted Pole Seat... 

755 No. 3, galvanized Pole Seat 

756 No. 4, painted Pole Seat... 

757 No. 4, galvanized Pole Seat 



Pole Platform 


Std. 

Bundle 

Weight 
per 100 

t 

Each 

'List Price-* 

Per 100 

5 

1260 

$2.44 

$224.40 

5 

1260 

2.88 

264.00 

5 

1400 

3.60 

330.00 

5 

1400 

4.16 

382.80 

5 

1400 

2.74 

240.80 

5 

1400 

3.45 

316.80 

5 

1260 

2.74 

240.80 

5 

1260 

3.45 

316.80 


♦Delivery F. 0. B. Pittsburgh, Pa. For warehouse deliveries 
write nearest house. 


Pole Platform 

SECURITY TYPE 

This type isin tended for important points, and is therefore 
built strong in order to support several men at once. The guard 
rails go around the pole and fasten to it by lags. This makes 
the rail very staunch. For shipment, the platform and rail are 
wired to each other. All the braces, post, and lag screws are 
boxed and are complete. The dimensions of frame over all are 
32 x 32 inches and wood floor is 27 x 32 inches. 


List 



Approximate 

fList Price 

No. 



Weight Each 

Each 

010282 

Pole Platform, 

with railing. 

90 lbs. 

$29.00 

010283 

Pole Platform, 

without railing. , 

. 62 lbs. 

25.00 


Galvanized prices extra. 

fDelivery F. O. B. Toledo, O. For warehouse deliveries 
write nearest house. Digitized by ' 
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Western Electric 
GUY ANCHORS 
Matthews Scrulix Anchors 


Mall Orders Filled 
at Prevailing Prices 


These anchors are screwed down into the solid ground without disturbing it. Each 
turn of the helix causes it to feed down into the ground and as it goes down the upper 
half again compresses the earth so that it is as solid above the anchor as around it. 

All other types of ground anchors have moving parts which must be adjusted and 
which are frequently buried unadjusted, and they require a hole to be dug before in¬ 
stalling. It is argued that this is wrong in principle because the filled hole of soft dirt 
above the anchor allows the rain and snow water to gradually soften the dirt and decrease 
the resistance of the earth above the anchor. The intermittent strains on the line have 
a tendency to raise the anchor up into this filled and softened earth. The results must 
necessarily be less satisfactory than with the Matthews Scrulix Anchor. 

Matthews Scrulix Anchors are screwed into solid ground and afford the maximum 
of resistance to the upward pull of the guy lines. 

Manufacturer absolutely guarantees the ungalvanized 5, 6 and 7 inch Matthews 
Scrulix Anchors to outlast any other anchors using galvanized steel rods of the same 
cross section, and they guarantee the ungalvanized 8, 10 and 12 inch Matthews Scrulix 
Anchors with square rods to outlast the same round section galvanized. 

Twelve or more Matthews Scrulix Anchors and one No. 567 Wrench for their instal¬ 
lation will be sent on thirty days 1 trial, charges prepaid, on the first order only. If 
unsatisfactory, they may be returned, freight charges collect. 


No. 502R 
No. 603R 
No- 704R 



S o. 800t 
o. 1000 ( 
No. 1200 


The Ratchet Handle No. 765 


Mfr. No. 

Diam. of Anchor 

List Prices per 100, Galv. 

Less than Less than 50 50 or 

12 and over 11 More 

Net 

Additions for 
Delivery on 
Pacific 
Coast 

502 R 

5 in. 

$250.00 

$230.00' 

$210.00 

$0.13 

603 R 

6 in. 

340.00 

320.00 

300.00 

.20 

704 R 

7 in. 

410.(X) 

. 390.00 

370.00 

.30 

567 

Wrench. 

900.00 

900.00 

900.00 

.50 

•765 

Handle. 

900.00 

1)00.00 

900.00 

.14 

800 

8 in. 

900.00 

900.00 

900.00 

.76 

1000 

10 in. 

1200.00 

1200.00 

1200. (X) 

1.00 

1200 

12 in. 

1850.00 

1950.00 

1950.00 

i.eo 



Yi inch round 
% inch round 
inch round 
Wrench 

Ratchet Handle 
for above 
V/% inch square 
1 Y\ inch square 
1 y inch square 


Rod anchor for lightest strains 
Rod anchor for medium strains 
Rod anchor for heavy strains 
For installing the above anchors 
See (*) Remarks 

Rod anchor for heavy strains 
Rod anchor for heavier strains 
Rod anchor for very heavy strains 


All rod anchors are 6 feet long over all. A number 567 wrench must be used with 
all anchors smaller than 800. No wrench is needed for the 800, 1000, or 1200 anchors. 

•The 765 ratchet handle is for use with the 567 wfenck^is very useful 
where it is desired to put the anchor down next tBitri&&, fences, etc. ^ 


Line Construction Material 























Quantity Prices 
Quoted on Request 
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GUY ANCHORS AND ANCHOR RODS 
Bierce Guy Anchors 

The “Bierce” Anchor works on the principle of the inverted wedge. It 
has exceptional holding power in dry sand or swampy soil. In a recent series 
of tests, the 8 inch size held over 16,000 pounds in clay and over 13,000 pounds 
in dry sand. It does away with expanding, screwing, driving or guessing. 
One man can bore hole with auger, set anchor and tamp it in fifteen minutes. 
It is made in one solid piece. 

To install, bore a hole not less than five feet with an earth auger of same 
diameter as “Bierce” Anchor. Use H inch, inch or % inch anchor rods 
as desired for 8 inch size and 1 inch rods for 12 inch size. Drop the anchor 
into the hole with the point up. Tamp a quantity of broken stone or brick 
firmly around the anchor and it is ready to attach to the guy wire. The 
earth may be back filled loosely or tamped, as desired. We recommend the 
8 inch anchor for a general purpose and the 12 .inch for dead-ending lines 
under heavy strain. 


‘Bierce” Anchor 


I 


0 


Type A Type B 

List Rod 

No. Type L’gth,ft. 

740985 A 5 

740986 B 5 


-*List Price Each- 


List 


Wgt. lbs. 

Less 



100 or 

No. 

Diam. 

per 100 

than 10 

10 to 50 50 to 100 

More 

740981 

5 in. “Bierce” Anchor. 

230 

$1.60 

$1.00 

$0.88 

$0.78 

740982 

6 in. “Bierce” Anchor. 

. 290 

1.70 

1.10 

1.00 

.88 

740983 

8 in. “Bierce” Anchor. 

. 530 

2.20 

1.32 

1.22 

1.10 

740984 

12 in. “Bierce” Anchor. 

. 1300 

2.40 

2.62 

2.32 

2.20 

a 

m 

• 

o 

B. Factory, Cincinnati, Ohio. For 

ware- 





Open Closed 


Finish 

Galvanized only. 
Galvanized only. 


house deliveries write nearest house. 
Note: Prices do not include rods. 


Adjustarods—Types A and B 

Adjustarods are the only all in one metal equip¬ 
ments for “dead man” anchor installations. They 
have also the additional valuable advantage of turn- 
buckle properties, permitting slack in guy to be taken 
up at any time by merely applying a monkey wrench 
to the upper end of the rod. 

Type A consists of a clamp, pulley, swivel, rod, 
washer and base nut. 

Type B consists of eye, swivel, rod, washer and 
base nut. 

Adjustarods are ordered as a unit and handled as 
such up to installation—no separate parts to forget or 
lose. 

The rods of both types A and B are % inch in 
diameter, and threaded 12 inches on lower end. 

-List Price Each-> 


Less 
than 10 
$4.00 
2.20 


10 to 49 
$2.30 
1.40 


100 

50 to 99 and Over 
$2.10 $2.00 

1.20 1.10 


Harpoon Guy Anchors 

Harpoon Guy Anchors are made of steel throughout. They are driven down with a sledge and set 
by a pull. One man can install a Harpoon Guy Anchor in ten minutes. No digging, boring, tamping 
or special tool is required. The wings open out in the undisturbed ground and will withstand any strain 


met in ordinary pole line service. 

List Length Wt. 

No. Rod Finish Lbs. 

741274 5 ft. Black enamel. 23 

741275 5 ft. Electro Galvanized. 23 

^Delivery F. O. B. Syracuse, N. Y. 


-JList Price Each- 


than 10 10 to 49 

$6.80 $5.75 

8.00 6.70 

For warehouse deliveries write nearest house. 
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100 

50 to 99 and Over 
$5.04 $4.75 

5.88 5.44 







1040 


Western Electric 

CONSTRUCTION MATERIAL 


Mail Orders Filled 
at Prevailing Prices 


' Peirce Cross arm Ground Plates. No. 18H 



No. 9566 Ground Rods 

no. 954* Ground Plates 

Hot Galvanized 

They are made of galvanized 20 gauge sheet steel, 12 inches square, and in two types, with and without 

Peirce tinned copper terminal for ground wire. -- Per loo-. 

List No. Wt., Lbs. List Price 

9545 Without terminal. 160 J On 

9546 With terminal. 170 | application 

Peirce Crossarm Ground Plate 

Hot Galvanized 

At crossings of high voltage lines over railroads and telephone and telegraph circuits, some means must 
be provided for grounding any high tension wire which falls from its insulator to the wooden croasarm. 
Peirce ground plates accomplish this end. They are made of steel, 3 inches wide and y% inch thick, formed 
to fit a round top crossarm, and have riveted at the center a tinned copper terminal to which the grounding 
wire is soldered. 

In ordering, please give size and spacing of pin holes. -- Per loo-* 

List No. Length in Feet Wt., Lbs. List Prioe 

1805 5 654 

1806 6 782 

1807 7 910 On 

1808 8 1038 application 

1809 9 1166 

1810 10 * 1294 

Ground Rods 

HOT GALVANIZED OR PLAIN 

The wired rods have, soldered firmly to their upper ends, No. 12 copper wires with free ends 5 inches long 
for attaching to the grounding wires running down the poles. Unwired rods are 
^ iotk strand provided with holes through their upper ends for attaching grounding wires. These 

noles are y inch in diameter for inch rods, A inch for Vi inch rods, and A inch 
and h /% and 1 inch rods, and are located 1 inch from the ends of the rods. 

GROUND RODS WITH COPPER WIRE 

J5PACtlFOR mwm —List Price— —List Prioe— 


- WJQ&D ROB 





—List Price— 





—List Prioe— 

list 

Diam. 

Length 

Wt., 

per 

List 

Diam. 

Length 

Wt., 


per 

No. 

Ins. 

Ft. 

Lbs. Each 

100 

No. 

Ins. 

Ft. 

Lbs. 

Each 

100 

9505 


5 

340 $1.16 

$68.44 

9516 

H 

6 

615 

$1.94 

$114.46 

9506 

H 

6 

405 1.26 

75.52 









GROUND RODS WITHOUT COPPER WIRE 



9555 

H 

5 

180 $0.66 

$39.18 

9567 


7 

460 

$1.12 

$66 08 

9556 


6 

215 .74 

43.66 

9576 


6 

660 

1.44 

84 96 

9565 


5 

330 .85 

50.04 

9577 

% 

7 

700 

1 68 

99.12 

9666 


6 

395 .99 

58.42 

9578 

H 

8 

800 

1.92 

113.28 



No. 9506 Ground Gone 


Ground Pipes 

HOT GALVANIZED 

The ground pipe is made of the best grade of % inch wrought iron 
pipe, 8 feet long, is forged to a long, sharp point, and then thoroughly hot-dip 
galvanized, inside and out, after which the wooden plug is inserted a depth of 8 
inches. 

On account of its great stiffness, it is possible to drive the ground pipe in soils 
and to depths impossible to the ordinary ground rod. 

List No. Wt. per 100 List Price per 100 

9500 875 lbs. On application 

Paragon Ground Cones 

Are made of a perforated sheet of pure copper; cone is filled with pea-sised 
charcoal or coke; the charcoal absorbs moisture by keeping the earth around the 
cone always moist, insuring a permanent and perfect ground. 

The cone is furnished complete with charcoal, and with braided hollow copper 
cable of 61,968 C.M. cross section, into which the ground wire may be soldered. 
The cable is securely soldered to the bottom of the cone. 

List B. A 8. tLiat Price 

No. Length Gauge Each 

3 For electric light. 1ft. 21 

4 For electric light. 2 ft. 21 7.50 

Delivery F. O. B. Pittsburgh, Pa. t Delivery F. 10>B. Chicago, Ill. For 
warehouse deliveries write nearest house. 
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Quoted on Request 


Western Electric 


ANCHOR RODS AND EYE BOLTS 



Standard Ancbor Rods with Drop Forged Oval Eye 
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Anchor Rods 

Hot Galvanized 

The eyes of Anchor Rods are drop forged except on the 1 and 1 A inch rods, which have welded 
eyes. This insures rods of maximum strength with no possibility of the rods’ being burned, as there is 
in welding the eyes. 

Rods under % inch diameter have 3 A inches of rolled threads. The 94, 1, V/i and 1 X A inch rods have 
3 inches of cut threads. All rods are made of full size stock as shown. 

Rods with two eyes can be furnished at the same prices as standard rods. All prices include square 
nuts, but no washers. 

Rods with welded eyes can be supplied at the same prices, if desired. 


List 

Dia. 

Length 

Sise Eye 
Inches 

Weight 

—Per 100-- 1 

List Prices 

List 

Dia. Length 

Size Eye 
Inches 

Weight 

—Per 100-- 

List Prices 

No. 

Inches 

Feet 

Width Length Lbs. 

Plain 

Galv. 

No. 

Inches 

b'cet 

Width Length Lbs. 

Plain Galv 

7405 

X 

5 

X 

1 

355 

$52.12 

$70.54 

7427 

X 

7 

1 

1A 

1125 

$139.06 $188.12 

7406 

X 

6 

X 

1 

410 

46.84 

80.96 

7428 

X 

8 

1 

1A 

1A 

1275 

155.72 210.68 

7407 

X 

7 

X 

1 

465 

67.54 

91.38 

7429 

H 

9 

1 

1475 

172.26 233.06 

7415 

X 

5 

X 

IX 

550 

72.54 

98.12 

7438 

i 

8 

1A 

l X 

2320 

218.20 392.94 

7416 

p 

6 

X 

IX 

650 

83.90 

113.46 

7440 

1 

10 

Ifc 

l X 

2850 

349.06 472.54 

7417 

7 

X 

IX 

750 

95.20 

128.80 

7444 

IX 

10 

5 

4550 

578.66 714.78 

7418 

u 

8 

X 

IX 

850 

106.52 

144.12 

7446 

IX 

12 

2 

6 

7750 

979.18 4324.12 

7426 


6 

1 

1A 

975 

122.36 165.60 

Drop For 

•ged 

Eyes 



* 




The drop forged eye is furnished on all standard rods and bolts except those of 1J4 and \A inches 
diameter. In addition to having nearly 40 per cent, greater strength than the welded eye, being in all 
cases stronger than the rod itself, the drop forged type of eye is absolutely reliable because it is forged from 
solid metal at a much lower temperature than the welding heat, and the chance of the metal burning, 
crystallizing, or being only partially welded is completely eliminated. 


Diameter 

Bolt 


Drop Forged Round Eye Bolt Eyes 

Dimensions in Inches 

Diameter Rod 


Diameter 

Opening 


Around 

Opening 


Drop Forged Oval Anchor Rod Eyes 


Diameter 

Rod 

X 


1 

IX 

IX 


Dimensions in Inches 


Diameter 

Width 

Diameter Rod 

Opening 

Opening 

Around 

(Short Way) 

(Long Way) 

Opening 

X 

1 

A 

X 

1H 


1 

ia 

hi 

ia 

IX 

X 

lx 

2 

5 

6 

18 



Standard Eye Bolts with Drop Forged Round Eyes 


Drop Forged Eye Bolts 

Hot Galvanized 

All bolts are rolled threaded 6 inches. Eye bolts are measured from the center of the eye to the end of 
the bolt. Prices include one square nut and one round washer. 


E>ia. Length 


6 

8 

10 

12 

14 

16 

18 

20 


.-Pe 

Weight 

r 100- 

List Prices 


Inches-* 

•-P 

Weight 

er 100-- 

List Prices 


Inches-—• 

-Pe 

Weight 

r 100-- 

List Prices 

Lbs. 

Galv. 

Dia. 

Length 

Lbs. 

Galv. 

Dia. 

Length 

Lbs. 

Galv. 

56.7 

$28.12 

X 

8 

111.3 

$37.56 

X 

10 

190.6 

$56.36 

66.9 

30.08 

X 

10 

127.7 

40.40 

X 

12 

214.4 

60.46 

77.1 

32.02 

X 

12 

144.1 

43.22 

X 

14 

238.2 

64.60 

87.3 

33.98 

X 

14 

160.5 

46.08 

X 

16 

262 

68.70 

97.5 

31.50 

X 

16 

176.9 

48.96 

X 

18 

285.8 

72.86 

107.7 

37.96 

X 

18 

193.3 

51.78 

X 

20 

309.6 

76.96 

117.9 

128 

39 90 
41.86 

X 

20 

209.7 

54.66 





Delivery F. O. B. Factory, Pittsburgh, Pa. For warehouse deliveries write nearest house. 
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1 f\A O aaa * ^ „ Mai! Orders Filled 

1U4Z Western Electric at prevailing Price. 

INSULATED FORKS AND TURNBUCKLES 

Hot Galvanized 



No. 650 No. 660 


Insulator Fork and Turnbuckles 


List 


Std. 

Wt. Lbs. 

List Price 

List Price 

No. 

Style 

Bundle 

per 100 

Each 

per 100 

650 

Insulator Fork and Eye, 6 in. Turnbuckle. 

. 10 

356 

$3.54 

$311.04 

651 

Insulator Fork and Eye, 9 in. Turnbuckle. 

. 10 

381 

3.84 

336.96 

660 

Two Insulator Fork and 6 in. Turnbuckle. 

. 10 

435 

3.94 

345.60 

661 

A 

Two Insulator Fork and 9 in. Turnbuckle. 

. 10 

460 

4.33 

380.16 


No. 67* No 68# 



Insulator Fork and Turnbuckles 

List 
No. 

670 

671 
680 
681 


Wi 2D— "d (3 

No. 690 Insulator Fork No. 640 No. 550 No. 561 



Std. Wt. Lbs. List Price List Pnce 
Style Bundle per 100 Each per 100 

Insulator Fork and Hook, 6 in. Turnbuckle. 10 341 $3.35 $293.76 

Insulator Fork and Hook, 9 in. Turnbuckle. 10 366 3.64 319.68 

Insulator Fork and Swivel Eye, 6 in. Turnbuckle. 10 304 3.69 324.00 

Insulator Fork and Swivel Eye, 9 in. Turnbuckle. 10 329 3.99 349.92 


Insulator Fork and Clevis 


690 Insulator Fork and 8 in. Carriage Bolt. 10 170 10.73 

691 Insulator Fork and 10 in. Carriage Bolt. 10 187 . 79 69.12 

692 Insulator Fork and 12 in. Carriage Bolt. 10 204 . 84 

693 Insulator Fork and 14 in. Carriage Bolt. 10 221 .89 77. <6 

549 Cross Arm Clevis, ZM x 4J< in. arms. 25 134 .42 35.-S 

640 Insulator Fork and 4 in. Lag Screw. 10 155 .54 47 52 

550 Cross Arm Clevis, 3H x 4H in. arms. 25 138 . 43 35.14 

551 Cross Arm Clevis, 3% x in. arms. 25 144 .44 36.20 

552 Cross Arm Clevis, 4 x 5 in. arms. 25 150 . 44 36. So 

561 Insulated Fork for heavy secondaries. 100 221 .50 50.40 

Note: The Turnbuckles, Hook and Eye Bolts are drop forged. The Insulator Forks are made from 
open hearth channel steel 

Delivery F. O. B. Pittsburgh, Pa, For warehouse deliveries write nearest house. 
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List Price 
per 100 
$64.80 
69.12 
73.44 
77.76 
35.28 
47.52 
35.14 
36.20 
36.86 
50.40 
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Plain Turnbuckles 


' *-Hook and Eye-» *-Eye and Eye-* --Clevis and Eye-«■ -—Clevis and Clevis-* 

•List Price •‘List Price *List Price •List Price 


Size 

List No. 

Plain 

Galv. 

List No. 

Plain 

Galv. 

List No. 

Plain 

Galv. 

List No. 

Plain 

Galv. 

Ax 2% 

741285 

$0.65 $0.72 

741312 

$0.65 $0.72 

741339 

$0.78 $0.86 

741366 

SO.85 SO.94 


741286 

.65 

.72 

741313 

.65 

.72 

741340 

.78 

.86 

741367 

.85 

.94 

Ax 4H 

741285 

.74 

.82 

741314 

.74 

.82 

741341 

.89 

.96 

741368 

.96 

1.07 


741288 

.86 

.96 

741315 

.86 

.96 

741342 

1.03 

1.15 

741369 

1.12 

1.25 

Ax 5 

741291 

1.01 

1.12 

741318 

1.01 

1.12 

741345 

1.20 

1.34 

741372 

1.31 

1.46 

Mx 6 

741292 

1.03 

1.44 

741319 

1.03 

1.44 

741346 

1.24 

1.73 

741373 

1.34 

1.87 

Mxl2 

741294 

1.67 

1.86 

741321 

1.67 

1.86 

741348 

2.00 

2.23 

741375 

2.17 

2.42 

A x 6 

741295 

2.16 

2.40 

741322 

2.16 

2.40 

741349 

2.59 

2.88 

741376 

2.38 

3.12 

Ax 9 

741296 

1.67 

1.86 

741323 

1.67 

1.86 

741350 

2.00 

2.23 

741377 

2.17 

2.42 

k x 6 

741298 

2.72 

2.30 

741325 

2.72 

2.30 

741352 

3.26 

2.76 

741379 

3.54 

2.99 

*A X 9 

741299 

2.59 

2.88 

741326 

2.59 

2.88 

741353 

3.11 

3.46 

741380 

3.37 

3.74 

5^x12 

741300 

2.59 

2.54 

741327 

2.29 

2.54 

741354 

2.75 

3.05 

741381 

3.37 

3.30 

Z A x 6 

741301 

2.75 

3 66 

741328 

2.75 

3.06 

741355 

3.30 

3.67 

741382 

3.58 

3.98 

Hx 9 

741302 

3.46 

3.84 

741329 

3.46 

3.84 

741356 

4.15 

4.61 

741383 

4.50 

4.99 

% xl2 

741303 

3.11 

3 46 

741330 

3.11 

3.46 

741357 

3.73 

4.15 

741384 

4.04 

4.50 

1A x 6 

741304 

3.89 

4.32 

741331 

3.89 

4.32 

741358 

4.67 

5.18 

741385 

5.06 

5.62 

TAx 9 

741305 

4.46 

4.96 

741332 

4.46 

4.96 

741359 

5.35 

5.95 

741386 

5.80 

6.45 

TAX 12 

741306 

3.83 

4.26 

741333 

3.83 

4.26 

741360 

4.60 

5.11 

741387 

4.98 

5.54 

1 x 9 

741308 

4.55 

5.06 

741335 

4.55 

5.06 

741362 

5.46 

6.07 

741389 

5.92 

6.58 

1 x 12 

741309 

5.04 

5 06 

741336 

5.04 

5.06 

741363 

6.05 

6.07 

741390 

6.55 

6.58 

\}A x 12 

741310 

8.12 

9.02 

741337 

8 12 

9.02 

741364 

9.74 

10.82 

741391 

10.56 11.73 

1^x12 

741311 

10.80 

12.00 

741338 

10.80 

12.00 

741365 

12.96 

14.40 

741392 

14.04 15.60 



Eye and Insulated Eye 


Insulated Turnbuckles 

Max. Length 

Average Max. Diam. Between Approx. 

List Test Load Breaking Takeup Bolt Centers of NetWt. fList Price 

No. in Lbs. Load in Lbs. in Ins. in Ins. Eyes in Ins. per 100 per 100 

740541 . 3000 6000 6 A 275 lbs. $137.50 

740542 . 4000 8000 6* % 18 H 325 lbs. 185.62 

740543 . 3000 6000 12 H 29 % 325 lbs. 206.20 

740544 . 4000 8000 12* % 30 410 lbs. 275.00 

•Delivery F. O. B. South Portland, Me. tDdivery F. O. B. Schenectady, N. Y. For warehouse 
deliveries write nearest house. 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


CONSTRUCTION MATERIAL 




Drop Forged Bolt Clevis 

Hot Galvanized 

The bolt clevis is used where a long eye is necessary, for instance, in supporting suspension type insula¬ 
tors with a hook in the cap of the upper unit. It is attached to the crossarm or building by a inch machine 
bolt, with either the head or nut inside the eye, which is 3J^ inches long, and tapers from % inch wide at 

one end to 1 ^ inches at the other, inside measurements. __p r ; cc __ 

List No. Weight per 100, Lbs. Each Per 100 

7515 93 . «0.40 $36.30 


Drop Forged Eye Nuts 


Hot Galvanized 

These eye nuts were primarily designed for use on the threaded ends of l A or l A inch machine bolts 


removing the stress from the crossarm without the trouble and expense of using an additional eye bolt. A 
pole head guy can be attached to an eye nut on the end of the crossarm bolt. The l A inch eye nut may be 
used on the end of a Peirce crossarm strap for back guying a line dead ended on a Peirce clamp pin. Many 
other uses will be found. The eye nuts are threaded to screw on standard A or % inch bolts, have eyes 
1 inch inside diameter, and are sufficiently strong to develop the full strength of the bolt. 

.-List Price-- 

List No. Diameter Bolt, Inches Weight, Lbs. Each Per 100 

7500 H 35 $0.39 $36.40 

7501 X 40 .47 42.68 


List No. Diameter Bolt, Inches Weight, Lbs. 

7500 X 35 

7501 H 40 

Guy Thimbles 

Hot Galvanized 

Nos. 7594 and 7595 are standard sizes of the A. T. & T. Co. 

Size of Strand Size of Guy Rod --Per 100-. 

List No. Inches Inches Weight, Lbs. List Price 

7593 X X *nd X OX $9.28 

7594 X X and X 22 10.44 

7595 X 1 75 16 98 





No. 8937 No. 7583H No. 7584 No. 7588 

Wall Straps 

Hot Galvanized 

Wall straps are used by telephone and electric railway companies for dead ending messengers 
or span wires on buildings and walls. They are made of A x 2 inch flat steel. 12 J^ inches long, with an eye 
of 1 inch inside and 2 A inch outside diameter. Holes are provided for four A inch Peirce Expansion Bolts 
or lags. 

List No. Weight per 100, Lbs. List Price per 100 

8937 238 .Price on application 

Guy Hooks 

Hot Galvanized 

'Hie No. 7584 guy hook is the A. T. & T. Company’s standard and is in general use, although the 2 bolt 
type is preferred by some construction men. For lighter work, the 3 A inch hook gives very satisfactory 
results. 

»-Dimensions in Inches-* *--Per 100—;— 

List No. Size Steel Length Diameter Holes Weight, Lbs. List Price 

75S3X ZX B 38 $12.38 

7584 1 HxX 4 « 75 »00 

7586 YXxX 6 A 75 t 20.00 

Delivery F. O. B. Pittsburgh, Pa. For warehouse deliveries write nearest house. 
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Quantity Prices 
Quoted on Request 
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CONSTRUCTION MATERIAL 




No. 7484 


Showing Rope Wire Clip Applied 

Drop Forged Wire Rope Clips 


Bulldog Clip 



Hot Galvanized or Plain 


Wire Rope Clips are drop forged to the Crosby pattern and made from best quality open hearth steel. 


Per 100- 


-Per 10< 


List No. 

Size Strand, Ins. 

Weight, Lbs. 

List Price Galv. 

List No. 

Size Strand, Ins. Weight, Lbs. 

List Price Galv. 

7480 

K 

25 

$79.33 

7485 

Vs 87 

$124.67 

7481 

A 

25 

79.33 

7486 

U 175 

147.37 

7482 

H 

37 

90.66 

7487 

200 

170.00 

7483 

A 

37 

103.28 

7488 

1 300 

192.67 

7484 

v% 

75 

103.28 







BULLDOG CLIPS 






Galvanized 



740408 

M in. strand. 


.$8.76 

740411 

in. strand. 

.$17.50 

740409 

in. strand. 


. 9.64 

740412 

% in. strand. 

. 25.00 

740410 

% in. strand. 


.11.88 






Connecting Link 


Guy Shackle 


Acme Connecting Link 


Drop Forged 


List 


•List Price per Doz. 

List 


•List Price per Doz. 

No. 

Size 

Plain 

Galv. 

No. 

Size 

Plain 

Galv. 

741435 

A in. 

$1.18 

$1.70 

741441 

A in. 

$3.16 

$4.62 

741436 

li in. 

1.18 

1.70 

741442 

Kin. 

3.56 

5.28 

741437 

A in * 

1.32 

1.98 

741443 

K in. 

4.88 

7.26 

741438 

% in. 

1.84 

2.64 

741444 

Vi in. 

8.20 

11.88 

741439 

A in - 

2.24 

3.04 

741445 

1 in. 

11.22 

16.36 

741440 

in. 

2.64 

3.96 






Screw Guy Shackles 

Drop Forged Steel 


List 

No. 

Size 

Length 

Inside 

Inches 

Width 

B’twn 

Eyes 

Inches 

Diam. 
of Pin 
Inches 

•List Price 
per 100 

List 

No. 

Size 

Length 

Inside 

Inches 

Width 

B’twn 

Eyes 

Inches 

Diam. 
of Pin 
Inches 

•List Price 
per 100 

Galv. 

Jap. 

Galv. 

Jap. 

741446 

A 

K 


K 

$37.50 

$34.50 

741454 

V*. 

2K 

1A 

Vs 

$105.00 

$86.26 

741447 

k 

1A 

Vi 

A 

37.50 

34.50 

741455 

Vs 

3 H 

m 

1 

159.40 

127.50 

741448 

A 

IK 

A 

k 

37.50 

34.50 

741456 

l 

3K 

lVs 

lVs 

225.00 

180.00 

741449 

H 

1?8 

t* 

A 

40.50 

37.50 

741457 

IVs 

4K 

m 

IK 

300.00 

234.00 

741450 

A 

IK 


k 

46.60 

43.50 

741458 

IK 

5 

2 

lVs 

426.00 

334.00 

741451 

H 

V/s 

k 

A 

55.50 

49.50 

741459 

IK 

5K 

2Vs 

l H 

702.00 

562.00 

741452 

A 

2 

Vs 

K 

76.90 

69.40 

741460 

IK 

5K 

2K 

lVs 

868.00 

702.00 

741453 

U 

2Vs 

1A 

H 

90.00 

76.90 









•Delivery F. O. B. Factory, South Portland, Me. For warehouse deliveries writo nearest house. 
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Western Electric 

CONSTRUCTION MATERIAL 


Mail Orders Filled 
at Prevailing Prices 


No. 740510 “Baby” Clamp 




No. 740508 Showing Top 


List No. 
740510 
740511 


Matthews Boltless Guy Clamp 

•- 1 Price per 100 -—» 

Wgt. Leas 500 500 to 1000 1000 and Over 


“Baby” guy clamp. 50 lbs. $25.00 $22.00 $21.00 

“Giant” guy clamp. 130 lbs. 38.00 36.00 34.00 


Matthews Two-bolt Guy Clamp 

740508 2 bolt guy clamp. 175 lbs. . . each $0.64 

740505 Chain lever for use with 2 bolt clamp. . . . each 3.00 

t Delivery: F. O. B. factory, St. Louis, Mo. For warehouse deliveries write nearest house. 



No. 7448 No. 7440 


Rolled Steel Guy Clamps 


List No. 

Type 

Length 

Wgt. 

Per 100 

--*ListPri 

Each 

ice-* 

Per 100 

7448 

2 bolt 

6 in. 

115 lbs. 

$0.39 

$31.74 

7449 

3 bolt 

4 in. 

185 lbs. 

.53 

42.67 

7450 

3 bolt 

6 in. 

210 lbs. 

.63 

50.88 


Heavy Malleable Iron Guy Clamps 

7460 3 bolt 6 ft. 2 in. wide 370 lbs. $1.29 $108.60 




No. 7445 


No. 8903 


Shaper Forged Guy Clamps 

.—’List Price Galvd.—• 

List No. Bolt Length Width Size Strand Wgt. Lbs. Each Per 100 

7465 3 in. 1 ^ in. H to in. 210 $0.96 $77.20 

Cable Suspension Clamps 

8901 1 2 Vi in. . M to A in. 80 $0.24 $19.33 

8903 3 514 in. . 3^ to ^ in. 205 . 63 0 O .66 

•Delivery F. O. B. factory, Pittsburgh, Pa. For warehouse deliveries write nearest house. 
















Quantity Prices 
Quoted on Request 
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No. 8905 

Universal Messenger Hangers 

HOT GALVANIZED 


Size Steel 
Inches 
2 x'A 


Length of Legs 
Inches 

5x334 

5x334 


-Per 100-* 

•List Price 
Galv. 
$78.70 
72.66 


Reinforcing and Safety Straps for Suspension Clamps 


Size Steel 
Inches 

Reinforcing strap. 1 % x 34 

Safety strap.. 1 % x ]/% 


Wt., Lbs. 
50 
87 
130 


List Price 
On 

application 



No. 9200 

No. 9210 

Bracket No. 
and Two 

9202 with No. 9220 Knobs 
% x 4 inch Lag Screws 

No. 9215 

' 

Hubbard Telephone Distributing Brackets 

--Per 1<K 

>- > 

List 

Style 

Length of Legs 

Weight 

•List Price 

No. 

Bracket 

Inches 

Lbs. 

Galv. 

9200 

L House 

3Hx2« 

51 

$15.20 

9202 

L Pole 

4 x 3 

87 

25.32 

9210 

T Pole 

5 x2V 2 

65 

30.40 


Porcelain Knobs Complete With Galvanized Bolts for 
Distributing Brackets 


List 


Weight 

•List Price 

No. 


Lbs. 

Galv. 

9215 

One double groove 

68 

$7.28 

9216 

One four-groove 

128 

12.13 

9220 

Two four-groove 

250 

23.10 

•Delivery: 

F. O. B. Pittsburgh, Pa. jDelivery: 

F. O. B. Chicago, Ill. For warehouse 

deliveries 


write nearest house. 


gi tized by VJ v_7V_7VTv~ 
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Western Electric 

SPACING BOLTS AND LAG SCREWS 


Mail Orders Filled 
at Prevailing Prices 



Standard Double Arming Bolt 


Double Arming Bolts 

Hot Galvanized or Plain 


The standard length of thread on each end is: For 12 inch bolts. 5 inches: 13 and 14 inch bolts. 6 inches: 15 and 1C 
inch bolts, 7 inches; 17 inch and longer bolts, 8 inches. The points arc finished and prices include 4 squarcouts. but no washers. 


Manufacturer's List. Special Discounts on Application 


Per 100 


Diam. 

Length 

Weight 

List 

Ins. 

Ins. 

Lbs. 

Price 

X 

12 

78 

112.70 

X 

13 

83 

13.22 

X 

14 

88 

13.74 

X 

15 

93 

14.26 

X 

16 

98 

14.78 

X 

17 

!03 

15.30 

X 

18 

108 

15.82 

X 

19 

113 

16 34 

X 

20 

118 

16.86 

X 

21 

123 

17.38 

X 

22 

128 

17.90 

X 

23 

133 

18.42 

X 

24 

138 

18.94 


Per 100- 


Diam. 

Length 

Weight 

List 

Ins. 

Ins. 

Lbs. 

Price 

X 

12 

138 

$19.44 

/ 8 

13 

115 

20.20 

X 

14 

153 

20.96 

X 

15 

162 

21.72 

X 

16 

168 

22.48 

X 

17 

178 

23.24 

X 

18 

1SS 

24.00 

X 

19 

198 

24.76 

X 

20 

208 

25.52 

X 

21 

218 

26.28 


22 

228 

27.04 

X 

23 

238 

27.90 

X 

24 

248 

28.60 


Per 100- 


Diam. 

Length 

Weight 

List 

Ins. 

Ins. 

Lbs. 

Price 

X 

12 

220 

$28.80 

X 

13 

232 

29.90 

X 

14 

244 

31 00 

H 

15 

256 

32.10 

X 

16 

268 

33.20 

X 

17 

280 

34.30 

X 

18 

292 

35.40 

X 

19 

304 

36.50 

X 

20 

316 

37.60 

X 

21 

328 

38.70 

X 

22* 

340 

39 80 

X 

23 

352 

40.90 

X 

24 

364 

42.00 



Wood Screw Thread Twist Drive Thread 



Fetter Drive Thread 


Standard Lag Screws 

Three tvpes of lag screws are illustrated, with the wood screw, twist drive and fetter drive types of thread. The National 
Electric Light Association, American Telephone A Telegraph Company and Railway Signal Association specifications call for 
the fetter drive thread, and 90% of the lag screws made for pole work are of this type. The fetter drive lag does not tear the 
wood of the pole when driven, and, if given a few turns with a wrench, has greater holding power than the other types of 
lags which have been screwed with a wrench from the start. For this reason, fetter drive screws will be furnished on all orders, 
unless otherwise specified. 


Length, 
Inches 
Under He 


Manufacturer's 

List Price per 

n.„ i_v__ 

on Application 



ad X and A 

X 

A 

X 

AandH 

X 

X 

l 

\x 

$2 25 

$2 70 

$3 15 

$3 75 





2 

2.45 

2 96 

3.47 

4 11 

$6.00 




2X 

2.65 

3 22 

3.79 

4.47 

6 50 

. $9.20 



3 

2.85 

3.48 

4.11 

4.83 

7.00 

9.90 

$15.00 


3H 

3 05 

3.74 

4.43 

5.19 

7.50 

10.60 

16.00 

$22 00 

4 

3.25 

4.00 

4 75 

5.55 

8 00 . 

11.30 

17.00 

23.30 

4X 

3 45 

4.26 

5 07 

5 91 

8 50 

12 00 

IS 00 

24.60 

5 

3.65 

4.52 

5.39 

6.27 

9.00 

12.70 

19 00 

25.90 

5X 

3 85 

4.78 

5 71 

6 63 

9 50 

13.40 

20.00 

27 20 

6 

4 05 

5.04 

6 03 

6.99 

10.00 

14.10 

21.00 

28.50 

OX 

4 25 

5.30 

6.35 

7 35 

10.50 

14.80 

22.00 

29.80 

7 

4.45 

5.56 

6.67 

7.71 

11.00 

15.50 

23.00 

31.10 

7X 

4.65 

5.82 

6 99 

8 07 

11.50 

16.20 

24.00 

32.40 

8 

4.85 

6 08 

7.31 

8.43 

12.00 

16.90 

25.00 

33.70 

9 

5 25 

6 60 

7.95 

9.15 

13.00 

18.30 

27.00 

36.30 

10 

5.65 

7.12 

8.59 

9.87 

14.00 

19.70 

29.00 

38.90 

11 

6.05 

7 64 

9 23 

10.59 

15.00 

\ 21.10 

31.00 

41.50 

12 

' 6.45 

8.1G 

9.87 

11.31 

16.00 

22.50 

33.00 

44.10 


Hexagon heads, 10 per cent, extra. 

Weight in Lbs., per 100 

Length «■-Diameter, Inches- 


Inches 

A 

X 

A 

X 

X 

X 

X 

\ 

IX 

3.8 

5 4 

8.4 

11.4 




... 

2 

4.7 

6 6 

10.2 

13.8 

22.2 




2X 

5.6 

*7.9 

11.9 

16.1 

26 

41 



3 

6.5 

9.1 

13.6 

18.4 

29 8 

46.5 

64.8 

103 

3X 

7 4 

10 4 

15.4 

20.8 

33.7 

52 

72.5 

4 

8.3 

116 

17.1 

23.1 

37.5 

57.5 

80.2 

113 

4X 

9.2 

12.9 

18.9 

25 5 

41.4 

63 

87.9 

123 

5 

10.1 

14.1 

20.6 

27.8 

45.2 

68.5 

95.6 

133 

5X 

11 

15.4 

22.4 

30.2 

49.1 

74 

103.3 

143 

6 

11.9 

16.6 

24.1 

32 5 

52 9 

79.5 

111 

153 

7. 

13.7 

19.1 

27.6 

37.2 

60.6 

90.5 

126.4 

173 

8 

15.5 

21.6 

31.1 

41.9 

68.3 

101.6 

141 8 

193 

9 

17.3 

24.1 

34 6 

46.6 

76 

112.5 

157.2 

213 

10 

19.1 

26 6 

38.1 

51.3 

83.7 

123.5 

172.6 

233 

11 

12 

20.9 

22.7 

29.1 

21.0 

41.6 

45.1 

56 

60.7 

99.1 [ 

134.5 00< 

145.5 

188 

203.4 

253 

273 
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CARRIAGE BOLTS 

Hot Galvanized or Plain 



Standard Carriage Bolt 

Carriage bolts are used for attaching the braces to crossarms on most overhead lines, the standard 
N. E. L. A.bolt being % x 4^ inches and that of the A. T. & T. Company Js x 4 inches. Carriage Bolts 
have standard heads, square nuts, finished points and rolled threads, although cut threads can be sup¬ 
plied if required. Like machine bolts, carriage bolts have a generous length of thread, the size men¬ 
tioned [having 1 ]/ 2 inches, and other bolts in proportion to their length. The round washers used with 
carriage bolts are listed below. 

Manufacturer’s List Price per 100. Special Discounts on Application 


Length 

Inches 

Aand}4 

A 

-Diameter, Inches- 

M A 

K 2 


H ' 

1 

$1.00 

$1.40 

$1.90 

$2.20 

$3.25 

$5.75 

$8.50 

i a 

1.00 

1.40 

1.90 

2.20 

3.25 

5.75 

8.50 

2 

1.10 

1.52 

2.06 

2.40 

3.25 

5.75 

8.50 

2V 2 

1.20 

1.64 

2.22 

2.60 

3.25 

5.75 

8.50 

3 

1.30 

1.76 

2.38 

2.80 

3.53 

6.13 

9.00 

3 H 

1.40 

1.88 

2.54 

3.00 

3.81 

6.51 

9.50 

4 

1.50 

2.00 

2.70 

3.20 

4.09 

6.89 

10.00 

4H 

1.60 

2.12 

2.86 

3.40 

4.37 

7.27 

10.50 

5 

1.70 

2.24 

3.02 

3.60 

4.65 

7.65 

11.00 


1.80 

2.36 

3.18 

3.80 

4.93 

8.03 

11.50 

6 

1.90 

2.48 

3.34 

4.00 

5.21 

8.41 

12.00 

OH 

2.00 

2.60 

3.50 

4.20 

5.49 

8.79 

12.50 

7 

2.10 

2.72 

3.66 

4.40 

5.77 

9.17 

13.00 

7M 

2.20 

2.84 

3.82 

4.60 

6.05 

9.55 

13.50 

8 

2.30 

2.96 

3.98 

4.80 

6.33 

9.93 

14.00 

8'A 

2.40 

3 08 

4.14 

5.00 

6.61 

10.31 

14.50 

9 

2.50 

3.20 

4.30 

5.20 

6.89 

10.69 

15.00 

9'A 

2.60 

3.32 

4.46 

5.40 

7.17 

11.07 

15.50 

10 

2.70 

3.44 

4.62 

5.60 

7.45 

11.45 

16.00 

11 

2.90 

3.68 

4.94 

6.00 

8.01 

12.21 

17.00 

12 

3.10 

3.92 

5.26 

6.40 

8.57 

12.97 

18.00 

13 

3.30 

4.16 

5.58 

6.80 

9.13 

13.73 

19.00 

14 

3.50 

4.40 

5.90 

7.20 

9.69 

14.49 • 

20.00 

15 

3.70 

4.64 

6.22 

7.60 

10.25 

15.25 

21.00 

16 

3.90 

4.88 

6.54 

8.00 

10.81 

16.01 

22.00 

17 

4.10 

5.12 

6.86 

8.40 

11.37 

16.77 

23.00 

18 

4.30 

5.36 

7.18 

8.80 

11.93 

17.53 

24.00 

19 

4.50 

5.60 

7.50 

9.20 

12.49 

18.29 

25.00 

20 

4.70 

5.84 

7.82 

9.60 

13.05 

19.05 

26.00 


Add 15 per cent, extra for hexagon nuts. 
Intermediate lengths take next higher list. 

Larger diameters than % inch take machine bolt list. 


Carriage Bolts 
Weight, Lbs., per 100 


Length 




—Diameter, Inches— 






Inches 

M 

A 

H 

A 

l A 


H 


H 

1 

2.6 

4.6 

7.1 

10.8 

14.5 


27.1 



ik 

3.2 

5.6 

8.5 

12.8 

17.1 


31.2 



2 

3.9 

6.5 

10 

14.7 

19.6 


35.3 



2K 

4.5 

7.5 

11.4 

16.7 

22.2 


39.4 


58.4 

3 

5.2 

8.4 

12.9 

18.6 

24.7 


43.5 


64.4 

3K 

v 5.8 

9.4 

14.3 

20.6 

27.3 


47.6 


70.3 

4 

6.5 

10.3 

15.8 

22.5 

29.8 


51.7 


76.3 

4 a 

7.1 

11.3 

17.2 

24.5 

32.4 


55.8 


82.2 

5 

7.8 

12.2 

18.7 

26.4 

34.9 


59.9 


88.2 

5H • 

8.4 

13.2 

20.1 

28 r 4 

37.5 


64 


94.1 

6 

9.1 

14.1 

21.6 

30.3 

40 


68.1 


100.1 

6A 

9.7 

15.1 

23 

32.3 

42.6 


72.2 


106 

7 

10.4 

16 

24.5 

34.2 

45.1 


76.3 


112 

7H 

11 

17 

25.9 

35.2 

47.7 


80.4 


117.9 

8 

11.7 

17.9 

27.4 

38.1 

50.2 


84.5 


123.9 

8A 

12.3 

18.9 

28.8 

40.1 

52.8 


88.6 


129.8 

9 

13 

19.8 

30.3 

42 

55.3 


92.7 


135.8 

9H 

13.6 

20.8 

31.7 

44 

57.9 


96.8 


141.7 

10 

14.3 

21.7 

33.2 

45.9 

60.4 


100.9 


147.7 

11 

15.6 

23.6 

36.1 

49.8 

65.5 

c 

109.1, 


159.6 

12 

16.9 

25.5 

39 

53.7 

D&)ti©3d by 


117.3 

lc 

171.5 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


MACHINE BOLTS 

Square Heads, Square Nuts and Finished Points 

Hot Galvanized or Plain 


Standard CroMarm or Through Bolt 

Manufacturer's Price Liat, per Hundred. Discounts on Application 


Length --—-Diameter, Inches 


Inches 

X 

A 

X 

A 

X 

A and % 

X 

Vs 

i 

IVs 

IK 

H tolV6$1.70 

$2.00 

$2.40 

$2.80 

$3.60 

$5.20 

$7.70 

$10.50 

$15.10 

$22.50 

$30.00 

2 

1.78 

2.12 

2.56 

3.00 

3.86 

5.58 

8.25 

11.20 

16.00 

23.70 

31.50 

2 X 

1.86 

2.24 

2.72 

3.20 

4.12 

5.96 

8.80 

11.90 

16.90 

24.90 

33.00 

3 

1.94 

2.36 

2.88 

3.40 

4.38 

6.34 

9.35 

12.60 

17.80 

26.10 

34.50 

3 y 2 

2.02 

2.48 

3.04 

3.60 

4.64 

6.72 

9.90 

13.30 

18.70 

27.30 

36.00 

4 

2.10 

2.60 

3.20 

3.80 

4.90 

7.10 

10.45 

14.00 

19.60 

28.50 

37.50 


2.18 

2.72 

3.36 

4.00 

5.16 

7.48 

11.00 

14.70 

20.50 

29.70 

39.00 

5 

2.26 

2.84 

3.52 

4.20 

5.42 

7.86 

11.55 

15 40 

21.40 

30 90 

40.50 


2.34 

2.96 

3.68 

4.40 

5.68 

8.24 

12.10 

16.10 

22.30 

32.10 

42.00 

6 

2.42 

3.08 

3.84 

4.60 

5.94 

8.62 

12.65 

16.80 

23.20 

33.30 

43.50 

6)4 

2.50 

3.20 

4.00 

4.80 

6.20 

9.00 

13.20 

17.50 

24.10 

34.50 

45.00 

7 

2.58 

3.32 

4.16 

5.00 

6.46 

9.38 

13.75 

18.20 

25.00 

35.70 

46.50 

7)4 

2.66 

3.44 

4.32 

5.20 

6.72 

9.76 

14.30 

18.90 

25.90 

36.90 

48.00 

8 

2.74 

3.56 

4.48 

5.40 

6.98 

10.14 

14.85 

19.60 

26.80 

38.10 

49.50 

9 

2.90 

3.80 

4.80 

5.80 

7.50 

10.90 

15.95 

21.00 

28.60 

40.50 

52.50 

10 

3.06 

4.04 

5.12 

6.20 

8.02 

11.66 

17.05 

22.40 

30 40 

42.90 

55.50 

11 

3.22 

4.28 

5.44 

6.60 

8.54 

12.42 

18.15 

23.80 

32.20 

45.30 

58.50 

12 

3.38 

4.52 

5.76 

7.00 

9.06 

13.18 

19.25 

25.20 

34.00 

47.70 

61.50 

13 



6.08 

7.40 

9.58 

13.94 

20.35 

26.60 

35.80 

50.10 

64.50 

14 



6.40 

7.80 

10.10 

14.70 

21.45 

28.00 

37.60 

52.50 

67.50 

15 



6.72 

8.20 

10.62 

15.46 

22.55 

29.40 

39.40 

54.90 

70.50 

16 

.... 


7.04 

8.60 

11.14 

16.22 

23.65 

30.80 

41.20 

57.30 

73.50 

17 





11.66 

16.98 

24.75 

32.20 

43.00 

59.70 

76.50 

18 





12.18 

17.74 

25.85 

33.60 

44.80 

62.10 

79.50 

19 





12.70 

18.50 

26.95 

35.00 

46.60 

64.50 

82.50 

20 





13.22 

19.26 

28.05 

36.40 

48.40 

66.90 

85.50 


Bolts with hexagon heads or hexagon nuts, 10 per cent, extra. 

If both hexagon heads and hexagon nuts, 20 per cent, extra. 

In ordering bolts please specify length from under head to point, except for countersunk head bolts, 
which are measured over all. Name diameter first, and then length, thus: >^x3. 


Weight, Lbs., per 100 


Length 

Inches 

X 

A 

H 

A 

A 

-Diameter, In 

A and y B 

ches- 

X 

Vs 

1 

\x 

Wi 

IH 

3.1 

5.6 

8.8 

13.5 

18.5 

33.4 

53.8 

88 

130 



2 

3.7 

6.5 

10.2 

15.4 

21 

37.5 

59.7 

96.2 

140.8 



2 l A 

4.4 

7.5 

11.7 

17.4 

23.6 

41.6 

65.7 

104.4 

151.6 



3 

5 

8.4 

13.1 

19.3 

26.1 

45.7 

71.6 

112.6 

162.4 

210 

286 

3'A 

5 7 

9.4 

14.6 

21.3 

28.7 

49.8 

77.6 

120.8 

173 2 

223 8 

302.5 

4 

6.3 

10.3 

16 

23.2 

31.2 

53.9 

83 5 

129 

184 

237.6 

319.1 

4A 

7 

11.3 

17.5 

25 2 

33.8 

58 

89.5 

137.2 

194.8 

251.4 

335.6 

5 

7.6 

12.2 

18.9 

27.1 

36.3 

62.1 

95.4 

145.4 

205.6 

265.2 

352.2 

5'A 

8.3 

13.2 

20.4 

29.1 

38.9 

66.2 

101.4 

153.6 

216.4 

279 

368.7 

6 

8.9 

14.1 

21.8 

31 

41.4 

70.3 

107.3 

161.8 

227.2 

292.8 

385.3 

6 A 

9.6 

15.1 

23.3 

33 

44 

74.4 

113.3 

170 

238 

306.6 

401.8 

7 

10.2 

16 

24.7 

34.9 

46.5 

78.5 

119.2 

178.2 

248.8 

320.4 

418.4 

7 X 

10.9 

17 

26.2 

36.9 

49.1 

82.6 

125.2 

186.4 

259.6 

334.2 

434 9 

8 

11.5 

17.9 

27.6 

38.8 

51.6 

86.7 

131.1 

194.6 

270.4 

348 

451.5 

9 



30.5 

42.7 

56.7 

94.9 

143 

211 

292 

375.6 

484.6 

10 



33.4 

46.6 

61.8 

103.1 

154.9 

227.4 

313.6 

403.2 

517.7 

11 



36.3 

50.5 

66.9 

111.3 

166.8 

243.8 

335.2 

430.8 

550 8 

12 



39.2 

54.4 

72 

119.5 

178.7 

260.2 

356.8 

458.4 

583 9 

13 





77.1 

127.7 

190.6 

276.6 

378.4 

486 

617 

14 





82.2 

135.9 

202.5 

293 

400 

513.6 

650.1 

15 





87.3 

144.1 

214.4 

309.4 

421.6 

541.2 

683.2 

16 





92.4 

152.3 

226.3 

325.8 

443.2 

568.8 

716.3 

17 





97.5 

160 5 

238.2 

342.2 

464.8 

596.4 

749.4 

18 





102.6 

168.7 

250.1 

358.6 

486.4 

624 

782.5 

19 





107.7 

176.9 

262 

375 

508 

651.6 

815.6 

20 





112.8 

185.1 

273.9 

391.4 

529.6 

679.2 

848.7 

Delivery F. 0. B. Pittsburgh 

,’Pa*. 

For warehouse deliveries w^te nearest house. 

lie 
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Iron Wood Screws 

Note: The following varieties of iron screws are invoiced from this list at varying discounts: 

Flat, round, fillister and oval head screws, dowel, winged, headless, pinched, bung head and felloe screws, 
bright blued, nickel plated, silver plated, brassed, bronzed, coppered, japanned, lacquered, tinned and 
galvanized, also drive screws. 


Manufacturer’s List; Prices per Gross. Special Discounts on Application. 


List 

No. Price 

M, Inch 

List 

No. Price 

% Inch 

List 

No. Price 

H Inch 

List 

No. Price 

% Inch 

List 

No. Price 

% Inch 

List 

No. Price 

% Inch 

List 

No. Price 

1 Inch 

0 

SO.72 

0 

SO.72 

1 

SO.72 

1 

SO.72 

2 

SO.72 

2 

SO.74 

3 

SO.80 

1 

.72 

1 

.72 

2 

.72 

2 

.72 

3 

.75 

3 

.78 

4 

.84 

2 

.72 

2 

.72 

3 

.72 

3 

.72 

4 

.78 

4 

.82 

5 

.87 

3 

.72 

3 

.72 

4 

.75 

4 

.75 

5 

.82 

5 

.85 

6 

.92 

4 

.72 

4 

.72 

5 

.78 

5 

.78 

6 

.85 

6 

.90 

7 

.98 



5 

.75 

6 

.80 

6 

.82 

7 

.90 

7 

.94 

8 

1.05 



6 

.78 

7 

.84 

7 

.86 

8 

.95 

8 

1.00 

9 

1.10 



7 

.82 

8 

.90 

8 

.92 

9 

1.00 

9 

1.05 

10 

1.20 



8 

.88 

9 

.96 

9 

.98 

10 

1.10 

10 

1.15 

11 

1.30 



9 

.94 

10 

1.05 

10 

1.07 

11 

1.15 

11 

1.25 « 

12 

1.40 

134 Inches | 



11 

1.10 

11 

1.12 

12 

1.25 

12 

1.35 

13 

1.60 





12 

1.20 

12 

1.20 

13 

1.35 

13 

1.45 

14. 

1.70 

3 

A 

SO.88 

09 

| 134 Inches | 



13 

1.25 

14 

1.50 

14 

1.55 

15 

2.00 







14 

1.30 

15 

1.65 

15 

1.75 

16 

2.50 

5 

A 

.98 

i n* 

3 

A 

$0.98 

i ns 

| IM Inches | 



16 

1.80 

16 

2.00 

17 

2.70 

o 


4 

1 . uo 









18 

2.80 

7 

1.10 

5 

1 10 

5 

SI. 30 

‘2 lnrhpfl 





20 

3.50 

8 

1.15 

6 

1.15 

6 

1.35 



1 2Ji Inches 1 

1 2V> Inches 

A 

i on 

7 

i on 

7 

1 AK 

c 

«1 







V 

10 

1.30 

l 

8 

1.30 

# 

8 

1.50 

6 

1.50 

5 

SI. 55 

5 

SI. 90 

2% Inches 

11 

1.40 

9 

1.35 

9 

1.55 

7 

1.55 

6 

1.60 

6 

2.00 



12 

1.55 

10 

1.40 

10 

1.60 

8 

1.60 

7 

1.65 

7 

2.10 

6 

S2.40 

13 

1.70 

11 

1.50 

11 

1.70 

9 

1.65 

8 

1.75 

8 

2.20 

7 

2.60 

14 

1.90 

12 

1.65 

12 

1.80 

10 

1.75 

9 

1.85 

9 

2.30 

8 

2.70 

15 

2.15 

13 

1.80 

13 

2.00 

11 

1.85 

10 

1.95 

10 

2.40 

9 

2.80 

16 

2.50 

14 

2.00 

14 

2.25 

12 

2.00 

11 

2.05 

11 

2.50 

10 

2.90 

17 

2,75 

15 

2.35 

15 

2.60 

13 

2.20 

12 

2.20 

12 

2.60 

11 

3.00 

18 

3.30 

16 

2.80 

16 

2.90 

14 

2.45 

13 

2.35 

13 

2.70 

12 

3.10 

20 

4.00 

17 

3.20 

17 

3.50 

15 

2.75 

14 

2.65 

14 

2.90 

13 

3.20 

22 

4.80 

18 

3.80 

18 

4.00 

16 

3.10 

15 

3.10 

15 

3.30 

14 

3.30 

24 

5.40 

20 

4.30 

20 

4.50 

17 

3.70 

16 

3.50 

16 

3.65 

15 

3.60 



22 

5.10 

22 

5.20 

18 

4.20 

17 

3.85 

17 

4.20 

16 

3.90 



24 

5,90 

24 

6.00 

20 

4.80 

18 

4.55 

18 

4.70 

17 

4.50 







22 

5.50 

20 

5.30 

20 

5.80 

18 

5.00 







24 

6.40 

22 

6.10 

22 

6.70 

20 

6.10 

3 Inches | 

| 3 34 Inches 

| 4 Inches | 



24 

6.90 

24 

7.50 

22 

7.20 













24 

8.50 

A 

$2 95 

g 

S3 90 

8 

S4.90 









7 

3.00 

9 

4.00 

9 

5.10 

1 VA Inches 1 

5 Inches 1 

6 Inches j 



8 

3.05 

10 

4.10 

10 

5.20 









9 

3.10 

11 

4.20 

11 

5.30 

12 

S7.00 

12 

S8.10 

12 

sio.oo 



10 

3.15 

12 

4.30 

12 

5.40 

13 

7.20 

13 

8.30 

13 

10.30 



11 

3.20 

13 

4.40 

13 

5.60 

14 

7.60 

14 

8.60 

14 

11.00 



12 

3.30 

14 

4.50 

14 

5.90 

15 

7.85 

15 

9.10 

15 

11.60 



13 

3.40 

15 

4.75 

15 

6.20 

16 

8.15 

16 

9.70 

16 

12.40 



14 

3.50 

16 

4.95 

16 

6.50 

17 

8.60 

17 

10.10 

17 

13.00 



15 

3.80 

17 

5.40 

17 

7.00 

18 

9.15 

18 

11.00 

18 

14.50 



16 

4.20 

18 

6.15 

18 

7.60 

20 

9.85 

20 

11.50 

20 

16.00 



17 

4.80 

20 

7.30 

20 

8.60 

22 

11.20 

22 

13.00 

22 

18.00 



18 

5.50 

22 

8.70 

22 

9.70 

24 

13.50 

24 

15.00 

24 

20.00 



20 

6.50 

24 

10.20 

24 

11.20 

26 

16.00 

26 

18.00 

26 

23.00 



22 

7.50 

26 

12.00 

26 

14.00 

28 

18.50 

28 

21.00 

28 

27.00 



24 

8.70 



28 

16.00 

30 

21.50 

30 

24.00 

30 

30.50 



26 

10.50 



30 

18.50 










44-1 
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Mail Orders Filled 
at Prevailing Prices 


CONSTRUCTION MATERIAL 

Round Washers 


-Dimensions in Inches— 


List 

No. 

Outside 

Diam. 

Diam. 

Hole 

-Size i 

Machine 

Bolt-* 

Carriage 

Thickness 

Gauge 

Weight — 
Lbs. 

-List Price- 

Plain 

Galv. 

7801 

1 

A 

X 


14 

16 

$4.48 

$6.35 

7802 

IK 

X 


X 

14 

30 

6.40 

9.06 

7803 

1 X 

A 

X 

H 

12 

42 

8.40 

11.89 

7804 

IX 

A 

X 

X 

10 

66 

12.80 

18.13 

7805 

IK 

H 

X 

X 

10 

75 

13.36 

18.93 

7806 

2 

H 

H 

X 

9 

112 

18.40 

26.08 

7807 

2K 

|{ 

X 


8 

135 

21.60 

30.61 

7808 

2X 

1A 

1 

K 

8 

180 

28.80 

40.80 


Square Washers 


List 

No. 

--Dimensii 

Size Washer 

ans In Inches- 

Hole 

Bolt 

Weight, Lbs. 

-Per 1000- 

Plain 

G&lv. 

7811 

2 

x2 x X 

A 

X 

154 

$21.68 

$28.35 

7812 

2 

x2 xK 

X 

X 

145 

21.68 

28.35 

7813 

2X x 2\i x A 

X 

X 

X 

250 

34.66 

45.33 

7814 

2K 

*2K * A 

X 

240 

34.66 

45.33 

7815 

3 

x3 x A 

X 

X 

445 

65.01 

85.01 

7816 

3 

x 3 x A 

Vs 

X 

435 

65.01 

85.01 

7817 

3 

x 3 x M 

X 

X 

585 

87.21 

114.48 

7818 

4 

x 4 x A 

H 

X 

830 

117.01 

153.01 

7819 

4 

x 4 x A 

X 

X 

820 

117.01 

153.01 

7820 

4 

x 4 x x 

IX 

1 

2150 

364.00 

476.00 

7821 

5 

x 5 x A 

X 

H 

1210 

173.33 

226.60 






“DI-EN-KEY" Expansion Bolt 


Diamond “X** Shield Complete with LaS 


‘DI-EN-KEY" Expansion Bolts and Shields 

Liat Price per 100 


Length, Inches 


Length shields, inches. 

Outside diameter sire of drill, inches. 


Diameter of screw. 

Length of shield. 1 

Drill diameter. % 

Hole diameter. H 

Hole diameter. 


Shields Only—Without Lag Screws 

Dimensions in Inches 

-Long Standard-. 

1% 2 H 3v| 3$ 3H 

a ft a v i* 




—Diameter 

of Screw- 



X In. 

$9.65 

Ain. 

$11.65 

H In. 

X In. 

X In. 

Kin. 

9 70 

11.70 

$13.85 




9.75 

11.80 

13.85 

$22.95 

$30.10 


9.80 

11.90 

14.00 

23 10 

30.50 


9 90 

12.05 

14.20 

23.55 

30 90 

$44.00 

10.00 

12.20 

14.40 

23.95 

31.50 

44 80 



14.60 

24.40 

32.15 

45 50 



14.85 

24.90 

32 75 

46.50 



15.10 

25 25 

33.40 

47.00 



15.30 

25.65 

33.90 

46 00 



15.50 

26.15 

34.60 

49 00 



15.70 

26.55 

34.85 

49.50 

100 Shields, 

• Without 

15.90 

Bolts 

27.00 

35.90 

50.00 

X In. 

A In. 

X In. 

X In. 

X In. 

K In- 

$9.00 

$10.50 

$12.00 

$19.00 

$25 00 

$35.00 

1 

IK 

2 

2X 

2X 

4 

A 

A 

tt 

X 

1 

IK 


-Short Standard- 


Diameter . 
List. 


Shields Only—Without Lag Screws 


Diamond 


List per 100 

Complete With Lag Screws 


£ 

In. 

In. 

s* 

In. 

& 


$14.85 

$24 90 

$32.75 

$46 50 


15.10 

25.25 

33 40 

47 00 


15 30 

25 65 

33.90 

48.00 


15.50 

26 15 

34.60 

49.00 


15.70 

26.55 

34 85 

49 50 


15,90 

27.00 f 

35.90 

_ 

50.00 


6 

































































Quantity Prices 
Quoted on Request 


Western Electric 

EXPANSION BOLTS 
Expansion Bolts and Shields 


1053 



Shield with Screw 


MALLEABLE SHIELDS 
Dimensions, Malleable Shields Only 


Dia. of screw. V\ 

Outside dia. shield. Yi 

Length of shield... 1H 

Dia. drill required . )4 



Ten per cent, extra for hexagon heads. In figuring lists for longer bolts than those given above, make 

same advance per inch as on list. 

Note: Standard package of all type shields or shield and screws is 100. 

COMPOSITION SCREW ANCHORS 

With Iron Screws - 

The following list covers anchors not over 
1 inch in length complete with fiat, round or 
oval head iron screws. 

Anchor with Screw Anchor 


List Price per 100—Length of Screw 


1 In. I 114 Ins. I 2 Ins. I 2)4 Ins. 


Diameter 
of Anchor 



Length 

No. of 


of Anchor 

Screw 

X In. 

X, X> X in. 

5-6-7-8 

$6.10 

X, Ya, 1 in. 

9-10-11 

7.90 

X, Ya, 1 in. 

12-13-14 

9.60 

Ya. 1 in. 

15-16-17-18 

12 25 


13.50 


Note: Standard package of all type shields or shields and screws is 100. 



ONE PART DIAMOND EXPANSION SHIELDS ONLY 


Composition 


List 

No. 

No. 

Inches 

No. of 
Screw 

Length 

of 

Shield 

Outside 

Diam. 

List 
Price 
per 100 

List 

No. 

No. 

Inches 

No. of 
Screw 

Length 

of 

Shield 

Outside 

Diam. 

List 
Price 
per 100 

740224 

Vs x l A 

5-6-7-8 

l A 

X 

$4.40 

740234 

Va X 1 

12-13-14 

1 

X 

$5.60 

744225 

Vi X X 

5-6-7-8 

X 

X 

4.40 

740235 

Xxl x 

12-13-14 

IX 

X 

6.75 

740226 

Xx X 

5-6-7-8 

X 

Va 

4.40 

740236 

Xx2 

12-13-14 

2 

X 

7.80 

740227 

Ax l A 

9-10-11 

X 

Ya 

5.00 

741540 

Xx2 X 

12-13-14 

2X 

Vs 

8.95 

740228 

A x X 

9-10-11 

X 

A 

5.00 

741541 

Ax Ya 

15-16-17-18 

Ya 

A 

6.25 

740229 

A x 1 

9-10-11 

1 

A 

5.00 

741542 

A x 1 

15-16-17-18 

1 

A 

6.25 

740230 

A x 1 

9-10-11 

1 

X 

5.00 

741573 

Ax IX 

15-16-17-18 

IX 

A 

7.20 

740231 

A*1H 

9-10-11 

IX 

A 

6.25 

741473 

A x IX 

15-16-17-18 

ix 

A 

7.50 

740232 

Xx X 

12-13-14 

X 

Ys 

6.10 

741474 

A x 2 

15-16-17?18 


, | A 

8.75 

700233 

X* X 

12-13-14 

X 

X 

6.10 


D 

gitized by 

oo< 

- G 




- c - 

45 Line Construction Material 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


TOGGLE BOLTS AND WALL BRACKETS 



Diamond Reversible Toggle Bolts 


* Diamond Reversible Toggle Bolts 

List Price per Hundred 

List With Round or Flat List With Loose Head List With Loose Head 


With Screw# 

No. 

Head Stove Bolts No. 

Plain Brass 

No. 

Nickel Platt 

Ax3 ins.. 

. 741543 

$4.50 

741553 

$5.00 

741563 

$6.00 

A x3H ins. 

. 741544 

4.70 

741554 

5.20 

741564 

6.20 

A»4 ins. 

. 741545 

5.00 

741555 

5.40 

741565 

6.40 

A*5 ins. 


5.20 

741556 

5.80 

741566 

6.80 

A x 6 ins. 


5.70 

741557 

6.20 

741567 

7.20 

Jix3 ins. 

. 741548 

6.10 

741558 

6.60 

741568 

7.80 

Jix3Hins. 

. 741549 

6.50 

741559 

7.00 

741569 

8.20 

x 4 ins. 

. 741550 

6.90 

741560 

7.40 

741570 

8.60 

K x 5 ins. 

. 741551 

7.90 

741561 

8.40 

741571 

9.60 

x 6 ins. 

. 741552 

8.50 

741562 

9.60 

741572 

10.80 


List No. 

Size 

Ajax Toggle Bolts 

List Price per 100 II List No. Size 

List Price per 100 

740295 

A * 3 ins. 

. $3.84 

740298 ^ x 3 ins. 

. $4.80 

740296 

A x 4 ins. 

. 4.08 

740299 x 4 ins. 

. 5.28 

740297 

A x 6 ins. 

. 4.56 

740300 6 ins. 

. 6.24 


No. 5000 


'W 

No. 5001 



No. 5002 


National Wall Brackets 

The designs are distinctive. As it is intended that the wires be run through the ironbound insulators* 
the necessity of using tie-wires has been entirely eliminated, although the design of the insulators is such 
that the tie-wires may be used when so desired. Under ordinary conditions, however, the wires are simply 
threaded through the insulators. 


List 


Std. 

Std. Pkg. 

List Price 

No. 


Pkg. 

Weight 

per 100 

5000 

Corner chairs. 

. 100 

30 lbs. 

*12.60 

5001 

One point bracket. 

100 

70 lbs. 

32.20 

5002 

Two point brackets. 

. 50 

95 lbs. 

67.20 

5003 

Three point brackets. 

. 25 

65 lbs. 

100.80 

5020 

Porcelains.:. 

. 100 

50 lbs. 

15.40 

5021 

U bolts and nuts. 

. 100 

6 lbs. 

7.00 


Delivery F. O. B. Factory, Economy, Pa. For warehouse deliveries write nearest house. 
Lino Construction Malarial 46 
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CABLE HANGERS 



Boaton GabU Clip Marlin Gable Hanger Metropolitan Cable Clip 


Type A 

Boston Cable Clip 


Furnished with two sizes of Hooks 

No. 1 for inch Messenger Wire; No. 4 for ^ inch Messenger Wire 


List 

No. 

Mfr. No. 

Length of Strap 

Hook No. 

•W. E. List 
per 1000 

740569 

1 

6 ins. 

1 

$67.20 

740570 

2 

7 ins. 

1 

67.20 

740571 

3 

8 ins. 

1 

67.20 

740572 

4 

6 l A ins. 

4 

67.20 

740573 

5 

ins. 

1 

67.20 


Marlin Cable Hanger 

No. 1 Grade 


No. 1 grade is an excellent hanger, quality of hemp not quite as good as No. 3. Hooks are made from 
No. 9 galvanized steel wire. 


List 

No. 

Size 

Length 
of Loop 

Hook No. 

Material 

Weight 
per 1000 

tW.E. List 
per 1000 

740574 

25 pair 

9 ins. 

9 

2-ply Marlin 

30 lbs. 

$16.80 

740575 

50 pair 

11 ins. 

9 

2-ply Marlin 

33 lbs. 

18.24 

740576 

75 pair 

12 ins. 

9 

2-ply Marlin 

34 lbs. 

18.96 

740577 

100 pair 

14 ins. 

9 

3-ply Houseline 

40 lbs. 

22.26 

740578 

150 pair 

15 ins. 

9 

3-ply Houseline 

42 lbs. 

23.32 

740579 

200 pair 

16 ins. 

9 

3-ply Houseline 

44 lbs. 

24.40 


No. 3 Grade 


No. 3 Grade Marlin Cable Hanger is made in accordance with A. T. & T. Co.’s specifications. The 
marlin used is 3-ply and is made of the finest quality of selected long line American hemp. The hooks are 
of No. 9 wire, galvanized by hot dip process after they are formed. 


List 


Length 



Weight 

tW. E. List 

No. 

Size 

of Loop 

Hook No. 

Material 

per 1000 

per 1000 

740580 

25 pair 

9 ins. 

9 

3-ply Houseline 

35 lbs. 

$20.92 

740581 

50 pair 

11 ins. 

9 

3-ply Houseline 

37 lbs. 

23.06 

740582 

75 pair 

12 ins. 

9 

3-ply Houseline 

38 lbs. 

24.12 

740583 

100 pair 

14 ins. 

9 

3-ply Houseline 

40 lbs. 

26.26 

740584 

150 pair 

15 ins. 

9 

3-ply Houseline 

42 lbs. 

27.32 

740585 

200 pair 

16 ins. 

9 

3-ply Houseline 

45 lbs. 

28.20 


Metropolitan Cable Clip 


Will stand 400 lbs. strain. The steel wire loop is heavily galvanized and the band which encircles 
both cable and supporting strand is of zinc. 


List 


•List Price List 


•w. E. List 

No. 

Type A 

per 1000 No. 

Type B 

per 1000 

740592 

7 inches 

$60.00 740593 

7 inches 

$56.00 

741783 

8 inches 

66.00 741785 

9 inches 

66.00 

741784 

9 inches 

72.00 




•Delivery F. O. B. Boston, Mass, 
nearest house. 


fDelivery F. O. B. Cleveland, O. For warehouse deliveries write 

Digitized / \J\JLT 


50 


Line Construction Material 
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Western Electric 



Crimping Fliers 


CABLE ACCESSORIES 


STYLE A CRIMPING PLIERS 


These pliers are for clamping rings to suspension 
strand. They are made in two sizes. The small size 
is for rings 2 inches inside diameter and smaller; the 
large size for inches and greater. 

List List Price 

No. Style Each 


741644 A Small size for rings 2 inches 


and smaller. $4.00 

741645 B Large size for rings 2H 

inches and greater. 5.00 


Note : When ordering state size of strand: A inch, 
Y% inch, A inch or special size. 


DIAMOND CRIMPER 

List List Price 

No. Each 

741659 Crimper complete with three sets of 

jaws. $16.80 



Type A Type B Type C Type D 


Mail Orders Filled 
at Prevailing Prices 



Crimper 


Galvanized Aerial Cable Rings ■ 

Made of steel heavily and smoothly galvanized after forming. They are placed on the strand by a line¬ 
man, seated in a cable car or boatswain’s chair. 

A tool called a crimping plier is used to fasten them to the strand and the cable is then pulled into the 
suspended rings. 

The inside diameter of ring should be from to 94 inch greater than the outside diameter of cable to 
be installed. 


List Size, Inches --*List Price-* 

No. Inside Diameter Per 100 Per 1000 

740969 1*4 in. Type A cable rings. $1.98 $18.20 

740970 1 *4 in. Type B cable ring?. 2.15 14.30 

740971 2 in. Typo C and D cable rings. . 2.56 17.05 


List Size, Inches *-*List Price-‘ 

No. Inside Diameter Per 100 Per 1000 

740972 2^ in. Type C and D cable rings. $2.97 $19.80 

740973 3 in. Type C and D cable rings. 3.30 22.00 

740974 3H in. Type C and D cable rings. 8.96 26.40 



No. 2960 
Cable Ring 


No. 2961 
Cable Ring 


No. 2958 
Bridle Ring 


No. 2953 
Ring Bolt 


List 

No. 

2960 

2961 


List 

No. 

2954 

2955 

2956 

2957 
2J58 


Peirce Cable Rings 


Weight, Lbs. 

Cable ring. 10 

Combination ring. 16 


Price 
per 100 
$4.96 
7.00 


List Price 
Each 
.07 
.10 



RINGS 


-Per 100f- 


Weight, Lbs. 

6 
10 
14 
18 
22 

t Delivery F. O. B. Pittsburgh, Pa. 
write nearest house. 

Line Construction Material 


List Price 
$5.02 
6.06 
7.16 
8.26 
9.90 


RING BOLTS 


List 

No. 

2950 

2951 

2952 

2953 


Diameter of 
Eye, Inches 

.* 


-Per 100 


ft 


List Pries 
$6.62 
7.54 


♦Delivery F. O. B. Everett, Mass. 

Digitized by V 

51 


Weight, Lbs. 

13 

14 

15 
17 

For warehouse deliveries 


8.36 

9.72 











Quantity Prices 
Quoted on Request 


Western Electric 

CONSTRUCTION MATERIALS 


1057 



Matthews Way The Old Way Illustration Showing Eyebolt and 


Dead End Eye 

Matthews Cable Clamp -just Price per 100 - > 

List Wt. per Less 25 to 50 or 

No. Description 100 than 25 49 More 

740509 For all cables larger than 00 up to and in- Plain $270.00 $260.00 $250.00 

eluding 2,000,000 C.M. 425 lbs. Galv. 320.00 300.00 290.00 

List Matthews Dead End Eyes or Eyenuts weight {List Price 

No. Description Per 100 per 100 

1 For V 2 in. eyebolt..100 lbs. $40.00 

2 For K in. eyebolt. 96 lbs. 40.00 

3 For K in. eyebolt. 92 lbs. 40.00 



Cable Clamp 


“Long-Saut” Combination Cable Clamp 

For attaching telephone cables and bridle wires with one fastening to brick or wood buildings, fences, etc. 


List 

Outside Diam. 

fList Price 

List 


Outside Diam. 

fList Price 

No. 

No. 

of Cables 

per 100 

No. 

No. 

of Cables 

per 100 

740158 

00000 

% 

A 

$1.82 

740165 

2 

V/s 

$6.50 

740159 

0000 

2.15 

740166 

3A 

ix 

7.64 

740160 

000 

Vi 

2.24 

740167 

3 

iy 2 

7.64 

740161 

00 

6 A 

2.50 

740168 

4A 

Wa 

8.00 

740162 

0 

H 

5.00 

740169 

4 

2 

8.00 

740163 

1 

H 

5.62 

740170 

5 

2 H 

• 15.00 

740164 

2A 

1 

6.36 






Bridle Rings with Machine Threads 

to 

Fit Clamps 


List 



Sold Separately 


--fList per 100——* 

No. 






Brass 

Galvanized 

741498 

Size K No. 10 wire, 

K in. eye. . 




. $4.50 

$4.50 

741499 

Size M No. 10 wire, IK in- eye 




. 5.78 

4.94 


DIAMOND EXPANSION SHIELDS OR SCREW ANCHORS TO ATTACH CLAMPS 

For Nos. 4-0, 3-0 and 2-0 use A x 1 inch anchors, with No. 10 x 1 inch R. H galvanized wood screws. 

• For Nos. 0, 1, 2 and 2A use K x 1 inch anchors, with No. 14 x IK inch R. H. galvanized wood screws. 
For Nos. 3A. 3, 4A, 4 and 5 use K x IK inch anchors, with No. 14 x IK inch R. H. galvanized wood. 

Bridle Rings 

Are for the carriage and distribution of wires. Due to the superior process of enameling, no chafing of 
the wires, absolute smoothness, perfect insulation, and proof against rust are points of distinction. 

Ijat Mfr. No. Inside Diam. Width of Length of Stem Std. -—'List Price per 1000—* 

No. Style of Eye Opening Under Ring Pkg. Enameled Galvanized 

740171 A IK A IK 500 $73.00 $36.00 

740172 C IK A IK 500 65.00 31.00 

740173 E Ys A Vs 1000 47.00 24.00 

740174 F 3 A IK Assorted 145.00 96.00 

Enameled furnished unless otherwise ordered. 

fDelivery F. O B. St. Louis, Mo. 'Delivery F. O. B. Pittsburgh, Pa. fDelivery F. O. B.Garwood, N.J. 
For warehouse deliveries write nearest house. 

67 
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Mall Orders Filled 
at Prevailing Prices 



Type C 
List 
No. 

741711 


741650 

741651 


741712 


Type D Wire Clamp 

Diamond Strand Connector Price 

Strand connector, galvanized, for dead ending messenger strands. Each $0.72 

Metropolitan Electric Light Wire Connector 

Type C wire connectors, for aerial service wire No. 6 and smaller. Per 100 $16.00 

Type D wire connectors, for aerial service wire No. 6 and smaller; to main line 
wire No. 6 and larger. Per 100 30.00 

O. G. “Long Saut” Ground Wire Clamp 

Fastening for Ground Wires to Walls of Brick, Stone, Concrete or Wood 

O. G. “Long Saut” ground wire clamp.Per 100 $1.50 



No. 9017 


Metropolitan Expansion Plugs 

For attaching suspension device to brick, stone, cement or any solid wall where a hole is drilled and 
filled with a wooaen plug. 

List Size List Price 

No. per 1000 

741657 Expansion plug, 5^x2 ins. .. $15.00 
741658 Expansion plug, % x 2J4 ins... 16.00 


List 

No. 

731655 

741656 


Size 


List Price 
per 1000 

Expansion plug, % x \ l A ins. .. $14.50 

Expansion plug, % x 1 % ins. .. 15.00 

Telegraph and Telephone Pothead Support 

List No. Weight per 100 List Price per ICO 

9017 125 lbs. On application 

Presteel Cable Rock Sections 


List 

No. of 

Hole 


Size Bolt 

Weight Lbs. 

List Price 

No. 

Holes 

Spacing 

Length 

Hole 

per ICO 

Per 100 

2125 

14 

l l /i ins. 

24 ins. 

% ins. 

290 

On 

2126 

18 

1H ins. 

30 ins. 

% ins. 

360 

application 


Rack Hooks 


Extension Thickness 


List from Face 

No. of Rack, Inches 

2131 4 

2132 7M 

2133 10 

List 

No. 

9131 

9132 

9133 

9134 


of 

Plate 

A 

A 

A 


-•Per 100- 


Wt., Lbs. 

40 
86 
112 

Cast 

Extension from 
Face of Rack 
4 inches 
7 inches 
10 inches 
13 inches 


List Price 
On 

application 


Angle Steel Cable Racks 


List 

No. 

9125 

9126 


No. of 
Hooks 
14 
28 


Length 

Inches 

30 

60 


-•Per 100- 


Wt., Lbs. 
530 
1060 


List Price 
On 

application 


Iron Cable Hooks 

No. of 
Cables 
1 
2 
3 


Wt., Lbs. 
90 
150 
240 


Line Construction Material 


gitizec 305 


oogle 


List Price 
On 

application 
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MATTHEWS CABLE SPLICING JOINTS 



Splicing Joints 

This device is designed to take the place of horizontal splices in multiconductor lead-covered cables, 
and is adapted particularly for underground manholes. The joint consists of three parts as shown in the 
illustration: “A,” lead pot or sleeve, which is lined with galvanized iron to insure stability, and sweated to 
a threaded brass ring; “C,” brass collar internally threaded to fit ring and tinned on upper edges; “B,” 
lead gasket through which cables pass. In attaching, the cables are “wiped in” and the lead sleeve is screwed 
into the brass collar “C” by means of the spanner wrenches. The threads of ring “A” are well coated with 
red lead before screwing into collar “C.” The completed splice is absolutely moistureproof, and is readily 
accessible for line tests or change in multiples. Any lineman can learn to make an absolutely moisture- 
proof cable joint after an hour's practice on the directions that are furnished with them, avoiding delay in 
case skilled cable splicers are not obtainable. Matthews Splicing Joints will save their cost in the reduction 
of maintenance expenses each year. 




List 

No. 

Mfr. 

No. 


List Price Each 

Net Additions for Delivery in 

Description 

Less 

than 

25 

25 

to 

49 

50 

or 

more 

Denver 

Sit Lake, 
Butte 

Pacific 

Coast 

740594 

1 

Will take for straightaway splice any 
cable up to and including 1 in., out¬ 
side diameter, for each cable. 

$5.80 

$5.60' 

$5.30 

$0.03 

$0.04 

$0.06 



Weight, 3 lbs., inside dimensions, 2J4 






x 8 ins. 

• 






740595 

2 

Will take for straightaway splice any 









cable up to and including \ l /h ins., 
outside diameter, for each cable... 
Weight, 4 lbs., inside dimensions, 3^ 

7.40 

7.00 

6.70 

.04 

.07 

.08 



x8ins. 




1 



740596 

3 

Will take for straightaway splice any 
cable up to and including 2^ ins., 
outside diameter, for each cable... 
Weight, 7>£ lbs., inside dimensions, 
4% x 9 ins. 

11.50 

11.00 

10.50 

.06 

.14 

.15 

740597 

4 

Will take for straightaway splice any 
cable up to and including 2% 
ins., outside diameter, for each 

cable. 

Weight, 15 lbs., inside dimensions, 
x 11% ins. 

22.00 

20.00 

18.00 

.12 

.24 

.30 


SPANNER WRENCHES 


List 

No. 

For 

Joint 

No. 

Description 

List 
Price 
per Pair 

Net Additions for Delivery in 

Denver 

Sit Lake, 
Butte 

Pacific 

Coast 

740598 

1 

Wrench only. 

$1.00 

$0.01 

$0.02 

$0.02 

740599 

mm 

Wrench only.. 

1.10 

.01 

.02 

.02 

740600 

mm 

Wrench only. 

1.50 

.02 

.03 

.04 

740601 

MM 

Wrench only. 

1.80 

.04 

.06 

.08 


Spanner wrenches will only fit the joint for which they are made. Quantities may consist of an assort¬ 
ment of various sizes of joints. 
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Western Electric 



Universal Leather Universal Double Eye Split Cable Grip 

Collar Protector 


Universal Cable Grips 1 

These cable grips are made in three different styles, as shown in illustrations. The single eye grip is 
used for attaching the pulling line to the end of the aerial or underground cable. 

The double eye grip is designed for a luffing tool, to pull additional cable into a manhole after the single 
eye grip has been removed. It is invaluable for pulling out old underground cable, leaving it in the best 
of condition for future use. 

The double eye split grip can be lashed on a working cable at any desired point, allowing slack to be 
pulled without interruption to the service. To determine size of Universal Cable Grips to order, refer to 
table of measurements. 

Table of Measurements 


Cable Grip Size 

Cable Diameter, Inches 

1 Cable Grip Size 

Cable Diameter, Inches 

l A m. . 


.For A in. to Y% in. 

2 in. . 


.For 2 in. to 2^ in. 

% in.. 



2]4 in. . 


. ¥ox2\4 in. to2% in. 

1 in. . 


.For 1 in. to 1 % in. 

3 in. . 


.For 3 in. to35iin. 

1H in.. 


.For in. to 1 % in. 

3^in.. 


.For 3 Yi in* 1° 3 14 in* 



List Prices and Data 



Single Eye Grip I 


Single Eye Grip 

List 


•List Price 

List 


•ListPriee 

No. 


Size Each 

No. 


Size Each 

191701 

Vi x 24 ins. 

. • $6.00 

191709 

]4 x 36 ins. 

. . $8.00 

191702 

% x 24 ins. 

. 6.50 

191710 

x 36 ins. 

.. 8.50 

191703 

1 x 24 ins. 

. 7.00 

191711 

1 x 36 ins. 

. ___ 9.00 

191704 

1 A x 24 ins. 

. 7.50 

191712 

1 \4 x 36 ins. 

. 9.50 

191705 

2 x 24 ins. 

. 8.00 

191713 

2 x 36 ins. 

. 10.00 

191706 

2\4 x24 ins. 

. 8.50 

191714 

2)4 x36 ins. 

. 10 50 

191707 

3 x 24 ins. 

. 9.00 

191715 

3 x 36 ins. 

. lino 

191708 

3\4 x 24 ins. 

.’..... 9.50 

191716 

3H x 36ins. 

. 11.50 


Double Eye Grip 


Double Eye Split Grip 

191733 

H x 18 ins. . 

. $8 00 

191754 

H x 18 ins. 

. $900 

191734 

1 x 18 ins.. 

. 9.00 

191755 

1 x 18 ins. 

. 10 OO 

191735 

\)4 x 18 ins.. 

. 10.00 

191756 

13^ x 18 ins. 

. 11 OO 

191736 

2 x 18 ins.. 

. 11.00 

191757 

2 x 18 ins. 

. 12 00 

191737 

2)4 x 18 ins.. 

.. 12.00 

191758 

2}4 x 18 ins. 

. 1300 

191738 

3 x 18 ins. . 

. 13.00 

191759 

3 x18 ins. 

. 1400 

191739 

3A x 18ins. . 

. 14.00 

191760 

3 A x 18 ins. 

. 15.00 


Universal Leather Collar Protector 

The Universal Leather Collar Protector is for use with single eye grips only. It will prolong the life 
of the cable grip, as it protects the point of greatest wear. 

Single Eye Grip 
For 24 Inch and 36 Inch 


List 

No. 


•List Price 
Each 


List 

No. 


Size 


191775 1 in. 

191776 l^ins. 

191777 2 ins. 

•Delivery F. O. B. Syracuse, N. Y. 


$4.00 

4.10 

4.20 


191778 

191779 

171780 


2 

3 ins. 
3 \4 ins. 


For warehouse deliveries write nearest house. 


ie 
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•Let Prioe 
Eiefc 
$4 30 
4 40 
4.50 
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FIBER CONDUIT 


1061 


0^6S 

Sleeve Joint Type 

m 

In the process of manufacturing fiber conduit, wet wood pulp or fiber is wrapped in a minutely thin 
film upon a forming mandrel, under pressure, until the desired thickness of wall is obtained. The individual 
fibers become felted and form a solid homogeneous wall. Taken off the mandrel, the wet pulp structure is 
subjected to a drying process, after which it is placed in a vat of liquid compound. This compound is a 
preservative and is also insulating and waterproofing. It thoroughly permeates the entire structure so 
that after treatment the wall of the conduit, when cut, presents a strong resemblance to hard rubber. The 
ends are cut in a lathe to make a socket joint, sleeve joint, or screw thread, as may be desired. 


THE SLEEVE JOINT TYPE 

The ends of each length are turned down to fit snugly in a sleeve by means of which a tight connection 
is made. The ends of the pipe are squared and faced. 


List 

No. 

Inside 
Dia., Ins. 

Thickness 
of Wall, Ins. 

Wt. per 
Ft., Lbs. 

{List Price 
per Ft. 

List 

No. 

Inside 
Dia., Ins. 

Thickness 
of Wail, Ins. 

Wt. per 
Ft., Lbs. 

{List Price 
per Ft.f 

740062 

*i 


0.40 

$0.28 

740066 

3 

x 

1.30 

$0.24 

740063 

IX 

Hiflif 

0.74 

.22 

740067 

3H 

A 

2.50 

.36 

740064 

2 

mm 

0.90 

.22 

740068 

4 

X 

3.20 

.45 

740065 

IVi 

H 

1.10 

.23 





. 


HARRINGTON JOINT TYPE 


This type of joint is a modification of our sleeve joint and is made with a tapered end. Sleeves are 
tapered also, thereby allowing more swing to the conduit than can be secured by other types of joints. 
In this type the conduit does not butt, in consequence of which more flexibility may be had. 


List 

No. 

Inside 
Dia., Ins. 

Thickness 
of Wall, Ins. 

Wt. per 
Ft., Lbs. 

{List Price 
per Ft. 

List 

No. 

Inside 
Dia., Ins. 

Thickness 
of Wall, Ins. 

Wt. per 
Ft., Lbs. 

{List Price 
per Ft.f 

740069 

2 

X 

0.90 


740072 

3X 

x 

1.55 

$0.24 

740070 

2 H 

x 

1.10 

.22 

740073 

4 

X 

1.90 

.28 

740071 

3 

X 

1.30 

.23 







THE SCREW JOINT TYPE 

This type of fiber conduit is manufactured with a slightly thicker wall than the socket joint type, 
owing to the necessity of securing a sufficiently heavy structure for carrying the thread that is cut on the 
ends of the pipe. The thread is “United States Standard”—four to the inch—and a coupling is provided 
for completing the joint. A liquid compound is furnished by the manufacturer to be wiped on the threads 
of the pipe when making the connection. This compound hardens and renders the joint watertight. 


List 

No. 

Inside 
Dia., Ins. 

Thickness 
of Wall, Ins. 

Wt. per 
Ft., Lbs. 

{List Price 
per Ft. 

List 

No. 

Inside 
Dia., Ins. 

Thickness 
of Wall, Ins. 

Wt. per 
Ft., Lbs. 

{List Price 
per Ft.f 

740074 

*l X 

A 

0.85 

$0.30 

740077 

3 

A 

2.20 

$0.42 

740075 

2 

^8 

1.32 

.33 

740078 


A 

2.50 

.48 

740076 

IX 


1.65 

.33 

740079 

4 


3.20 

.60 


•Manufactured only on special order, fIncludes one coupling to each length. 

{Delivery F. O. B. Orangeburg, N. Y. For warehouse deliveries write nearest house. 
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Western Electric 

FIBER CONDUIT (Cont’d.) 


Mail Orders Filled 
at Prevailing Prices 



Fiber Conduit 


THE SOCKET JOINT TYPE 


Socket or mortise and tenon connections are automatically turned on the ends of each length, being 
% inch long, slightly tapering, and uniform in size. This connection secures laying the conduit perfect in 
fit and alignment. 


List 

No. 

Inside 
Dia., Ins. 

Thickness 
of Wall, Ins. 

Wt. per 
Ft., Lbs. 

{List Price 
per Ft. 

List 

No. 

Inside 
Dia., Ins. 

Thickness 
of Wallens. 

Wt. per 
Ft., Lbs. 

{List Price 
per Ft 

740084 

IHM 

x 

0.38 

$0.18 

740088 

3 

x* 

1.20 

KiKEl 

740085 

1 Eraa 

X 

0.70 

.15 


3 H 

X 

1.45 

.19 

740086 

KB 

X 

0.85 

.15 


4 

X 

1.62 

.22 

740087 

EBB 

X 

1 .02 

.16 







•Manufactured only on special order. 



3 # Socket— 4 'S’* Type Bend 


Fiber Conduit Bends 

In producing these bends the conduit is first formed in the usual manner. When the wet pulp struc¬ 
tures is removed from the mandrel it is bent on a special form to the radius and degree desired, after which 
it is dried and thoroughly saturated with an insulating and preservative compound. Special bends of short 
radii are mitered to give the degree and radii desired. 


STANDARD BENDS 


Inside diameter, ins. 


1 


l'A 


2A 


VA 1 


Data, 45° and 90° Bends 


Length, feet. 

2'A 

18 

5 

5 

5 

5 

5 

5 

Radius, ins. 

18-24-36 

18-24-36 

24-36 

36 

36 

36 


Data, “S” Bends 


Offset, ins. 

10 

20 

20 

20 

20 

20 

20 

Radius, ins. 

8 

36 

36 

36 

36 

36 

36 


•List Price Each 


Socket. 

$2.25 

$2 55 

$2 55 

$2.02 


*3 00 

$3.36 

•Sleeve. 

2.46 

2.85 

2.85 

3 00 

■Eggs 

5.76 

6.96 

•Harrington. 


2.85 

3 00 

mnf 

3.45 

EO 

•Screw. 


4.65 

4.80 

4.80 

5 25 


7.05 

fLinaduct. 


2.62 

2.70 

2.85 

3.15 



•Price includes couplings. inch wall. 

JDelivery F. O. B. Orangeburg, N. Y. For warehouse 


deliveriS^4tar&l 
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Western Electric 

FIBER CONDUIT FITTINGS 


1063 



Coupling Cap Reducer Cross Tee Elbow 


Fiber Fittings 

These fittings are made throughout of the same material as is used in the manufacture of fiber conduit 
and possess the same extremely high insulating qualities of that conduit. 

In making these fittings the conduit is first formed and dried in the usual manner. It is then shaped 
into different forms of fittings, after which it is thoroughly saturated with the insulating and preservative 
compound. , 

Joints are then cutrin a lathe to make a socket, sleeve or screw connection. 

• --fLUt Price Each-• 


Inside diameter, ins.| 1 | 1% | 2 | 2}/ 2 | 3 | 31 ^ | 4 

COUPLINGS 

Sleeve. $0.13 $0.13 $0.15 $0.18 $ 0.21 $0.33 $0.42 

Harrington. .15 .16 .18 .21 .24 

Screw.18 .20 .24 .27 .36 .45 

Rough fit for socket. .10 .12 .13 .15 .16 .18 

CAPS OR PLUGS 

Socket. $0.39 $0.39 $0.42 $0.45 $0.51 $0.60 $0.75 

Sleeve. .39 . 39 . 42 . 45 . 51 .60 . 75 

Screw.45 .48 .51 .57 .63 .78 


REDUCERS 
Largest End 

Socket. $0.60 $0.63 $0.69 $0.75 $0.84 $0.93 

Sleeve.63 .66 .72 .78 .87 .96 

Harrington.63 . 66 . 72 . 78 . 84 . 93 

Screw.66 .69 .75 .81 .90 .99 

CROSSES 

’Alltypee.| $4.28 | $4.42 | $4.58 ($4.74 | $4.86 | $5.16 | $5.96 

TEES 

Socket. $2.70 $2.46 $2.46 $2 62 $2.70 $2 92 $3.36 

’Sleeve. 3.22 3.00 3.00 3.15 3.30 3.82 4.35 

’Harrington. 3.00 3.15 3.30 3.52 4.45 

’Screw. 3.30 3.45 3.52 3.66 3.90 4.42 

ELBOWS 

Socket. . $180 $1.61 $1.61 $1.72 $1.80 $1.95 $2.25 

•Sleeve. 2.10 1.95 1.95 2.02 2.10 2.40 2.70 

• Harrington. 1.95 2.02 2.10 2.25 2.55 

•Screw. 2.02 2.16 2.25 2.32 2.46 2.76 


•Price includes couplings. 



Junction Boxes 

Fiber Junction Boxes can be used with either screw, sleeve or socket joint conduit. They are especially 
recommended for service connections and where it is necessary to light up private roads. These boxes are 
made two, three and four way. The inside dimensions are, approximately, 8x8 inches, and the weight is 
16 pounds. 

List tList Price 

No. Each 

741706 Junction Box, one to four openings. $9.90 

Always specify number of openings wanted, and type of conduit withjunction®#ip to be used. 

fDelivery F. O. B. Orangeburg, N. Y. For warehouse deliveries, write nearest house. 
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Western Electric 


VITRIFIED CLAY CONDUIT 


This conduit is made of the purest fire-clay, salt glazed, and guaranteed to comply rigidly with the 
American Telephone and Telegraph Company's specifications. We inspect all conduit as it is loaded. Con- 
iuit is manufactured in all standard sizes and designs, and includes some special economic forms. 


Single Duct Conduit: May be obtained in either of two forms: the square or round duct. The 
square duct single is heavier and has no real advantage over the round duct single. The round duct is 
low the popular single duct conduit. Its weight is much less, thus saving on freight. It is especially 
ifficient in building up trunk lines, the beveled comers allowing square interstices between the pieces, thus 
orming an additional concrete support, and insuring good alignment before and after cable pulling. 

Two-way and Three-way Multiple Conduit can only be manufactured in 2 foot lengths, and is 
lesigned for building up trunk lines to the desired capacity of laying singly in the trench for terminal and 
iteral construction. 

t 

VITRIFIED CLAY CONDUIT 

Is the most satisfactory conduit made, strong in the web, straight in line, smooth in the duct, and 


lat on the ends. This ware is the most economical per duct foot to lay in the trench. 

Length Duct Weight 

Duct 

Price 


of 

Feet in 

per 

Duct 

Feet 

per 


Piece, 

Piece, 

Duct 

Diameter 

Minimum Duct 

Style 

Feet 

Feet 

Foot 

Inches 

Cor. 

Foot 

Square Duct, Single. 

. 1.5 

1.5 

10 

3 a 

42781 


itound Duct, Single. 

. 1.5 

1.5 

8 

3‘A 

5000 

Prices 

J-Way Multiple. 

. 2 

4 

8 

3 Vs 

6250 

1-Way Multiple. 

. 2 

6 

8 

3? j 

6250 

Applica¬ 

tion 

1-Way Multiple. 

. 3 

12 

7.50 

3 3 s 

7800 

>-Way Multiple. 

. 3 

18 

7.50 

3 3 h 

7800 

►-Way Multiple. 

. 3 

27 

7.50 

3H 

7800, 



STANDARD WOODEN CONDUIT 


This pine “pump-log duct” is largely used by telephone companies with underground lead-covered 
able; it is creosoted, and, therefore, there is no limit to its life; the price is mbderate, freight is low, break- 
gc is very slight, cost of laying is low; dimensions, square, 4}^ x4^ inches outside; hole, 3 inches. 

Prices on application. 
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Round Point Square Point Round Point 
Long Handle Long Handle Telegraph 
Snore! Shore! Shovel 


Spoon 

(Eastern 

Pattern) 


Spoon 

(Western 

Pattern) 


Spade 
(Square D 
Handle) 


Scoop 
(Square D 
Handle) 


Standard Long Handle Shovels 

The Standard shovel is furnished with either D or long handle (D handle is 27 inches lonjr, 4V£ feet from top of blade to 
top of handle), furnished in either polished or black finish, round or square point and with plain back (welded) or back strap 
(nveted). List Price 

List per Do*. 

No. Black Finish 

2 Square D, round point or square point. $29.00 

3 Square D, round point or square point. J. . 30.00 

4 Square D, round point or square point. 31.00 

.5 Square D, round point or square point. 32.00 

Telephone or Telegraph Shovels 

These shovels are from 6 to 8 feet in length with round point (blade straight with haiidle, no lift), plain back finished in 
black; has strap regularly 934 inches with extra long strap above 9)4 inches to 28 inches, inclusive. 

List Price List Price 

Length per Do*. Length per Do*. 

6 ft. With 934 in. strap. $37.00 6 ft. With 28 in. strap. $41.00 


7 ft. With 934 in. strap. 41.00 7 ft With 28 in. strap. 45.00 

8 ft. With 934 in. strap. 45.00 || 8 ft With 28 in. strap. 49.00 

Standard Spoons 

These spoons are made from 6 to 8 feet long with regular round point (Eastern pattern) or flat toe (Western pattern) with 
plain back in black finish. 

6 ft. With 934 in. strap. $44.00 II 6 ft. With 28 in. strap. $48.00 

7 ft. With 9V4 in. strap. 44.00 7 ft. With 28 in. strap. 48.00 

8 ft. With 9)4 in. strap. 48.00 || 8 ft. With 28 in. strap. 62.00 


Standard Spades 


List Price 

, Per Do*. 

D or long handle, square point. $29.00 

D or long handle, square point... 30.00 


Standard Scoops 


These scoops are made with D or long handles, square point, back strap furnished black or fqll polish. 

D or long handle, black finish . $32.00 

D or long handle, black finish. 83.00 

D or long handle, black hnish. 34.00 

D or long handle, black finish. 35.00 

SPOON HANDLES SHOVEL HANDLES SQUARE D HANDLES 

List Price List Price List Price 

Length Ter Do*. Length per Do*. per Do*. 

6 ft. $12.00 6 ft... $12.00 Regular grade. $6.25 

7 ft . 14.50 7 ft. 14.62 Extra grade. 6.62 

8 ft . 10.38 8 ft. 17.00 

9 ft . 19.00 9 ft. 19.62 , 

10 ft. 25.12 10 ft. 24.50 

12 ft. 28.25 12 ft. 27.62 


SQUARE D HANDLES 

List Price 
per Do*. 

Regular grade. $6.25 

Extra grade. 5.62 


. 28.25 12 ft. 27.62 

Delivery F. O. B. Factory Anderson, Ind. For warehouse deliveries write nearest house. 
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Western Electric 

DIGGING AND TAMPING BARS 


Mall Orders Filled 
at Prevailing Prices 



Grow and Digging Bar 



Tapping and Digging Bar 


list 

No. 

1060 

1061 

1062 


1070 

1071 

1072 


1080 

1081 

1082 




Plain Digging Bar 


1 in. octagon. 6 ft. long. 
1 in. octagon, 7 ft. long. 
1 in. octagon, 8 ft. long. 


Crow and Digging Bar 


List Price 
Wgt. Each 
. 17 lbs. $7.30 
. 20 lbs. 8.20 
. 23 lbs. 0.00 


List 
,No. 

1063 1 y 8 in. 

1064 in. 

1065 iy in. 


octagon, 6 ft. long, 
octagon, 7 ft. long, 
octagon, 8 ft. long. 


List Price 
Wgt. Each 
22 lbs. $9.60 
26 lbs. 10.50 
30 lbs. 11.00 


Tamping and Digging Bar 


1 in. octagon, 6 ft. long.... 17 lbs. $9.00 

1 in. octagoh, 7 ft. long- 20 lbs. 9.60 

1 in. octagon. 8 ft. long.... 23 lbs. 10.50 


1073 iy in. octagon, 6 ft. long.. 

1074 iy in. octagon, 7 ft. long.. 

1075 \y% in. octagon, 8 ft. long.. 


22 lbs. $10.50 
26 lbs. 10.90 
30 lbs. 11.50 


Plain Digging Bar 

1 in. round, 6 ft. long.16}^ lbs. $4.50 II 1083 iy in. round, 6 ft. long.... 21 lbs. $7,40 

1 in. round, 7 ft. long.19 lbs. 6.00 1084 1J^ in. round, 7 ft. long.... 24 y lbs. 8.40 

1 in. round, 8 ft. long.21}^ lbs. 7.60 || 1085 iy in. round, 8ft.long.. .. 28 lbs. 9.40 





Digging Spud with Tamper 


Electric Tamping Bar 


Loy or Slick 

Digging Spud With Tamper 

List Weight List Price 

No. per Dos. Each 

852 Digging spud with tamper, 9 ft. long. 234 $7.20 

Electric Tamping Bar 

1044 Electric tamping bar, 8 ft. long.,. $6.00 

Loy or Slick 

853 Loy or slick, 8 ft. handle... 210 $7.00 



Tamping Bar with Heavy Iron Shoe 



Tamping Bar with Extra Heavy Iron Shoe 

Tamping Bar 

WITH HEAVY IRON SHOE II WITH EXTRA HEAVY IRON SHOE 

List Wgt. List Price II List Wgt. List Price 

No. perDoz. Each No. per Do*. Each 

854 Tamping bar, 7 ft. handle. 150 lbs. $3.20 I 1054 Tamping bar, 7 ft. handle. 160 lbs. $3.60 

855 Tampingbar, 8 ft. handle. 1701bs. 3.40 || 1055 Tamping bar, 8 ft. handle. 180 lba. 3.80 

♦Delivery F. O. B. Oshkoeh, Wis. For warehouse deliveries write nearest house. 
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Western Electric 

CONSTRUCTION TOOLS AND SPECIALTIES 




REGULAR PATTERN 

list Weight List Price 

No. per Doz. Each 

295 4 ft. maple handle.85 lbs. $3.80 

297 5 ft. maple handle.95 lbs. 4.00 


Western Union Pattern 


EXTRA HEAVY WITH STEEL SWIVELS 

List Weight List Price 

No. per Doz. Each 

299 6 ft. maple handle. 155 lbs. $5.20 

300 7 ft. maple handle. 165 lbs. 6.00 


Western Union Pattern 


800 4 ft. maple handle.135 lbs. $4.80 

801 5 ft. maple handle.150 lbs. 5.20 


802 6 ft. maple handle.165 lbs. $6.00 

803 7 ft. maple handle.175 lbs. 7.00 


Socket Peary 


TT 7 


List 

No. 

124 

137 


Cant Hook 

Weight List Price 
per Doz. Each 

With 4 ft. select maple handle. 110 lbs. $4.50 

With 4 ft. select hickory handle. 110 lbs. 6.00 


Malleable Socket Peavies 


List List Price 

No. Handles Each 

188 4 ft. select maple handle. $3.20 

189 4J4 ft. select maple handle. 3.40 


Cant Hooks 

List List Price 

No. Handles Each 

199 4 ft. select hickory handle. $3.80 

200 4)4 ft. select hickory handle. 3.80 


Weight per dozen, 4 ft., 85 lbs. 


Weight per dozen, 4J^ ft., 90 lbs. 



Pike Poles Noe. 805-814 



Weetern Electric Pattern Nos. 818—834 


Washington Fir Pike Poles 


Standard Small Size 


List 


Veight List Price 

List 


Weight List Price 

No. 

Handles 

per Doz. Each 

No. 

Handles 

per Doz. 
.110 lbs. 

Each 

805 

10 ft. 

.70 lbs. #2.00 

807 

14 ft. 

$2.50 

806 

12 ft. 

.90 lbs. 2.20 

808 

16 ft. 

. 130 lbs. 

3.00 



Standard Heavy Size 



809 

• 10 ft. 

. 80lbs. #2.80 

813 

18 ft. 

.170 lbs. 

$4.50 

810 

12 ft. 

.100 lbs. 3.10 

814 

20 ft. 

. 200 lbs. 

5.20 

811 

14 ft. 

.120 lbs. 3.50 

815 

22 ft. 

..... 230 lbs. 

6.20 

812 

16 ft. 

.140 lbs. 4.00 

816 

24 ft. 


7.20 



Western Electric Pattern 



818 

12 ft. 

.150 lbs. #3.30 

822 

20 ft. 

. 240 lbs. 

$5.40 

819 

14 ft. 

.165 lbs. 3.80 

823 

22 ft. 

. 260 lbs. 

6.50 

820 

16 ft.... 

.185 lbs. 4.30 

824 

24 ft. 

. 285 lbs. 

8.20 

821 

18 ft. 

.215 lbs. 4.80 



T 



Delivery F. O. B. Factory, Oshkosh, Wis. For warehouse deliveries write nearest house. 
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Mtstrni Electric 


Mall Orders Filled 
at Prevailing Prices 


CONSTRUCTION TOOLS AND SPECIALTIES 



Guarded Pike Poles 


List 

No. 

Handle, Washington Fir 

Weight 
per Doz. 

List 

Price 

Each 

List 

No. 

Handle, Washington Fir 

Weight 
per Doz. 

List 

Prioe 

Each 

832 

10 ft., 1J4 ins. 

100 lbs. 

$3.50 

835 

16 ft., 254 ins. 

195 lbs. 

$5.10 

833 

12 ft., 1 % ins. 

120 lbs. 

3.80 

836 

18 ft., 2 Kins. 

210 lbs. 

5.30 

834 

14 ft., 1 3 4 ins. 

140 lbs. 

4.20 

837 

20 ft., 254 ins. 

235 lbs. 

5.50 

795 

16 ft., 154 ins. 

160 lbs. 

4.60 

798 

22 ft., 254 ins. 

250 lbs. 

6.00 

796 

12 ft., 2J4 *ns. 

165 lbs. 

4.60 

799 

24 ft., 2K ina. 

265 lbs. 

6.60 

797 

14 ft., 2)4 ins. 

180 lbs. 

4.80 




No. 843 No. 1848 No. 845 No. 1845 No. 848 


Pole Supports 


WOODEN JENNEY POLE SUPPORTS II IRON JENNEY POLE SUPPORTS 





List 




List 

List 



Price 

List 



Price 

No. 


Weight 

Each 

No. 


Weight 

Each 

842 

6 ft., 25^x3 ins. 

... 39 lbs. 

$10.80 

1048 

6 ft. pole support. 

. 32 lbs. 

$18.50 

843 

7 ft., 25^ x 3H,ins. . . . 

... 57 lbs. 

11.80 

1049 

7 ft. pole support. 

. 34 lbs. 

19.50 

844 

8 ft., 25 ^ x 354 ins. 

... 62 lbs. 

12.70 

1050 

8 ft. pole support . 

. 53 lbs. 

20.50 


WOODEN MULE SUPPORT 



IRON MULE SUPPORT 


845 

6 ft., 3H in. diam. 

.... 23 lbs. 

$8.40 

1045 

6 ft. mule pole support... 

. 32 lbs. $16.00 

846 

7 ft., 454 in. diam. 

.... 26 lbs. 

9.70 

1046 

7 ft. mule pole support... 

. 35 lbs. 

17.00 

847 

8 ft., 4 Yi in. diam. 

.... 29 lbs. 

11.80 

1047 

8 ft. mule pole support.. 

. 39 lbs. 

18.00 


Standard Dead Man 

WESTERN ELECTRIC PATTERN 

Made of 2 x 4 inch white oak with wrought steel fork and pike and with steel bands to prevent splitting. 


List List Pries 

No. Weight Finch 

848 8 ft. standard dead man (Western Electric Co. pattern). 29 lbs. $14 . OO 


Delivery F. O. B. Factory, Oshkosh, Wis. For warehouse deliveries write nearest house. 
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Western Electric 

PAY-OUT AND TAKE-UP REELS 
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No. 4601-1. For Telephone Work. Wood, Select Maple 

No. 4601-2. For Electric Light, Telegraph Work, etc. 
A Heavier Reel than No. 385A. Wood, Seasoned Oak 




No. 5306 

Shoulder Strap for Carrying Pay-out Reel 


No. 4600-1 

CommongPay-out Reel 


Pay-out Reels 

List Weight *List Price 

No. Lbs. Each 

4602-1 Klein Double Deck Pay-out Reel on barrow. $45.00 

4601-1 Klein Pay-out Reel on barrow for telephone work. 90 21.50 

4601-2 Klein Pay-out Reel on barrow for electric light work. 80 25.00 

5306 Leather Shoulder Straps for carrying pay-out reel (per set). 4% 20.80 

4600-1 Klein Common Pay-out Reel without barrow for wagon reels.. 40 12.50 


Above reels are substantially built of hard wood, disk reinforced with steel plates. The guard pins 
are adjustable for standard 12 inch, 18 inch or 24 inch coils. Built to stand hard usage, 



No. 4608-1 

Improved Take-up Reel 


Klein’s Improved Take-up Reels 

Take-up Reel, seasoned oak. All braces bolted. Removable side piece on spool to allow the coiled 
wire to be unloaded. The turned axle makes the reel light running. The unloading feature makes it 
economical in time. And in addition to being so well constructed, the improved take-up reel has a 
separate guard piece slipped on shaft and fastened with a flat, key, allowing wire to be removed quickly 
and easily. 


List 


Weight 

♦List Price 

No, 


Lbs. 

Each 

4608-1 

Improved, for 18 in. coil..... 

. 62 

$30.00 

4608-2 

Improved, for 21 in. coil.:. 

. 65 

30.00 


♦Delivery F, O. B. Factory, Chicago, Ill. For warehouse deliveries write nearest 

9 Tools and Construction Appliances 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


REELS, REEL JACKS AND CABLE CARS 



Folding Take-up Reel Folding Take-up Reel Closed 


Take-up Reels 

List 

No. 

895 Folding, for 12 in. cofl. 

896 Folding, for 18 in. coil. 

897 Folding, for 21 in. coil. 

898 Folding, for 24 in. coil. 


Weight 

*List Price 

Lbs. 

Each 

39 

$18.10 

40 

18.60 

41 

19.00 

42 

19.50 



List 

No. 

760184 

4700-1 

4700-2 


W. E. Cable Reel Jack 


W. E. Cable Reel Jack. 

Cable Reel Jack, 2 in. x 16 in., with jack screw. 
Cable Reel Jack, with ratchet screw. 



Description 


Weight 


{list Price 

Lbs. 


per Pair 

150 


$64.00 

82 


34.00 

90 


50.00 

er Cable 

Cars 

Weight 

fList Price 

Lbs. 

Each 

1 table. 

53 

$23.00 

table. 

.37 

15.00 


28 

7.90 


Cable Car No. 1 


Cable Car No. 3 


♦Delivery F. O. B. Factory, Oshkosh, Wis. 
fDelivery F. O. B. Factory, Toledo, O. JDelivery 
F. O. B. Factory, Chicago, Ill. For warehouse 
deliveries write nearest house. 

Digitized by ' ^.oogle 
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Quantity Prices 
Quoted on Request 


Western Electric 


TAKE-UP AND PAY-OUT WIRE REELS 



No. 4609-108 


No. 4609-102 Reel in 
Operation 


No. 4609-102 Combined Take*up and 
Pay-out Wire Reel 


Combined Take-up and Pay-out Auto Truck Wire Reel 

Th« “EICHOFF” No. 4609-104 

This combination reel is made with No. 12 galvanized sheet steel disc, 28 inches in diameter, and has the 
same labor saving features as the combination reel No. 4609-102. By simply reversing the ends of the 
T axle in the socket of the base the reel is changed from a horizontal to a perpendicular position for either 
taking-up or paying-out wire. The T axle turns in the socket of the base so that the reel will take up wire in 
any direction without turning the auto truck. It is especially adapted for railway signaling, telegraph and 
telephone departments. 


List 'List Price 

No. Weight Each 

4609-104 Combined take-u^ and pay-out reel (reel disc, 28 inches). 57 lbs. $51.20 


Combined Take-up and Pay-out Wire Reels 

No. 4609-102 


Heretofore most telephone, telegraph and electric light companies used separate reels, one to pay out and 
one to take up. These new combination reels will fill both of these requirements and will do it better and in 
less time. The reel disc proper instead of being made of wood is of No. 10 galvanized sheet steel; is 34 inches 
in diameter and has a 1 inch flange turned around the edge. The axles are made from % inch cold rolled 
Bteel with cast iron hub bored to fit. Weight of the reel about eighty lbs. 

No. 4609-108 reel has the same labor saving features as the No. 4609-102 and has the added advan¬ 
tage of being mounted on wheels, making it very convenient for one man to handle. 


List tUflt Price 

No. Weight Each 

4609-102 Combined take-up and pay-out reel (reel disc 34 ins.). 91 lbs. $52.50 

4609-108 Same as the No. 4609-102, but is mounted on wheels. 129 lbs. 68.70 

Large wire guide for barbed wire (extra). 4.00 



The Wasson Reel 


Wasson Reels 


List *Iist Price 

No. Each 

760209 Wasson single reel and cart. $24.00 

760210 Wasson double reel and cart. 40.00 


760211 Wasson single reel, less cart, with axle and 12.00 

tension. 

760212 Wasson cart, less reel, with axle and tension 16.00 

♦Delivery F. O. B. Factory, Chicago, Ill. fDelivery 
F. O. B. Factory, Oshkosh, Wis. For warehouse deliveries 
write nearest house. ooQie 


8-2 


Tools and Construction Appliances 












1072 


Western Electric 


Mall Order* Filled 
at Prevailing Price* 


"DICKE” REELS, LINE CART AND TRACK DOLLY 



No. 401 

Improved Reel 


No. 402 

Improved Wagon Reel 


PAY OUT REELS 

No. 402 Improved wagon reel. Can be bolted on any wagon box, platform or fence post for putting 
up wire fences. 

Wsfc ♦List Price 

No. Wt Each 

401 Improved Reel.:.. 95 lbs. $21.50 

402 Improved Wagon Reel. 37 lbs. 16.50 


No. 409 No. 408 

Tool Cart Track Dolly 


TOOL CART 



No. 403 

Jumper Wire Reel 


Dimensions 

Main box, 6 feet 2 inches x 30 inches deep. 

Lower tool box, 33 x 30 x 83^ inches deep. 

Side tool box, 5 compartments, 5 ft. 10 inches x 6 inches wide, 
10 inches deep. 

Front tool box 30 x 6 x 10 inches. 

List ‘List Price 

No. Wt. Each 

409 Tool Cart. 920 lbs. $375.00 

TRACK DOLLY 

With the use of one rail, two men can move poles to any 
desired place. The wheels are iron and fit standard rails. This 
tool can also be used in pairs to move a load of poles, by laying 
two across and piling any amount desired. 

List ‘List Price 

No. Wt. Etch 

408 Track Dolly, 4 x 2 ft. x 15 in. 225 lbs. $78.00 

JUMPER WIRE REEL 

The Jumper Wire Reel was especially designed for use in 
telephone exchanges. 

List *List Price 

No. WL Each 

403 Jumper Wire Reel. 40 lbs. $29.00 

•Delivery F. O. B. Factory, Downers Grove, Ill. For ware¬ 
house deliveries write nearest house. 

8-1 
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Quantity Prices 
Quoted on Request 


Western Electric 

POLE DINKEYS AND REEL WHEELS 




No. 306 Dlcke’t Heavy Pole Dinkey 


Mathews Polerector 


List No. For erecting or removing all poles up to 75 feet in length. 

762500 Complete, ready to mount on standard twelve foot bed wagon, but not including blocks 

and tackle or wagon.,. $400.00 


Dicke’s Light Pole Dinkey 

A strongly built truck, especially useful for handling poles which are to be set in places that cannot bs 
reached with a team. One man can easily handle the heaviest pole with this truck. 

List ; Weight ‘List Price 

No. Lbs. Each 

305 Dicke’s Light Pole Dinkey, wheel 2 ft. 8 ins. high with 10 1 */% in. spokes.... 165 $59.60 


Dicke’s Heavy Pole Dinkey 

A very strongly built dinkey that is indispensable to telegraph and telephone companies who handle 


large poles. 

List Weight ‘List Price 

No. Lbs. Each 

306 Dicke’s Heavy Pole Dinkey, wheels 25 ins., with 14 spokes. 330 $117.00 



Gable Reel Wheele Steel Line Cart 


Cable Reel Wheels 

List 

No. 

760188 Pair of 6 ft. wheels, with 6 ft. reel bar. 

760189 One adjustable tongue. 


f List Price 
Each 
$138.12 
9.00 


Steel Line Cart 


List ^ tList Price 

No. Each 


760190 For coiling up wire rope; by turning the tongue over the cart it bringa the standard 
against the ground, which will raise the wheels from the ground, thus making the cart 

immovable while in use; made either with a steel or oak reel. $78.76 

•Delivery F. O. B. Factory, Downers Grove, Ill. f Delivery F. O. B. Factory, Parvey, HI. For ware¬ 
house deliveries write nearest house. 

8 Tools and instruction Appliances 
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Western Electric 

SIMPLEX JACKS 


Mail Orders Filled 
at Prevailing Priest 



No. 318 Simplex Pols Jack 


No. 318 Simplex Pole Jack 

Single acting—operating on the down stroke of lever ; or tripping at any point. 

This jack has been especially designed for pulling, reinforcing and straightening telephone, trolley and 
lighting poles. “It pivots on its base, 9 and lifts the largest pole from solid ground in but a fraction of the 
time required by former methods. 

The pivoting base allows the jack to follow the angle of the pole with pressure exerted constantly. The 
recessed cap into which any of the links of the chain are dropped, holds firmly under every load. The double 
lever socket insures a convenient position of the lever bar, no matter the angle of inclination of the jack. 

Standard Equipment. Eight feet of heavy chain with pear link attached. Five feet steel lever 
bar, pinch bar construction. Two feet of 10 inch, 25 lb. 1 beam base support to prevent slipping. 


List 

Capacity 

Lift 

Height 

r-- ' 

-Weights- 

-» 

List Price 

No. 

Tons 

Inches 

Inches 

Jack 

Chain 

Bar 

Total Wt. 

Each 

318 

15 

24 

39 

90 lbs. 

34 lbs. 

17 lbs. 

189 lbs. 

$70.00 




No. 34. Automobile Jack 


No. 



S&. Automobile Jack 


Automobile Jacks 

No. 36. Single acting. Operating on the down stroke of 
the lever. For the light pleasure car. 

No. 38. Single acting. Operating on the down stroke of 
the lever. For the medium weight pleasure car. 

List Capacity Lift Height Weight Lbs. List Price 

No. Style Lbs. Inches Inches with Pole Each 

36 Automobile 1000 10 6 M 5 12.00 

38 Automobile 1500 10>6 6 3.66 


List 

No. 

1 


Style 

Track jack 


Simplex Track 

Capacity Lift 

Tons Inches 

10 13 ^ 

31 


Jacks 

Height Weight List Price 

Inches With Pole Each 

DigiSSed by Cj0065 *12.60 
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Adjustable _ No. 3000-30. Gable Roller 

Western Union Cable Reel Stand 

In the ratchet reel stands the frame is made of one-inch angle iron, brace of 1 x inch steel bare. 
Size of screw, 2 inches. Length of screw, 12 inches. Height of stand, only 16 inches. Height of stand 
to bearing point in yoke, 20 inches. Length of base, 27 inches. Width of base, 12 inches. Weight of 
stand, 58 lbs. Raise of clearance 37 inches. 


•List Pries 
per Pair 

Ratchet adjustable cable reel, without wood base. $90.00 

* ‘Matlock” Cable Roller 

This cable roller frame is fof forged mild steel. The maple roller has a metal bushing extending 
beyond each end. This prevents the wear on the roller and keeps it in the centre of the frame. 


List Weight jList 

No. Lbs. Pries 

2000-30 Cable roller with Wooden roller. $4.00 

2000-31 Cable roller with iron roller. 8 5.00 


Manhole Skids and Sheaves 



A tool for leading the pulling line from the mouth of the duct to the capstan. The skids have pin 
hole* every three inches from top to bottom so that the sheaves can be moved any place desired in the 
skid. Nine foot sets furnished unless otherwise ordered. 

tfList Price Each 


Nine-foot skids, per set.$64.00 

Price for additional lengths, per foot. 3.20 


Empire Duct Rods 

These rods are constructed of malleable iron machined 
to a perfect fit so that side or end play is avoided. The 
wooden rod is of the best selected straight-grained well-, 
seasoned hickory, and is expanded in the end of the iron 
coupling by means of a wedge which makes it impossible 
to pull out. 




The rods are made in two styles, without wheels and 
with wheels. In the wheel type the wheels are so staggered 
that if one axle should come in contact with an obstruction 
on one side of the duct the other side will remain free. 



Empire Duct Rode 


With Wheels 


Without Wheels 


§List Price 
Length per Rod 

3 ft. $2.20 

4 ft. 2.36 


§List Price 
List No. per Rod 

760178 $1.75 

760179 2.00 


* Delivery F. O. B. New York City, t Delivery F. O. B. Factory, Chicago, Ill. ft Delivery F. O. B. 
Factory. Harvey, Ill. § Delivery F. O. B. Factory, Garwood, N. J. For warehouse deliveries write 

nearest kouse. 
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Western Electric 

CONSTRUCTION MATERIAL 


Mall Orders Filled 
at Prevailing Prices 




No. 9110 



No. 9115 


Manhole Cover Lifters 


The wood handle manhole cover lifter is made of clear, straight grained hickory, with forged steel 
fittings, and is 4 feet long. 

The Steel Lifter is preferred by many inspectors on account of its light weight and convenience. 
It is 2 feet 6 inches long, and is made of Vs inch octagonal steel, with a foot of the proper shape to allow 
a heavy round manhole lid to be lifted with little exertion. 

♦List Price 
Each 

7 l /i .On application 

.On application 


List 


Weight 

No. 

Type 

Lbs. 

9110 

Wood 


9115 

Steel 

5 



No. 9140 



Cable Duct Shields 

Cable duct shields are used to protect cable sheaths at the entrances to ducts. They are made in accord¬ 
ance with the specifications of the A. T. & T. Company from No. 18 gauge sheet steel, are 6 inches long, 
fit a 3 inch duct and mav be installed, if desired, after the cable is pulled in. They are thoroughly hot dip 
galvanized after being formed, and cannot rust out in service. 


List No. Weight per 100 ' # List Price 

9140 40 lbs. 10.18 


Pulling-in Irons for Manholes 

Pulling-in irons are set into the concrete or brick walls of street vaults opposite all duct entrances to 
provide a convenient and strong attachment for the pulling-in blocks for installing or removing cables. They 
are made of 1 inch steel in accordance with The Bell Company’s specifications, extend from the wall 8 inches, 
and are so designed as to straddle one brick. They are not galvanized. 

9120 950 lbs.On application 



Duct Rods 


Diamond Screw Duct Rod 

This form of duct rod is furnished with cast bronze couplings, hickory sticks 1 inch diameter and furn¬ 
ished with either octagonal or round sticks. They lack the quick acting features of the automatic couplings 
used in the Empire Duct Rods, but are used with good results by a number of telephone companies who 
prefer this type. > 

tList Price 
Each 

3 ft. screw duct rod. $1.26 

4 ft. screw duct rod. 1.42 


Manhole Ladders 


Galvanized Steel Manhole Ladders are made to the specifications of the large 
telephone and central station companies. They have sides of 2 x inch flat and 
rungs of 5 s inch round open hearth steel. The rungs pass through the sides and are 
riveted over on the outside. 


No. 9194 


List 

No. of 

Rung 


No. 

Rungs 

Spacing 

Width 

9100 

5 

15 

14 ins. 

9101 

5 

15 

14 ins. 

9102 

5 

15 

14 ins. 

9103 

5 

15 

14 ins. 

9104 

6 

15 

14 ins. 

9105 

7 

15 

14 ins. 

9100 

8 

15 

14 ins. 

9107 

9 

15 

14 ins. 

9108 

11 

15 

14 ins. 


V IVJO 11 XU it 1IIB. 

•Delivery F. O. B. Pittsburgh, Pa. 
warehouse deliveries write nearest house. 
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Length 

6 ft. 

6 ft. 3 ins. 

6 ft. 6 ins. 

7 ft. 

8 ft. 

9 ft. 

10 ft. 

12 ft. 

14 ft. 

tDelivery F. O. 

Digitized by V 


Weight 

Lbs. 

37 1 

38H 
40 
42 
49 
55 
61 
73 
86 

3, Garwood, K 

.oogle 


♦List Price 
Each 


On 

applica¬ 

tion 


. J. For 
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No. 1 Closed 



No. I Showing Jaws Locked Open 


Buffalo Grips 

Made in the Following Types and Sizes 

The jaws may be clamped open at any width, the grip held in one hand and the wire inserted, no matter 
in what position the lineman may be. 

The harder the pull the firmer it grips, yet it does not injure the wire or insulation. 


Grip 

No. 

Description 

Grip Only 

1 

Extreme opening of .22 inch, holding wire from smallest size to No. 6, inclusive. 

$5.00 

2 

Extreme opening of .35 inch, holding wire from smallest size to No. 0, inclusive. 

7.50 

3 

Extreme opening of .48 inch, holding all sizes of wire from smallest size to No. 



0000, inclusive. 

11.00 

4 

Extreme opening of .52 inch, holding weatherproof wire, sizes No. 6 to No. 1, 



inclusive. 

7.50 

5 

Extreme opening of .68 inch, holding weatherproof wire, sizes No. 4 to No. 



0000, inclusive. 

9.00 

6 

Extreme opening of .27 inch, holding weatherproof wire, sizes No. 14 to No. 8, 



inclusive. 

4.70 


No. 4 with Pulley ' 


No. 1 Lineman's Tool 


Buffalo Grips with Pulleys 


Made in the Following Types and Sizes 


Grip 

No. 

1 

2 

3 

4 

5 

6 


Description 

Extreme opening of .22 inch, holding wire from smallest size to No. 6, inclusive. 

Will accommodate sash cord inch in diameter. 

Extreme opening of .35 inch, holding wire from smallest size to No. 0, inclusive. 

Will accommodate rope % inch in diameter. 

Extreme opening of .48 inch, holding all sizes of wire from smallest size up to 
No. (XXX), inclusive. 

Will accommodate sash cord 3 g inch in diameter. 

Extreme opening of .52 inch, holding weatherproof wire, sizes No. 6 to No. 1, 
inclusive. 

Will accommodate sash cord 3 ginch in diameter. 

Extreme opening of .68 inch, holding weatherproof wire, sizes No. 4 to No. 
0000, inclusive. 

Will accommodate sash cord 3 g inch in diameter. 

Extreme opening of .27 inch, holding weatherproof wire, sizes No. 14 to No. 8, 

% inclusive. 

Will accommodate sash cord inch in diameter._ 


Grip with 
Pulley 

$6.60 

8.50 

12.00 


8.50 


9.50 

6.20 


Buffalo Lineman's Tool 


Tool 

No. 

Description 

Complete 

Tool 

1 

Extreme opening of .22 inch, holding wire from smallest size to No. 6, inclusive. 

$12.50 

2 

Extreme opening of .35 inch, holding wire from smallest size to No. 0, inclusive. 

13.70 

4 

Extreme opening of .52 inch, holding weatherproof wire sizes No. 6 to No. 1, 



inclusive. f^nnfrlr 

11.00 


14 Tools and Construction Appliances 
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Western Electric 

LINEMEN'S TOOLS 


Mall Orders Filled 
at Prevailing Prices 



No. 1602-10 

Klein’s American Grip 

The American Grip Wire Clamp is made of steel. It is light and compact and takes up but little space 
between the blocks and wire, thus allowing the greatest amount of slack within lineman’s reach to be brought 
up. It is operated with one hand, is easily placed on the wire and is self locking by spring pressure and 
readily released. 

This grip is equally efficient on iron or copper wire. The iaws are parallel and perfectly smooth and 
will positively not injure the wire. The draft being close on the center, it will pull straight and not kink 
the wire. Galvanized finish. 

List Weight List Price 

No. Lbs. Each Each 

1602-10 For No. 6 wire and smaller. lJi $4.50 

1602-20 For No. 0 wire and smaller. 2 7.20 



List 

No. 

1609-20 

1609-30 

1609-40 


1607-20 


1604-10 

1604-20 

1625-20 


Coma Along Grip Common Eccentrfc'Grip 

Klein’s Eccentric Wire Grips 

KLEIN’S COME ALONG GRIP 
Galvanized 


Havens Grip 


For No. 8 wire and smaller. 
For No. 6 wire and smaller. 


KLEIN’S COMMON ECCENTRIC GRIP 
Arranged for Attaching Strap 

For No. 8 and finer wire, with clevis for jack straps. Galvanized finish. 

KLEIN’S HAVENS STEEL GRIP 


Improved Havens grip 


Weight 

List Price 

Lbs. 

Each 

1 

$1.40 

2 

1.70 


2.30 


.. $2.30 

1 

$4.00 

2H 

4.50 

13.00 


This is a very efficient Grip for all around work. 





Grip, Style A 

Weight 

Lbs. 

. 1 H 

.Digitized’by* Google 


List Price 
Each 
$ 6.20 
7.00 
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LINEMEN’S TOOLS 


Quick Samson Grip 

Quick Samson Trolley Messenger Wire Grip 

The grip consists of a body or retaining piece in which two steel wedge shaped jaws move longitudinahy. 
These jaws are arranged so as to move in either direction simultaneously, thus opening or closing them in 
unison. The gripping surface of the jaws is concave, and is provided with a series of milled teetn, spread 
over their entire length. These teeth grip into the spirals of the strand, and being uniformly distributed 
over the entire length of the jaw, grip the wire at very many points, thus taking a secure hold with the 
pressure distributed along the entire length of the gripping surface, so that no amount of strain falls suf¬ 
ficiently at one point to crush or injure the wire. The tackle is attached to the two oblong rings in the 
body piece; these rings being arranged central, insure a straight pull. The proportions of the various parts 
are calculated to carry any strain that is necessary to tighten tne wire and the jaws are self-adjusting. Made 
in the following sizes: 


For Messenger or Strand 

List Weight, Lbs. List Price 

No. Each Each 

1618-20 For A to in. strand, gripping surface 7 in. 8 $21.00 

1618-30 For % to Yz in. strand, gripping surface 7 in. 9% 25.00 

1618- 40 For A to % in. strand, gripping surface 9 in. 14^ 28.00 

For Trolley Wire 

A modification of the Quick Samson Grip is available for trolley wire. The jaws are not serrated, 
but only roughened. 

List Weight Lbs. List Price 

No. Each Each 

1619- 20 For No. 6 to 2-0 BAS wire, gripping surface 7in. 8 $21.00 

1619-30 For No. 2 to 4-0 BAS wire, gripping surface 7 in. 9Ji 25.00 

1619-40 For A to % in. BAS wire, gripping surface 9 in. 14 28.00 



Wlrs Grip 


Klein’s Parallel Screw Wire Grip 

For Trolley Wire 
List 
No. 

1608-10 Two grooves for Nos. 0 and 00... 

1608-20 Two grooves for Nos. 00 and 000. 

1608-30 Two grooves for Nos. 000 to 0000. 

For American groove wire, or any other sizes special to order. 


Weight Lbs. 
Each 
7 


List Price 
Each 
$6.30 
7.00 
7.80 



Howe’s Wire Tool Howe’s Wire Tool 

Single Purchase Double Purchase 


Howe’s Wire Tools 

The frames are malleable, castings galvanized finish, roller made of steel. The swivel hook is steel 
with an opening large enough to go over an insulator pin or other convenient object to anchor to. The 
forward end has a locking device to hold the load at any distance. It is arranged so it can be used with 
a vise or with a grip. 

List Weight List Price 

No. Lbs. per Set 

1702-20 Single purchase strap 134 in. wide, 9 ft. long.. 2 $8.80 

1702-30 Double purchase strap 13^ in. wide, 10 ft. long. 2H 9.90 
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Wood Pulley Double with Single with Single Shell Double Shell Single SheU Double Shell 

Block with Becket Becket Becket Hook »ad bye Double Eye One Eye One Eye 

Steel and Wooden Pulley Blocks 

WOOD PULLEY BLOCKS 


Wood Pulley Block with Hook 


Size Sheave, 

Length 

No. of 

Sise tList Price 1 

Sise Sheave, 

Length 

No. of 

Sise tList Price 

Inches 

SheU 

Sheaves 

of Rope 

Each 

Inches 

Shell 

8heaves 

of Rope 

Each 

1 H x 

H x H 

3 ins. 

Single 

H in. 

$0.88 

3 x % x % 

5 

ins. 

Single 

H in. 

$1.13 

1 H x 

XxH 

3 ins. 

Double 

H in. 

1.68 

3 x H x H 

5 

ins. 

Double 

H in. 

1.91 

ik x 

H X % 

3 ins. 

Triple 

V* in. 

2.18 

3 x H x H 

5 

ins. 

Triple 

*A in. 

2.SO 

2 x 

Hx« 

3)4 ins. 

Single 

H in. 

.91 

3)4 x 1 x )4 

6 

ins. 

Single 

H in. 

1 38 

2 x 

yjxH 

3)4 ins. 

Double 

*A in. 

1.80 

3)4x1 x )4 

6 

ins. 

Double 

H in. 

2.50 

2 x 

y*x% 

3)4 ins. 

Triple 

H in. 

2.50 

3)4 x 1 x )4 

6 

ins. 

Triple 

H in. 

3.63 

2H x 

Hx H 

4 ins 

Single 

\4 in. 

1.05 

4*4 x 1)4 x % 

8 

ins. 

Single 

1 in. 

2 05 

2 H x 

Hx H 

4 ins. 

Double 

H in. 

2.00 

ah x \y% x H 

8 

ins. 

Double 

1 in. 

3.55 

2'4 x 

Hx H 

4 ins. 

Triple 

14 in. 

2.68 

4 % xlXxK 

8 

ins. 

Triple 

1 in. 

5.30 


Note: State if wanted with or without becket. 


Japanned and Hollow Shell Steel Tackle Block 


Diameter 

Length 

No. of 

Size of 

List Price Each 1 
Japanned HoUow 

Diameter 

Length 

No. of 

Size of 

fList Price Each 
Japanned Hollow 

Sheaves 

Shell 

Sheaves 

Rope 

tSteel 

Shell 

Sheaves 

Shell 

Sheaves 

Rope 

Steel 

Steel 

1*4 ins. 

3 ins. 

Single 

H in 

$0.88 

$2.25 

3)4 ins. 

6 ins. 

Single 

H in. 

$1.38 

$3 08 

i H ins. 

3 ins. 

Double 

*4 in. 

1.68 

4.40 

3>vins. 

6 ins. 

Double 

H in. 

2.50 

5.70 

i H ins. 

3 ins. 

Triple 

% in. 

2.18 

6.28 

3)4 ins. 

6 ins. 

Triple 

H in. 

3.63 

7.96 

2)4 ins. 

4 ins. 

Single 

)4 in. 

1.05 

2.34 

4)4 ins. 

7 ins. 

Single 

14 in. 

1.63 

3 56 

2 H ins. 

4 ins. 

Double 

)4 in. 

2.00 

4.58 

4)4 ins. 

7 ins. 

Double 

14 in. 

3 00 

6 55 

2)4 ins. 

. 4 ins. 

Triple 

14 in. 

2.68 

6.55 

4)4 ins. 

7 ins. 

Triple 

14 in. 

4.38 

8.80 

3 ins. 

5 ins. 

Single 

H in. 

1.13 

2.52 

4 H ins. 

4*4 ins. 

8 ins. 

Single 

1 in. 

2.05 

4.58 

3 ins. 

5 ins. 

Double 

H in. 

1 91 

4.88 

8 ins. 

Double 

1 in. 

3 55 

8 26 

3 ins. 

5 ins. 

Triple 

H in. 

2.80 

6.82 

4*4 ins. 

8 ins. 

Triple 

1 in. 

5.30 

11 62 


Malleable Iron Pulley Blocks 

•List Price 
per Dos. 





$3.92 




3 92 




5 75 




6.75 




6.85 




6.85 




9.00 




9.00 




7.20 




7 20 

Mallr>able iron in ph n ll d Oil hip with hnnlr ( for in. rnpp 



9. Oil 

Malleable iron 24 in. shell, double, with hook and eye, for ^ in. rope. . . , 



9.00 

iron 3 in f*h**ll single with hoolr, for 14 in. ropp . 



12 00 

Malleable iron 3 in. shell, single, with hook and eye, for )4 in. rope, , , . 



12.00 

Mnllenble iron 3 in shell double with h n ok for u in ropp 



13.70 

MnllpnUo irnn 3 in shall rlnnhlo with hook mirl pvp for U in. ronp 



13.70 

tDelivery F. 0. B. Factory, Lockport, N. Y. ^Delivery F. O. B. Factory, South Portland, 
write nearest house. 
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Llntman i Slack Tickle No. 1801-30 


Self-Locking Lineman’s Slack Tackle 

Light steel shell blocks fitted with snubbing hook to lock in any position, also in handling a vertical 
load. To lock the load, simply pull the luff rope under the hook. To release, simply pull the rope. The 
forward block is arranged with a snap hook with spring guard. 


List Weight List Price 

No. Lbs. per Set 

1801- 30 Self-locking lineman’s slack tackle, galvanized, furnished with 25 ft. of rope. 2^ $6.30 

Self-locking Blocks 

1802- 30 Self-locking troubleman’s blocks, galvanized, with snap at end for attaching 

grip, furnished with 25 ft. % in. rope. 2J/£ $6.30 

1803- 30 Self-locking lineman’s eye blocks, galvanized, with eye at each end for 

attaching grips, furnished with 25 ft. % in. rope. 2 5.80 



Lineman’s Wood Block 


Lineman’s Wood Eye Blocks 


With Eye at Ends for Fastening Grips 


List 


Weight 

List Price 

No. 


per Pair 

per Pair 

4900-3 

3 in. block for A in. rope. 


$5.20 

4900-4 

4 in. block for *2 in. rope. 

. 3 lbs. 

5.80 

4900-5 

5 in. block for ® g in. rope. 

. 7 lbs. 

8.60 


We can furnish rope, but none is included in the prices listed. 



Pulley Block With Eccentric Grip 


Klein’s Pulley Blocks with Eccentric Grips 


List 

No. 

4902-2K Klein's pulley block with eccentric grip 

Rope extra. 


Weight List Price 
per Pair per Pair 


Digitized by 


Gofflle 


$8.90 
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Western Electric 


Mall Orders Filled 
at Prevailing Prices 


“YALE” HOIST BLOCKS 



Id to 2 tons S and 4 tons 5 to 10 tons 12 to 20 tons 


Yals Triples Blocks 

“Yale” Triplex Blocks 

From Hook to Hook a Line of Steel 
Capacity ^ to 20 Tons 

,r Yale” Triplex Blocks are rated on a capacity basis of a long ton 2240 lbs. and each block is tested at the 
factory with a 50 per cent, overload of 3360 lbs. for each rated ton. Every detail in Yale Hoists is the result 
of careful research in the factory laboratory and the most severe tests under service conditions. Its inde¬ 
pendent automatic load-sustaining device, operated entirely separate from its lifting mechanism, admits of 
80 per cent, of the power exerted by a man pulling on the hand chain being transformed into actual lifting 
energy. 

“Yale” steel safety hooks, steel suspension members and Yale steel chain are [some of the exclusive 
features of these blocks introduced to safeguard operators and loads. 

The blocks are so planned that all capacities are made up of the four basic sizes, namely: 1» 1and 

2 ton. This simplifies the renewal of parts; for example, the 2 ton parts fit all sizes 4 tons and larger. 


List Prices and Data 


List Price List Price 


List 

Capacity 

Net 

Complete Block 

Std. Hoist 

Extra Hoist 

No. 

in Tens 

Weight 

with Std. Hoist 

in Feet 

per Foot 

761856 

H 

60 lbs. 

$84.00 

8 

$2.16 

761857 


60 lbs. 

84.00 

8 

2.16 

761858 

1 

95 lbs. 

108.00 

8 

2.28 

761859 

Itt 

131 lbs. 

144.00 

8 

2.40 

761860 

2 

200 lbs. 

168.00 

9 

2.56 

761861 

3 

210 lbs. 

216.00 

10 

3.60 

761862 

4 

300 lbs. 

264.00 

10 

3.84 

761863 

5 

410 lbs. 

336.00 

12 

5.16 

761864 

6 

410 lbs. 

396.00 

12 

5.16 

761875 

8 

500 lbs. 

480.00 

12 

6.48 

761876 

10 

610 lbs. 

576.00 

12 

7.80 

761877 

12 

850 lbs. 

720.00 

12 

10.32 

761878 

18 

1050 lbs. 

864.00 

12 

12.96 

761879 

20 

1350 lbs. 

1020.00 

12 

15.60 


A high speed block with special gearing is made in two sizes: ton, list price $80.50, ki ton, list prioe 

$103.50. 

Delivery F. O. B. Factory, Stamford, Conn. For warehouse deliveries write nearest house. 
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“YALE” HOIST BLOCKS 


1083 


“Yale”. Duplex Blocks 


This is a popular type of double chain worm-wheel or screw block. The load chain sheaves 
are carried on a steel shaft, and are fitted with safety guides. For portable use they are light, 
powerful chain blocks and take up the least head room. 

It will also be found a satisfactory block when the work is to be handled in a horizontal direc¬ 
tion or where speed may be sacrificed to ease of handling. It is essentially a rigger's block. 

The load is carried on two strands of “Yale" steel chain, each of sufficient strength to carry 
the entire load. The gearing is entirely enclosed and operates in an oil bath. Guards and guides 
prevent the load chain from leaving the sheaves and dropping the load. Standard Yale safety 
hooks are used on this block and the load holding mechanism may be adjusted for quick or safety 
lowering. ' 

Yale Duplex Blocks are tested to a 50 per cent, overload before shipment. 


Duplex 

Block 


List 

Capacity 

Net 

List Price 

Hoist 

List Price 
Extra Hoist 

No. 

in Tom 

Weight 

Complete 

in Feet 

per Foot 

761865 

X 

43 lbs. 

$60.00 • 

8 

$3'00 

761866 

1 

57 lbe. 

72.00 

8 

3.12 

761867 

ix 

76 lbe. 

96.00 

8 

3.24 

761868 

2 

104 lbs. 

120.00 

9 

3.36 

761869 

3 

180 lbe. 

180.00 

10 

3.60 

761870 

4 

215 lbe. 

288.00 

10 

4.56 

761871 

5 

330 lbe. 

362.00 

12 

4.80 

761872 

6 

320 lbe. 

432.00 

12 

6.72 

761873 

8 

380 lbs. 

504.00 

12 

7.20 

761874 

10 

665 lbs. 

660.00 

12 

7.80 


“Yale” Differential Blocks 


The “Yale" Differential Block is an occasional service block where comparatively light loads 


are to be handled at rare intervals. The hand chain pull is much harder than the 4 Yale" Triplex, 



Yale Dif¬ 
ferential 
Holst 


and the block should not be used where the loads are heavy or the service severe as the wear on 
the chain and sheaves is greater than in other type of blocks. ' 

The block is light and easily handled. Has the fewest parts and is lowest in first cost. 

On account of its reliability and simplicity it is specially adapted for ordinary hoisting purposes 
where the greater power and durability of the “Yale" Triplex and Duplex are not required. 

The sheaves on the “Yale" Differential Blocks are of the proper size and the chain is gauged 
by a process which hardens it ahd insures its greater accuracy, consequently the block runs easily 
under load, and the great strength of the steel chains prevents stretching, a common fault in 
ordinary blocks. 

All “ Yale" safety features apply on this block and each one is tested to 50 per cent, overload 
in long tons before leaving the factory. 

The 41 Yale" Differential is the cheapest good block. 


List Price 


List 

Capacity 

Net 

List Price 

Regular Hoist 

Extra Hoist 

No. 

in Tons 

Weight 

Complete 

in Feet 

per Foot 

761881 


22 lbs. 

$27.00 

6 

$4.20 

761882 

X 

30 lbs. 

31.50 

7 

4.20 

761883 

1 

51 lbs. 

42.00 

8 

4.50 

761884. 

IX 

81 lbs. 

54.00 

8X 

4.80 

761885 

2 

122 lbe. 

67.50 


5.10 

761886 

3 

180 lbe. 

90.00 gitized by 9}^ 

6.00 
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Western Electric 

DIGGING TOOLS 


Mail Orders Filled 
at Prevailing Prices 



Standard Earth Auger Iwan Hercules 

Post Hole Auger Post Hole 
/ Digger 



Split Handle Lock-Lever Post Hole Auger \ 
Post Hole Post Hole 
Digger Digger 


List No. 

6 WiU bore 5, 6, 

8 Will boro 8, 9, 

10 Will bore 8, 9, 

14 Will bore 8, 9, 


4 In.; length 4 ft. 
5in.; length 4 ft. 
0 in.; length 4 ft. 

7 in.; length 4 ft. 

8 in;length 4 ft. 


0 in. diameter. 4 ft. 
0 in. diameter; 4 ft. 


Standard Earth Auger ♦List Price Each 

7. 8, 12. 13 or 14 in. holt 3M ft. deep. 112.00 

10. 11, 12, 13, 14, 15 holes 3}i ft. deep 12.00 

10, It, 12, 13, 14, or 16 in. &oles 3U ft. deep. 12 00 

10. 11, 12, 13 or 14 in. holes 3H ft. deep. 12.00 

Iwan Post Hole Augers 

fList Price per Dos 

9 in.; length 4 ft. $35 20 

10 in ; length 4 ft. 39 60 

12 in ; length 0 ft. 105 60 

14 in.; length 6 ft. 132 00 

_ 16 in.; length 0 ft. 158.40 

Hercules Post Hole Oig£er tList Price per Do*. 

handle. $18.12 

Split Handle Post Hoie Digger 

handle. $14.00 0 in. diameter; 7 ft. handle. $20.00 


fList Price per Dos. 

. $30.80 

. 30.80 

. 30.80 

. 33.00 

33.00 


Lock-Lever Post Hole Digger 

7 in. diameter; 4»^ ft. handle. $30.00 

Klein’s Post Hole Auger 

4200-106 10 in. blade, 6 ft. stem. *$8.20 4200-146 14 in. blade. 6 ft. stem.*$10.40 

4200-126 12 in. blade, 6 ft. stein. * 9.00 4200-148 14 in* blade, 8 ft. stem.*11.00 



List 

No. 

296 

296 

396 

308 

308 


List 

No. 

10 


Picks and Mattocks 


Weight 

Lbs. 

Adse eye. 5 to 6 

Adze eye. 6 to 7 

Adze eye. 7 to 8 

Adze eye. 6 to 7 

Adze eye. 7 to 8 


Panama R. R. pick. 


tList Price List 
per Dos. No. 

$9.50 450 

10.00 450 Panama R. R. pick. 

10.70 Above are furnishedwith handles. 

12.00 424 Mattock, Long Cutter. 

12.70 424 Mattock, Long Cutter.. 

Bush Hook 


Weight 

Lbs. 

7 

8 

5 

6 


Wgt. Each 
with 
Handles 

. 0 . , 

,, , * D< ' I1 , v ''7 f -O B Factory, Chicago, III. trMivcrv F. Oi B. Factory. South Bcnd. Ind. (Delivery F. 0. B. Factors', 
ittsburgh. Pa. For w&rsnouse deliveries wnte nearest house. 


Bush hook and hickory handle. 


tList Price 
per Doz. 
$29.65 
29.65 

14.40 
15.28 
Use 
Price 
per Dos. 
$21.50 
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KLEIN'S TREE TRIMMERS AND LINEMEN’S TOOLS 




No. 3600-20 Klein's 
Favorite Tree Trimmer 


No. 3601-20 
Little Giant 


No. 3600-21 

Tree Trimmer with Saw 


No. 3602-20 
Trimmer 

No. 3602-21 
Extension Handle 


List 

No. 

3602-20 

< 2-21 


List 

No. 

3600-20 

3600- 21 
913-12 

3601- 18 
3601- 9 

3603-16 
3603- 8 
3601-21 
3601-20 


“Prunax” Tree Pruner 

W. U. Pattern 


8 ft. standard. 

8 ft. with 10 ft. extension and rope. 


Weight 

Lbs. 

Each 

5 

8 


Klein's Favorite Tree Trimmer 


Tree trimmer. 

• Tree trimmer with saw. 

Tree trimmer saw. 

Tree trimmer handle. 

Two 9 ft. handles with ferrule in 

center. 

Tree trimmer handle. 

Tree trimmer handle. 

Ideal tree trimmer. 

Ideal tree trimmer. 


Weight 

Lbs. 

Each 

3 « 

4 

H 

9 

8 

sy 2 
2 M 
2 


Length 

Over 

All 

19 ins. 
21 ins. 
12 ins. 
18 ft. 

18 ft. 
16 ft. 
16 ft. 


•List 

Price 

Each 

$6.50 

9.00 


•List 

Price 

Each 

$5.50 

7.50 
2.00 
2.70 

4.30 

2.30 
3.80 
5.00 

3.50 


Standard Tree Trimmer 




Approx. Wt. 

List 



Approx. Wt. 

List 

List 


Each 

Price 

List 


Each 

Price 

No. 

Length 

Lbs. Oz. 

Each 

No. 

Length 

Lbs. Oz. 

Each 

760275 

4 ft. Standard. . .., 

.... 2 

8 

$1.50 

760278 

10 ft. Standard. . 1. 

.... 4 4 

$1.90 

760276 

6 ft. Standard 

.... 3 

2 

1.70 

760279 

12 ft. Standard. ... 

....5 0 

2.12 

760277 

8 ft. Standard-- 

.... 4 

0 

1.90 







Lineman's Block with Strap 

Lineman’8 Block with Strap 

This block has a light steel galvanized shell, wood rollers hushed with metal. The forward block has 
a locking device for holding the load at variable distances. The outer end of each block has an eye for 
attaching grip. 

List Weight *List Price 

No. _ .. ,, C" per Set 

4904-12 Lineman's block with 12 ft. of strap. Digitized b y\J 2 % $10.50 
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Western Electric 

MISCELLANEOUS TOOLS 


Mai! Order* Filled 
at Prevailing Prices 



No. 1550-2—Double Blade No. 2201-3^—Blunt Point 

Electrician’s Knife and Screw Driver Weight 

Single blade electrician’s knife. 1$ oz. 

Double blade electrician's knife. 21 os. 


Electrician’s Wire Tweezers 


Wire tweezers, needle point. 
Wire tweezers, blunt point. . 


List 

No. 

2100-5 Electrician’s scissors. 


Electrician’s Scissors 

Finish 

. . . Nickel plated 


List Price 
Each 
$ 2.00 
2.50 

List Price 
Each 
$0.70 
1.00 


List Price 
8ize Each 

5 ins. $2.50 



Wire Peeler 



Wire Stretcher 


No. 1 Perry Wire Peeler ^ch‘ 

2301-10 Perry Wire Peeler.*... 1^ lbs. $1.20 

Wire Stretcher 

761657 Wire stretcher, for No. 8 wire and smaller. $3.76 




Button Pliers 1600 Series 
BUTTON PLIERS 

Our 1600 Series Pliers have knurled handles and stop 
feature. 

List No. 1604H 1606 1608 1610 

Length, ins. 4}$ 6 8 10 

Weight, lbs., per doz. 2H 5 9 13 

Perdoz. $8 80 $11.06 $13.18 $16.12 

Packed one in a carton. Six cartons in a cardboard box. 


No. 200 Staple Puller 
STAPLE PULLER 

This tool has a longitudinal groove in the top which allows 
clearance for wire when pulling staples. 

List No. 200 

Length, ins. 10 M 

Weight, lbs., per doz. 24 

Perdoz. $24.00 

Packed 1/3 dozen in a cardboard box. 


Noe. 206 to 212 No. 14 Black Finish 

Carpenter's Pincers Without Cutter Twin Wrench 

CARPENTER*S PINCERS 

Lizt Nos. 206 to 212 have polished jaws and natural finish handles. Claw and screw driver handles. 


List No. 

Length, ins. 

Weight, lbs., per doz. 

Per doz. 

Packed H dozen in a cardboard box. 

List Holds 

No. Pipe 

14 to H in. 

Tools and Construction Appliances 


TWIN WRENCH 

Holds 
Round Iron 
H to 1 in. 

24 


Weight 

Digitized P j4it£- 


ogle 


List Price 
per Dos. 



























Quantity Prices 
Quoted on Request 
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Klein** “World Special** Side Cutting Pliers With Sleeve Twister 


Klein's “World Special" Side Cutting Pliers 


List 


Weight 

List Price 

List 


Weight 

List Price 

No. 

Site 

per Dot. 

Each 

No. 

Site 

per Dot. 

Each 

200-5 

5 in. 

3 lbs. 

$2.90 

200-8 

8 in. 

12 lbs. 

$4.60 

200-6 

6 in. 

5 lbs. 

3.50 

200-9 

9 in. 

13 lbs. 

6.00 

200-7 

7 in. 

7J4 lbs. 

4.00. 

200-10 

10 in. 

18 lbs. 

7.00 


With Sleeve Twister 

List Weight List Price 

No. per Dot. Eech 

213 6 in. B. & S. sleeve twister for No. 17 wire or No. 16 iron wire. 5 lbs. $4.00 

213-7 7 in. B. & S. sleeve twister for No. 12 wire or 14 B. W. G. iron wire. 7^ lbs. 4.60 

213-8 8 in. B. & S. sleeve twister for No. 10 wire or 12 B. W. G. iron wire. 12 lbs. 5.50 

213-9 9 in. B. & S. sleeve twister for No. 10 wire or 12 B. W. G. iron wire. 13 lbs. 6.50 



Klein** “Diamond Special*’ Side Cutting Pliers 



With Sleeve Twister 


Klein's “Diamond Special" Side Cutting Pliers 


List 


Weight 

List Price 

List 


Weight 

List Price 

No. 

Site 

per Dot. 

Each 

No. 

Site 

per Dot. 

Each 

201-5 

5 in. 

3 lbs. 

$2.90 

201-8 

8 in. 

12 lbs. 

$4.60 

201-6 

6 in. 

5 lbs. 

3.50 

201-9 

9 in. 

12 ^ lbs. 

6.00 

201-7 

7 in. 

7^1bs. 

4 00 

201-10 

10 in. 

18 lbs. 

7.00 


With Sleeve Twister 

List Weight List Price 

No. per Dot. Each 

212-6 6 in. B. & S. sleeve twister for No. 17 wire or No. 16 iron wire. 5 lbs. $4.00 

212-7 7 in. B. & S. sleeve twister for No. 12 wire or 14 B. W. G. iron wire. 73^ lbs. 4.60 


212-8 8 in. B. & S. sleeve twister for Nos. 9 or 10 wire or 12 B. W. G. iron wire_ 12 lbs. 5.50 

212-9 9 in. B. & S. sleeve twister for Nos. 9 or 10 wire or 12 B. W. G. iron wire 13 lbs. 6.50 



Klein’s Duck Bill Pliers Without Side Cutters Klein's Duck Bill Side Cutting Pliers 


Klein's Extra Long Duck Bill Pliers 


Iiat 

Site 

Weight 

List Price 

List 

Site 

Weight List Price 

No. 

Inches 

per Dot. 

Each 

No. 

Inches 

per Dot. 

Each 

304-6 

5 Without cutter 

3 lbs. 

$2.30 

205-5 

5 With Side Cutter 

2 lbs. 

$2.60 

304-6 

6 Without cutter 

3H lbs. 

2.60 

205-6 

6 With Side Cutter 

3 lbs. 

2.90 

304-7 

7 Without cutter 

ZH lbs. 

2.90 

205-7 

7 With Side Cutter 

3Hlbs. 3.20 
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WIREMEN’S PLIERS 


Mall Orders Filled 
at Prevailing Prices 



Klein’* Extra Long Nose Pliers Without Side Cutter* Klein’* Extra Long Nose Pliers (Side Cutting) 

klein’s Extra Long Oval Nose Pliers 


List 

Size 


Weight 

List Prico 

List 

Size 


Weight 

List Price 

No. 

Inches 


per Doz. 

Each 

No. 

Inches 


per Doz. 

Each 

301-5 

5 

Without Cutter 

2% lbs. 

$2.30 

203-5 

5 

With Side Cutter 

2% lbs. 

$2.60 

301-6 

6 

Without Cutter 

3 lbs. 

2.60 

203-6 

6 

With Side Cutter 

3 lbs. 

2.90 

301-7 

7 

Without Cutter 

3 lbs. 

2.90 

203-7 

7 

With Side Cutter 

3 M lbs. 

3.20 




Long Needle Nose Pliers Rubber Sleeve* for Insulating Pliers 


Klein's Extra Long Needle Nose 
Pliers 


Rubber Sleeves For Insulating 
Pliers 

Made of Pure Gum Soft Rubber 


List 

Size 


Weight 

List Price 

List 

Weight 

List Price 

No. 

Inches 


per Doz. 

Each 

No. 

per Doz. 

Each 

303-5 

5 

Without Cutter 

2 l /2 lbs. 

$2.30 

2400-6 

For 6-in. pliers, per pr. 2 Z A lbs. 

$1.00 

303-6 

6 

Without Cutter 

3 lbs. 

2.60 

2400-7 

For 7-in. pliers, per pr. 3 H lbs. 

1.10 

303-7 

7 

Without Cutter 

3^ lbs. 

2.90 

2400-8 

For 8-in. pliers, per pr. 3Ji lba 

1.20 



Klein's Extra Long Curved Nose Pliers 


Klein’s Oblique Diagonal Cutting Filer* 


Klein's Extra Long Curved Nose Pliers 


List Weight List Price 

No. per Dot. Each 

302-6 6 inch extra long curved nose pliers. 2% lbs. $3.00 


Klein’s Oblique Diagonal Cutting Pliers 


202-5 5 inch diagonal cutting pliers. 4 lbs. $2.90 

202-6 6 inch diagonal cutting pliers. 4J4 lbs. 3.10 



Extra Long Flat Nose Pliers Without Side Cutters 


Klein's Extra Long Flat Nose 
Pliers Without Side Cutters 


List 

Size 


Weight 

List Price 

No. 

Inches 


per Doz. 

Each 

305-5 

5 

Without Cutter 

3 lbs. 

$2.30 

305-6 

6 

Without Cutter 

3V 2 lbs. 

2.60 

305-7 

7 

Without Cutter 

3H lbs. 

2.90 
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Extra Long Flat Nose Pliere With Side Gutter* 

Klein’s Extra Long Flat Nose 
Pliers—Side Cutters 


List 

Size 

Weight 

List Price 

No. 

Inches 

per Doz. 

Each 

206-5 

5 With Side Cutter 

ZM lbs. 

$2.60 

206-6 

6 With Side Cutter 

3H lbe. 

2.90 

206-7 

7 c With Side Cutter 

ZH lbe. 

3.20 





Quantity Price* 
Quoted on Request 
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KLEIN’S COMBINATION WIRE AND SLEEVE CLAMPS 

For Telephone, Telegraph, Railway, Electric Light and Powef #&rk 





132-2 Has 4 round holes for Nos. 8,10,12,14 iron wire, 6, 8,10,12 copper 
wire and 3 double holes for Nos. 10,12,14 B&S sleeves, or 12. 

14 and 16 B. W. G. sleeves. 

132-5 Has six round holes for Nos. 6,8, 9, 10,12,14 and 16 iron wires, or 
Nos. 4j 6,8,9,10,11,12 and 14 copper wires. Five double holes 
for twisting sleeve joints Nos. 6, 8, 9, 10, 11, 12 and 14 B&S 

_1___n a i . i . - . • 


No. 132-5 
Length 

Wt. per 

List Price 

Inches 

Doz., Lbs. 

Each 

9 

10% 

$4.60 

11% 

17% 

6.00 



List 

No. 132-3 

No. 132-4 
Length 

Wt. per 

List Price 

No. 


Inches 

Doz., Lbs. 

Each 

132-3 

Has 5 round holes and 4 double holes for Nos. 6, 8, 10,12 and 14 
iron wire, 4, 6, 8, 10 and 12 copper wire, and 8, 10,12 and 
14 B&S sleeves, or 10,12,14 and 16 B. W. G. sleeves. 

1054 

1554 

15.50 

132-4 

Same style only arranged for different sleeves. For Nos. 6, 8, 10 
and 12 B&S sleeves, or 8,10, 12 and 14 B. W. G. sleeves, 6 to 
14 iron wire, and 4 to 12 copper wire. 

1054 

1554 

5.50 


Klein’8 Splicing Clamp 

. The splicing clamp is one of the most important tools in the lineman’s kit, and as electrically and 
mechanically good joints are of the most importance in a line, it is evident that the tools selected to do 
this work should have careful consideration. The following illustrations show our different styles and the 
sizes of wire for which they are fitted. The handles have a spring temper and will not bend out of shape 
after being closed on the wire. 



No. 102-1 No. 102-3 

Baby Pattern for Telephone Work 

List Length Wt. per List Price 

No. Inches Doz., Lbs. Each 

102-1 For Nos. 10, 12, 14, and 16 copper wire; 12, 14, 16. 18 iron wire.. 7 4% $3.50 

102-3 For Nos. 6, 8,10, 12 and 14 iron wire, 4, 6, 8, 10 and 12 copper wire 10% 14% 4.60 



No. 102-4 Joint Twister* 

For Electric Light, Telegraph and Railroad Work 

List Length Wt. per 

No. Inches Doz., Lbs. 

102-4 For Nos. 0, 2 and 4 copper wire.10% 14% 


Joint Twister 


Joint twister; 10% inches long. 


Length 

Wt. per 

List Price 

Inches 

Doz., Lbs. 

Each 

.. 1054 

1454 

$4.60 



List Price 

12 


Each 
,. $4.00 



No*. 105-6 end 105-7 

For Telephone, Telegraph, Railway, Light and Power Work 

Lift Length Wt.per List Price 

No. Inches Doz., Lbs. Each 

105-6 For sleeves Nos. 8,10,12 and 14 B&S gauge or 10,12,14,16 B. W. G. 10% 44 $4.60 

105-7 For sleeves Nos. 6,8, 10 and 12 B&S gauge or 8,10,12,14 B. W. G.. 10% 5# A 4.60 
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Western Electric . 

WIREMEN’S TOOLS 


Mall Order* FOled 
at Prevailing Prices 




No. 300 Dicke Messenger Clamp 


Laurent Cherry Pulley Block 


This pulley block is especially recommended where heavy pulling is necessary, drawing cables, tightening 
guy wires, stretching messenger cable, etc. One man can tighten a heavy back guy with a No. 4, while two 
men can stretch a heavy messenger cable with a No. 6. It is an ideal tool for the lineman. It never slips, 
pulls powerfully and is convenient in any position. The No. 6 size pulls or lifts two tons; the No. 4 size 
pulls or lifts three-quarters of a ton. 

List Wgt *List Price 

No. Lbs. Each 


2 Laurent Cherry Pulley Block. $16.00 

4 Laurent Cherry Pulley Block. 32.00 

6 Laurent Cherry Pulley Block. 48.00 


Dicke Messenger Clamp 

300 Dicke Messenger Clamp. 19 t$27.00 

For any wire mesauring from A to % in. 



O. K. Cutter Porcelain Tube and Carbon Cutter 


Bolt and Wire Cutters 


List 

No. Style 

0 Porter New Easy Bolt Cutter. 

1 Porter New Easy Bolt Cutter. 

2 Porter New Easy Bolt Cutter. 

3 Porter New Easy Bolt Cutter. 

0 Boston Wire Cutter. 

1 Boston Wire Cutter with Hook 

2 Boston Wire Cutter. 

3 Boston Wire Cutter. 


Weight 

Length 

To Cut Bolts 

A List Price 

Lbs. 

Inches 

Inches 

Each 

3 

18 

A 

$4.40 


24 J* 

H 

5 50 

9 

30 


7.70 

13 

36 

k 

9.90 

3^ 

18H' 

Opening A 
Opening % 

7.70 

5X 

24^ 

16.50 


30H 

Opening l^g 

12.10 

13M 

36 y 8 

Opening 1 

15.40 


O. K. Cutters 

LiatNo. 

10 O.K. Cutter (capacity with clipper cut jaws, A in*) • • 
14 O.K. Cutter (capacity with clipper cut jawB, M in.).. 


A List Price 

Length Weight Etch 

10 lHlbi $2.75 

14 2 lbs., 5 os. 3.30 


Hagstrom Porcelain Tube and Carbon Cutter 

List No. {List Price Each 

760514 Adjustable cutter for A> M and % in. porcelain tubes. ^*95 

760515 Non-adjustable cutter. 3.00 

•Delivery F. O. B. Factory, Trenton. N. J. ^Delivery F. O. B. Factory, Boston, Mass. 

F. O. B. Factory, Downers Grove, Ill. ^Delivery F. O. B. Factory, New York, N. Y. For warehouse deliver¬ 
ies write nearest house. Digitized by Google 
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Steel Lai Screw French 


Combination Lag Screw Wrench 


Klein’s Steel Lag Screw Wrench 

This wrench is forged from select bar steel. The iaw is made tapering, allowing it to take any ordinary 
size machine bolts, nuts, or lag screws, from $« inch to inch. The hook is a means of attaching the wrench 
to the tool belt, and it serves to keep the heads of bolts within the jaws of the wrench when in use. 

List Weight *List Price 

No. Length per Doz. Each 

3110-20 Steel Lag Screw Wrench, full polished. 11ins. 20 lbs. $4.00 

3112-20 Combination Steel Lag Screw Wrench. 13ins. 20 lbs. 3.00 

Klein’s Combination Lag Screw Wrench 

This wrench .is forged from select bar steel. The slot in this wrench is formed in a cross shape, and 
will fit machine bolts, nuts or lag screws, from ? g inch to % inch. The small end of the wrench is arranged 
for A inch machine bolts or lag screws, the round hole allowing the end of a bolt to come through as the 
nut is run on. 

3109-20 Combination Lag Screw Wrench, full polished. 13.^ ins. 20 lbs. $4.00 



Gut Shows Actual Slse 

Terminal Wrench 

This wrench is especially adapted for use on terminal nuts, receivers, transmitters, binding posts, 
etc. There are three different side openings, with dimensions as follows: % inch, % inch, and A inch, 
which will engage either square or hexagonal nuts. One end is bent at an angle of 45 degrees, to allow 
its use in confined places. 

List 
No. 

3111-20 Terminal W’rench. 


6 


List 

No. 

S-21 

S-22 


Extension Chuck 

Extension Chuck 




Wgt. 

•List Price 


Length 

per Doz. 

Each 


2H in. 

Nib. 

$0.50 




Std. 


Weight 

*Ust Price 

Pkg. 

Length 

pe- Doz. 

Each 

. 144 

5 ins. 

1 H lbs. 

$0.60 

. 144 

10 ins. 

2 % lbs. 

.70 





No. 4 No. 600 

Hollow Handle Tool Sets 

Length Length 

No. of Handle of Tool 

4 Cocobolo wood, jaws and shell nickeled 10 tools. 6*^ in. 2\4 in. 

600 Combination handle, complete with 20 tools. 5 in. 214 in. 

♦Delivery F. O. B. Factory, Chicago, 111., JDelivery F. O. B. Factory, Miller Falls, Mass. For ware¬ 
house deliveries write nearest house. Digitized by a 
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RUBBER GLOVES 
Pure Rubber Gloves 


Mail Orders Pilled 
at Prevailing Prices 



Seamless Glove—Unlined 


The seamless type gloves are made of red 
rubber. Only the best selected pure fine Para 
rubber is used in their manufacture. Being 
seamless, they have no imperfection on account 
of laps or joints. They are easily cleaned 
or dried by turning, as they have no fabric or 
lining to interfere. They are flexible and serv¬ 
iceable, while the safety is measured by the 
tests to which each pair is subjected before 
leaving the factory. 

The sizes are standard rubber glove siies 
and compare with Nos. 14 and 15 of the coated 
seam glove. The standard weights are tested 
for about 4,000 volts, heavy weights about 
10,000 volts. The heavy palm have the 
standard weight gauntlet, but palm of this 
glove is tested for about 10,000 volts. Length, 
11 to 15 inches. 


List 

Size 

Length 

No. 

No. 

Inches 

760542 

10 

12 

760548 

11 

12 

760545 

10 

15 

760551 

11 

15 

760543 

10 

12 

760550 

11 

12 

760546 

10 

15 

762025 

11 

15 


Style 

list Price 
Each Pair 

Standard 

$3.70 

Standard 

4.00 

Standard 

4.60 

Standard 

4.98 

Ex. Heavy Finger & Palm 

4.20 

Ex. Heavy Finger & Palm 

4.30 

Ex. Heavy Finger & Palm 

4.90 

Ex. Heavy Finger & Palm 

5.40 



Without Gauntlet With Gauntlet 


Rubber Gloves, Cloth Lined 

To determine size required, measure hand around knuckles, and then add 6 inches to measurement; 
i.e., if hand should measure 8 inches, order size No. 14 for close fit, or No. 15 for loose fit.] 

MEN’S LIGHT ELECTRICIAN’S GLOVES 


Size 

Inches 

10, 11, 12 

13, 14, 15 

Light electrician’s. 

Light electrician’s. 

• 

4)4 Inch 
Short Gauntlet 

$2.50 $3.00 

3.00 3.50 

9 Inch 
Gauntlet 
$3.50 
4.00 


LINEMAN’S HEAVY REINFORCED 



12, 13, 14, 15 
16 

17 

18 , 

Lineman’s heavv reinforced. 

Lineman’s heavy reinforced. 

Lineman’s heavy reinforced. 

Lineman’s heavv reinforced. 


$3.00 $6.00 
5.40 6.50 
6.00 7.00 

$7.00 

7.50 
8.00 

8.50 
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Eastern Eastern Eastern Western Western 


Klein’s Pole Climbers 

Length 

Eastern—without straps, riveted strap loops... 15 to 18 in. 

Special light weight Eastern riveted loops—without straps 15 to If)in. 

Eastern—without straps, punched strap loops. 15 to 18 in. 

Western—without straps. 15 to 18 in. 


Weight 
per Pair 
3% lbs. 
2% lbs. 
3 % lbs. 
2 y 8 lbs. 


List Price 
per Pair 
$6.30 
6.30 
5.70 
4.60 


Note: When ordering climbers, always specify length wanted by half inch variation. 

The steel in Linemen’s Eastern Pattern Climbers is made to special order of a springy, durable quality, 
forged to the right thicknesses for safety and lightness. The gaffs are of tool steel set into the shank and 
never loosen. When worn down, however, they can be removed and new gaffs set in place. 

The lines of form piake them well fitting and comfortable. 

Quality and workmanship is the best in either. The only difference is in the loop through which the 
straps pass. The No. 381 and No. 381L have the loops riveted into the shank, while in the No. 382 they 
are punched out of the metal of the shank. No. 381L is the pattern of No. 381, but made lighter than the 
standard weight. , . . . , 

If straps are wanted with climbers, mention it m the order. We never send straps unless it is mentioned. 


Plain Leather Pads 


Climber Straps 

List Weight List Price 

No. per Doz. Sets per Pair 

762064 Straps for Eastern Climbers, with plain leather pads. 15 lbs. $5.70 

762065 Straps for Eastern Climbers, with sheep-lined pads. 16 lbs. 6.40 

762066 Straps for Eastern Climbers, with felt-lined pads. 16 lbs. 6.40 

762067 Straps for Western Climbers, with plain leather pads. 15 lbs. 5.70 

762068 Straps for W T estern Climbers, with sheep-lined pads. 16 lbs. 6.40 

762069 Straps for W’estern Climbers, with felt-lined pads. 16 lbs. 6.40 


Eastern Climber straps set consists of two upper straps with 4x4 leather pads and two lower straps as 
shown in cut. 

Western Climber straps set consists of two upper straps with oval plain leather pads and two lower 
straps as shown in cut. 

Strap Pads 


List 

No. 

762070 Strap Pads, sheep lined, 4x4 inches.. 
762071 Strap Pads, felt lined, 4x4 inches... . 
762072 Strap Pads, plain leather, 4x4 inches. 


Weight List Price 
per Doz. Sets per Pair 
3 lbs. $1.76 

3 lbs. 1.76 


ETidifized by VjrO(3 |lbs * 1 * 10 
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Mail Orders Filled 
at Prevailing Prices 


LINEMEN’S STRAPS AND BELTS 



Pla»n Tool Belt 



Double Tool Belt, With Riots 



Belt and Safety Strap 


Single Tool Belt, With Rings 


8? Belt and Safety Strap w “f “*£2 

762073 2J4 in. belt, including safety strap. 3% $14.40 

1 he safety strap is 1 % inches wide and 6 feet long, and provided with a snap at each end. 


Safety Tool Belt With Rings 

762074 2J£ in. belt, with rings for attaching safety strap. 1 5/6 lbs. $7.60 

762075 3% in. belt, with rings for attaching safety strap. 1 5/6 lbs. 9.40 

762076 in. double belt, with rings for attaching safety strap. 2 lbs. 8.20 




Leather Pouch 



Safety Strap 





Jack or Vise Strap 


Combined Safety and Jack Strap 


Combined Safety and Jack Strap 

Weight List Price 

No - . Lbs. Each 

762078 1 yi in. st rap, fixed snap on one end, roller snap at other.. 2\i $7.80 

Jack or Vise Strap 

762070 Regular Jack Strap, for vise, 1 M in. x 514 ft. lbs. $4.00 


Safety Strap 

i". x 6 ft. Safety Strap, with japanned snaps. 2 H lbs. $ 6.80 

'®208* 1 !"• x 0 ft • Safety Strap, with roller snaps. 2'A lbs. 7.20 

i°2082 \% in. xG'A ft. Safety Strap, with swivel roller snaps. 214 lbs. 9.60 

762083 2 m. x6 ft. Safety Strap, with roller snaps . 2 % lbs. 8.60 

Leather Pouch 

762084 M ade with loop to slip into belt, for holding screw, etc.4 o*. $1.80 

Nora: When ordering belts, please state if wanted for 38, 40, 42, 44, or 46 inch waist. 
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No. 5108. Leather Tool Baft 


Inspector's Leather Tool Bag, Harness Leather 

This bag is a combination of all the good features of the various common leather bags. It is made of 
harness leather and will stand rough and hard usage and still always look well. It has a shoulder strap com¬ 
bined with a pad and hand strap; saw and bit. The bottom is three ply and is studded with 
steel studs. Retaining straps pass clear around the bag so that it may be loaded to the limit of its capacity 
and be securely held intact. All seams are sewed with hot waxed linen thread, lock stitched. The leather 
used does not absorb moisture. 


List Wgt. Lbs. List Price 

No. Each Each 

762085 14 x 8 in. harness leather. 3 $14.00 

762086 16 x 8 in. harness leather. 4\4 15.20 

762087 18 x 8 in. harness leather.'.. 4J^ 16.60 

762088 20 x 8 in. harness leather. 5J^ 18.00 

762089 22 x 8 in. harness leather. 6 19.40 

762090 24 x 8 in. harness leather. 7H 20.80 


Canvas Tool Bag 


No. 5101-15 




Lineman’s Canvas Tool Bag, Leather Bottom 


List Size Wgt. Lbs. List Price 

No. Inches Each Each 

762091 24 in.43^ $8.60 

762092 22 in. 4 9.20 

762093 20 in. 3% 10.00 

762094 18 in. 3 V x 11.00 


List Size Wgt. Lbs. List Price 

No. Inches Each Each 

762095 16 in. 3% $8.00 

762096 14 in. 3 7.40 

762097 12 in. 2% 6.60 


Inspector’s Black Leather Tool Bag 


This bag is made with shoulder straps entirely of leather, tongue and buckle fastenings, convenient 
for inspector, wireman or lineman. 


List 

No. 

762098 * 15 ins. long, 12 ins. high 
762099 20 ins. long, 12 ins. high 


44 


Wgt. Lbs. List Price 
i Each Each 

. v ^. 3 $15.00 

Digitized by C*r00 3 ^ 18,50 
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KLEIN’S POCKET TOOL KITS 


Mail Orders Filled 
at Prevailing Prices 



No. 1304-2 No. 1301-2 


These tool kits are recommended especially for every electrician, mecnanic, repairman, inspector, line¬ 
man, signalman and supervisor. 

List 


No. 

1304-2 


1304-1 

1301-2 


Wt List Price 
Lbs. Each 

Genuine leather case, 8 ins. long. 3i2 ins. in width and 2 ins. high when closed. 

Furnished in either russet or black leather. The kit contains seven tools. 

Thev are 7 in. special side cutting pliers, 5 in. nickel-plated scissors; double- 
bladed knife screw driver and wire scraper combined; 3 in. half-round mill 
file and handle; 2^ in. screw driver, 3 A in. nickel-plated tweezer and 2 ft. 

4 fold boxwood rule.r. 1% $16.50 

Case only. % 5.60 

Genuine leather case. It is 4 x 9 ins. It contains: One single blade “Xela” 
electrician’s knife, one 5 in. special side cutting pliers, one 5 in. oblique dia- 

Wa $21 

l A 5 


1301-1 Case only. 



00 

60 



i>cr«w-driver Set No. I 


4 



EXTENSION CHUCKS AND SCREW DRIVERS 



Tool Set No. 4 Tool Set No. 7 


SCREW-DRIVER SET. Set No. 1 consists of one friction drive handle with four-jaw screw chuck and 
four screw-driver blades put up in a box. 


List 

No. of 

Std. 

Wt. Lbs. 

List Pric* 

No. 

Blades 

Pkg. 

Std. Fkg. 

Each 

S-l 

4 

12 

6H 

$1.80 


AUTO TOOL SETS. Tool Set No. 4 consists of one friction drive handle with four-jaw screw 
chuck, 6ve screw-driver blades and six additional tools. 

Tool Set No. 7 consists of four screw-driver blades, one three-sided angle screw-driver blade No. 5, 
one gimlet No. 6, one spark plug scraper No. 7, one sharp-pointed awl No. 8, one counter sink No. 9, one 
taper reamer No. 10, one brad awl No. 11, one friction drive handle or chuck, one double-ended alligator 
wrench. 


S-4 13 

8-7 12 

Tool* and Construction Appliance* 
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12 


10 

10 


igitized by 
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Google 


$4.50 

4.50 
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These kits are made of prepared steel, but are no heavier than other bags or tool kits, their average 
weight being between 5 and 11 pounds, depending on size. 

They are built to stand the wear and tear of hardest usage, being reinforced throughout, and fitted 
with brass side catches, strong two-tumbler Yale locks, steel leather-covered handles, so riveted that 
they cannot pull out, and are protected by solid corner irons. 

Finished in a durable baked enamel of brown or black, they present an appearance neat and attractive, 
and look like leather traveling, bags or grips. Disappearing and waterproof hinges give smooth 
carrying surface with no rivets showing and no points to catch. Material, special construction, and over¬ 
lapping features make these kits waterproof, fire, oil and weatherproof. These kits are also thief-proof 
because they can be locked, chained if desired, and cannot be cut open. Heavy material can be carried 
without buckling or changing shape of bag. There is no strain on hinges or locks as entire weight is on 
body of bag. Double seamed, electric welded and reinforced throughout. The trays are very handy for 
carrying drills, bits, screws and other small articles. 



Standard Kit with or without Tray 


Standard Kit with Tray 


Electrician’s Case with Tray 


Standard Kits 


For Electrical Workers, Mechanics, Railroad Men, Construction Men, Installation Men and 

Contractors 


List 

No. 

Style 

Length 

-Dimensions- 

Width 

Height 

Weight 

•List 

Price 

114 

XT 

14 ins. 

7 ins. 

9 ins. 

4 lbs. 

$8.00 

116 

DDT 

16 ins. 

9 ins. 

11 ins. 

514 lbs. 

9.00 

118 

DT 

18 ins. 

10 ins. 

13 ins. 

6 % lbs. 

8.60 

120 

ET 

20 ins. 

11 ins. 

13 ins. 

7H lbs. 

8.80 

122 

FT 

22 ins. 

11 ins. 

13 ins. 

10 \4 lbs. 

9.20 


Without tray, deduct 

48 cents from each size. 





Standard Electrician's Cases 

These cases are designed for and meet all the requirements of an electrician's tool kit. They have the 
necessary length, together with compactness and proper spacing for carrying the average equipment. They 
have a divided spacing at one end for blowtorch and ledge rests at top of grip for tray to carry drills, bits, 
small parts, etc., if desired. They have ample space at bottom for heavy tools, material, etc. In addition 
to leather handle, they are fitted with loops at each end for straps to pass under the case and over the shoulder 
for carrying heavy loads in this manner if desired. Furnished with or without tray. 

List --Dimensions-* •List 

No. Length Width Height Weight Price 

Stylo EN, with Tray 

319 19 8 9 7M $8.40 

Style EO, with Tray 

321 21 8 9 8H 8.60 


324 


Style EH, with Tray 

24H 6 6 8Ji 8.80 


Special cases in steel built on order. 

•Delivery F. O. B. Factory, Van Wert, Ohio. For warehouse deliveries write nearest house. 
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Western Electric 

MECHANICS’ TOOLS 


Mall Orders Pilled 
at Prevailing Prices 




Ratchet Braces 

Polished and nickeled. 

List Nos. 770 

Size sweep. 14 ins. 

Weight per dozen. 53% lb«. 

List price, each. $6.00 

Packed % dozen in a pasteboard box and 3 dozen in a case. 

Improved Ratchet Braces 

Polished and nickeled forged steel alligator jaws. 

List Nos. 30 31 

Size sweep. 14 ins. 12 ins. 

Weight per dozen. 45 lbs. 39 lbs. 

List price, each. $4.80 $4.60 

Packed % dozen in a pasteboard box. 


771 
12 ins. 
48 lbs. 
$5.80 


32 

10 ins 
36 % lb> 
$4.40 


772 
10 ins. 
45 lbs. 
$5.40 


33 

8 ins. 
32% lbs. 
$4.10 



Nos. 1320 to 1324 Ratchet Brace 

Improved Ratchet Braces 

List Nos. 1320 1321 

Size sweep. 14 ins. 12 ins. 

Weight per dozen. 42 lbs. 36 lbs. 

List price, each.!.. $3.60 $3.40 

Packed 3 2 dozen in a pasteboard box and 3 doz. n in a case. 

Comer Bit Brace 

With Master Chuck 

List Nos. 

Size sweep. 10 ins. 

Weight per dozen.. 57 lbs. 

Length. 17% ins. 

List price, each. $7.20 

Packed % dozen in a pasteboard box. 


1322 
10 ins. 
33 % lbs. 
$3.10 


502 


773 
8 ins. 
42 lbs. 
$5.40 


34 
6 ins. 
30 lbs. 
$4.10 



1323 
8 ins 
29% lbs. 
$3.00 


5"3 
8 ins. 
55 lbs. 
17% ins. 
$6.66 



No. 980 Hand Drill No. 108 Universal Angular Bit Stock 


List No. 980 Hand Drill Weight List Price 

No. Per Dot. Each 

980 Hand drill; length without handle 10 inches, with 15% inches. 37% lbs. $6.00 

Packed 1 in a pasteboard box. 

Universal Angular Bit Stock 

With Master Chuck 

108 Angular bit stock; length when at 180°, 12% inches. 26 lbs. $3.70 

Packed 1 in a pasteboard box. 


Delivery F. O. B. Factor}’, Millers Falls, Mass. For warehouse write nearest house. 

Tools and Construction Appliances 49 






















Quantity Prices 
Quoted on Request 


Western Electric 
WIREMEN’S TOOLS 


1099 



Henderson Jones Adjustable Piaster Anthony Boring No. 718 

Boring Boring Drill Tools Chain Drill 

Machine Machine 


List List 

No. Price 

760567 Henderson Boring Machine. For boring joists for electric light wiring. Nickel 
plated, with ball bearing shaft universal bit holder. Extends to 12 feet and telescopes 

to5 feet. *$37.50 

760568 Jones Convertible Boring Machine. For boring under condition to be met with in 

wiring. Standard bit chuck, complete. A 50.00 

760570 Anthony Boring Tool. Takes standard 3^ in. round shank machine bit. Kegway cut 

in shank.tJ14.40 

762063 Adjustable Plaster Drill. Can be used over % in. or 3^ in. gas pipe. For cutting 
away plaster or wood on ceiling or wall of finished houses or anywhere a concealed 

job is required. JJ8.00 

718 Chain Drill. Length 11 l A ins., weight 4% lbs. **3.10 


Breast Drill No. 13 


Breast Drill No. 87 





No. 19 No. 5 


Breast and Hand Drill 


List Weight **List Price 

No. Lbs., Each Each 

13 Breast drill, double gear, 6 in. drive wheel. 6 $8.40 

12 Breast drill, ball-bearing changeable gear. 6 A 6.30 

87 Breast drill, 2 speed 2 % to 1 and even. 8 13.00 

19 Breast drill, cut gears, ball thrust bearing. 63 -i 4.86 

5 Hand drill, cut gears, ball thrust bearing. 1% 4.50 


♦Delivery F. O. B. Factory, Charlotte, N. C. ttDetivery F. O. B. Factory, New York City. ^Delivery 
F. O. B. Factory, Chicago, 111. **Delivery F. O. B. Factory, Millers Falls, Mass. For warehouse deliveries 


write nearest house. 


Digitized by.V'OOQlC 
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Western Electric 

MECHANICS’ TOOLS 


Mall Orders Filled 
at Prevailing Prices 


n ■■ - === * 

Wireman’s and Telephone Installer’s Special 

KNOWN AS NO. 8A AND No. 9A 


Length of twist on both No. 8A and No. 9 A, 4 inches. Length over all, 18 inches. 
Style of crimp and screw on No. 8A and No. 9A same as No. 8 and No. 9. 


COARSE THREAD, POLISHED 

This bit is designed especially for electricians’ use, is a self feeder, pulls itself right into the work, and 
will bore about twice as fast as the ordinary bit. 


Size, ins. y % ft 

♦List price, each. $1.70 $1.90 

Weight per doz. lbs... 5 X 5 V% 



Electrician’s Bit No. 9 

Size, ins., packed 6 in box. 

♦List price, each. 

Weight per dozen lbs. 


X H X 
$ 1.00 $ 1.20 $ 1.20 
2H 3 3 X 


. . . ^ 

This bit is designed especially for electricians, using boring machines where work is to be performed in 
limited space. 


Electrician’s Bit No. 5 


Size, ins., packed G in box.. 

Y\ 

A 

% 

A 

A 

A 

H 

H 

v< 

« 

♦List price, each. 

$0.90 

$0.90 

$0.90 

$0.90 

$0.90 

$0.90 

$1.00 

$1.20 

$J .20 

$1.30 

Weight per dozen, lbs. 

H 

a 

Vs 

1 

l A 

i*A 

v/ 2 

IH 

2 


Size, ins., packed 6 
in a box. 

a 

1 

V/ s 

IX 

1 % 

ix 

W* 

1 V* 

2 

2A 

♦List price, each... $1.30 

$1.50 

$1.50 

$1.80 

$2.00 

$2.20 

$2.50 

$3.20 

$3.50 

$3.80 

$4.10 

Weight per doz., lbs. 2 ** £ 

VI 

2){ 

s X 

4 

4H 

5 

BM 

m 

VA 

VA 



Extension Bit Holder No. 5 


Extension Bit Holder No. 5 


Four reliably strong, steel jaws, made in one piece, grip firmly over shoulder of bit stock shanks. Bit 
inserted or released instantly when desired. Polished and nickel-plated steel. Follows bits X inch and 
larger into their bores. 


Length. 

. 12 ins> 

15 ins. 

18 ins. 

21 ins. 

24 ins. 

30 ins. 

Weight, per dozen. 

. 7 lbs. 

8 lbs. 

9 lbs. 

10 lbs. 

11 lbs. 

13 lbe. 

♦List price each. 

. $2.00 

$2.00 

$2.00 

$2.10 

$2.20 

$2.30 


♦Delivery F. O. B. Factory, Wallingford, Conn. For warehouse deliveries wri^nearest house. 
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IRWIN AUGER BITS 


— From 4" to 6*——*| 


-Twist Q*— 


-From 7J*»*toIT—- 


-Over all 12“- 



IRWINS' STANDARD SOLID CENTER AUGER BITS DOUBLE CUTTERS 

62T 

Double Cutter 



Average 

Average 


Extension Lip 



Length 

Length 

Weight 

List Prices 


Size 

Overall 

of Twist 

per Dozen 

Each 

per Dozen 

in. 

7% ins. 

434 ins. 

1 lb. 

$1.40 

$9.60 

A in. 

7% ins. 

4J4 ins. 

2 lbs. 

1.58 

10.80 

Yi in. 

8 ins. . 

4 A ins. 

2 lbs. 

1.75 

12.00 

A in. 

8 l A ins. 

4% ins. 

2 lbs. 

1.92 

13.20 

h in. 

834 ins. 

4H ins. 

3 lbs. 

2.10 

14.40 

tt in. 

8% ins. 

434 ins. 

3 lbs. 

2.45 

16.80 

l A in. 

834 ins. 

ins. 

4 lbs. 

2.80 

16.80 

li in. 

8% ins. 

454 ins. 

4 lbs. 

3.15 

19.20 

1 in. 

9 ins. 

4 J4 ins. 

6 lbs. 

4.20 

21.60 

ins. 

934 ins. 

4H ins. 

6 lbs. 

5.25 

28.80 

\ l A ins. 

934 ins. 

5 ins. 

8 lbs. 


36.00 


IRWINS’ SPECIAL ELECTRICIANS’ SOLID CENTER AUGER BITS DOUBLE CUTTER 


34 in. 

12 ins. 

8 ins. 

2 lbs. 

-63T— 

$2.59 

$17.74 

A in. 

12 ins. 

8 ins. 

2 lbs. 

2.59 

17.74 

H in. 

12 ins. 

8 ins. 

2 lbs. 

2.59 

17.74 

A in. 

12 ins. 

8 ins. 

2 lbs. 

2.59 

17.74 

34 in. 

12 ins. 

8 ins. 

3 lbs. 

2.59 

17.74 

Ain. 

H in. 

12 ins. 

8 ins. 

4 lbs. 

3.23 

21.50 

12 ins. 

8 ins. 

4 lbs. 

3.24 

21.50 

H in. 

12 ins. 

8 ins. 

5 lbs. 

3.61 

24.72 

?4 in. 

12 ins. 

8 ins. 

6 lbs. 

3.61 

24.72 

34 in. 

12 ins. 

8 ins. 

6 lbs. 

4.23 

29.02 

1 in. 

12 ins. 

8 ins. 

7 lbs. 

4.70 

32.24 

34 in. 

f RWINS’ STANDARD SOLID CENTER CAR BITS DOUBLE CUTTER 

.-65T— 

18 ins. 12 ins. 3 lbs. $2.82 

$19.34 

A in. 

18 ins. 

12 ins. 

3 lbs. 

2 82 

19.34 

24 in. 

18 ins. 

12 ins. 

4 lbs. 

2.82 

19.34 

A in. 

18 ins. 

12 ins. 

4 lbs. 

3.14 

21.50 

34 in. 

18 ins. 

12 ins. 

4 lbs. 

3 61 

24.74 

A in. 

18 ins.. 

12 ins. 

6 lbs. 

3.92 

26.88 

% in. 

18 ins. 

12 ins. 

7 lbs. 

4 31 

29.56 

tt in. 

18 ins. 

12 ins. 

7 lbs. 

4.70 

32.24 

% in. 

18 ins. 

12 ins. 

8 lbs. 

5.10 

34.94 

34 in. 

18 ins. 

12 ins. 

10 lbs. 

5 96 

40.84 

1 in. 

18 ins. 

12 ins. 

11 lbs. 

6.90 

47.30 

Delivery F. O. B. Wilmington, Ohio. For warehouse deliveries write nearest house. 

Bell Hanger Wood Drill Bit 




BeU Hanger Wood Drill Bit 

The numbers indicate the sizes in 32nds of an inch.** 



12 In. 


18 In. 


24 In. 


30 In. 


No. 

Each 

No. 

Each 

No. 

Each 

No. 

Each 

No. 

6 . 

... $0.80 

6. 

.... $1.10 

6 . 

... $1.40 

6.. 

. $1.70 

6.... . 

8 . 

... .80 

8 . 

.... 1.10 

8. 

... 1.40 

8.. 

. 1.70 

8. 

10. 

.90 

10. 

.... 1.10 

10. 

... 1.50 

10.. 

. 1.80 

10. 

12. 

... .90 

12. 

.... 1.20 

12 . 

... 1.50 

12.. 

. 1.80 

12 . 

14 . 

... 1.10 

14 . 

.... 1.40 

14 . 

... 1.70 

14.. 

. 2.00 

14 . 

16 . 

... 1.20 

16 . 

.... 1.50 

16 . 

... 1.80 

16.. 

. 2.10 

16 . 

18 . 

... 1.40 

18 . 

.... 1.70 

18 . 

... 2.00 

18.. 

. 2.30 

18 . 

20 . 

... 1.50 

20 . 

.... 1.80 

20 . 

... 2.10 

20.. 

. 2.30 

20 . 

22 . 

... 1.70 

22 . 

.... 2.00 

22 . 

... 2.30 

22.. 

. 2.40 

22. 

24. 

... 1.80 

24. 

.... 2.10 

24. 

... 2.40 

24.. 

. 2.60 

24. 

26. 

... 2.00 

26. 

.... 2.30 

26 . 

... 2.60 

26.. 

. 2.70 

26 . 

28 . 

... 2.10 

28 . 

.... 2.40 

28 . 

... 2.70 

28.. 

.. 2.90 

28 . 

30 . 

... 2.30 

30 . 

.... 2.60 

30 . 

... 2.90 

30.. 

. 3.00 

30 . 

32 . 

... 2.40 

32 . 

.... 2.70 

32 . 

... 3.00 

32.. 



34 . 

... 2.60 

34 . 

.... 2.90 

34. 

... 3.00 

34.. 

R OO 

34.....V... 

36. 

... 2.70 

36. 

.... 3.00 

36. 

c City 

... 

36.. 

. 3.20 

36. 


36 In. 
Each 
$2.00 
2.00 
2.00 
2.00 
2.10 
2.30 
2.40 
2.40 
2.60 
2.70 
2.70 
2.90 
3.00 
3.00 
3.00 
3.20 
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Western Electric 


Mall Orders Pilled 
at Prevailing Prices 



CONCRETE AND STONE DRILLS 


Rapid Fire Drill 


Rapid Fire Rim 


Diamond Rapid Fire Drill 

List No. ’List Price Each 

761539 Diamond Rapid Fire Drills (without points). $35.20 

List No. Rapid Fire Bits List Price per Set 

761540 Complete set No. 4 (8 sizes) A. H, A, 1. 18*88 


List No. Rapid Fire Bits List Price per Set 

761540 Complete set No. 4 (8 sizes) A. H, A, %, %, 1 . 18.88 

_ LIST PRICES FOR PRILL POINTS (NOT IN SETS) 


List No. 

Diameter 

Overall Length 

Depth of Hole Drilled 

Lift Price per Dot. 

761541 

Yx in. 


3 iqs. 


761542 

A in. 

4J4 ins. 

3 ins. 

10.20 

761543 

Vi in. 

ins. 

3 ins. 

10.20 

761544 

A >n. 

4 Yx ins. 

3 ins. 

10 80 

761545 

l A in. 

6 ins. 

4H ins. 

12.00 

761546 

% m. 

6 ins. 

4 \4 ins. 

,4.40 

761547 

Vx in. 

6 ins. 

414 ins. 

16.80 

761548 

Vi in. 

6*/£ ins. 

5 ins. 

19.20 

761549 

1 in. 

6|£ ins. 

5 ins. 

21.60 


EXTRA LENGTH OF DRILL POINTS 12, 18 and 24 INCHES 
_ List Price per Dozen __ 


List 

No. 

Diameter 
of Drill 

Length 

12 Ins. 

Length 
18 Ins. 

Length 

24 Ins. 

List 

No. 

Diameter 
of Drill 

Length 

12 Ins. 

Length 

18 Ins. 

Length 
24 Ins. 

761550 

Yx in. 

EilBSa 

$14.67 

$18.00 

761557 

Yt in. 

$21.33 

$20.07 

$30.00 

761551 

A in. 


14.67 

18.00 

761558 

1 in. 

24.00 

30.00 

33.33 

761552 

% in. 

ilifl 

14.67 

18.00 

761559 

1 Y% ins. 

32.00 

37.33 

42.67 

761553 

A in. 

12.00 

15.34 

18.67 

761560 

1 M ins. 

40.00 

46.67 

53.33 

761554 

l A in. 

13.33 

16.67 

20.00 

761561 

1 H ins. 

53.33 

60.00 

66.67 

761555 

% in. 

16.00 

20.00 

23.34 

761562 

1 Vi ins. 

66.67 

74.67 

82.67 

761556 

_ n in - 

18 67 

23.34 

26.67 









Hammer Drill 



Drill Point 


H x 6' Drill Point 


Peirce Hammer Drill 


This tool offers the one quick means of drilling holes easily in brick, stone and concrete. It takes 
various sizes of drill points, which are quickly removed for sharpening. The guard on chuck has been 
enlarged to better protect the hand. The collar is welded to rod instead of being brazed. The dumb-bell 
is made of malleable iron. 


List 

No. Description 

50 Hammer drill, only for in. bolts.... 
53 Hammer drill, only for 5$ in. bolts.... 

56 3 s x 4 in. drill point. 

57 H x 4 in. drill point, for in. bolts— 

58 H x 6 in. drill point. 

59 H x 12 in. drill point. 

•Delivery F. O. *B. Factory, Bayonne, 
house deliveries write nearest house. 


tList Price 
Each 
. $9.16 

9.74 
1.26 
1.26 
1.40 
1.54 
J 


List 

No. 

60 

61 

62 

63 

64 

65 


Description 


tUst Price 
Each 


% x 6 in. drill point, for in. bolts. $1.84 

% x 12 in. drill point. 2.30 

x 6 in. drill point. 2.16 

x 12 in. drill point. 2.60 

yix 6 in. drill point, for in. bolts- 2.10 

% x 12 in. drill point. 2.78 


N 


fDelivery F. O. B. Factory, Pittsburgh, Pa. 

Digitiz / * 


For ware- 
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DRILL HOLDERS AND POINTS 



• 



k_ 






Diamond “N” Brand.Drills 

Drill Holder and Points 

The tai>er shank on the drill point is carefully machined to fit the holder. The transverse hole in the 
handle is to admit a tapered pin which drives out the point when it is to be removed. 

List Price per Dozen 

--“Diamond N” Drill Points-. 


Holders M In. jfr In. 3 8 In. A In. Y In. % In. */ x In. 

$24.00 $8 50 $8.50 $8.50 $9 00 $10 00 $12 00 $14.00 

List Price in sets. . .$6.00 


Each set comprises 1 holder, 1 ejector pin and 6 points assorted of any of the following sizes: Y inch, 
& inch, inch, ft inch, Yi inch, h A inch, % inch. 



Extension Drills 

“Diexco” Extension Drills 


Diexco Drill Heads are not made from steel tubing, but are turned from solid bar of best refined tool 
steel and carefully tempered so as to give the correct combination of hardness for the cutting edges and 
sufficient ductility to prevent breaking under hardest blows of the hammer. 

List per set. $2.40 

A set of Diexco Drill Heads is made up of one each, Nos. 2, 3, 4 and 5. Furnished in wooden boxes or 
on display cards of three sets. 

List per Dozen for Each Size 


Drill Head 

Size Pipe 

Diameter 

List Price 

Drill Head 

Size Pipe 

Diameter 

List Price 

No. 

for Handle 

of Hole 

per Doz. 

No. 

for Handle 

of Hole 

per Doz. 

2 

H m. 

A in. 

$5.10 

8 

1 in. 

2 ins. 

$21.60 

3 

Vi m. 

Hin. 

5.10 

9 

1 in. 

2Y ins. 

32.40 

4 

Vi in. 

Y in. 

5.10 

9A 

1 in. 

2Y ins. 

39.60 

5 

Vt in. 

1 in. 

5.10 

10 

1 in. 

2Y ins. 

48.60 

5A 

H in. 

VA ins. 

6.48 

10A 

1 in. 

3 ins. 

55.80 

6 

Ji in. 

1 Y ins. 

7.56 

11 

1 Y ins. 

3Y ins. 

64.80 

6A 

H in. 

1 % ins. 

13.50 

11A 

1 Y ins. 

3 Y ins. 

72.00 

7 

*A in. 

1 Y ins. 

16.20 

11B 

1 Y ins. 

3Y ins. 

79.20 

7A 

1 in. 

\Y ins. 

18.90 

12 

1 Y ins. 

4 ins. 

86.40 



‘Diamond N” Four Point Drill 


$.5 


: m. 
.42 
7.66 
9.70 
12.16 


Diameter of drill. Y in. 

Length, 8 ins.$7.42 

Length, 12 ins. 7.66 

Length, 18 ins. 9.70 

Length, 24 ins.12.16 

Diameter of drill. 1 l A ins. 1 Y ins. 1 % A ins. 
Length, 12 ins. $21.60 $27.00 $36.00 
Length, 18ins. 25.20 31.50 40.50 
Length, 24 ins. 28.80 36.00 45.00 
Delivery F. O. B. Factory, Garwood, N 


% A in. 

A m. 

Ym. 

Y in. 

*A in. 

Yin. 

1 in. 

$7.42 

$7.84 

$8.68 

$10.48 

$12.34 

$13.78 

$15.30 

7.66 

8.16 

9.00 

10.80 

12.60 

14.40 

16.20 

9.70 

10.36 

11.26 

13.50 

15.76 

18.00 

20.26 

12.16 

12.20 

13.50 

15.76 

18.00 

20\26 

22.50 

1Y ins. 

logins. 

1Y ins. 

1Y ins. 

2 ins. 

2Y ins. 

2Y ins. 

$45.00 

$54.00 

$67..50 

$81.00 

$94.50 

$121.50 

$149.00 

50.40 

59.40 

72.90 

87.30 

100.00 

130.50 

151.50 

55.80 

64.80 

78.30 

93.60 

108.00 

149.00 

175.50 


For warehouse deliveries write nearest house. 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


MECHANICS’ TOOLS 



List 

No. 

760757 

16 in. panel saw. 

Hand Saws 

*List Price II List 
Each No. 

. $1.75 760760 

760758 

18 in. panel saw. 

. 2.00 

760761 

760759 

20 in. panel saw. 

. 2.25 

1 760762 


‘List Price 
Each 

22 in. panel saw. $2.50 

24 in. panel saw. 2.75 

26 in. hand saw*. 3 qq 



Hack Saw Frame No. 15 N<». 10 


Hack Saw 


List *List Price 

No. Each 

14 12 in. inside frame to tooth edge. . . $3.00 

1011 Blades from 8 to 12 ins. 2.40 

10 Blades from 8 to 12 ins., polished and 

nickeled. 2.00 


Frames 


List ‘List Price 

No. Each 

15 Polished and nickeled. $2 40 


Depth, 5J4 inches for 12 inch blade. 

26 Steel frame, nickel reversible frame. 1.25 


List 

No. 

53 


Hack Saw Depth Gauge No. 53 

Pressed steel, length 7^ ins. 


List Price 
Each 
$0.50 



No. 1 Hand Vise 


No. 3 Hand Visa 


Hand Vises 



Length 

Width. Jaw 

Jaw Open 

Wt., per Dot 

•List 


Inches 

Inches 

Inches 

Lbs. 

Price 

Hand vise. 

. 6 j 4 ' 

\y* 

Hi 

12 

$4.00 

Hand vise. 

. 5 

1 1 2 

J'A 

13 4 

1.50 


•Delivery F. O. B. Factory, Millers Falls, Mass. For warehouse deliveries write nearest house. 
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“YANKEETOOTHED” HACK SAW BLADES 


1105 



1 POZfYANKEETOOTHBP* HACK SAWS 



€ ‘Yankee toothed” Hack Saw Blades 


All Hard—For General Machine and Structural Iron Work 
Flexible Back—For Steamfitters and Electricians 

Made with 14, 16, 18, 24 and 32 teeth to the inch. 

Use 14 or 16 teeth for general work. 

Use 18 or 20 teeth for pipe and light stock. 

Unless otherwise stated we furnish 8 or 9 inch blades with 16 teeth and larger blades with 14 teeth 
to the inch. 

ALL HARD AND FLEXIBLE BACK BLADES List 

Description per Gross 

8 x A in., 025 or 23 gauge. $11.20 

9 x A in., 025 or 23 gauge. 12.60 

10 x Yi in., .025 or 23 gauge. 14.00 

11 x y<i in., .025 or 23 gauge. 15.40 

12 x 1 2 in., .025 or 23 gauge. 16.80 

Lengths given are from center to center of hole. 

“ Yankeetoothed” Flexible Back Blades are hardened on the teeth only; the back is flexible, making it 
impossible to break the blade while it is in the frame. 



“YANKEETOOTHED” 
High Speed Power Blades 

Teeth 

List Price 

“YANKEETOOTHED” HACK SAW BLADES 
Semi-high Speed Power Blades 

Teeth List Price 

Length 

Width 

Thickness 

per Inch 

per Gross 

Length 

Width 

Thickness 

per Inch per Gross 

10 in. 

K in. 

.049 or 18 ga. 

10, 14 

$27.30 

8 in. 

A in. 

. 028 or 22 ga. 

14, 18, 24 

$12.60 

10 in. 

1 in. 

.049 or 18 ga. 

10, 14 

34.30 

8 in. 

K'n. 

.028 or 22 ga. 

14, 18, 24 

12.60 

11 in. 

K in. 

.049 or 18 ga. 

10, 14 

30.04 

9 in. 

A m. 

. 028 or 22 ga. 

14, 18, 24 

13.44 

11 in. 

1 in. 

.049 or 18 ga. 

10, 14 

37.74 

9 in. 

K in. 

.028 or 22 ga. 

14, 18, 24 

13.44 

12 in. 

K in. 

.049 or 18 ga. 

10, 14 

32.76 

10 in. 

A in. 

. 028 or 22 ga. 

14, 18, 24 

14.28 

12 in. 

1 in. 

.049 or 18 ga. 

10, 14 

41.00 

10 in. 

K in. 

.028 or 22 ga. 

14, 18, 24 

14.28 

12 in. 

1 in. 

.065 or 16 ga. 

10 

52.92 

10 in. 

K m. 

.032 or 21 ga. 

14, 18, 24 

16.80 

14 in. 

H in. 

.049 or 18 ga. 

10, 14 

38.22 

10 in. 

X in. 

. 032 to 21 ga. 

14, 18, 24 

18.90 

14 in. 

% in. 

.065 or 16 ga. 

10 

37.94 

10 in. 

1 in. 

.032 or 21 ga. 

14, 18, 24 

26.60 

14 in. 

1 in. 

.049 or 18 ga. 

10, 14 

48.02 

11 in. 

A in- 

.028 or 22 ga. 

14, 18, 24 

15.96 

14 in. 

1 in. 

.065 or 16 ga. 

10 

61.74 

11 in. 

Vs in. 

.032 or 21 ga. 

14, 18, 24 

18.48 

16 in. 

Kin. 

.049 or 18 ga. 

10, 14 

43.68 

11 in. 

K in. 

.032 or 21 ga. 

14, 18, 24 

20.80 

16 in. 

K m. 

.065 or 16 ga. 

10 

59.30 

12 in. 

A in. 

. 028 or 22 ga. 

14, 18, 24 

17.64 

16 in. 

1 in. 

.049 or 18 ga. 

10, 14 

54.88 

12 in. 

Kin. 

. 028 or 22 ga. 

14, 18, 24 

17.64 

16 in. 

1 in. 

.065 or 16 ga. 

10 

70.56 

12 in. 

K in. 

.032 or 21 ga. 

14, 18, 24 

20.16 

17 in. 

K in- 

.049 or 18 ga. 

10, 14 

46.42 

12 in. 

K in. 

.032 or 21 ga. 

14, 18, 24 

22.68 

17 in. 

in. 

.065 or 16 ga. 

10 

63.08 

12 in. 

1 in. 

.032 or 21 ga. 

14, 18, 24 

32.04 

17 in. 

1 in. 

.049 or 18 ga. 

10, 14 

58.32 

13 in. 

A in. 

.032 or 21 ga. 

14, 18 

20.94 

17 in. 

1 in. 

.065 or 16 ga. 

10 

74.98 

13 in. 

X m. 

.032 or 21 ga.. 

14, 18 

21.84 

18 in. 

K in. 

.049 or 18 ga. 

10, 14 

49.08 

13 in. 

Kin. 

.032 or 21 ga. 

14, 18 

24 58 

18 in. 

Kin. 

.065 or 16 ga. 

10 

66.78 

14 in. 

A in. 

.032 or 21 ga. 

14, 18 

22.54 

18 in. 

1 in. 

.049 or 18 ga. 

10, 14 

61.74 

14 in. 

Kin. 

.032 or 21 ga. 

14, 18 

23.52 

18 in. 

1 in. 

.065 or 16 ga. 

10 

79.38 

14 in. 

Kin. 

.032 or 21 ga. 

14, 18 

26.46 

19 in. 

1 in. 

.049 or 18 ga. 

10, 14 

65.18 

14 in. 

1 in. 

.032 or 21 ga. 

14, 18 

37.24 

19 in. 

1 in. 

.065 or 16 ga. 

10 

83.80 

15 in. 

Kin. 

.032 or 21 ga. 

14, 18 . 

28.36 

20 in. 

1 in. 

.049 or 18 ga. 

10, 14 

68.60 

16 in. 

Kin. 

.032 or 21 ga. 

14, 18 

14, 18 

26.88 

20 in. 

1 in. 

.065 or 16 ga. 

10 

88.20 

16 in. 

K in. 

.032 or 21 ga. 

30.24 

21 in. 

1 in. 

.049 or 18 ga. 

10 

72.04 

16 in. 

1 in. 

.032 or 21 ga. 

14, 18 

42.52 

21 in. 

1 in. 

.065 or 16 ga. 

10 

92.62 

17 in. 

K in. 

.032 or 21 ga. 

14, 18 

28.96 

22 in. 

1 in. 

.049 or 18 ga. 

10 

75.46 

17 in. 

K m. 

.032 or 21 ga. 

14, 18 

14, 18 

32.14 

22 in. 

1 in. 

.065 or 16 ga. 

10 

97.02 

17 in. 

1 in. 

.032 or 21 ga. 

45.22 

23 in. 

1 in. 

.049 or 18 ga. 

10 

78.90 

18 in. 

Kin. 

.032 or 21 ga. 

14, 18 

34.60 

23 in. 

1 in. 

.065 or 16 ga. 

'10 

101.42 

18 in. 

1 in. 

.032 or 21 ga. 

14, 18 

47.88 

24 in. 

1 in. 

.049 or 18 ga. 

10 

83.32 

20 in. 

1 in. 

.032 or 21 ga. 

14, 18 

53.20 

24 in. 

1 in. 

.065 or 16 ga. 

10 

105.84 

24 in. 

1 in. 

.032 or 21 ga. 

14, 18 

63.84 

Length of blades measure from center to center 

Length of blades measure from center to center 

of holes, excepting 14 and 17 inch lengths. These 
measure 13 K and 16 inches. 

of holes excepting 14 and 17 inch lengths, 
measure 13^ ana 16 K inches. 

These 

Delivery F. 0. B. New York, 

N. V. 

For warehouse deliveries write nearest hdusii ! 
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Western Electric 


Mail Orders Pilled 
at Prevailing Prices 



The Solid Handle Wrench 


The head, bar shoulder and handle frame are forged solid of one piece case hardened. The wrench is 
finely finished. 

Inches... 

Will open, inches. 


6 

8 

10 

12 

15 

18 

21 

• K 

. 10 lbs. 

IX 

IX 

2 l A 

2* 

3H 

4 

17 lbs. 

28 lbs. 

40 lbs. 

57 lbs. 

84 lbs. • 

120 lbs. 

.70 lbs. 

110 lbs. 

180 lbs. 

260 lbs. 

190 lbs. 

180 lbs. 

150 lbs. 

.$13.49 

$14.98 

$17.98 

$20.98 

$35.96 

$44.96 

$53.94 

. 17.22 

18.72 

22.48 

28.48 

44.96 

53.94 

62.94 


Pipe Wrenches 

The wrenches are made from entirely new patterns, and the highest grade material is used in making 
them. They are finely finished. 

8 10 14 18 24 36 48 

MtoJi ^ to 1 UXoWi Mto2 Xto2M iitoZM 1 to 5 

8 lbs. 17 lbs. 33 lbs. 55 lbs. 96 lbs. 180 lbs. 300 lbs. 
$1.64 $1.88 $2.48 $3.30 $4.94 $9.96 $14.82 


Inches.. 6 

Capacity, inches.K to A 
Weight, ’per doz. 4 lbs. 
Each.$1.64 



,1 rt * tYs vi*AW < 0 ■■ 

■'9trrc*$jriTtcu ^ 


Extra Heavy Draw Knife 

This knife is made expressly for shaving poles. It is de¬ 
signed particularly for this work, and is made extra heavy 
and from a superior quality of steel, thus making a very 
satisfactory tool. 


Length of blade, inches 12 

List No. 760706 

List per doz. $41.04 


Framing Chisels 


Length of blade, inches 

List No. 

List per doz. 


14 

760707 

$47.88 



Width of blade, inches 

List No. 

List per doz. 


Bevel Back Framing Chisel 

1 1 X 2 

760712 760714 760717 

$12.82 $14.86 $21.30 



If* Lineman’s Axe 

No. 

760719 3H lb. with handle. 

760720 5 lb. with handle. 

Hand Axe 



Hand Aw 

List Price 
Each 

. $1 86 

. 2 08 


list 

No. 

Weight 

Bit 

List Price 
Each 

List 

No. 

Weight Bit 

640 

1 lb. 8 oz. 

4 ins. 

$1.18 

644 

2 lb. 14 oz. 6 ins. 

641 

1 lb. 12 oz. 

4X ins. 

1.30 

645 

3 lb. 4 oz. 6X ins. 

642 

2 lb. 2 oz. 

5 ins. 

1.40 

646 

3 lb. 12 oz. 7 ins. 

643 

2 1 b. 80 s. 

5X ins. 

1.50 

647 

4 lb. 4 oz. 7X ins, 

3 write nearest houie, 


•Delivery F. O. B. New York. 

For warehouse deliveries 


List Price 
Each 
$ 1.66 
l 86 
2.08 
2.50 
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Nos. 1 to 3. Adze Eye Nail Hammer 

ADZE EYE NAIL HAMMERS 
Polished—White Hickory Handles 


Number. 1 

Weight, o*s. 20 

Length, ins. 14 

Weight, lbs. per do*. 21 H 

Per dosen. $22.22 


Nos. 1 and 1H. Ripping Hammer 

RIPPING HAMMERS 
Polished—White Hickory Handles 

Number.. 1 

Weight, o*a. 20 

Length, ins. 14 

Weight, lbs. per do*. 21H 

Per dozen. $22.22 




Nos. 1 to 4. Double Face Engineers* Hammer 


DOUBLE FACE ENGINEERS* HAMMERS 
Polished—White Hickory litndl«s 


Nos. 0 to 7. Machinists* Riveting Hammer 

MACHINISTS’ RIVETING HAMMERS 
Polished—White Hickory Handles 


Number. 

1 

2 

3 

4 


Weight, 

Length, 

Weight 

Per 

Weight, o*8. 

24 

38 

48 

58 

No. 

ozs. 

ins. 

lbs. per do*. 

Dosen 

Length, ins. 

15 

16 

17 

17^ 

0 

4 

11 

6^ 

$13.58 

Weight, lbs. per do*. 

22 

32 H 

43 

52 

1 

7 

12 

7H 

14.20 

Per dozen. 

$26.46 

30.12 

32.82 

35.56 

2 

9 

13 

9H 

14.80 

Packed H dosen 

in a cardboard box. 

Six 

dosen in 

3 

12 

13 

12 

15.42 

a case. 





4 

15 

14 

16 

16.02 






5 

18 

14 

18V4 

17.28 






6 

22 

15 

20 H 

18.50 






7 

26 

15 

2334 ^ 1 ^ 

19.74 






1 Packed >4 dosen in 

a cardboard box. 8ix dosen in 

a case. 
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CONDUIT TOOLS 



Conduit Elbow Former 


Mall Orders Filled 
at Prevailing Prices 


Standard Conduit Elbow Former 


This is not merely a pipe bender; it is a practical conduit elbow former, which forms standard shaped 
elbows perfectly and accurately exactly where you want them. It saves time over the old method and 
saves material by eliminating the waste pipe. 


List 

No. 

339 For H in. and in. conduit 


Std. *List Price 

Weight Pkg. Each 

31 lbs. 2 $39.30 



Fullman Conduit Bender 

Instead of carrying the work back and forth to a bench for slight changes, the bender is applied to the 
spot as the work progresses. Is advantageous in fitting conduits neatly around other work—making offsets, 
curves, etc., after conduits are in place. The two forms enable the workmen to reach any part of the 
work—the 45° form being especially useful for reaching under walls and out-of-the-way places. 

Unlike the old style gas “ T ” form of bender, this tool can be applied anywhere without having to slide 
it over the pipe from one end. 


List 


jList Price 

List 


flat Price 

No. 


Each 

No. 


Each 

900 

l A in. 45° form. 

. $4.00 

902 

*/i in. 45° form. 

. $5.00 

901 

A in. 90° form. 

. 4.00 

903 

in. 90° form. 

. 5.00 




Rittenhouse Conduit Bender 

This bender will not crush or kink the conduit. It is portable 
and you don't have to carry all your work to it. It will bend an 
offset or an L on any desired radius. It can be placed on the pipe 
at any point and does not slide on over the end. 


List 

Mfr. 

tUist Pries 

No. 

No. 


Each 

761293 

761294 

1 

1 

Bender complete, for A in. pipe. 

Bender head only, tapped for 1 H in. pipe 

$5.50 



handle. 

4.00 

761295 

2 

Bender complete, for % in. pipe. 

Bender head only, tapped for i\i in. pipe 

6.00 

761296 

2 

4.50 



handle. 

761297 

5A 

Adjustable bender, for H and % in. pipe.. 

7.50 

761298 

5A 

Adjustable bender, head only. 

6.00 


•Delivery F. O. B. Factory, New York City. IDelivery F. 0. B. Factory, Pittsburgh, Pa. ^Delivery 
F. 0. B. Factory, Honeoye Falls. For warehouse deliveries write nearest house. 
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MISCELLANEOUS TOOLS 


Nos. 87—288H 


No. 29 


The Handy 


Parker Combination Pipe Vises 

SWIVEL BOTTOM 


The eteel faces of Noe. 87-288H are milled and fitted to the jaws, and are renewable. 


List 

Weight 

Jaw 

Vise 

Holds Pipe 

List Price 

No. 

Lbs. 

Inches 

Opens Inches 

Inches 

Each 

87 

41 

3X 

4X 

2 

$15.80 

88 

59 

4X 

6 

3 

19.74 

288H 

105 

4X 

6 M 

4 

27.62 



Parker Neverbreak Vises 





REINFORCED SLIDE SOLID JAW STATIONARY VISE 


List 


Width of 

Vise 

Wgt. 

List Price 

No 


Jaw, Ins 

Opens, Ins. 

Lbs. 

Each 

29 


3H 

3X 

4 

31 

$15.02 

39 


OX 

47 

16.80 

49 


4X 

7 

60 

21.60 

59 


4 H 

&X 

8 

81 

28.20 

69 


9 

123 

39.02 

79 


6X 

9X 

150 

57.60 

List 

No. 


Handy Pipe Vise 


List Price 
Each 

1 

Handy Pipe Vise. 







No. 45. Extra Refined Steel. Regular Taper 



Gape Chisels Diamond Point Chisels 

CAPE CHISELS 

When ordering specify size of Cutting Edge and Number of Chisel desired. 

Nos. 70 and 75. Forged from Jesaop’s English Octagon Steel. Black Finish. 

Nos. 50 and 55. Forged from Extra Refined Octagon Steel. Polished Points, Black Finish Body. 

Nos. 150 and 155. Forged from Extra Refined Octagon Steel. Polished Points, Ebony Finish. 


X 

X 


X 

v% . 


x 

x 

7X 


n 

7X 


Wt., lbs. per doz . . 
Per doz., No. 50. 


3 

$3.00 


0 

$ 4.00 


OH 

$4.60 


9X 
$ 0.12 


. 7V * 
$0.28 


Cutting edge....... X 

Diameter ot steel, ins. X 

Lengths, ins. §X 7 7 

Packed one-half dozen, in a cardboard box. 

DIAMOND POINT CHISELS 

When ordering specify size of Point and number of Chisel desired. Forged same as Cape Chisels. 

Point. X X X II Weight, lbs. per doz. 7 

Diameter of steel, ins. X X X Per doz., No. 55. $5.20 

Length, ins. 7X 7\i 7X \\ 

Packed one-half dozen in a cardboard box. 

NO. 4S—EXTRA REFINED OCTAGON STEEL—POLISHED AND GUN METALED HEAD AND TAPER—NATURAL 

FINISH BODY 

This Chisel is the Standard Pattern First Quality 

Diameter of steel, ins. X 

Length, ins. 5X 

Weight, lbs. per doz. 1 

Per dozen. $2.92 - 

X to Xi packed one dozen in a cardboard box, X and larger one-half dozen. 


No. 14. Carpenters' Wrecking Chisel 

CARPENTERS' WRECKING CHISEL 
Black Finish Body—1 X inch Bit—Oil Tempered 

List 
No 

11 


X 

X 

X 

X 

X 

X 

1 

5X 

6 

10 

10 

7X 

. 12 

8 

2X 

4 

ox 

9X 

11 

18 

. 20 

3.20 

3.46 

4.26 

5.60 

6.12 

8.26 

10.00 


13X 

$8.00 


10H 
$8.10 


1 

# 12 

30 

12.9G 



No. 12. Light Gooseneck Pattern Nail Puller 
LIGHT GOOSENECK PATTERNS 
Painted Biack—Polished Ends 


length 

Disc Oil Steel 

Wgt. 

List Price 

List 

Length 

Disc Oil Steel 

... Wfrt. List Price 

Per Doz. Per Doz. 

$5.34 

Ins. 

Ins. 

Per Doz. 

Per Doz. 

No. 

Ins. 

Ins. 

14 

X 

20 lbs. 

$8.94 

12 

12 

X by v. 
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Western Electric 

PIPE THREADERS AND CUTTERS 


Mail Orders Filled 
at Prevailing Prices 



Pipe Threader No. 6 Beaverette Die Stock 

Becker-Receding Pipe Threader 

List JList Pries 

No. Threads Each 

51 Becker-Receding pine threader. 1 in. to 2 in. $24.00 

761617 Extra dies, single set of 4 pieces. 2.00 

No. 6 Beaverette Die Stock 

The No. 6 Beaverette die stock threads all sizes without change. 

List t List 

No. Weight Price 

6 The combination threads pipe y, JJ. y , ins. 10 lbs. each $15.00 

Extra dies, right or left, y, and % or y and y in. per set 5.00 


No. 25 Beaver No. 26 Beaver 

No. 25 and 26 Beaver Die Stocks 

These tools have the alvantage of cutting all sizes (l, iy, and 2 inch) without change of 
dies, and are adjustable to all sizes and variations from standard. Both the No. 25 and No. 26 are equipped 
with a universal chuck centering all sizes and avoiding the use of grip screws. 


List tList 

No. Weight Price 

25 Combination threads pipe 1 , iy, iy and 2 ins. 12 lbs. each $30.00 

Extra dies threading all sizes. per set 5.50 

26 Combination threads pipe 1, iy, iy and 2 ins. 30 lbs. each 35.00 

Extra dies threading all sizes. . per set 6 00 





Beaver Square-end Pipe Cutter 


Beaver Square-end Pipe Cutters 

The construction of these tools consists of only two principal parts: A heavy frame with a fixed 44 V* 1 
guiding jaw, and a movable block with a “V” guiding jaw. Overhanding each guide jaw is a knife. 

The 4 inch cutter has ratchet attachment. 


List 

No. 

1 

5 

10 

1 

5 

10 


Size Weight 

Complete, with two sets of extra knives. y in. to 1 in. 8 lbs. 

Complete, wit h two sets of extra knives. y in. to 2 in. 13 lbs. 

Complete, with two sets of extra knives.2 y in. to 4 in. 53 lbs. 

Extra set knives. 

Extra set knives. 

Extra set knives. 


tList Price 
Each 
$18.00 
20 00 
90.00 
2 00 
2 50 
4.00 


tDelivery F. O. B. Factory, Warren, O. ^Delivery F. O. B. Factory, Bridgeport, Conn. For warehouse 


deliveries write nearest house. 
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ACETYLENE SOLDERING AND BRAZING OUTFITS 

In the electrical trade, the uses for the Prest-O-Soldering Iron and the Prest-O-Torch are almost with¬ 
out number. 

For soldering wire connections on switchboards, all kinds of shop work, overhead wire work, etc., the 
Prest-O-Soldering Iron saves valuable time, labor and operating costs as well. The heating flame burns 
inside the copper head of the iron, maintaining an even temperature, and will not blow out m high winds. 
Ideal for work in cramped quarters. 

The Prest-O-Torch (Style A, B and C) is a blow torch, providing an intense heat in a concentrated 
flame. Very handy, instantly available and also economical. 

Extensively used for soldering and brazing work by telephone and 
electric light repairmen, plumbers and tinners, automobile and motorcycle 
repairmen, engineering houses, etc. The Style A Prest-O-Torch may be 
connected to an MC rrest-O-Lite and fitted with bands and a handle for 
overhead work, or it may be fitted with a hook for hanging on a crossarm. 
I f either Prest-O-Soldering Iron or Prest-O-Torch is used with a large 
size tank, a shut-off may be provided at the torch 
by using an automatic pressure regulator at the 
tank, regarding which information will be furnished 
on request. 

Prest-O-Lite is a system furnishing pure, ready¬ 
made acetylene gas in steel cylinders of convenient 
size. A Prest-O-Lite. when empty, may be taken 
to any Prest-O-Lite dealer and exchanged for a full 
one upon payment of a small exchange fee. i 

Prest-O-Lites are manufactured under a special formula of The Prest^O-Lite Co., Inc., and are backed 
by a universal exchange system which includes practically all large cities and towns and most villages 
throughout the country. 



Prest-O-Soldering Iron 

Prest-O-Soldering Iron as ordered is fitted with a 1 lb. soldering head of highest quality drop forged 
copper. Each outfit includes 6 feet of rubber hose and a union for attaching to either Style MC or to Style 
B and E Prest-O-Lites, as specified. 


List No. List Price Each 

330935 Prest-O-Lite Soldering Iron, 1 lb. size. $8.CO 



Prcst-O-Torch, Style A. * Prest-O-Torch. Style C. 

With MC Cylinder With E, B, or A Cylinder 


Prest-O-Torch 


Style A torch has a heat sufficient for brazing steel up to % inch diameter. Style B torch gives a flame 
* ith an intense heat ideal for work of jewelers, dentists, etc. Style C provides a flame about three times 
as large as Style A and successfully brazes solid steel bar3 up to 2 inches diameter. 


Style 

A 

B 


Torch 

Torch 


List Price Each 

. $1.50 

. 4.50 


Style 

C Torch 


List Price Each 
. $4.50 


Style 

MC 

E 

B 

A 



Style MC 


Motorcycle size 

Tank. 

Tank. 

Tank. 



Stylet A, B, E 


Prest-O-Lites 


Contains 

10 cubic ft. gas 
30 cubic ft. gas 
40 cubic ft. gas 
70 cubic ft. gas 
68 


List Price List Price 
Dimensions Complete Less Band 

13^ ins. long, 4 ins. diam. $20.00 $19.20 

16 ins. long, 6 ins. diam. 30.00 29.20 

20 ins. long, 6 ins. diam. 36.00 35.20 

22 ins. long, 7ira.4???? *C 48.80 
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No. 32 Torch No. 31 Torch No. 30 Torch No. 21 Torch No. 103 No. 107 


List 

No. 

32 

31 

30 

29 

108 

107 


List 

Description Size Weight Each 

No. 32 gasoline torch with hook and support for soldering copper.. Quart 4J4 lbs. $10.40 

No. 31 same as No. 32 without hook. Quart lbs. 9.88 

The burner is of special generator metal which holds the heat longer. 

No. 30 gasoline torch with hook and support for soldering copper.. Quart 4 lbs. $9.88 

No. 29 same as No. 30 without hook. Quart 4 lbs. 9.36 

Has automatic pump in handle. Burner of open type and the gas is superheated before it is burned. 

No. 108 gasoline torch with hook and support for soldering copper. Quart 4 lbs. $8.84 

No. 107 same as No. 108 without hook. Quart 4 lbs. 8.32 

Burner mounted in center of tank. 




List List 

No. Description Size Weight Price 

104 No. 104 gasoline torch with hook and support for soldering copper. Quart 41^ lbs. $9.36 
Patented automatic pump with double spring automatic check valve fitted in tank. 

96 Torch for kerosene without soldering copper attachment. Quart 6}^ lbs. $11.44 

The improved construction of the burner and perfect combination of the fuel practically eliminates 
carbon deposits. 

95 Torch for kerosene without soldering copper attachment. Pint 3J4 lbs. $9.36 

112 Torch for gasoline, with detachable soldering copper holder. Quart 4J4 lbs. 8.32 

114 Torch for gasoline, with detachable soldering copper holder.Pint 3 lbs. 7.80 










No. 38 Torch No. 37 Torch No. 120 Torch No. 47 Torch No. 14 No. 28 



List list 

No. Description Size Weight Each 

38 Gasoline torches with hook and support for soldering copper. Pint 2 lbs. $9.36 

Heavy gauge seamless drawn tank is fitted with automatic brass pump with automatic check valve 
insuring ample air pressure. 

120 Gasoline torch, with detachable copper holder. Quart 4 lbs. $7.80 

The pump is fitted with single spring automatic check valve and forms the handle of the torch. 

106 Gasoline torch, w'ith detachable soldering copper holder. Pint 3 lbs. $8.32 

Fitted with an automatic brass pump with double spring check valve. 

48 Gasoline torch, with soldering copper attachment. Pint 3?^ lbs. $11.96 

The pump which forms part of the handle fs automatic. 

14 Alcohol or gasoline torch, size 1 % x 6^ ins. Finish, brass nickeled. 1 lb. $5.20 

A torch or blow pipe for electricians for producing a fine concentri^pj^flame. 
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No. 5 Fire Pot 


No. 1 Fire Pot 



No. 21 Fire Pot No. 20 Fire Pot 



ffo. 221 Fire Pot No. 222 Fire Pot No. 223 Fire Pot 
For Kerosene 


FOR GASOLINE AND KEROSENE 

Nos. 1 and 5 Fire Pots for Gasoline 

List Shipping List Price 

No. Weight Each 

1 Seven pints capacity.11 lbs. $17.68 

5 Five pints capacity.10 l /i lbs. 13.52 

Tank is made of heavy gauge steel with bottom and 
fittings welded in, making it extra strong and durable; 
fitted with large funnel and filler plug. The burner rep-' 
resents the highest development of generating power and 
heat efficiency, quickly producing an ideal blue flame 
easily regulated, giving satisfaction in windy or aero 
weather. The burner is attached to a swivel joint which 
permits moving up or down.* 

Nos. 71 and 72 Fire Pots for Gasoline 

71 Seven pints capacity.14 M lbs. $17.68 

72 Five pints capacity. ; .13J^ lbs. 13.52 

The hottest fire pot made for electricians and metal 
workers. It is smokeless, odorless and noiseless. Heavy 
gauge welted steel tank. A pot of lead can be melted ana 
a pair of heavy soldering coppers heated at the same time. 
The burner has two heating surfaces. The gas is super¬ 
heated before it is burned and gives an intensely hot 
flame, burning from each side to the center. A sub-flame 
for the generator permits the heating flame to be turned 
low, saving fuel expense. 


Nos. 20 and 10 Fire Pots for Gasoline 

Capacity 

20 One gallon with automatic pump-9% lbs. $9.52 

10 One gallon with rubber bulb. 9% lbs. 8.40 

Fitted with galvanized cast iron top plate and bottom 
ring. All small or light castings are malleable iron or 
brass. The coil and burner are steel. The needle point 
valves are fitted with stuffing boxes and are always tight 
and give perfect control of the fire. 


Nos. 21 and 11 Fire Pots for Gasoline 


21 One gallon with automatic pump.9% lbs. $13.44 

1 1 One gallon with rubber bulb. 9% lbs. 12.32 


The latest improved up-to-date coil fire pot made, with 
Beamless drawn steel tank, large funnel and filler plug, 
heavy uprights, large valve, heavy malleable top plate 
and one-piece steel shield. 

Nos. 221, 222 and 223 Fire Pots for 
Kerosene 

221 Seven pints capacity with shield for holding metal 

pot. Plumbers’style.12 lbs. $19.76 

222 Seven pints capacity with shield for soldering cop¬ 
pers. Tinners’ style.13 lbs. $20.80 

223 Seven pints capacity with heavy round shield and 

bale handle. Electricians’ style.13 lbs. $22.88 

These tanks are made of seamless drawn steel, with bot¬ 
tom and fit tings welded in. The burner produces a power¬ 
ful heat and is free from smoke; an excellent fire pot for 
outside work, or where insurance restrictions forbid the 
use of gasoline. Give good service under severe weather 
conditions. 
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No. 203 No. 20 No. 21 

h* Quart Torches Polished Brass 

203 Equipped with latest burner with automatic pump in handle. 

20 Powerful and very hot flame produced by patent coil burner. 

21 Efficient and exceptionally serviceable. Very hot. 

202 Furnished with hook and strap for holding soldering copper.. 


No. 202 

Shipping List Price 

Wt Lbs. Each 

5H $10.00 

6 11.50 

ZH 11.00 

5}4 11.00 


No. 224 No. 215 No. 22 

224 Equipped for heating soldering coppers... 

215 Strictly high grade, low priced torch. Automatic pump in handle 

223 Closed generator type for outdoor or indoor use. 

425 Kerosene torch producing a powerful blue flame. 


Soldering copper attach¬ 
ments included without 
extra charge. Packed loose 
with all torches except No. 
20 and Double Jet Torches. 


No. 92 No. 96 No. 97 

Double Jet Torches, Quart Sizes 

92 Double jet Produces nearly double the heat of single jet torches.... 

96 Double jet burner on swivel for brazing heavy electrical cables. 

97 Double jet. Large burner is protected for outdoor work by wind shield . . 


No. 324 No. 315 No. 302 No. 41S 

Pint Torches, Polished Brass 

324 Equipped with burner having soldering iron attachments. 2}4 19.00 

315 Same type as No. 215. Meeting demand for a low-priced tool. 3>6 8.50 

302 Equipped with improved burner with holder and pump... 4 10.00 

418 Autotype. Will fit in tool box. . digitized by GoOtffe 12 °° 
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MISCELLANEOUS SUPPLIES 


No. 83 Nos. 34 and 36 

For Kerosene 

List Turner Fire Pots 

No. Description 

83 Seven Pints, “Hot Blast,” with improved burner for kerosene. 

34 Seven Pints, “ Hot Blast,” galvanized steel tank. 

36 Five Pints, “Hot Blast,” galvanized steel tank. 

66 Seven Pints, drawn steel tank with automatic pump. 




No. b6 

For Gasoline 



. ping List Price 
Wt., Lbs. Each 

. 16^ $19.76 

. 17 17.68 

14 13.52 

14^ 12.48 


Lineman's Torch 


Rite Quick Soldering Tool "B” Telephone Kerosene Furnace 


Staysalite Lineman’s Torch 

This lineman’s torch stavs lit in a wind. It is light and small. It is lit and extinguished in a moment 
as wanted. It has no adjusting parts, therefore it cannot get out of order. It is hung directly on the wire 
under the joint to be soldered and is provided with a cup for holding soldering paste. 


List Weight *List Price 

No. Each Each 

3420 Staysalite lineman’s Torch. 1 M lbs. $S. 00 


Rite Quick Soldering Tool 

The Rite Quick Soldering Tool is quick and efficient. It makes a perfect and even joint, and furn¬ 
ishes a joint in ball rather than point, greatly reducing the possibility of grounds through careless taping. 
It can be heated in a coal fire, over a gas range, in a blow torch or any handy source of heat. The bowl 
turns on a pivot so it is impossible for the solder to spill. A set screw permits the handle to be lengthened 
to accommodate different heights of ceiling. 

762021 Rite Quick Soldering Tool.. $5.00 

“B” Telephone Kerosene Furnace 

This furnace is especially adapted to the use of telephone and telegraph companies. It is economical 
because 2 quarts of kerosene will burn as long and do as much work as 4 quarts of gasoline, a saving of one 
half. It is safe, because kerosene can be carried with much less danger of being ignited and causing damage 
by fire. It is durable because the reservoir (or body) is made entirely of heavy metal, and all joints are 
autogeniously welded by the oxy-acetylene process. The burner is so constructed that it can be easily 
taken apart and cleaned of any carbon deposit. JList Price Each 

762023 Kerosene furnace—capacity 3 quarts. $19.40 

•Delivery F. O. B. Factory, Chicago, Ill. tDelivery F. O. B. Factors’, New York City. •Delivery 
F O. B. Westport, Conn. ttDelivery F. O. B. Factory, Newark, N. J. For warehouse deliveries write 


nearest house. 


Digitized by * ^.oogie 
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Western Electric at prevawn* price. 

CABLE TOOLS 




Scrapers 

For scraping lead sleeves, lead pipe, lead-covered cable ends of potheads, etc. 


List Lilt Pries 

No. Each 

8101 Oval head lead scraper.. SO. 70 

8100 Triangle-shaped lead scraper.70 



No. 1515-1 No. 1515-3 


Jj * 1 Cable Splitting Knives We j* ht 

No. per Do*. Each 

1515-1 Cable splitting knife, with leather handle. 6% lbs. $2.50 

1515-2 Cable splitting knife, solid steel, polished. hA lbs. 2.00 




Cable Stripper Knife No. 1560-1 


Cable mao’s Sew 


Cable Stripper and Cable Saw 

List Cable Stripper Knife Weight List Price 

No. per Do*. . Each 

1560-2 Cable stripper knife, polished, with 3 A inch blade, length overall 8A inches.. 2A lbs. 12.50 

Klein's Cableman’s Saw 

This saw is particularly recommended for use on cable work. One side has coarse teeth for cutting 
through lead cable sheath, while the other has finer teeth for cutting through the wire core. The saw is 
made of silver steel, with apple handle fastened by three brass screws passing through the blade and into 
brass flush nuts on the other side. Length of blade, 14 inches. Length over all, 18 inches. 


906-14 


Double-edged cableman’s saw 


Weight Each 

. H lb. 



Boxwood Dresser 



Boxwoou Turning 

no 


$2.60 


^ Shaping Tools 

7900 Boxwood dresser for shaping lead sleeves, lead pipe, etc. 12.20 

7700-1 Boxwood turn pin, size 1 in.80 

7700-2 Boxwood turn pin, size 2 in.80 

7700-3 Boxwood turn jjin, size 3 in.80 

Note: Boxwood turn pins are for expanding ends of lead pipe, lead sleeves, potheads, etc. 
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SOLDERING ACCESSORIES 



Melting Pot Pouring Ladle 



Soldering Furnace 


Charcoal Soldering Furnace, Galvanized Iron 

For melting solder and heating soldering irons. Opening in top admits 0 inch melting pot. Furnace 
is provided with grate. 

List List Price 

No. Weight Each 

3550-6 With removable cast iron top..12 lbs. $10.00 


List 

No. 


Melting Pots 

List Price List 

Each No. 


List Price 
Each 


3325-5 5 in. cast iron pot. $1.30 3325-8 8 in. cast iron pot. $3.00 

3325-6 6 in. cast iron pot. 1.60 


Wiping Cloths 

For Wiping Lead Joints, Etc. 

8301 Moleskin.. $0.80 || 8300 Ticking. $0.60 


Pouring Ladles 

3300-2}^ in. bowl...!. $1.10 11 3300-3 3 in. bowl. $1.40 



Pony Soldering Coppers 

Fitted with Black Lacquered Handles 

Specially adapted for electrical work. Made of pure copper, tinned. 


List 


Length of 
Handle, 


List Price 

List 


Length of 
Handle, 


List Price 

No. 

Size 

Inches 

Weight 

Each 

No. 

Size 

Inches 

Weight 

Each 

51 

No. 1 copper.. 

. 12 y 2 

h x A oz. 

$1.20 

54 

No. 4 copper.. 

. m 

1 oz. 

$0.t)0 

52 

53 

No. 2 copper.. 
No. 3 copper.. 

. 11H 
. 9X 

3 oz. 

1 oz. 

1.00 

.80 

55 

No. 5 copper.. 

. m 

K oi. 

.40 


Standard Soldering Coppers 


3 lbs. to pair and heavier, without handles. 

2J^ lbs. to pair, without handles. 

2 lbs. to pair, without handles. 

1lbs.to P a * r » without handles. 

1 lb. to pair, without handles. 

Pointed soldering coppers with handles 7 inches long by A and 
lbs. to pair inclusive, can also be furnished. 

71 


Prices 

on 

Application 


i inch diameter, weighing 2 lbs. to 6 

Digitized by L^OOQlC 
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Western Electric 

STEEL MEASURING TAPES 


Mall Orders Filled 
at Prevailing Prices 



No. 110 

Steel Nickel Case 


No. 300 

Small Spring Pocket. Steel Tape 


No.250 

In Leather (Steel Lined) Case 


Western Electric Steel Measuring Tapes 

These tapes are marked by the “quick reading” method. Total number of feet is plainly marked 
ahead of each inch or tenth figure, giving the measurement at a glance. 

Nos. 110 and 111 are of the finest quality, inch wide, with extra strong steel nickel-plated case 
flush handle with patented automatic handle opener. 

Nos. 250 and 251 are of the finest quality, 5 s inch wide, with hard leather, steel lined case, nickel- 
plated trimmings, flush handle, automatic opener. 

--List Price Each- 


List No. 


Length, Feet 25 Ft. 

50 Ft. 

75 Ft. 

100 Ft. 

110 

Marked feet, 12ths and 8ths. 

. $4.12 

$5.10 

$6.76 

$8.62 

111 

Marked feet, lOths and lOOths. 

. 4.12 

5.10 

6.76 

8.62 

250 

Marked feet, 12ths and 8ths. 

. 4.88 

6.00 

7.88 

12.12 

251 

Marked feet, lOths and lOOths. 

. 4.88 

6.00 

7.88 

12.12 


Western Electric Small Spring Pocket Steel Tapes 

Tape inch wide, furnished with an extra fine nickel-plated case; spring wind with center stop. 

List No. List Price Each 

300 36 inches, marked inches and 16ths. $1.20 

301 60 inches, marked inches and 16ths. 1.5'* 

302 72 inches, marked inches and 16ths. 1.60 

303 10 feet, marked feet, inches and 16ths. 2.30 

304 12 feet, marked feet, inches and 16ths. 3.7ft 



100 Foot Style 200 Foot Style 300 Foot Style 

Western Electric Steel Measuring Tapes on Pat. “Electric” Reels 

Tape is inch wide, of fine quality and extra strong. It is graduated every foot and each end foot b 
either in lOths or 12ths. Each tape is furnished with an extra fine and strong reel and pair of handles. Tape 
reels and unreels quickly and is easily detached. Especially adapted for general and rough work. 


List No. List Price Each 

1A 100 feet long, graduated every foot, each end foot lOths. $7.50 

IB 100 feet long, graduated every foot, each end foot 12ths. 7.50 

11A 200 feet long, graduated every foot, each end foot lOths. 15.76 

11B 200 feet long, graduated every foot, each end foot 12ths. 15.76 

30/ 300 feet long, graduated every foot, each end foot lOths. 21.00 

30B 300 feet long, graduated every foot, each end foot 12ths. 21.00 


Western Electric Extra Long and Narrow Steel Tape Measures 

Especially adapted for long distance work, measuring across streams, ravines, etc. Tape is H inch 
wide, fine quality and very strong. Each tape is furnished with an extra fine reel and pair of handles. Tape 
reels or unreels quickly and is easily detached. 

525A 300 feet long, graduated every five feet, each end foot lOths. $33.00 

525B 300 feet long, graduated every five feet, each end foot 12ths. 33.00 

526A 300 feet long, graduated every foot, each end foot lOths. 48.00 


626B 300 feet long, graduated every foot, each end foot 12ths. 
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Folding Reel Measuring Machine Wire Winder 

Wire Measuring Outfit 

This measuring outfit measures quickly and accurately all wires from No. 0 to No. 40, inclusive. 
It can also be used for measuring lamp cord, rope, tape, etc. It is made so that it may be fastened to either 
the counter or side wall and occupies but little space. It is indestructible and very neat in appearance, 
the winder and reel are so arranged that they may be closed when not in use, therefore occupying but little 
space 

List *List Price 

No. Each 

761806 Folding reel. $7.20 

761807 Measuring machine. 27.00 

761808 Wire winder. 12.00 


Hand Tally Counter 


No. 1 Tally Register 


Pole Counter 


Veeder Set Back Hand Tally Counter 

This counter is useful for many purposes. The case is small in size, with rounded comers so as not to 
irritate the hand of the user. 

List Price 

List No. Each 

762016 Set Back Hand Tally Counter. $6.00 

List No. Mfr. No. No. 1 Tally Register Ltot EMh 

761702 0 With bracket. $6.00 

761703 1 With bracket....*. 8.00- 

761704 0 With safety pin. . . 6.00 

761705 1 With safety pin. 8.00 

List No. Pole Counter 

0 Pole counter, records 1 to 1000. $5.00 

1 Pole counter, records 1 to 10,000. 7.00 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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Mail Orders Filled 
at Prevailing Prices 



Wire Measuring Machine 



MEASURING TOOLS 


Wire Meter 



High Speed Indicator 


Reels and Meters 

A most efficient device for measuring and reeling wire and cordage of various sizes. 


•List Price 


List No. Description Each 

761000 Wire meter with reel. $48.00 

761001 Meter only.. 30.72 


•List Price 


List No. Description Each 

761002 Counter meter. $31.60 

761003 Cable meter only. 48.00 


High Speed Indicator 

This indicator may be run at highest speed required without heating, and this on account of the Mo¬ 
tionless bearing against which the inner end of the spindle revolves. The dial plate has two rows of figures, 
reading right or left, as the shaft may run. 


List No. fList Price Each 

104 Complete with rubber tips. $3.00 

106 Improved indicator, same as 104, with rubber handle and tips complete. 4.00 

109 Surface speed attachments for speed indicators. 1.50 

109-A Leather case for speed indicator... 1.50 



B&S Wire Gauge 



Micrometer Caliper 


Wire Gauge 

These gauges are manufactured from the best steel, and are tempered, adjusted, and warranted accurate. 
Size 3 14 inches in diameter and Y% inch thick. In order to be familiar with the usage of these gauges with 
the decimal equivalents of the gauge numbers, we furnish both sizes with these decimal equivalents expressed 
in thousandths on the back, opposite to the regular gauge numbers. 


List No. JList Price Etch 

281 Size wire B.&S. gauge, 0 to 36, American standard. $6.00 

282 Size wire B.&S. gauge, 5 to 36, American standard. 5.00 

188 Size wire B.W.G. gauge, 1 to 36, English standard. 6.00 

189 Size wire B.W.G. gauge, 6 to 36, English standard. 5.00 


Micrometer Caliper No. 2 

English or Metric Measure 

Measures all sizes less than one-half inch by one-thousandth of an inch. It is also made to measure 
all sizes less than 13 millimeters by hundredths of a millimeter. When so made the table of decimal equiv¬ 
alents is omitted. 

761010 215 Range 0 to X A inch, or 0 to 13 mm. with ratchet stop. $11.00 

761012 ... Morocco case. 1.30 

•Delivery F. O. B. Factory, Minneapolis, Minn. fDelivery F. O. B. Factory, Athol, Mass. ^Delivery 
F. O. B. Factory, Providence, R. I. For warehouse deliveries write ngarest house. 
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Mast Arm.Rope 

GALVANIZED MAST ARM OR ARC LIGHT 
ROPE 

Standard strengths, adopted May 1, 1910 
Used for arc lights, mast arms or other purposes 
where exposed to moisture. This rope is more 


GALVANIZED SASH CORD 

Used for window weights, bell cords, automobile 
brakes, and whistles, A inch diameter is used on 
electric open car curtain fixtures. A inch diameter 
is used on steam car curtain fixtures. 


durable than manila rope and does not shrink. 



Approx. 






Approx. 





Weight 

Approx. 

•List 



Weight 

Breaking 


•List 

List 

Diameter 

per Ft. 

Strength 

Price 

List 

Diameter per Ft. 

Stress 

Con¬ 

Price 

No. 

in Ins. 

in Lbs. 

in Lbs. 

per Ft. 

No. 

in Ins. 

in Lbs. 

in Lbs. 

struction 

per Ft. 

26 

Va 

.101 

1650 

$0.10 

230219 

Vi 

.335 

4700 

9x7 

$0.24 

27 

A 

.077 

1411 

.09 

230220 

ft 

.245 

3400 

9x7 

.20 

27^ 

A 

.056 

1100 

.08 

230221 

Vi 

.163 

2200 

9x7 

.17 

28 

Ys 

.025 

425 

.06 

230222 

ft 

.107 

1530 

9x4 

.12 

28H 

A 

.014 

250 

.05 

230223 

X 

.077 

1125 

9x4 

.10 

29 

A 

.006 

110 

.04 


CUTTER’S EBONY WIRE ROPE 

A flexible wire rope with a black center of very flexible material. The only rope really pliable enough 
to work freely over Standard types of pulleys. 

List No. Weight per 100 Ft. in Lbs. •List Price per Foot 

230230 Cutter’s Ebony Wire Rope. 5 SO. 18 



Weatherproof Lamp Rope Samson Wire Center Cordage 

CUTTER’S WEATHERPROOF LAMP ROPE 

A fine braided cotton rope with a weatherproof finish, which keeps out the rain and makes it extra 


durable. 
List No. 
230231 
230232 
230233 


Diameter 

A in. 50 ft. to a lb. 
*4 in. 40 ft. to a lb. 
A in. 32 ft. to a lb. 


•List Price per Lb. 

. $2.64 

. 2.64 

. 2.64 


List No. Diameter *List Price per Lb. 

230234 % in. 20 ft. to a lb. $2.64 

230235 Y in. 12}^ ft. to a lb. 2.64 


SAMSON WIRE CENTER CORDAGE 

Made of best Samson stock, with center of galvanized steel wire, carried in mahogany color. 

List No. Size fList Price per Foot 

6 A... $0.11 

8 M . .■. 12 


Samson Spot Cord 

SAMSON SPOT WATERPROOFED CORD 

The sizes most frequently used for hanging arc lamps are Nos. 12, 14 or 16; for trolley cord, Nos. 8, 
9, 10 or 12. 

It is put up in coils of about 1200 feet each. 


List 


Average Weight 

fList Price 

List 


Average Weight 

fList Price 

No. 

Diameter 

per Coil 

per Lb. 

No. 

Diameter 

per Coil 

per Lb. 

8 

M in. 

32 lbs. 

$1.50 

12 

V% in. 

70 lbs. 

$1.50 

9 

A in- 

40 lbs. 

1.50 

14 

A in. 

90 lbs. 

1.50 

10 

ft in- 

50 lbs. 

1.50 

16 

Hin. 

115 lbs. 

1.50 



r ONEIDA GALVANIZED CHAIN 



This chain is made from a steel case and is heavily hot galvanized. Guaranteed rust proof. 

List 



•List 

List 



. -List 

No. 



Price 

No. 



Price 

1 

For Arc Lamps.. 


$10.00 

1 

Rings per 100.... 


. $9.70 

5 

For Arc Lamps.. 


9.30 

5 

Rings per 100.... 


5.10 

1 

Hooks per 100... 

5.10 

1 

Links per 100‘.... 


. 3.16 

5 

Hooks per 100... 


3.30 

5 

Links per 100.... 


1.28 

* 

Delivery F. O. B. South Bend, Ind. 

fDelivery F. O. B. Boston, Mass. 

•Delivery F. O. 

B. Rowe, 


For warehouse deliveries write nearest house. 
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Type 1-3 Type 3-3 

See Page No. 1277 See Page No. 1285 


Type 4-2 
8ee Page No. 1282 


Type 8-2 

See Page No. 1290 
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© PANEL BOARDS® 
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@ STANDARD PANEL BOARDS 

Base Black slate, oil finish. 

Black enameled slat^. 

Marble, as specified. 

Finish Main and branch bus bars polished 

and lacquered. 

Deduct 5% for all plain finish. 

Voltage- Spaced for 125, Special 250 volts 

Capacity of Bus Bar 6-ampere for 125-volt, 2-wire. 

Per Circuit 3-ampere for 125-250-volt, 3-wire. 


Fuse Connections for New Code enclosed fuses. 

Edison plug fuses. 

Open link fuse connections, same 
price as enclosed. 

Main Fuse With or without main fuses, as 

above. 


Main Switch With or without main knife switch, 

Branch Switches With or without branch switches, 
either 10-amp. push button, or 
10-amp. indicating snap, or 
30-amp. knife switches. 


Knife Switches We advocate the use of knife switch¬ 

es on panels for disconnecting cir¬ 
cuits. 


Snap or Push Button We advocate the use of either 
Switches push button or indicating snap 

switchesfor controlling lights from 
panel. 

Main Terminals Main Terminals will always be 

placed at bottom of board unless 
specified at top. 


SPECIAL PANEL BOARDS 

We build special panels for any voltage, capacity or num¬ 
ber of circuits, and bus bars for any system, all in accordance 
with specifications furnished by our customers. 

For tM Volte—2-WIre Prices on Application 
For Volte—S-Wlre Prices on Application 

METER CONTROL PANEL BOARDS 

No office building, large or small, is complete without a 
system of Meter Control Panel Boards. Send us your speci¬ 
fications to figure. 

We make a plain meter panel with sectional bus bar con¬ 
nected together with wire horn meter, and is reasonable in 
price. 

We also make patented Meter Control Panel Boards 
with separate meter bar for the number of tenant meters 
desired; with these panels changes can be made in tenant 
circuits from one meter to another without wire connections. 


Digitized by 


Google 
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Underwriters'LaboratoriesJnc 

INSPECTED 

Electric Cabinet 


(g) STANDARD GUTTER CABINET BOXES 

Construction 


ISSUE. B.| 



to tee* Box 



© 


ir 




Our Stan dard Gutter 
Cabinet Boxes are all made 
from one piece of sheet steel, 

-TT-:-* 1 - - - * flanged or lapped at the four 

corners and riveted, with a J£-inch flange turned inwardly all around out¬ 
side edge. This flange materially adds to the rigidity of the construction 
and is used in connection with the @ Universal Clamp for fasten¬ 
ing the front to the box of the cabinet. 

Thickness 


We make and list two thicknesses of Steel Cabinet Boxes. 
Type 140, Standard Code Thickness, made of No. 14 U. S. 
gau^e for all boxes of 1200 square inches, or less, in area, and under 
‘1J inches in height, and No. 10 for boxes over these sizes. 

We can also make one piece boxes of No. 8 U. S. gauge (A-inch) 

steel at additional price. 

Gutter Space 


Frame or Barrier 

i j marble barriers are separately listed and are not in¬ 

cluded m either price of panel, box or front. Barriers are always fur¬ 
nished with four patented adjustable corner supports. 

Note: 1915 Code standard rules specify that all cutout boxes 
ai ?uu lnets niore than 4 circuit branches shall be provided 

with barriers (partitions) for separating wiring gutter space from the 
cutouts, switches, panel boards and other apparatus, unless the wires 
leave the cabinet directly opposite their terminal connections. 

Depth 

Our Standard Gutter Cabinet Boxes are all made with at least 
one-quarter inch space back of panel and at least half-inch clear space 
between door and any current carrying part of panel, we can increase 
this depth to take care of specified conditions of installation at an 
additional price. 

Flush or Surface 

Our Standard Gutter Cabinet Boxes are made with turned-in 
flange, and can be used for both flush and surface installation. 



Our Standard Gutter Cabinet Boxes 
are all listed and made with gutter space 
all around panel varying with height of 
panel either 3-inch or 4-inch wide. 


This eat shows how Panel can 
he connected before Barriers 
are Installed. 



Position arter all wires are 
connected. 


Holes 

Our Standard Gutter Cabinet Boxes are punched with all neces- 
sary cleared” holes for both feeder and circuit cables and wires; 
provided template for holes is sent with order. No allowance made 
for holes when not punched. We can save yon money by punching 
holes for you. Write us for template sheets to lay out holes for each box. 

PLEASE NOTE: —When template for holes does not accompany 
order, our standard practice is (unless order says no holes) to provide 
in top of cabinet box knockout holes for J^-inch conduit equal to the 
total number of circuit branches on the panel, and in the bottom for 
20 per cent of this amount. 

In addition to the above, knockout holes not exceeding 2-inch 
conduit size are provided for the mains in both the top and bottom of 
cabinet box, the size and number depending upon their capacity and 
whether same are 2 or 3-wire. 

If width of cabinet b.>x will not accommodate the required num¬ 
ber of holes in the top, the excess number are placed in the sides. 

@ PLUG— We make an extra charge of 10 per cent for boxes 
ordered with holes made knock-out, according to a hole template. 

Note:—We believe knock-out holes are an unnecessary expense 
to the contractor, because we will furnish, on demand, @ plugs 
free; not exceeding 20 per cent of the number of H and $£ holes speci¬ 
fied for entire order, and these plugs can be placed in just the 
holes not used for conduit. 
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Patent No. 1M2I75, Hay St, 1913 

UNIVERSAL CLAMP 


«9 


Wood Panel* Type l-P-6. 


(Rs STANDARD FRONTS 
^ FOR GUTTER CABINETS 

standard fronts are made in steel (types 
2-P-6 and 2-G-6) and wood (types l-P-6 and 

1- G-6) as follows: 

Fastening 

Both steel and wood fronts are fitted with 
@ Universal clamps, which are self-adjusting 
to variation in thickness of plaster not to ex¬ 
ceed J£-inch, and hold the front securely and 
eliminate the trouble of locating the old-time 
threaded hole in flange of box. 

Flush or Surface 

All fronts for cabinet boxes set in wall flush 
' with finished plaster are made J^-inch larger 
than box, and all fronts for cabinet boxes set 
on wall are made same size as outside of box. 
Note 

The flush type front will always be fur¬ 
nished unless the customer specifies that sur¬ 
face type is desired. 

Catch and Lock 

Both steel and wood fronts with doors less 
than 39 inches high are equipped with @ com¬ 
bination spring catch Yale lock, and when door 
is over 38 inches high or for double doors, they 
are equipped with shoot bolts, vault handles 
and Yale lock. 

STEEL CONSTRUCTION 

Types 2-P-6 and 2-G-6 

Steel fronts are made from a single sheet 
of steel, either No. 12 U. S. gauge for small 
size or No. 10 for large size. The door is cut 
out, leaving a trim (mat) of the proper width 
all around the door. There are no joints or 
patching at the corners. A strip of band iron 
is spot-welded along the inner edge of the trim 
in such a manner as to project out and form 
a }4-inch rabbet for the door to close against. 
Glass Panel 

When glass panel in door is specified (type 

2- G-6), the door is again cut out and proper 
size Code thickness glass panel fastened by 
steel moulding on inside of door(seecut). When 
specified, plate glass for small sizes or beveled 
edge glass for any size will be furnished at an 
additional price. 

Finish 

Standard steel fronts are finished in dead black paint. 
When specified, white or black baked enamel finish will be 
furnished at an additional price. 

WOOD CONSTRUCTION 
Types l-P-6 and l-G-6 

Standard wood fronts are made of %-inch straight-sawed 
oak, y;ellow pine or cypress wood, fitted with hinges and fin¬ 
ished in natural color with one coat of filler and two coats of 
varnish. 

Glass Panel 

Wood fronts with glass panel door (type l-G-6) will be 
furnished with Code thickness glass panel. When specified, 
plate glass for small sizes or beveled edge glass for any size 
will be furnished at an additional price. 

Lining 

Au wood fronts are regularly furnished with No. 16 
U. S. gauge steel lining over entire back of trim and door. 
Special Fronts 

Fronts of special design, wodd or finish will be furnished 
as per specifications submitted at an additional price. 
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SPECIALS FOR @ PANELS AND FRONTS 

Meter Loop Connections 

List prices and heights to be added to list price and 
height of any type of standard slate panel board equipped 
with main knife switch with fuse connections. 



Add to 
Height 
of Panel 

Standard 
Capacity 
or Mains 

Add to 

2-Wire 

3-Wire 
and 

3-2-W ire 
Con¬ 
vertible 


j 

Panels and Barriers only . . 

$2.20 

$2.30 

1 Inch 

30A 

Comb. 2-P-6 Front. 

2.60 

2.80 



Comb. l-P-6 Front. 

2.80 

2.90 



Panels and Barriers only. . 

2.40 

2.50 

2 Inches 

OOA 

Comb. 2-P-6 Front. 

2.90 

3.10 



IComb. l-P-6 Front. 

3.20 

3.20 



Panels and Barriers only . . 

2.80 

2.90 

2 Inches 

100A 

<Comb. 2-P-6 Front. 

3.40 

3.70 



Comb. l-P-6 Front. 

3.60 

4.00 



Panels and Barriers only .. 

3.50 

3.60 

3 Inches 

2()0 A 

- Comb. 2-P-6 Front. 

5.20 

5.50 



Comb. l-P-6 Front. 

6.10 

6.60 



Panels and Barriers only .. 

8.10 

10.40 

4 Inches 

4 OOA 

Comb. 2-P-6 Front. 

8.90 

11.20 



Comb. l-P-6 Front. 

10.00 

12.30 



Note—Minimum Width of Panol for 400 Ampere, Meter Loop 11 Inches 15 Inches 

METER SPACE ON FRONTS 


Wood Fronts 

We can make any type of wood front with 
12 inches of additional height of trim or frame 
and fitted with porcelain bushings of size as 
ordered for meter loops, as per cut. 


Steel Fronts 

We can make any type of steel front with 
12 inches of additional height of trim or frame 
and fitted with Federal porcelain bushings of 
size as ordered for meter loops. 


Unless otherwise specified we will furnish the following FEDERAL bushings 

with our fronts. 

1A Shunt Connection 4A 100 Ampere Mains 

2A 30 Ampere Mains 5A 200 Ampere Mains 

3A 60 Ampere Mains 6A 400 Ampere Mains 



For Panels 
with Bos Bar. 

Add to List 
Standard 

Price op 
Fronts 

Capacity op 

2-Wire | 

3-Wire 

30 and 60A 

1 $3.85 | 

$4.50 

100 and 200A 

4.50 

5.40 


For Panbls 
with Bus Bar, 

» Capacity op 

Add to List Price op 
Standard Fronts 

2-Wire | 3-Wire 

30 and 60A 

, fjiaBhali 

$3.70 

100 and 200A j 


4.85 

4 OOA I 

1 4.50 ° 

5.30 


u.i..i o-i o— tz t u« <1 71 
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<jg) MULTIPLE PANEL GUTTER CABINETS 



SEPARATE 

COMPARTMENT CABINET 

When the specifications demand a sepa¬ 
rate compartment and door for each panel 
board where there are more than one panel in 
a cabinet, we make these same as shown in 
cut excepting that the space between the 
panels is furnished with barriers the same as the 
other sides of the cabinet. The front is carried 
down between the doors so that there is no 
open space between one panel compartment 
and any of the others, making in fact one 
solid front for the cabinet. 

(g) DOUBLE DOOR CABINET 

Our standard practice with distributing 
centers requiring branches that would make 
one panel over 78 inches high is to divide the 
branches upon two panels, each with the same 
capacity feeder connections, and the two 
panels arranged with a gutter space at the 
top, bottom and both sides of the cabinet the 
same width as that called for in a single panel 
cabinet of the same height and the space be¬ 
tween the two panels of the same width as the 
gutter space. (See cut.) 

We also increase the depth of the cabinet 
box to make one-inch space in rear of panel 
with 3-inch gutter, 1 % for 3 gutter and2-inch 
for 4-inch gutter, so that the circuit wires can 
be distributed behind the panel board from the 


top, bottom and side gutters to the space between the panels. (See cut.) 

The panel boards are grooved at the center space just the same as for the gutter, and 
a half-inch (J/0 piece of slate is then placed over the space and covers as much of the panel 
at the center as the barriers do on the gutter side. 

The double panel fronts are made in all the @ types, and when width of panel exceeds 



Deep Cabinet 


24 inches, we will make all 
fronts with double doors 
which are equipped with 
vault handles, shoot bolts 
and Yale lock. 

(g) CABINETS 

With Rear Wiring Space 
We have a standard design 
of rear wire space cabinets 
made according to size or as 
specified of No. 14 or No. 10 
gauge sheet steel, flanged and 
securely riveted together at 
corners and reinforced at front 
edge with angle iron that forms 
a rabbet and trim for the door 
which is fitted with hinges 
spaced not over 24 inches 
apart, vault handles and shoot 
bolts and Yale lock. We also 
make this cabinet with side 
doors, giving access to rearDic 
wiring space. Side Door Cabinet 
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<g> SAFETY CABINET ® 

(FOOL PROOF) 


The @ Safety Cabinet, Fool Proof, consists of a standard combination panel board 
and cabinet with the addition of an inside door to a compartment in which are located the 
main knife switch and all fuse connections with an extension, or cover on both sides of door 
over push button, switches and connections. 


These covers are so located that the fronts 
of the switches just project and the switches 
can be operated by opening the main door, as 
shown in cut. 

Main door is provided with an @ com¬ 
bination spring catch Yale lock. 

The inner door is equipped with a Yale 
lock operated with a different key than that 
used for the main door. 


STANDARD FRONT 

FASTENED WITH @ UNIVERSAL CLAMPS. 
SAVES TIME IN INSTALLING 


STANDARD PLUG FUSE 
TYPE PANEL 

WITH PUSH BUTTON SWITCHES 


FACE OF SWITCH-COVERS 
ONLY EXPOSED 

NO CHANCE OF COMING IN CONTACT 
WITH SOME LIVE METAL PART 


INSIDE DOOR (separate**Lock) 

AFFORDS ACCESS TO MAIN KNIFE SWITCH 
AND ALL FUSE CONNECTIONS 


UNDERWRITERS’ LABEL SERVICE 


If desired, we can furnish in place of the 
above. Safety Type cabinets having two doors 
in one trim (front). 

The inner door exposes branch switches 
only. The main door exposes entire panel. 

On this type panel, we can supply either 
New Code or Edison plug fuse connections on 
the branch switches. 

The branch switches arc between the bus 
bar and the fuses, making the fuses dead when 
switches are open. 

Prices, Sent on Request— 

Send Us Your Specifications 
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METER CONTROL PANEL 
BOARDS AND CABINETS 


@ METER CONTROL PANEL BOARDS should be installed wherever tenant's 
space is liable to be increased or decreased on demand of the tenants in office, store and 
warehouse buildings. 



We are equipped to make up the 
Meter Control Panel Boards and the 
Cabinets as per the special require¬ 
ments for the individual building, as 
specified by the architect or the 
engineer. 

PANEL 

We manufacture several types of 
Meter Control Panel Boards to cover 
the specifications of our customers. 

On this page we show a cut of our 
@ Meter Control Panel Board, one 
of the most complete and yet most 
simple Meter Control Panels on the 
market. This panel is the most desir¬ 
able for a building, from the fact that 
after the connections are made be¬ 
tween the Meter Fuses, Meters 
and Meter Bars, changes can be 
made in the connection of the 
tenants' circuits, by means of our 
©“Bus Bar Connecting Device", to 
correspond with the requirements of 
the tenants for more or less space. 

These changes can be made by the 
engineer or janitor without calling in 
a special mechanic or changing the 
wiring. 

The cheap makeshift Meter Panel 
Boards require wire connections, and 
considerable expense to make changes 
in the tenant's circuits to the proper 
meter. 

CABINETS 


Patented June *5, lilt 
No. 1»M0»7§8 
Other Detente pending 


We make a number of designs of 
cabinets for Meter Control Panels. 
Some of these enclose, under lock and 
key, the Meter Control Panel only, 
with separate compartments for the 
public light panel. Some designs are 
made with gutters surrounding panel; 
some with wire space back of 
panel and some designs with separate 
compartments for Meter Control Panel, 
Public Light Panel andh for enclosing 
Meters. 
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DIAGRAM OF CONNECTIONS 

FOR A TWELVE-TENANT CIRCUIT, SIX- 
METER FUSE AND SIX-METER BAR, ME¬ 
TER CONTROL PANEL BOARD INSTAL¬ 
LATION, SHOWING TWO-WIRE METERS 

For Three-Wire Meters Connect to One-Meter Fuse and 
One-Meter Bar on Both Sides of Panel With Shunt Connection. 


NOTE—At all points of crossing of the meter bars and circuit 
bars connection can be readily made with a special connector 
according to the type of Meter - Control Panel Boards specified. 



WIRING 

The proper circuit wiring for a Meter-Control Panel Board 
installation is to provide for a separate circuit to the outlets in each 
section of space that can be rented either separate or in combination 
with other sections or space to meet the requirements of any tenant, 
in an office, store or warehouse building. 





















I 

Ouantity Price. WeStVrtt EkCtTIC 1131 

Quoted on Request A x%j x 

@ METER CONTROL PANEL AND CABINET 

Having one compartment for Meter Control Panel and separate 
compartments for Meters 
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125 V. Mains 

Capacity 6 Amp. 
Per Branch 

125 V. Branches 






(§) PANEL BOARDS. Type 1-2-Wire Mains 

Bam Black slate, oiled finish, yi inch thick. 

Finish Main and branch bus ban polished and lacquered. 

Branches Double Pole New Code enclosed fuse connections. 

Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 


B 

A 

N 

C 

H 

B 

8 

Sise of 
Panel 

Catalog 

Number, 

Panel 

Only 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

Panel 

Only 

Barriers 

Only 

With 2-P-6 

All Steel Front 

With l-P-6 

All Wood Front 

Wide 

High 

Cat. No. 

List Price 

C*t. No. 

ListPrioe 

Main Cable Lugs Only 

3 

10 

G 

14203 

$ 4.10 

$ 2.80 

142022 

$17.60 

149021 

322.10 

4 

10 

9 

14204 

G.30 

3.00 

142043 

20.40 

142041 

25.00 

$ 

10 

12 

14200 

8.40 

3.20 

142003 

23.10 

142001 

27.80 

8 

10 

15 

14208 

10.30 

3.60 

142083 

26.20 

142081 

31.20 

If 

10 

17 

14210 

12.30 

3.80 

142103 

28.70 

142101 

33.80 

13 

10 

20 

14213 

14.00 

4.00 

142132 

32.00 

143131 

37.20 

14 

10 

22 

14214 

17.20 

4.20 

143143 

34.80 

142141 

40.10 

If 

10 

24 

1421$ 

19.50 

4.40 

142103 

37.70 

142101 

43.10 

18 

10 

28 

14218 

22.90 

4.80 

142183 

42.40 

142181 

48.00 

3# 

10 

30 

14230 

25.00 

5.00 

143203 

45.10 

142201 

50.80 

33 

10 

33 

14233 

27.10 

5.30 

1411232 

48.20 

142221 

54.10 

34 

10 

35 

14224 

29.50 

6.50 

142243 

51.30 

142241 

67.20 

3$ 

10 

38 

14220 

31.70 

5.70 

142203 

54.20 

142201 

60.00 

38 

10 

40 

14328 

33.80 

6.90 

143283 

60.10 

142281 

62.90 

Sf 

10 

43 

142S0 

35.80 

6.20 

142902 

66.10 

142301 

69.20 

S3 

10 

45 

14333 

38.10 

6.40 

142S22 

69.20 

143S21 

72.40 

$4 

12 

49 

14334 

56.30 

7.00 

143343 

91.10 

142341 

95.30 





Main Fuse Connections 




3 

10 

9 

1&202 

$ 5.GO 

$ 3.00 

152022 

$19.70 

152031 

$24.30 

4 

10 

11 

15204 

7.80 

3.20 

152042 

22.50 

152041 

27.20 

f 

10 

16 

1520$ 

10.20 

3.60 

152002 

26.10 

152001 

31.10 

8 

10 

18 

15208 

12.10 

3.80 

153083 

28.50 

152081 

33.60 

If 

10 

21 

15310 

14.10 

4.20 

152103 

31.70 

153101 

37.00 

13 

10 

26 

15213 

17.60 

4.60 

152122 

36.40 

152121 

41.90 

14 

10 

29 

15214 

19.90 

5.00 

153142 

40.00 

152141 

45.70 

If 

10 

31 

15310 

22.20 

5.10 

153102 

42.80 

153101 

48.60 

18 

10 

36 

15218 

27.20 

5.50 

152182 

49.00 

153181 

54.90 

2f 

10 

39 

15230 

29.30 

5. m 

152203 

55.60 

152201 

58.40 

23 

10 

41 

15222 

31.40 

6.00 

152223 

60.90 

152221 

63.90 

24 

10 

44 

15224 

33.80 

6.20 

132342 

64.10 

152241 

67.20 

2f 

10 

46 

15220 

36.00 

6.40 

152202 

67.10 

152201 

70.30 

28 

10 

48 

15238 

38.10 

6.60 

153283 

70.00 

152281 

73.40 

Sf 

10 

51 

152S0 

40.10 

7.00 

152302 

73.60 

153301 

77.60 

S3 

10 

53 

152S3 

42.40 

7.20 

153S23 

76.60 

152321 

81.00 

$4 

12 

61 

15334 

66.20 

8.80 

153343 

107.90 

153341 

114.50 


Main Knife Switch Only 


3 

10 

10 

10202 

$ 8.40 

$ 3.00 

102022 

$22.50 

103031 

4 

lfr 

12 

10204 

10.60 

3.20 

102042 

25.30 

103041 

« 

10 

18 

13203 

13.60 

3.80 

102002 

30.00 

102001 

8 

10 

20 

16208 

15.50 

4.00 

103083 

32.60 

102091 

10 

10 

23 

10210 

17.50 

4.40 

103103 

35.70 

103101 

13 

10 

28 

13213 

22.90 

4.80 

102132 

42.40 

102121 

14 

10 

31 

13314 

25.20 

5.10 

102143 

45.80 

103141 

If 

10 

33 

10313 

27.50 

5.30 

162102 

48.60 

103101 

18 

10 

40. 

13218 

34.10 

7.70 

132182 

63.30 

132181 

2# 

10 

42 

16330 

36.20 

7.80 

132202 

69.20 

132201 

23 

10 

45 

13223 

38.30 

8.30 

102222 

73.90 

162221 

24 

10 

47 

13324 

40.70 

8.60 

102243 

76.5Q 

102241 

3$ 

10 

50 

13223 

42.90 

8.80 

102202 

79.60 

132231 

28 

10 

52 

10228 

45.00 

9.10 

102283 

82.70 

102281 

so 

10 

55 

10230 

47.00 

9.60 

102303 

86.30 

102301 

33 

10 

57 

13333 

40.30 

9.00 

102333 

89.40 

132331 

34 

12 

65 

13234 

75.50 

_13.80 

102342 

128.10 

132341 


Main Knife Switch with Fuse Connections 


3 

10 

11 

17203 

$ 9.80 

33.20 

172022 

$24.50 

172031 

4 

10 

13 

17304 

12.00 

3.40 

172043 

27.30 

172041 

g 

10 

18 

17200 

15.00 

3.80 

172003 

31.40 

179001 

8 

10 

21 

17308 

16.90 

4.20 

172083 

34.50 

179081 

10 

10 

23 

17210 

18.90 

4.40 

172103 

37.10 

179101 

13 

10 

30 

17313 

26.10 

5.00 

179199 

46.20 

179121 

14 

10 

32 

17214 

28.40 

5.10 

172142 

49.00 

172141 

If 

10 

35 

17313 

30.70 

5.50 

173133 

52.50 

172101 

18 

10 

41 

17218 

38.60 

7.80 

173183 

71.60 

173181 

30 

10 

44 

17220 

40.70 

8.10 

172203 

74.70 

172201 

22 

10 

46 

17222 

42.80 

8.30 

172222 

77.70 

172221 

34 

10 

49 

17224 

45.20 

8.80 

172242 

81.90 

172241 

33 

10 

51 

17223 

47.40 

9.10 

172202 

85.10 

179901 

28 

10 

54 

17228 

49.50 

9.40 

172282 

88.00 

179981 

so 

10 

56 

17230 

51.50 

9.60 

172303 

90.80 

179901 

32 

10 

58 

17339 

53.80 

9.90 

172392 

93.90 

179391 

34 

12 

67 

17234 

86.20 

14.10 

172342 

139.90 

179341 


Add 3% to panels and barriers only for black enameled slate. 
Add ti%to panels only for marble. 

Add 100% to barriers only for marble. 


$27.10 

30.10 
35 10 

37.80 

41.10 
48.00 
51.60 
54.50 

66.10 
72.20 
76.40 
79.00 
83.20 
86.70 
91 20 

94.80 
135 80 


$29.20 

32.20 


36.50 
39.80 

42.50 


51.90 

54.80 

58.40 


74.60 

77.80 


80.90 

85.50 

89.10 

92.40 

95.70 

99.30 


148.10 
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Capacity 3 Amp. 
Per Branch 

125 V. Branches 








<3» 


Cat No. 17S 


(§) PANEL BOARDS. Type 1—3-Wire Mains 

Baie Black slate, oiled finish, H inch thick. 

Finish Main and branch bus ban polished and lacquered. 

Branches Double Pole New Code enclosed fuse connection. 

Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 


B 

ft 

A 

N 

C 

H 

E 

S 

Sise of 
Panel 

Catalog 

Number, 

Panel 

Only 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

Panel 

Only 

Barriers 

Only 

With 2-P-6 

All Steel Front 

With l-P-6 

All Wood Front 

Wide 

High 

Cat. No. 

List Price jCat. No. 

List Price 

Main Cable Lags Only 

2 

10 

7 

14362 

S 4.80 

$ 2.80 

143022 

$18.30 

143621 

$22.80 

4 

10 

10 

14304 

7.10 

3.00 

143042 

21.20 

143041 

25.80 

1 

10 

12 

14306 

9.10 

3.20 

143662 

23.80 

143061 

28.50 

8 

10 

15 

14368 

11.10 

3.60 

143682 

27.00 

143681 

32.00 

It 

10 

17 

14310 

13.50 

3.80 

143162 

29.90 

143101 

35.00 

12 

10 

20 

14312 

16.30 

4.00 

143122 

33.40 

143131 

38.60 

14 

10 

23 

14314 

18.40 

4.40 

14314% 

36.60 

143141 

42.00 

16 

10 

25 

14316 

20.60 

4.60 

143163 

39.40 

143161 

44.90 

18 

10 

28 

14318 

22.70 

4.80 

143183 

42.20 

143181 

47.80 

2# 

10 

30 

14320 

25.10 

5.00. 

143363 

45.20 

143361 

50.90 

22 

12 

32 

14322 

28.60 

5.30 

143223 

50.90 

143221 

56.30 

24 

12 

34 

14324 

31.00 

5.50 

143242 

53.90 

143241 

59.40 

26 

12 

37 

14326 

33.30 

5.90 

14326% 

57.70 

143261 

63.10 

28 

12 

30 

14328 

35.50 

6.10 

143283 

63.30 

143281 

66.10 

36 

12 

42 

14330 

37.70 

6.20 

143362 

69.00 

143301 

72.10 

32 

12 

44 

14332 

40.10 

6.40 

143333 

72.30 

143321 

75.50 

34 

12 

47 

14334 

51.80 

6.80 

143343 

85.80 

143341 

89.60 


Main Fuse Connections 



10 

10 

13302 

$ 7.10 

$ 3.00 

153622 

$21.20 

153021 

$25.80 


10 

12 

15304 

9.40 

3.20 

153042 

24.10 

153641 

28.80 

Hnl 

10 

14 

15366 

11.40 

3.40 

153062 

26.70 

153661 

31.60 


10 

17 

15368 

13.40 

3.80 

153681 

29.80 

153681 

34.90 


10 

19 

15316 

15.80 

4.00 

153162 

32.90 

153101 

38.10 


10 

24 

15312 

19.00 

4.40 

153122 

37.20 

153121 

42.60 


■TiH 

26 

15314 

21.10 

4.60 

153142 

39.90 

153141 

45.40 

IrB 

10 

28 

15316 

23.30 

4.80 

153162 

42.80 

153161 

48.40 

lift 

10 

31 

15318 

25.40 

5.10 

153182 

46.00 

153181 

51.80 


10 

33 

15320 

27.80 

5.30 

153262 

48.90 

153261 

54.80 


12 

39 

15322 

32.70 

6.10 

153222 

60.50 

153221 

63.30 

24 

12 

41 

15324 

35.10 

6.20 

153242 

66.40 

153241 

69.50 

26 

12 

43 

15326 

37.40 

6.40 

153262 

69.60 

153261 

72.80 

28 

12 

46 

15328 

39.60 

6.60 

153282 

72.70 

153281 

76.20 

36 

12 

48 

15336 

41.80 

6.80 

153362 

75.80 

153301 

79.60 

32 

12 

51 

15332 

44.20 

7.20 

153322 

79.90 

153321 

84.50 

34 

12 

56 

15334 

58.00 

7.60 

153342 

95.40 

153341 

100.70 


Main Knife Switch Only 


2 

10 

11 

16303 

$11.30 

$ 3.20 

163622 

$26.00 

163621 

$30.70 

4 

10 

13 

16364 

13.60 

3.40 

163642 

28.90 

163*41 

33.80 

$ 

10 

16 

16366 

15.60 

3.60 

163662 

31.60 

163661 

36.50 

8 

10 

18 

16308 

17.fi) 

3.80 

163682 

34.00 

163681 

39.10 

16 

10 

21 

16316 


4.20 

163162 

37.60 

163161 

42.90 

12 

10 

26 

16312 

24.10 

4.60 

163122 

42.90 

163121 

48.40 

14 

10 

28 

16314 

26.20 

4.80 

163142 

45.70 

163141 

51.30 

16 

10 

31 

16316 

28.40 

5.10 

163162 

49.00 

163161 

54.80 

18 

10 

33 

16318 

30.50 

5.30 

163182 

51.60 

163181 

57.50 

26 

10 

36 

16320 

32.90 

5.50 

163202 

54.70 

163261 

60.60 

22 

12 

40 

16322 

40.60 

6.10 

133322 

68.40 

163221 

71.20 

24 

12 

43 

16324 


6.40 

163242 

75.20 

163241 

78.40 

26 

12 

45 

16326 

45.30 

6.60 

163262 

78.40 

163261 

81.90 

28 

12 

48 

16328 

47.50 

6.80 

163282 

81.50 

163281 

85.30 

36 

12 

50 

16330 

49.70 

7.00 

163362 

84.50 

163301 

88.70 

32 

12 

52 

16332 

52.10 

7.20 

163322 

87.80 

163321 

92.40 

34 

12 

59 

16334 

67.00 

10.40 

163842 

111.10 

163341 

117.30 


Main Knife Switch with Fnse Connections 


2 

10 

12 

17362 

$13.40 

$ 3.20 

173022 

$28.10 

173621 

$32.80 

4 

10 

14 

17364 

15.70 

3.40 

173642 

31.00 

173641 

35.90 

$ 

10 

16 

17366 

17.70 

3.60 

173662 

33.60 

173061 

38.60 

8 

10 

19 

17368 

19.70 

4.00 

173082 

36.80 

173081 

43.00 

16 

10 

21 

17316 

22.10 

4.20 

173102 

39.70 

173101 

45.00 

It 

10 

26 

17312 

26.20 

4.60 

178122 

45.00 

173121 

50.50 

14 

10 

29 

17314 

28.30 

6.00 * 

173142 

48.40 

173141 

54.10 

1$ 

10 

31 

17816 

30.50 

5.10 

mist 

51.10 

173161 

56.90 

18 

10 

34 

17318 

32.60 

5.30 

173182 

53.70 

173181 

59.60 

26 

10 

36 

17326 

35.00 

5.50 

173202 

56.80 

178201 

62.70 

tt 

12 

42 

. 17822 

45.40 

6.20 

173222 

76.70 

173221 

79.80 

34 

12 

44 

17324 

47.80 

6.40 

173242 

80.00 

173241 

83.20 

26 

12 

47 

17326 

50.10 

6.80 

173262 

84.10 

173261 

87.90 

28 

12 

49 

17828 

52.30 

7.00 

173282 

87.10 

173281 

91.30 

36 

12 

52 

17336 

54.50 

7.20 

173302 

90.20 

173301 

94 80 

32 

12 

54 

17332 

56.90 

7.40 

173322 

93.40 

173321 

98.40 

34 

12 

61 

17334 

74.30 

10.80 

173342 

119.40 

173341 

126.00 


Add 5% to panels and barriers only for black enameled slate. 
Add *5% to panels only for marble. 

Add 100% to barriers only for marble. 




























110*1 


Western Electric 


man urucni rmeu 

at Prevailing Prices 


25 V. Mains 

}opacity 6 Amp. 
*er Branch 

25 V. Branches 






^ PANEL BOARDS. Type 2—2-Wire Mains 

Bam Black slate, oiled finish, H inch thiok. 

Finish Main and branch bus ban polished and lacquered 

Branches 90 Amp. D. P. Knife Switches with D. P. N. C. enclosed fuse connections. 

Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak._ 


B 

A 

N 

C 

H 

E 

8 

Sise of 
Panel 

Catalog 

Number, 

Panel 

Only 

List Prioee 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

Panel 

Only 

Barriers 

Only 

With 2-P-6 

All Steel Front 

With t-r-6 

All Wood Front 

Wide 

High 

Cat. No. 

List Price |Cat. No. 

List Price 


Main Cable Lags Only 

2 

14 

6 

24202 

$ 5.40 

$ 3.10 

243622 

$20.40 

342621 

$24.80 

4 

14 

0 

24204 

8.40 

3.30 

242642 

24.10 

242641 

28.60 

6 

14 

13 

24200 

11.40 

3.70 

342662 

28.50 

242661 

33.20 

8 

14 

16 

24208 

14.40 

3.90 

342683 

32.10 

342681 

36.90 

IS 

14 

18 

24210 

17.30 

4.10 

242162 

35.60 

242161 

40.50 

1$ 

14 

21 

24212 

20.80 

4.50 

242122 

40.40 

343131 

45.40 

14 

14 

24 

24214 

24.20 

4.70 

343142 

44.50 

343141 

49.60 

!• 

14 

26 

24216 

27.50 

4.90 

243162 

48.50 

342161 

53.80 

18 

14 

30 

24218 

31.90 

5.30 

342182 

54.40 

242181 

59.80 

t# 

14 

33 

24220 

35.00 

5.60 

242263 

58.80 

242261 

64.30 

$2 

14 

36 

24222 

38.00 

5.80 

342222 

62.50 

243221 

68.00 

24 

14 

38 

34224 

41.40 

6.00 

242243 

66.70 

242241 

72.10 

2$ 

14 

41 

24226 

44.50 

6.30 

242263 

76.70 

242261 

80.00 

28 

14 

44 

24228 

47.60 

6.50 

242282 

80.^0 

242281 

84.30 

ts 

14 

46 

24230 

50.50 

6.70 

242262 

84.60 

342361 

88.40 

32 

14 

40 

34232 

53.80 

7.10 

242322 

89.60 

242321 

94.10 

84 

16 

53 

24234 

73.10 

7.70 

242242 

112.40 

242341 

117.80 

Main Fuse Connections 

2 

14 

9 

25202 

$ 6.90 

nn 

252623 

$22.60 

252621 

$27.10 

4 

14 

12 

25204 

9.90 

3.50 

263643 

26.30 

252641 

30.90 

$ 

14 

16 

25200 

13.20 

3.90 

263662 

30.90 

352661 

35.70 

8 

14 

19 

25208 

16.20 

4.30 

262682 

35.20 

252681 

40.20 

IS 

14 

22 

25210 

19.10 

4.50 

262162 

38.70 

352161 

43.70 

12 

14 

28 

35312 

23.50 

5.10 

262123 

45.20 

352121 

50.60 

14 

14 

31 

25214 

26.90 

5.40 

253142 

50.00 

252141 

55 50 

1« 

14 

33 

35210 

30.20 

5.60 

253163 

54.00 

353161 

59.50 

18 

14 

38 

35318 

36.20 

6.00 

352182 

61.50 

253181 

66.90 

2$ 

14 

41 

35220 

39.30 

6.30 

252262 

71.50 

252261 

74.80 

22 

14 

44 

35222 

42.30 

6.50 

352233 

75.60 

352231 

79.00 

24 

14 

46 

25224 

45.70 

6.70 

352242 

79.80 

252241 

83.60 

2S 

14 

49 

35220 

48.80 

7.10 

262263 

84.60 

252261 

89.10 

28 

14 

52 

25228 

51.90 

7.30 

262283 

88.60 

252281 

93.50 

3S 

14 

55 

25230 

54.80 

7.70 

252363 

93.40 

252361 

98.90 

32 

14 

57 

25232 

58.10 

7.90 

352322 

97.60 

252321 

103.60 

34 

16 

65 

35234 

83.00 

9.80 

252343 

129.90 

252341 

137.90 


Main Knife Switch Only 


2 

14 

10 

26263 

$ 9.70 

3 3.30 

262633 

$25.40 

363621 

329.90 

4 

14 

13 

36264 

12.70 

3.70 

262642 

29.80 

262641 

34.50 

8 

14 

19 

36366 

16.60 

4.30 

262662 

35.60 

262661 

40.60 

8 

14 

21 

26368 

19.60 

4.50 

262682 

39.20 

262681 

44.20 

16 

14 

24 

26316 

22.50 

4.70 

362162 

42.80 

262161 

47.90 

13 

14 

30 

36313 

28.80 

5.30 

362133 

51.30 

262131 

56.70 

14 

14 

32 

36314 

32.20 

5.40 

363142 

55.30 

263141 

60.80 

1$ 

14 

35 

26316 

35.50 

5.80 

262163 

60.00 

262161 

65.50 

18 

14 

42 

36218 

43.10 

8.20 

263183 

79.30 

263181 

82.60 

36 

14 

45 

26226 

46.20 

8.70 

262263 

84.50 

362261 

88.30 

22 

14 

48 

36222 

49.20 

9.00 

362222 

88.60 

362231 

92.70 

24 

14 

50 

36324 

52.60 

9.20 

262342 

92.90 

363241 

97.40 

2 $. 

14 

53 

36226 

55.70 

9.80 

362262 

98.10 

362261 

103.20 

38 

14 

56 

36328 

58.80 

10.00 

262282 

102.30 

262381 

107.80 

$6 

14 

58 

36236 

61.70 

10.30 

363363 

106.20 

262361 

112.20 

$2 

14 

61 

36332 

65.00 

10.80 

262323 

111.90 

363331 

118.60 

34 

16 

69 

26234 

92.30 

14.90 

263343 

151.40 

263341 

160.50 


Main Knife Switch with Fuse Connections 


3 

14 

11 

27262 

311.10 

63.50 

272632 

$27.50 

272621 

4 

14 

14 

37364 

14.10 

3.70 

372643 

31.20 

272641 

6 

14 

19 

37266 

18.00 

4.30 

372662 

37.00 

372661 

8 

14 

22 

27268 

21.00 

4.50 

272S82 

40.60 

372681 

16 

14 

24 

27316 

23.90 

4.70 

272162 

44.20 

272161 

12 

14 

31 

27212 

32.00 

5.40 

272123 

55.10 

372131 

14 

14 

34 

37314 

35.40 

5.60 

273142 

59.20 

373141 

16 

14 

37 

27316 

38.70 

6.00 

273163 

64.00 

373161 

18 

14 

44 

27318 

47.60 

8.50 

372182 

85.00 

272181 

36 

14 

46 

37226 

50.70 

8.70 

372262 

89.00 

272261 

32 

14 

49 

37222 

53.70. 

9.20 

272222 

93.90 

372221 

34 

14 

51 

37224 

57.10 

9.50 

372242 

98.40 

372241 

26 

14 

54 

37226 

60.20 

9.80 

272363 

102.60 

272261 

28 

14 

57 

27228 

63.30 

10.30 

272283 

107.80 

272281 

3# 

14 

60 

27236 

66.20 

10 50 

273S63 

111.80 

372661 

S3 

14 

62 

27233 

69.50 

10.80 

272622 

116.30 

372631 

34 

16 

71 

27334 

103.00 

15.20 

372643 

163.40 

372641 


Add 5% to panels and barriers only for black enameled slate. 
Add panels only for marble. 

Add 160% to barriers only marble. 


$32.10 

35.00 

42.00 

45.60 
49.30 

60.60 
64.70 

69.40 

88.40 
02.80 

98.40 
103.30 
107.70 
113.80 
118.10 
123.10 
173.00 















Quantity Prices 
Quoted on Request 


Western Electric 


1135 


125 V. Mains 

Capacity 3 Amp. 
Per Branch 

125 V. Branches 


ns 

ns 

ns 

ns 

ns 


Cat No. 243 


PANEL BOARDS. Type 2—3*Wire Mains 


Base 

Finish 

Branches 

Fronts 


Black slate, oiled finish, % inch thick. 

Main and branch bus bars polished and lacquered. 

30 Amp. D. P. Knife Switches with D. P. N. C. enclosed fuso connections. 
2-P-6 Dead Black Paint Finish. 
l-P-6 Unfinished straight sawed oak. 



B 

R 

A 

H 

Sixe of 
Panel 

Catalog 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

C 

H 

B 

S 

Wide 

High 

Panel 

Only 

Panel 

Only 

Barriers 

Only 

With 2-P-6 

All Steel Front 

Cat. No. List Price 

With l-P-6 

All Wood Front 

Cat. No. list Price 





Main Cable Lugs Only 




2 

14 

8 

24202 

S 6.00 

9 3.10 

242022 

221.00 

242621 

925.40 

4 

14 

10 

24204 

9.30 

3.30 

242042 

25.00 

243641 

29.50 

• 

14 

13 

24306 

12.30 

3.70 

242062 

29.40 

242661 

34.10 

8 

14 

16 

24208 

15.30 

3.90 

242082 

33.00 

243681 

37.80 

10 

14 

18 

24210 

18.40 

4.10 

242102 

36.70 

243161 

41.60 

12 

14 

22 

24212 

22.10 

4.50 

242122 

41.70 

243121 

46.70 

14 

14 

25 

24214 

25.30 

4.90 

242142 

46.30 

242141 

51 90 

16 

14 

27 

24216 

28.30 

5.10 

242162 

50.00 

242161 

65.40 

IS 

14 

30 

24218 

31.40 

5.30 

242182 

53. tCI 

243181 

59.30 

20 

14 

33 

24220 

34.80 

5.60 

242202 

58-. 60 

243261 

64.10 

22 

16 

35 

24222 

39.20 

6.00 

242222 

64.80 

243221 

70.20 

24 

16 

37 

24224 

42.70 

6.10 

242242 

68.90 

243241 

74.30 

26 

16 

40 

24226 

45.90 

6.30 

242262 

75.20 

242261 

78.40 

28 

16 

43 

24228 

49.10 

6.70 

242282 

83.50 

249281 

87.30 

20 

16 

45 

24220 

52.20 

6.90 

242202 

87.60 

243261 

91.70 

22 

16 

48 

24222 

55.70 

7.10 

242222 

92.10 

242321 

96.50 

24 

16 

52 

24224 

68.50 

7.50 

243342 

106.80 

242241 

111.80 


Main Fuse Connections 



Cot No. 263 


Main Knife Switch with Face Connections 


n tTFl op 0H| 

C3r’ =R=* BB-41 

n B= =S Bs— 

B=J:_r. »ta 0*-4> 


14 

12 

limi 

M )liM 

9 3.50 

273622 

931.00 

272621 

935.60 

14 

14 

27364 

17.90 

3.70 

273642 

35.00 

272641 


14 

17 

27266 

20.90 

4.10 

272662 

39.20 

372661 

44.10 

14 

20 

27368 

23.90 

4.30 

273682 

42.90 

173681 

47.90 

14 

23 

27316 

27.00 

4.70 

272162 

47.30 

372161 

52.40 

14 

28 

27212 

32.00 

5.10 

273122 

53.70 

373121 

59.10 

14 

30 

27314 

35.20 

5.30 

273143 

57.70 

372141 

63.10 

14 

33 

27316 

38.20 

5.60 

273163 

62.00 

273161 

67.50 

14 

36 

27318 

41.30 

5.80 

273182 

65.80 

273181 

71 30 

14 

38 

27326 

44.70 

6.00 

272263 

70.00 

373361 

75.40 

16 

45 

27322 

56.00 

6.90 

273222 

91.40 

273231 

95.50 

16 

47 

27324 

59.50 

7.10 

273243 

95.90 

373341 

100.30 

16 

50 

27326 

62.70 

7.30 

273263 

100.00 

372261 

104.70 

16 

53 

27328 

65.90 

7.70 

373383 

105.20 

373381 

110.60 

16 

56 

27226 

69.00 

7.90 

373302 

109.30 

373201 

115.00 

16 

58 

27222 

72.50 

8.10 

272332 

113.60 

373321 

119.70 

16 

65 

27324 

91.00 

11.60 

272942 

141.70 

272241 

149.70 


Cat No, 279 


1 5% to panels and barriers only for black enameled slate. 
I 25%to panels only for marble. 

1100% to barriers only for marble. 

Digitized by VjiLM 


Google 






























11JO 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


125 V. Mains 

Capacity 6 Amp. 
Per Branch 

125 V. Branches 



Cut No. 343 





Cal No. 171 


@ PANEL BOARDS. Type 3—2-Wire Mains 

Naso Black slate, oiled finish, % inch thick. 

Finish Main and branch bus bars polished and lacquered. 

Branches 10 Amp. D. P. Push Button Switches with D. P. N.C. fuse connections. 
Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 


B 

ft 

A 

N 

Size of 
Panel 

Catalog 

Number, 

Panel 

Only 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

C 

H 

ft 

S 

Wide 

jHigh 

Panel 

Only 

Barriers 

Only 

With 2-P-6 | 

All Steel Front | 

Cat. No. j List Price 

| With l-P-6 

1 All Wood Front 

jCat. No. | List Price 





Main Cable Lugs Only 




2 

16 

6 

34262 

t 7.30 

63.30 

342022 

623.00 

342021 

627.30 

4 

16 

9 

34264 

12.40 

3.50 

342042 

28.70 

642041 

33.20 

6 

16 

13 

34206 

17.30 

3.90 

342062 

35.00 

342661 

39.70 

8 

16 

15 

24208 

22.20 

4.10 

342082 

40.50 

312081 

45.30 

10 

16 

18 

34216 

27.40 

4.30 

342102 

46 40 

342101 

51.30 

12 

16 

21 

34212 

32.70 

4.70 

342122 

53.00 

342121 

58.10 

14 

16 

23 

34214 

38.20 

4.90 

342142 

59.20 

342141 

64.50 

16 

16 

26 

34216 

43.20 

5.10 

342162 

64.90 

342161 

70.30 

18 

16 

29 

34218 

49.00 

5.40 

312182 

72.70 

342181 

78.20 

26 

16 

32 

34220 

54.90 

5.60 

342202 

78.80 

342261 

84.30 

22 

16 

35 

34222 

60.00 

6 00 

342222 

85.60 

342221 

91.00 

24 

16 

37 

34224 

65.00 

6.10 

342242 

91.20 

342241 

96.60 

26 

16 

40 

34226 

70.10 

6.30 

342262 

99.40 

342261 

102.60 

28 

16 

43 

34228 

75.40 

6 70 

342282 

109.80 

342281 

113.60 

36 

16 

45 

34230 

80.30 

6.90 

342302 

115.70 

342301 

119.80 

32 

16 

48 

34232 

85.30 

7.10 

342322 

121.70 

342321 

126.10, 

34 

16 

52 

34234 

106.90 

7.50 

342342 

145.20 

342341 

150.20 


Main Fuse Connections 


2 

16 

9 

35202 

08.80 

03.50 

352022 

625.10 

352021 

629.60 

4 

16 

9 

35204 

13.70 

3.70 

352042 

38.30 

352041 

35.30 

6 

10 

16 

35206 

19.10 

4.10 

352062 

37.40 

352061 

42.20 

8 

16 

19 

35208 

23 90 

4.50 

352082 

43.GO 

352081 

48.60 

10 

16 

21 

35210 

29.20 

4.70 

352102 

49.50 

352101 

54.60 

12 

16 

27 

35212 

35 40 

5.20 

352122 

57.80 

352121 

63.20 

14 

16 

30 

35214 

40.90 

5 40 

352142 

64 00 

352141 

69.50 

16 

16 

33 

35210 

45.90 

5.80 

352102 

70.70 

352101 

76.20 

18 

16 

38 

35218 

53.90 

6.10 

352182 

80.10 

352181 

85.50 

20 

16 

40 

35220 

59.20 

6.30 

352202 

88.50 

352201 

91.70 

22 

16 

43 

35222 

64.30 

6.70 

352222 

98.70 

352221 

102 50 

24 

16 

46 

35224 

69.30 

6 90 

352242 

104.70 

352241 

108 80 

26 

16 

48 

35220 

74.40 

7.10 

352202 

110.80 

352261 

115 20 

28 

16 

51 

35228 

79.70 

7.50 

352282 

118.00 

352281 

123 00 

30 

10 

53 

35230 

84.60 

7.70 

352302 

123.90 

162301 

129 30 

32 

16 

56 

35232 

89.60 

7.90 

352322 

129.90 

352321 

135.60 

34 

16 

64 

35234 

116.80 

9.60 

352342 

102 80 

352341 

170.20 





Main Knife Switch Only 




2 

16 

10 

36202 

011.60 

03.50 

302022 

627.90 

362021 

$32 40 

4 

16 

13 

36204 

16.50 

3.90 

302042 

34.20 

362041 

38.90 

6 

16 

18 

30206 

22 50 

4.30 

302062 

41.50 

362061 

46 40 

8 

16 

21 

30208 

27 30 

4.70 

302082 

47.60 

362081 

52 70 

10 

16 

24 

30210 

32.60 

4.90 

362102 

53.60 

362101 

58.90 

12 

16 

29 

30212 

40 70 

5 40 

362122 

03.80 

362121 

69.30 

14 

16 

32 

36214 

46.20 

5 60 

3tS142 

70.10 

362141 

75 60 

16 

16 

34 

30210 

51.20 

5.80 

362102 

76.00 

362101 

81.50 

18 

16 

41 

30218 

60.80 

8.50 

362182 

98.30 

362181 

101 80 

20 

16 

44 

36220 

66.10 

8.70 

102202 

104.80 

362201 

108 60 

22 

16 

47 

36222 

71 20 

9.20 

S62222 

112.20 

362221 

116 60 

24 

16 

49 

36224 

76 20 

9.50 

362242 

118.20 

362241 

122 90 

26 

16 

52 

36226 

81 30 

9 75 

S62262 

124.50 

362261 

129.50 

28 

16 

55 

36228 

86.60 

10.30 

362282 

132.00 

362281 

137.70 

36 

16 . 

57 

36230 

91 50 

10.50 

302302 

137.00 

362301 

144.00 

32 

16 

60 

30232 

96.50 

10.80 

362322 

144.00 

362321 

150.40 

34 

_16 

68 

36234 

126.10 

14.60 

362342 

183.90 

362341 

192.50 




Main Knife Switch with Fuse Connections 



2 

16 

~11 

37202 

013.00 

S3 70 

372022 

630.10 

372021“ 

334.60 

4 

16 

14 

37204 

17.90 

3.90 

372042 

35.60 

372041 

40.30 

6 

16 

19 

37200 

23.90 

4..50 

372062 

43.60 

372061 

48.60 

8 

16 

21 

372f»@ 

28 70 

4.70 

372082 

49.00 

372081 

54.10 

10 

16 

24 

37210 

34.00 

4.90 

372102 

55.00 

372101 

60.30 

12 

16 

31 

37212 

43.90 

5.60 

372122 

67.80 

372121 

73.30 

14 

16 

33 

37214 

49.40 

5.80 

372142 

74.20 

372141 

79.70 

16 

16 

36 

37210 

54.40 

6.00 

372162 * 

80.00 

372161 

85.40 

18 

16 

43 

37218 

65.30 

8.70 

372182 

104.00 

372181 

107.80 

20 

16 

46 

37220 

70.60 

9.00 

372202 

110.40 

372201 

114.50 

22 

16 

48 

37222 

75.70 

9.20 

372222 

116.70 

372221 

121.10 

24 

16 

51 

37224 

80 70 

0.75 

372242 

123.90 

372241 

128.90 

26 

16 

53 

37 m 

85.80 

10.00 

372262 

130.10 

372261 

135.50 

28 

16 

56 

37228 

91 10 

10.30 

372282 

136.50 

372281 

142.20 

36 

16 

59 

37230 

96 00 

10.80 

#72302 

143.50 

372301 

149.90 

32 

16 

61 

37232 

101.00 

11.10 

372322 

149.80 

372321 

156.70 

34 

16 

70 

37234 

130.80 

14 90 

372342 

105.90 

372341 

205.00 


Add 6 % to panels and barriers only for black enameled slate. 
Add 25% to panels only for marble. 

Add 166% to barriers only for mf^ble< 
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Western Electric 


1137 


125 V. Mains 


Capacity 8 Amp. 
Per Branch 


125 V. Branches 


Mi X 
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Cut No. US 






X°aC 

a^acal 

M^z 


J X°a£ 


1 ® 


m 

Cut No. S7S 


@ PANEL BOARDS. Type 3—3-Wire Mains 

Bmo Black elate, oiled finish, Ji inch thick. 

Finish Main and branch bus bars polished and lacquered. 

Branches 10 Amp. D. P. Push Button Switches with D. P.N. C. enclosed fuse connections. 
Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 


B 

R 

A 

N 

Sise of 
, Panel 

Catalog 

Number, 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

C 



Panel 



With 2-P-6 | 

With l-P-6 

H 



Only 

Panel 

Barriers 

All Steel Front 

All Wood Front 

E 

S 

Wide 

High 

Only 

Only 

Cat. No. 

List Price 

Cat. No. 

List Price 


Main Cab le Lugs Only 


2 / 

16 

•7 

34302 

3 7.90 

$3.30 

343622 

$23.60 

343621 

$27.90 

4 

16 

10 

31304 

13.20 

3.50 

343042 

29.50 

343641 

34.00 

• 

16 

13 

34306 

18.20 

3.90 

343062 

35.90 

34,1661 

40.60 

8 

16 

15 

34308 

23.10 

4.10 

343082 

41.40 

343081 

46.20 

10 

16 0 

18 

34310 

28.20 

4.30 

343102 

47.20 

343101 

52.10 

12 

16 # 

21 

34312 

34.00 

4.70 

343122 

54.30 

343121 

59.40 

14 

16 

24 

34314 

39.00 

4.90 

343142 

60.00 

343141 

65.30 

16 

16 

27 

34316 

44.10 

5.20 

343162 

66.50 

343161 

71.90 

18 

16 

29 

34318 

49.20 

5 40 

343182 

72.30 

343181 

77.80 

20 

16 

32 

34320 

54.50 

5.60 

343202 

78.40 

343201 

83.90 

12 

18 

34 

34322 

60.90 

6.00 

348222 

86.80 

343221 

91.80 

24 

18 

36 

34324 

66.40 

6.10 

343242 

92.90 

343241 

98.00 

20 

18 

39 

34326 

71.50 

6 50 

343262 

105.30 

343261 

108.40 

28 

18 

42 

34328 

76.60 

6.70 

343282 

111.40 

343281 

114.80 

80 

18 

44 

34330 

81.80 

6.90 

343302 

117.60 

343301 

121.40 

32 

18 

47 

34332 

87.20 

7.30 

343322 

125.00 

343321 

129.50 

34 

18 

50 

34334 

102.00 

7.59 

343342 

140.80 

343341 

145.60 





Main Fuse Connections 




2 

1 (T - 

10 

35302 

$10.20 

$3.50 

353022 

$26.50 

853021 

$31.00 

4 

16 

12 

35304 

15.50 

3.70 

353042 

32.60 

353041 

37.10 

6 

16 

15 

35306 

20.50 

4.10 

353662 

38.80 

353061 

43.60 

8 

16 

17 

35308 

25.40 

4.30 

353082 

44.40 

353081 

49.30 

10 

16 

20 

35310 

30.50 

4.50 

353102 

50.20 

353101 

55.20 

12 

16 

25 

35312 

36.70 

5.10 

353122 

58.40 

353121 

63.80 

14 

16 

27 

35314 

41.70 

5.20 

353142 

64.10 

353141 

69.50 

16 

16 

30 

85316 

46.80 

5.40 

353112 

69.90 

353161 

75.40 

18 

16 

32 

35318 

51.90 

5.60 

353182 

75.80 

353181 

81.30 

20 

16 

35 

35320 

57.20 

6.00 

353202 

82.80 

353201 

88.20 

22 

18 

40 

35322 

65.00 

6.50 

353222 

98.80 

353221 

101.90 

24 

18 

43 

35324 

70.00 

6.90 

353242 

105.80 

353241 

109.60 

26 

18 

46 

35326 

75.60 

7.10 

353262 

112.40 

353261 

116.50 

28 

18 

48 

85328 

80.70 

7.30 

353282 

118.50 

353281 

123.00 

30 

18 

51 

35330 

85.90 

7.70 

353302 

125.80 

353301 

130.90 

32 

18 

54 

35332 

91.30 

7.90 

353322 

132.30 

353321 

137.60 

34 

IS 

59 

35334 

108.10 

8.50 

353342 

152.30 

353341 

<158.50 


Main Knife Switch Only 


2 

16 

11 

36362 

$14.40 

$3.70 

363622 

$31.50 

363021 

36.00 

4 

1G 

14 

36304 

19.70 

3.90 

363042 

37.40 

363041 

42.10 

6 

16 

16 

36306 

24.70 

4.10 

363062 

43.00 

363061 

47.80 

8 

16 

19 


29.60 

4.50 

363082 

49.30 

863081 

54.30 

10 

16 

21 

36310 

34.70 

4.70 

363102 

55.00 

363101 

60.10 

12 

16 

27 

36312 

41.80 

5.20 

363122 

64.20 

363121 

69.60 

14 

16 

29 

SH314 

46.80 

5.40 

363142 

69.90 

363141 

75.40 

16 

16 

32 

36316 

51.90 

5.60 

363162 

75.80 

363161 

81.30 

18 

16 

35 

36318 

57.00 

6.00 

363182 

82.60 

363181 

88.00 

26 

16 

37 

36320 

62.30 

6.10 

863202 

88.50 

863201 

93.90 

22 

18 

42 

36322 

72.90 

6.70 

863222 

107.70 

363221 

111.10 

24 

18 

45 

36324 

78.40 

7.10 

363242 

115.20 

363241 

119.30 

26 

18 

47 

S6S26 

83.50 

7.30 

363262 

121 30 

363261 

125.80 

28 

18 

50 

36328 

88.60 

7.50 

363282 

127.40 

363281 

132.20 

86 

18 

53 

36330 

93.80 

7.90 

363302 

134.80 

363301 

140.10 

32 

18 

55 

36332 

99.20 

8.10 

363322 

141.30 

363321 

146.90 

34 

18 

62 

36334 

117.20 

11.20 

363342 

168.10 

363341 

174.80 


Main Knife Switch with Fuse Connections 


2 

16 

12 

37302 

$16.5(J 

$3.70 

373022 

$33.60 

373021 

$38.10 

4 

16 

14 

37304 

21.80 

3.90 

373042 

39.50 

873041 

44.20 

6 

16 

17 

37306 

26.50 

4.30 

373062 

45.50 

$78#§1 

50.40 

8 

16 

19 

37308 

31.70 

4.50 

373082 

51.40 

$73081 

56.40 

10 

16 

22 

37310 

36.80 

4.70 

373102 

57.10 

373101 

62.20 

12 

16 

27 

37812 

43.90 

5.20 

$73122 

66.30 

373121 

71.70 

14 

16 

30 

87314 

48.90 

5.40 

373142 

72.00 

371341 

77.50 

16 

16 

32 

37316 

54.00 

5.60 

373162 

77.90 

373161 

83.40 

18 

16 

35 

37318 

59.10 

6.00 

373182 

84.70 

373181 

90.10 

20 

16 

38 

37320 

64.40 

6.10 

373202 

90.60 

$73201 

96.00 

22 

18 

44 

37322 

77.70 

6.90 

373222 

113.50 

373221 

117.30 

24 

18 

47 

37324 

83.20 

7.30 

373242 

121.00 

373241 

125.50 

26 

18 

49 

87326 

88.30 

7.50 

373262 

127.10 

373261 

131.90 

28 

18 

52 

37328 

93.40 

7.70 

873282 

133.30 

373281 

138.40 

30 

18 

54 

37330 

98.60 

7.90 

373302 

139.60 

373301 

144.90 

32 

18 

57 

$7332 

104.00 

8.30 

373322 

147.10 

373321 

1.53.00 

34 

18 

64 

37834 

124 50 

11.40 

373342 

176.60 

373341 

183.80 


Add 5% to panels and barriers only for black enameled slate. 
Add *5% to panels only for marble. 

Add 100% to barriers only for marble. 







1138 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


125 V. Mains 

Capacity 6 Amp. 
Per Branch 

125 V. Branches 



Oat No. 443 





Oat No. 473 


(§) PANEL BOARDS. Type 4—2-Wire Mains 

Base Black slate, oiled finish, H inch thick. 

Finish Main and branch bus bars polished and lacquered. 

Branches 10 Amp. D. P. lad. Snap Switches with D. P. N. C. fuse oonneotion 
Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 


l 

A 

N 

C 

H 

B 

S 

Sise of 
Panel 

Wide| High 

Catalog 

Number, 

Panel 

Only 

List Prioes 

Combination List Prioes of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

Panel 

Only 

Barriers 

Gtaly 

With 2-P-6 

All Steel Front 

With l-P-6 

All Wood Front 

Cat. No. 

List Price 

Cat. No. 

jlistPrio. 

Main Cable Lugs Only 

2 

14 

G 

44202 

$ 6.90 

6 3.10 

442022 

321.90 

442021 

326.30 

4 

14 

9 

44204 

11.60 

3.30 

442042 

27.30 

442041 

31.80 

6 

14 

13 

44206 

16.10 

•3.70 

*42002 

33.20 

442061 

37.90 

8 

14 

15 

44208 

20.60 

3.90 

442082 

38.30 

442081 

43.19 

If 

14 

18 

44210 

25.40 

4.10 

442102 

43.70 

443101 

48.60 

12 

14 

21 

44212 

30.30 

4.50 

442122 

49.90 

442121 

54.90 

14 

14 

23 

44214 

35.40 

4.20 

442142 

55.70 

442141 

60.80 

16 

14 

2G 

44216 

40.00 

4.90 

442162 

61.00 

442161 

06.30 

18 

14 

29 

44218 

46.00 

5.30 

442183 

68.50 

443181 

73.90 

2 # 

14 

32 

44220 

50.90 

5.40 

442202 

74.00 

443201 

79.50 

22 

14 

35 

44222 

55.60 

5.80 

442223 

80.10 

443221 

85.60 

24 

14 

37 

44224 

60.20 

6.00 

443342 

85.50 

442241 

90.90 

26 

14 

40 

44226 

64.90 

6.20 

442363 

93.40 

442261 

96 40 

28 

14 

43 

44228 

69.80 

6.50 

442283 

103.10 

442281 

100.50 

Sf 

14 

45 

44230 

74.30 

6.70 

442303 

108.40 

442301 

112 20 

22 

14 

48 

44232 

78.90 

6.90 

443333 

113.90 

442321 

118 00 

24 

_ 16 

52_ 

44234 

99.70 

7.50 

442342 

138.00 

442341 

143.00 





Main Fuse Connections 




~ 2 

14 

9 

46202 

6 8.40 

6 3.30 

453022 

324.10 

452021 

328.60 

4 

14 

12 

46204 

' 12.90 

3.50 

452042 

29.30 

452041 

33.90 

6 

14 

16 

46206 

17.90 

3.90 

453063 

35.60 

452061 

40.40 

8 

14 

19 

46208 

22.30 

4.30 

453083 

41.30 

452081 

40 30 

10 

14 

21 

46210 

27.20 

4.50 

452103 

46.80 

452101 

51.80 

12 

14 

27 

46212 

33.00 

5.10 

452123 

54.70 

452121 

00.10 

14 

14 

30 

46214 

38.10 

5.30 

453143 

60.60 

452141 

06.00 

16 

14 

33 

46216 

42.70 

5.60 

452163 

66.50 

453161 

72.00 

18 

14 

38 

46218 

50.30 

6.00 

453183 

75.60 

452181 

81.00 

20 

14 

40 

46220 

55.20 

6.20 

452302 

83.70 

452201 

80.70 

22 

14 

43 

46222 

59.90 

6.50 

452223 

93.20 

453221 

96.00 

24 

14 

46 

45224 

64.50 

6.70 

453343 

98. GO 

452241 

102.40 

26 

14 

48 

45226 

69.20 

6.90 

452362 

104.20 

452261 

108.30 

28 

14 

61 

45228 

74.10 

7.30 

452283 

110.80 

462281 

115.70 

20 

14 

53 

45230 

78.60 

7.50 

462303 

116.20 

452301 

121.30 

32 

14 

56 

45232 

83.20 

7.70 

453323 

121.80 

452321 

127.30 

34 

10 

64 

46234 

109.60 

9.50 

462343 

155.60 

452341 

163.00 




Main Line Switch Only 




2 

14 

10 

46202 

611.20 

$ 3.30 

462023 

326.90 

462021 

631.40 

4 

14 

13 

46204 

15.70 

3.70 

463043 

32.80 

462041 

37.50 

6 

14 

18 

46206 

21.30 

4.10 

462063 

39.60 

463061 

44.50 

8 

14 

21 

46208 

25.70 

4.50 

462083 

45.30 

462081 

50.30 

10 

14 

24 

46310 

30.60 

4.70 

463102 

50.90 

462101 

50.00 

12 

14 

29 

46212 

38.30 

5.30 

463122 

60.80 

462121 

60.20 

14 

14 

32 

46214 

43.40 

5.40 

463143 

66.50 

463141 

72.00 

16 

14 

34 

46216 

48.00 

5.60 

462163 

71.80 

462161 

77.30 

18 

14 

41 

46218 

57.20 

8.20 

462183 

93.30 

463181 

96.60 

20 

14 

44 

46220 

62.10 

8.60 

462303 

99.5<f 

462201 

102.90 

22 

14 

47 

46222 

66.80 

9.00 

462232 

106.10 

462221 

110.20 

24 

14 

49 

46224 

71.40 

9.20 

462243 

111.70 

463241 

116.20 

26 

14 

52 

46226 

76.10 

9.50 

463363 

117.40 

462201 

122 30 

28 

14 

55 

46228 

81.00 

10.00 

462283 

124.50 

462281 

130.00 

20 

14 

57 

46230 

85.50 

10.30 

462302 

130.00 

462301 

136.00 

22 

14 

60 

46232 

90.10 

10.50 

462322 

135.70 

462221 

142.10 

24 

16 

68 

46234 

118.90 

14.60 

462343 

176.70 

462341 

185.30 


Main Knife Switch with Fnse Connections 


2 

14 

11 ■ 

47262 

612.60 

6 3.50 

472622 

$29.00 

472021 

$33.60 

4 

14 

14 

47264 

17.10 

3.70 

472642 

34.20 

472041 

38.90 

6 

14 

19 

47266 

22.70 

4.30 

472662 

41.70 

472001 

40.70 

8 

14 

21 

47268 

27.10 

4.50 

472682 

40.70 

472081 

51.70 

16 

14 

24 

47216 

32.00 

4.70 

472162 

52.30 

472101 

57.40 

13 

14 

31 

47212 

41.50 

5.40 

472122 

04.00 

472121 

70.10 

14 

14 

33 

47214 

46.00 

5.00 

472142 

70.40 

472141 

75.90 

16 

14 

36 

47216 

51.20 

5.80 

472162 

75.70 

472101 

81.20 

18 

14 

43 

47218 

61.70 

8.50 

472182 

99.10 

472181 

102.50 

36 

14 

46 

47226 

60.00 

8.70 

472262 

104.90 

472201 

10 S.20 

33 

14 

48 

47222 

71.30 

9.00 

472222 

110.60 

472221 

114.70 

34 

14 

51 

47224 

75.90 

9.50 

472242 

117.20 

472241 

122.10 

36 

14 

53 

47226 

80.00 

9.80 

472262 

122.90 

472201 

128 00 

38 

14 

50 

47228 

85.50 

10.00 

472282 

129.00 

472281 

134 50 

26 

14 

59 

47226 

90.00 

10.50 

472262 

135.60 

472201 

142.00 

22 

14 

61 

47223 

94.60 

10.80 

472232 

141.40 

472221 

148.20 

24 

16 

70 

47224 

129.60 

14.90 

472242 

188.70 

472241 

197.80 


Add S r /r to panels and barriers only for black enameled slate. 
Add 25% to panels only for marble. 

Add 100% to barriers only for marble. Digitized by VJ 






Quantity Prices 
Quoted on Request 


Western Electric 


1139 


125 V. Mains 

Capacity 3 Amp. 
Per Branch 

125 V. Branches 



Out No. 448 




(g) PANEL BOARDS. Type 4-3-Wire Mains 

Bom Black slate, oiled finish, J4 inch thick. 

Finish Main and branch bus bars polished and lacquered. 

Branches 10 Amp. D. P. Ind. Snap Switches with D. P. N. C. enclosed fuse oon. 
Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 



Sise of 
Panel 

Catalog 

Number, 

Panel 

Only 

list Prioes 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

With 2-P-6 1 

All Steel Front | 

i With l-P-6 

All Wood Front 

Panel 

Only 

Barriers 

Only 

Wide 

High 

Cat. No. 

[List Price 

[Cat. No. 

List Price 





Main Cable Lags Only 



• 

2 

li 

7 

44302 

8 7.50 

$ 3.10 

443022 

822.50 

443021 

826.90 

4 

14 

10 

44304 

12.40 

3.30 

443042 

28.10 

443041 

32.00 

4 

14 

13 

44304 

17.00 

3.70 

443042 

34.10 

443041 

38.80 

8 

14 

15 

44308 

21.50 

3.90 

443082 

39.20 

443081 

44.00 

10 

14 

18 

44310 

26.20 

4.10 

443102 

44.50 

443101 

49.40 

12 

14 

21 

44312 

' 31.60 

4.50 

443122 

51.20 

443121 

56.20 

14 

14 

24 

44314 

36.20 

4.70 

443142 

56.50 

443141 

61.60 

10 

14 

27 

44316 

40.90 

5.10 

443142 

62.60 

443141 

68.00 

18 

14 

29 

44318 

45.60 

5.30 

443182 

68.10 

443181 

73.50 

20 

14 

32 

44320 

50.50 

5.40 

443202 

73.60 

443201 

79.10 

22 

16 

34 

44322 

56.50 

5.80 

448222 

81.30 

443221 

86.80 

24 

16 

36 

44324 

61.60 

6.00 

443242 

87.20 

443241 

92.60 

24 

16 

39 

44324 

66.30 

6.30 

443242 

95.60 

443241 

98.80 

28 

16 

42 

44328 

71.00 

6.50 

443282 

104.40 

443281 

107.90 

84 

16 

44 

44330 

75.80 

6.70 

443302 

110.20 

443301 

114.00 

82 

16 

47 

44332 

80.80 

7.10 

448322 

117.20 

443321 

121.60. 

84 

16 

50 

44334 

95.20 

7.30 

443342 

132.50 

443341 

137.20 


Main Fuse Connections 


2 

14 

10 

45302 

8 jL 80 

8 3.30 

453022 

825.50 

453031 


4 

14 

12 

45304 

IT. 70 

3.50 

453042 

31.10 

453041 

35.70 

4 

14 

15 

45304 

19.30 

3.90 

453462 

37.00 

453041 

41.80 

8 

14 

17 

45348 

23.80 

4.10 

453082 

42.10 

453081 

■miiil 

10 

14 

20 

45310 

28.50 

4.30 

453142 

47.50 

453101 

52.50 

12 

14 

25 

45312 

34.30 

4.90 

453122 

55.30 

453121 

60.60 

14 

14 

27 

45314 

38.90 

5.10 

453142 

60.60 

453141 

^ETiltiTin 

14 

14 

Km 

45314 

43.60 

5.30 

453142 

66.10 

453161 

71.50 

18 

14 

32 

45818 

48.30 

5.40 

453182 

71.40 

453181 

76.90 

20 

14 

35 

45320 

53.20 

5.80 

453202 

77.70 

453201 

83.20 

22 

16 


45322 

60.60 

6.30 

453223 

89.90 

453231 

93.10 

24 

16 

43 

45324 

65.70 

6.70 

453242 

mjmum 

453241 

103.90 

24 

16 

46 

45324 

70.40 

6.90 

453262 

105.80 

453261 

109.90 

28 

16 

48 

45328 

75.10 

7.10 

453283 

111.50 

453281 

115.90 

30 

16 

51 

45330 

79.90 

7.50 

453302 

118.20 

453301 

123.20 

32 

16 

54 

45332 

84.90 

7.70 

453332 

124.20 

453321 

129.60 

34 

16 

59 

45334 


8.30 

453343 

143.50 

453341 

149.90 


Main Knife Switch Only 


2 

14 

11 

46302 

814.00 

8 3.50 

463032 

830.40 

463621 

835.00 

4 

14 

• 14 

46304 

18.90 

3.70 

463643 

36.00 

463641 

40.70 

6 

14 

16 

40306 

23.50 

3.90 

463663 

41.20 

463661 

46.00 

8 

14 

19 

46308 

28.00 

4.30 

463682 

47.00 

463081 

52.00 

10 

14 

21 

46310 

32.70 

4.50 

463162 

52.30 

463161 

57.30 

13 

14 

27 

46313 

39.40 

5.10 

463122' 

61.10 

463131 

66.50 

14 

14 

29 

46314 

44.00 

5.30 

463143 

66.50 

463141 

71.90 

16 

14 

32 

46316 

48.70 

5.40 

463163 

71.80 

463161 

77.30 

18 

14 

35 

40318 

53.40 

5.80 

463183 

77.90 

463181 

83.40 

30 

14 

37 

46320 

58.30 

6.00 

463262 

83.60 

463261 

89.00 

22 

16 

42 

44323 

68.50 

6.50 

463232 

101.90 

463321 

105.40 

24 

16 

45 

40324 

73.60 

6.90 

463242 

109.00 

463241 

113.10 

26 

16 

47 

40326 

78.30 

7.10 

463262 

114.70 

463361 

119.10 

28 

16 

50 

46328 

83.00 

7.30 

463282 

120.30 

463281 

125.00 

30 

16 

53 

46330 

87.80 

7.70 

463302 

127.10 

463201 

132.50 

32 

16 

55 

46333 

92.80 

7.90 

463322 

133.10 

463321 

138.80 

34 

16 

62 

46334 

110.40 

11.10 

463343 

159.20 

463341 

166.10 


Main Knife Switch with Fuse Connections 


2 

14 

12 

47363 

816.10 

8 3.50 

473622 

. 832.50 

473631 

837.10 

4 

14 

14 

47364 

21.00 

3.70 

473642 

38.10 

473641 

42.80 

6 

14 

17 

47306 

25.60 

4.10 

473663 

43.90 

473661 

48.80 

8 

14 

19 

47368 

30.10 

4.30 

473683 

49.10 

473681 

54.10 

10 

14 

22 

47316 

34.80 

4.50 

473162 

54.40 

473161 

59.40 

13 

14 

27 

47312 

41.50 

5.10 

473122 

63.20 

473131 

68.60 

14 

14 

30 

47314 

46.10 

5.30 

473143 

68.60 

473141 

74.00 

16 

14 

32 

47316 

50.80 

5.40 

473163 

73.90 

473161 

79.40 

18 

14 

35 

47318 

55.50 

5.80 

473183 

80.00 

473181 

85.50 

26 

14 

38 

47336 

60.40 

6.00 

473262 

85.70 

473361 

91.10 

22 

16 

44 

47322 

73.30 

6.70 

473223 

107.70 

473331 

111.50 

24 

16 

47 

47324 

78.40 

7.10 

473243 

114.80 

473241 

119.20 

26 

16 

49 

47336 

83.10 

7.30 

473362 

120.40 

473261 

125.10 

28 

16 

52 

47328 

87.80 

7.50 

473383 

126.10 

473281 

131.10 

SO 

16 

54 

47336 

92.60 

7.70 

473363 

131.90 

473361 

137.30 

S3 

16 

57 

47332 

97.60 

8.10 

473332 

138.70 

473321 

144.80 

34 

16 

64 

47334 

117.70 

11.30 

473343 

167.50 

473341 

174.10 


Add 5% to panels and barriers only for black enameled slate. 
Add *«%to panels only for marble. 

Add 100% to barriers only for marble. 



































1140 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


125 V. Maim 

Capacity 6 Amp. 
Per Branch 

125 V. Branches 



Cat No. 442 



Cot No. 5*2 



@ PANEL BOARDS. Type 5—2-Wire Mains 

Base Black slate, oiled finish, % inch thick. 

Finish Main and branch bus bars polished and laoquered. 

Branches Double Pole Edison plug fuse connection. 

Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 


B 

B 

A 

N 

Si*e of 
Panel 

Catalog 

Number, 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steal 
Gutter Boxes 

C 

H 

E 

S 

Wide 

High 

Panel 

Only 

Panel 

Only 

Barriers 

Only 

With 2-P-6 1 With l-P-6 

All Steel Front | All Wood Front 

Cat. No. |list Price | Cat. No. List Price 

Main Cable Lugs Only 

2 

8 

0 

54262 

$ 4.20 

* 2.60 

*42622 

$16.80 

*42621 

$21.30 

4 

8 

9 

54264 

6.40 

2.80 

*42642 

19.60 

*42641 

24.20 

6 

8 

13 

54266 

8.60 

3.20 

*42662 

22.80 

*42661 

27.70 

8 

8 

16 

54268 

10.70 

3.40 

542682 

25.60 

*42681 

30.60 

IS 

8 

19 

54216 

12.70 

3.80 

*42162 

28.50 

*42161 

33.90 

12 

8 

22 

54212 

15.40 

4.00 

*42122 

31.80 

*42131 

37.20 

14 

8 

25 

54214 

17.90 

4.40 

*42142 

35.10 

543141 

40.90 

16 

8 

28 

54216 

19.90 

4.60 

542162 

37.70 

542161 

43.70 

18 

10 

32 

54218 

23.60 

5.30 

*42182 

44.20 

*43181 

50.00 

26 

10 

35 

54226 

25.80 

5.50 

542262 

47.60 

543261 

53.50 

22 

10 

38 

54222 

28.20 

5.70 

*42222 

50.70 

*42221 

56.50 

24 

10 

40 

54224 

30.30 

5.90 

542242 

56.60 

543241 

59.40 

26 

10 

43 

*4226 

32.70 

6.20 

542262 

63.00 

543261 

66.10 

28 

10 

46 

54228 

34.90 

6.40 

542282 

66.00 

542281 

69.20 

SO 

10 

49 

54236 

37.10 

6.80 

542362 

69.80 

*43361 

73.40 

82 

10 

62 

54232 

39.30 

7.00 

*42322 

72.80 

543331 

76.80 

S4 

12 

56 

54234 

57.60 

7.60 

*42342 

95.00 

542241 

100.30 


Main Fuse Connections 


smn 

5*2*42 


8 

8 

20 

55268 

12.60 

3.80 

16 

8 

22 

55316 

14.60 

4.00 

13 

8 

29 

55313 

18.10 

4.80 

14 

8 

32 

55214 

20.60 

4.90 

16 

8 

35 

55316 

22.60 

5.50 

18 

10 

40 

55318 

27.90 

5.90 

26 

10 

43 

55336 

30.10 

6.20 

22 

10 

46 

55323 

32.60 

6.40 

24 

10 

49 

*5324 

34.60 

6.80 

26 

10 

52 

55336 

37.00 

7.00 

28 

10 

55 

55328 

39.20 

7.40 

36 

10 

57 

55336 

41.40 

7.60 

32 

10 

60 

55333 

43.60 

7.80 

34 

12 

69 

55334 

67.50 

9.90 



Main Knife Switch Only 


563633 

*•2*42 




Cat No. M2 


Main Knife Switch with Fuse Connection 



2 

8 

11 

57263 

$ 9.90 

$ 3.00 

*73622 

$23.70 

4 

8 

14 

57264 

12.10 

3.20 

*73643 

26.30 

6 

8 

19 

57266 

15.20 

3.80 

572663 

31.00 

8 

8 

22 

57208 

17.30 

4.00 

572683 

33.70 

16 

8 

25 

57216 

19.30 

4.40 

573163 

36.50 

12 

8 

32 

57213 

26.60 

4.90 

572123 

45.50 

14 

8 

35 

57214 

29.10 

5.50 

573142 

49.00 

1$ 

8 

38 

57216 

31.10 

5.70 

573163 

51.80 

18 

10 

45 

57218 

39.30 

8.30 

*73183 

74.20 

36 

10 

48 

57226 

41.50 

8.60 

*72363 

77.30 

33 

10 

51 

57223 

43.90 

9.10 

*72222 

81.60 

24 

10 

54 

57234 

46.00 

9.40 

*72243 

84.50 

3$ 

10 

57 

57326 

48.40 

9.90 

573262 

88.60 

28 

10 

60 

57228 

50.60 

10.10 

572283 

91.50 

36 

10 

63 

57336 

52.80 

10.70 

*73363 

95.40 

S3 

10 

66 

57233 

55.00 

10.90 

572332 

98.40 

34 

12 

74 

57234 

87.50 

14.90 

*72343 

144.60 


Cut No. *72 


l *% to panels and barriers only for black enameled slate. 
I 35%to panels only for marble. 

I 166% to barriers only for marble. 


xi slate. 

L.ooglc 






















Quantity Prices 
Quoted on Request 

1$5 V. Mains 

Capacity 3 Amp. 
Per Branch 

125 V. Branches 



• • 


. ?n . 

Cot No. 553 



Cat No. 573 


Western Electric 


1141 


(g) PANEL BOARDS. Type 5—3-Wire Mains 

Base Black slate, oiled finish, % inch thick. 

Finish Main and branch bus bars polished and lacquered. 

Branches Double Pole Edison Plug fuse connection. 

Fronts 2-P-6 Dead Black Paint Finish. 

1-P-O Unfinished straight sawed oak. 


B 

ft 

A 

N 

C 

H 

E 

8 

8ise of 
Panel 

Catalog 

Number, 

Panel 

Only 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

Panel 

Only 

Barriers 

Only 

With 2-P-6 

All Steel Front 

With l-P-6 

All Wood Front 

Wide 

High 

Cat. No. 

| List Price | Cat. No. 

list Price 

Main Cable Lags Only 

2 

b 

7 

54302 

3 4.90 

3 2.60 

543032 

317.50 

543021 

322.00 

4 

8 

10 

54304 

7.20 

2.80 

543643 

20.40 

543641 

25.00 

6 

8 

13 

54306 

9.20 

3.20 

643663 

23.40 

543661 

28.30 

8 

8 

16 

54308 

11.60 

3.40 

643682 

26.50 

543681 

31.50 

10 

8 

10 

54310 

14.00 

3.80 

543163 

29*80 

543101 

35.20 

12 

8 

23 

54313 

16.80 

4.20 

643123 

33.60 

543121 

39.3Q 

14 

8 

26 

54314 

18.90 

4.40 

543142 

36.10 

543141 

41.90 

16 

8 

20 

54316 

21.30 

4.80 

543163 

39.60 

543161 

45.70 

18 

8 

31 

54318 

23.50 

4.00 

643183 

42.40 

643181 

48.60 

30 

8 

34 

54330 

25.90 

5.10 

543363 

45.20 

543201 

51.50 

33 

10 

37 

64323 

20.70 

5.70 

543332 

52.20 

543221 

58.00 

24 

10 

30 

54334 

32.10 

5.90 

543343 

58.40 

543341 

61.20 

26 

10 

42 

54336 

34.50 

6.00 

543263 

64.00 

543361 

67.00 

38 

10 

45 

54328 

36.70 

6.40 

643282 

67.80 

543381 

71.00 

30 

10 

48 

54330 

39.00 

6.60 

543302 

70.00 

643361 

74.30 

32 

10 

51 

54333 

41.40 * 

7.00 

543332 

74.90 

543321 

78.90 

34 

12 

55 

54334 

53.20 

7.60 

543343 

90.60 

543341 

95.90 


Main Fuse Connections 


3 

8 

10 

55362 

3 7.20 

3 2.80 

653622 

$20.40 

553021 

$25.00 

4 

8 

13 

55364 

9.50 

3.20 

553642 

23.70 

553041 

28.60 

6 

8 

15 

65366 

11.50 

3.40 

553063 

26.40 

553661 

31.40 

8 

8 

18 

65368 

13.90 

3.60 

553083 

29.30 

553081 

34.40 

16 

8 

21 

65316 

16.30 

4.00 

553163 

32.70 

653161 

38.10 

12 

8 

26 

55312 

10.50 

4.40 

663122 

36.70 

553131 

42.50 

14 

8 

20 

55314 

21.60 

4.80 

553143 

39.90 

553141 

46.00 

16 

8 

32 

55316 

24.00 

4.90 

153162 

42.90 

553161 

49.10 

18 

8 

35 

55318 

26.20 

6.50 

553183 

46.10 

553181 

52.50 

20 

8 

38 

55320 

28.60 

5.70 

553203 

49.30 

653261 

55.50 

22 

10 

43 

55323 

33.80 

6.20 

553333 

64.10 

553321 

67.20 

24 

10 

46 

55324 

36 20 

6.40 

553343 

67.30 

553241 

70.50 

26 

10 

49 

65326 

38.60 

6.80 

553263 

71.30 

553261 

74.90 

28 

10 

52 

55328 

40.80 

7.00 

653283 

74.30 

553281 

78.30 

36 

10 

55 

55330 

43.10 

7.40 

553303 

78.00 

563361 

82.90 

32 

10 

58 

56333 

45.50 

7.60 

553333 

81.10 

553321 

86.50 

34 

12 

63 

66334 

59.40 

8.40 

653343 

100.30 

553341 

107.50 


Main Knife Switch Only 


3 

8 

11 

66362 

$11.40 

$ 3.00 

563022 

$25.20 

663621 

$29.90 

4 

8 

14 

56304 

13.70 

3.20 

663042 

27.90 

563641 

32.80 

6 

8 

17 

66306 

15.70 

3.60 

563062 

31.10 

563661 

36.20 

8 

8 

20 

56308 

18.10 

3.80 

563082 

33.90 

663681 

39.30 

16 

8 

23 

56310 

20.50 

4.20 

563102 

37.30 

563161 

43.00 

12 

8 

28 

66313 

24.60 

4.60 

563122 

42.40 

563121 

48.40 

14 

8 

31 

66314 

26.70 

4.90 

663142 

45.60 

663141 

51.80 

16 

8 

34 

56316 

29.10 

5.10 

563162 

48.40 

563161 

54.70 

18 

8 

37 

66318 

31.30 

5.70 

563182 

52.00 

563181 

58.20 

20 

8 

40 

66320 

33.70 

5.90 

563202 

58.50 

563261 

61.30 

22 

10 

45 

66332 

41.70 

6.40 

563222 

72.80 

563221 

76.00 

24 

10 

48 

56334 

44.10 

6.60 

563242 

76.00 

563241 

79.40 

36 

10 

51 

56326 

46.50 

7.00 

663262 

80.00 

563261 

84.00 

28 

10 

54 

56328 

48.70 

7.20 

563282 

82.90 

563281 

87.30 

30 

10 

57 

56330 

51.00 

7 60 

563302 

86.60 

563361 

92.00 

32 

10 

60 

66333 

53.40 

7.80 

663322 

89.70 

563321 

95.60 

34 

12 

67 

56334 

68.40 

11.40 

563342 

116.60 

563341 

124.80 




Main 

Knife Switch with 

Fuse Connections 



2 

8 

11 

67302 

$13.50 

$ 3.00 

673022 

$27.30 

573621 

$32.00 

4 

8 

15 

67304 

15.80 

3.40 

673042 

30.70 

573041 

35.70 

6 

8 

17 

57306 

17.80 

3.60 

573062 

33.20 

573661 

38.30 

8 

8 

20 

57308 

20.20 

3.80 

573082 

36.00 

573681 

41.40 

10 

8 

23 

57310 

22.60 

4.20 

573102 

39.40 

573101 

45.10 

12 

8 

29 

57312 

26.70 

4.80 

673122 

45.00 

573121 

51.10 

14 

8 

32 

57314 

28.80 

4.90 

673142 

47.70 

573141 

53.90 

16 

8 

34 

57316 

31.20 

5.10 

573162 

50.50 

573161 

56.80 

18 

8 

37 

57318 

33.40 

5.70 

573182 

54.10 

573181 

60.30 

36 

8 

40 

67320 

35.80 

5.90 

573202 

60.60 

573261 

63.40 

32 

10 

47 

67323 

46.50 

6.60 

573222 

78.40 

573221 

81.80 

34 

10 

50 

57324 

48.90 

6.80 

673242 

81.60 

573241 

85.20 

36 

10 

53 

57336 

51.30 

7.20 

573262 

85.50 

573261 

89.90 

28 

10 

56 

67338 

53.50 

7.40 

573282 

88.40 

573281 

93.30 

36 

10 

58 

57330 

55.80 

7.60 

673302 

91.40 

573301 

96.80 

33 

10 

61 

57333 

- 58.20 

8.00 

573322 

95.30 

573321 

101.60 

34 

12 

68 

67334 

75.70 

11.40 

673342 

123.90 

573S41 

132.10 


Add 5% to panels and barriers only for black enameled slato> 
Add 25% to panels only for marble. 

Add 100% to barriers only for marble. 
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1142 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


125 V. Mains 

Capacity 6 Amp. 
Per Branch 

125 V. Branches 



ISB| 

Si 

mm 

Sill 

1^3 

! S^Ej 

■roj 


m 

« K] 



Cat No. 642 




PANEL BOARDS. Type 6—2-Wire Mains ( 

Base Black slate, oiled finish, % inch thick. 

Finish Main and branch bus bars polished and lacquered. 

Branches 30 Amp. D. P. Knife Switches with D. P. Edison plus fuse connections. 
Fronts 2-P-6 DeadBlack Paint Finish. 

1-P-fl Unfinished straight sawed oak. 


B 

B 

A 

N 

C 

H 

E 

S 

Size of 
Panel 

Catalog 

Number, 

Panel 

Only 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

Panel 

Only 

Barriers 

Only. 

With 2-P-6 

All Steel Front 

With l-P-6 

All Wood Front 

Wide 

High 

Cat. No. 

j List Price 

Cat. No. |li8t Prise 

Main Cable Lass Only 

•2 

12 

6 

04303 

0 5.50 

0 3.00 

042092 

■ tbEilifl 

043031 

024.40 

4 

12 

9 

04304 

8.50 

3.20 

043043 


043041 

28.20 

• 

12 

14 

04300 

11. GO 

3.60 

043002 


043001 

32.90 

8 

12 

17 

04308 

14.80 

4.00 

043082 

32.60 

042081 

37.60 

IS 

12 

20 

04310 

17.70 

4.20 

042103 

36.10 

043101 

41.10 

12 

12 

23 

0431* 

21.30 

4.60 

042133 

41.10 

042121 

46.20 

14 

12 

26 

04314 


4.80 

042143 

45.40 

042141 

50.60 

If 

12 

29 

04210 

27.90 

5.20 

042103 

49.80 

042161 

55.10 

19 

12 

33 

04318 

32.60 

5.50 

042183 

55.50 

043181 

BTliul 

20 

12 

36 

04230 

35.80 

5.70 

043203 

59.50 

042801 

64.90 

33 

12 

39 

04323 

39.10 

6.10 

043233 

66.90 

043321 

69.70 

24 

12 

42 

04334 

42.20 

6.20 

043343 

73.50 

043341 

minim 

2f 

12 

45 

64236 

45.50 

6.60 

042262 

78.60 

042261 

82.10 

28 

12 

48 

04238 

48.70 

6.80 

042383 

82.70 

042281 


20 

12 

52 

04230 

51.80 

7.20 

043302 

87.50 

042301 


32 

12 

55 

04333 

55.00 

7.60 

042323 

92.40 

043321 

97.70 

84 

14 

59 

04234 

74.40 

8.10 

643343 

114.80 

042341 

121 20 

Main Fnse Connections 

2 

12 

9 

^ mu 

0 7.00 

0 3.20 

052033 

022.00 

053031 

026.70 

4 

12 

12 

65304 

10.00 

3.40 

053043 

25.70 

053041 

30.50 

f 

12 

17 

05300 

13.40 

4.00 

052003 

31.20 

053001 

36.20 

8 

12 

20 

65208 

16.60 

4.20 

052083 

35.00 

052081 

40.00 

10 

12 

23 

65310 

19.50 

4.60 

053103 

39.30 

053101 

44.40 

12 

12 

30 

05313 

24.00 

5.20 

053133 

45.90 

052121 

51.20 

14 

12 

33 

05314 

27.60 

5.50 

052142 

50.50 

052141 

56.00 

If 

12 

36 

65210 

30.60 

5.70 

053103 

54.30 

052101 

59.70 

18 

12 

41 

05318 

36.90 

6.20 

052183 

68.20 

052181 

71.30 

20 

12 

44 

05320 

40.10 

6.40 

052202 

72.30 

052301 

75.50 

23 

12 

48 

65233 

43.40 

6.80 

052222 

77.40 

053221 

81.20 

34 

12 

51 

05234 

46.50 

7.20 

052242 

82.20 

053341 

86.80 

20 

12 

54 

05330 

49.80 

7.40 

053263 

86.30 

052261 

91.30 

28 

12 

57 

65239 

53.00 

7.80 

052382 

91.30 

052381 

97.10 

30 

12 

60 

65230 

56.10 

8 00 

652302 

95.20 

052301 

101.40 

33 

12 

63 

05332 

59.30 

8.40 

053333 

100.20 

052321 

107.40 

34 

14 

71 

65234 

84.30 

10 10 

052342 

132.40 

053341 

141.90 


Main Knife Switch Only 


2 

12 

10 

60302 

3 9.80 

0 3.20 

063023 

324.80 

002031 

329.50 

4 

12 

13 

00204 

12.80 

3.60 

063043 

29.20 

003041 

34.10 

6 

12 

19 

00300 

16.80 

4.20 

003003 

35.20 

003001 

40.20 

8 

12 

22 

00308 

20.00 

4.40 

062082 

39.20 

062081 

44.20 

10 

12 

26 

06210 

22.90 

4.80 

003103 

43.40 

002101 

48.60 

12 

12 

31 

06213 

29.30 

5.30 

062122 

51.GO 

002131 

57.00 

14 

12 

35 

66314 

32.90 

5.70 

062142 

56.60 

062141 

62.00 

16 

12 

38 

06316 

35.90 

5.90 

662163 

60.30 

002161 

65.70 

18 

12 

45 

06218 

43.80 

8.60 

003183 

81.00 

003181 

84.50 

20 

12 

48 

66230 

47.00 

8.80 

003303 

85.20 

002301 

89.00 

23 

12 

51 

66222 

50.30 

9.40 

603233 

90.50 

063331 

95.10 

34 

12 

54 

66334 

53.40 

9.60 

002342 

04.50 

003341 

99.50 

26 

12 

57 

06236 

56.70 

10.10 

002363 

99.90 

003301 

105.70 

28 

12 

60 

00228 

59.90 

10.40 

663282 

104.00 

602281 

110.20 

30 

12 

64 

00230 

63.00 

10.90 

063303 

109.10 

003301 

116.30 

S3 

12 

67 

06232 

66.20 

11.50 

062333 

114.40 

003331 

122.60 

34 

14 

75 

60334 

93.60 

15.40 

002343 

154.20 

003341 

164.60 


Main Knife Switch with Fuse Connections 


2 

12 

11 

67302 

311.20 

$ 3.40 

073022 

326.90 

073021 

031.70 

wm 

12 

14 

07204 

14.20 

3.60 

673043 

30.60 

073041 

35.50 

rfl 

12 

20 

07200 

18.20 

4.20 

673003 

36.60 

073001 

41.60 

8 

12 

23 

67208 

21.40 

4.60 

073082 

41.20 

672081 

46.30 

10 

12 

26 

07310 

24.30 

4.80 

072103 

44.80 

073101 

50.00 

12 

12 

33 

67313 

32.50 

5.50 

672133 

55.40 

073131 

60.90 

14 

12 

36 

07214 

36.10 

5.70 

672143 

59.80 

672141 

65.20 

16 

12 

39 

07216 

39.10 

6.10 

073163 

66.90 

673161 

69.70 

18 

12 

47 

07218 

48.30 

8.80 

073183 

86.50 

672181 

90.30 

20 

12 

50 

67230 

51.50 

9.10 

073303 

90.60 

073301 

* 94.80 

23 

12 

53 

67323 

54.80 

9.60 

673233 

95.90 

073331 

100.90 

24 

12 

56 

07234 

57.90 

9.90 

073343 

100.00 

073341 

105.30 

36 

12 

59 

07236 

61.20 

10.40 

072302 

105.30 

072301 

111.50 

28 

12 

62 

07328 

64.40 

10.70 

073382 

109.50 

072381 

116.10 

30 

12 

65 

07230 

67.50 

11.20 

073302 

114.70 

673301 

122.40 

33 

12 

68 

67233 

70.70 

11.50 

072333 

118.90 

673331 

127.10 

34 

14 

77 

07234 

104.30 

15.60 

073342 

166.10 

073341 

177.00 


Add 5% to p-mcls and barriers only for black cnamelod slate. 
Add 2.t r ' t. > in< ls only for marble. 

Add 10<i * 1 nrrs only for marble. 

























Quantity Prices 
Quoted on Request 


Western Electric 


1143 


125 V. Mains 

Capacity 3 Amp. 
Per Branch 

125 V. Branches 


■a 

P 

Cat No. 643 

SI 


ij2^ 0 iS| 

SjpfsJ 

iSp! 

ma 

£| 

13 

V 

1 * 


(g) PANEL BOARDS. Type 6-3-Wire Mains 

Base Black slate, oiled finish, V% inch thick. 

Finish Mam and branch bus bars polished and lacquered. 

Branches 30 Amp. Knife Switohes with D. P. Edison plug fuse connections. 
Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 


B 

m 

A 

N 

C 

H 

B 

S 

Size of 
Panel 

Catalog 

List Prioes 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

Panel 

Only 

Panel 

Only 

Barriers 

Only 

With 2-P-6 

All Steel Front 

With l-P-6 

All Wood Front 

Wide 

High 

Cat. No. 

List Price | Cat. No. 

ListPrioe 

Main Cable Lags Only 

2 

12 

8 

64302 

3 6.20 

3 3.00 

643022 

320.60 

643621 

325.10 

4 

12 

11 

64304 

9.30 

3.40 

643642 

25.00 

643641 

29.80 

6 

12 

14 

64306 

12.20 

3.60 

643663 

28.60 

643661 

33.50 

8 

12 

17 

64308 

15.70 

4.00 

643683 

33.50 

643681 

38.50 

10 

12 

20 

64310 

19.00 

4.20 

643102 

37.40 

643161 

42.40 

12 

12 

24 

64312 

22.70 

4.60 

643122 

42.50 

643131 

47.60 

14 

12 

27 

64314 

25.90 

5.00 

643143 

47.10 

643141 

52.30 

16 

12 

30 

04316 

29.30 

5.20 

643162 

51.20 

643161 

56.50 

18 

12 

33 

64318 

32.50 

5.50 

643183 

55.40 

643181 

60.90 

20 

12 

36 

64320 

35.90 

5.70 

643303 

59.60 

643361 

65.00 

22 

14 

38 

64323 

40.60 

6.00 

. 643222 

65.90 

643221 

71.30 

24 

14 

41 

64324 

44.00 

6.30 

643242 

76.20 

643241 

79.50 

26 

14 

44 

64326 

47.30 

6.50 

643362 

80.60 

643261 

84.00 

28 

14 

47 

64328 

50.50 

6.90 

643283 

85.50 

643281 

89.60 

30 

14 

51 

64330 

53.70 

7.30 

643363 

90.40 

643361 

95.30 

32 

14 

54 

64332 

57.10 

7.50 

643323 

94.70 

643321 

99.80 

34 

14 

58 

64334 

70.00 

7.90 

643343 

109.50 

643341 

115.50 


Main Fuse Connections 


2 

12 

10 

HTTm 

$ 8.50 

3 3.20 

653632 

$23.50 

653631 

$28.20 

4 

12 

13 

ifl ** * i M 

10.60 

3.60 

653643 

27.00 

653641 

31.90 

6 

12 

16 

63366 

14.50 

3.80 

653662 

31.50 

653661 

30.50 

8 

12 

19 

35368 

18.00 

4.20 

653682 

36.40 

653681 

41.40 

16 

12 

22 

65310 

21.30 

4.40 

653162 

40.50 

653161 

45.50 

13 

12 

27 

65313 

25.40 

5.00 

653123 

46.60 

653131 

51.80 

14 

12 

30 

35314 

28.60 

5.20 

653142 

50.50 

653141 

55.80 

13 

12 

33 

65316 

32.00 

5.50 

653163 

54.90 

653161 

60.40 

18 

12 

36 

65318 

35.20 

5.70 

653182 

58.90 

653181 

64.30 

26 

12 

39 

65320 

38.60 

6.10 

653262 

66.40 

653361 

69.20 

22 

14 

45 

65322 

44.70 

6.70 

653223 

78.80 

653231 

82.60 

24 

14 

48 

65324 

48.10 

6.90 

653242 

83.10 

653341 

87.20 

23 

14 

51 

35326 

51.40 

7.30 

653263 

88.10 

653261 

93.00 

28 

14 

54 

65328 

54.60 

7.50 

653283 

92.20 

653281 

97.30 

30 

14 

57 

65330 

57.80 

7.90 

653363 

97.30 

653361 

103.30 

33 

14 

60 

35332 

61.20 

8.10 

653322 

101.60 

653331 

108.00 

34 

14 

66 

65334 

76.20 

8.70 

653343 

119.60 

653341 

127.40 


Oat No. 863 




Cat No. 073 


Main Knife Switch Only 


2 

12 

11 

. 66363 

$12.70 

$ 3.40 

663623 

$28.40 

663031 

$33.60 

4 

12 

14 

66364 

14.80 

3.60 

663643 

31.20 

663041 

36.10 

6 

12 

17 

66366 

18.70 

4.00 

663063 

36.50 

663061 

41.50 

8 

12 

20 

66868 

22.20 

4.20 

663682 

40.60 

663081 

45.60 

16 

12 

23 

66316 

25.50 

4.60 

663163 

45.30 

663101 

50.40 

13 

12 

29 

66313 

30.50 

5.20 

663133 

52.40 

663131 

55.70 

14 

12 

32 

66314 

33.70 

5.30 

663143 

56.00 

663141 

.61.40 

16 

12 

35 

66316 

37.10 

5.70 

663162 

60.80 

663161 

66.20 

18 

12 

38 

66318 

40.30 

5.90 

668183 

64.70 

663181 

70.10 

36 

12 

41 

66336 

• 43.70 

6.20 

663303 

75.00 

663301 

78.10 

23 

14 

47 

66333 

52.60 

6.90 

663333 

87.60 

663331 

91.70 

34 

14 

50 

66334 

56.00 

7.10 

663342 

91.80 

663241 

96.30 

26 

14 

53 

66336 

59.30 

7.50 

663262 

96.90 

663261 

102.00 

38 

14 

56 

66338 

62.50 

7.70 

663*83 

101.10 

663281 

106.60 

36 

14 

59 

66336 

65.70 

8.10 

663303 

106.10 

663301 

112.50 

33 

14 

62 

66333 

69.10 

8.30 

663323 

110.60 

663321 

117.40 

34 

14 

70 

66334 

85.20 

11.80 

663342 

136.30 

663341 

145.40 




Main 

Knife Switch with 

Fuse Connections 



2 

12 

12 

67363 

$14.80 

$ 3.40 

673022 

$30.50 

673031 

$35.30 

. 4 

12 

15 

67364 

16.90 

3.80 

673043 

33.90 

673041 

38.90 

6 

12 

18 

67366 

20.80 

4.00 

673063 

38.60 

673061 

43.60 

8 

12 

21 

67308 

24.30 

4.40 

673083 

43.50 

673081 

48.50 

16 

12 

24 

67316 

27.60 

4.60 

673103 

47.40 

673101 

52.50 

13 

12 

30 

67313 

32.60 

5.20 

673123 

54.50 

673121 

59.80 

14 

12 

33 

67314 

35.80 

5.50 

673142 

58.70 

673141 

64.20 

If 

12 

36 

67316 

39.20 

5.70 

673163 

62.90 

673161 

68.30 

18 

12 

39 

67318 

42.40 

6.10 

673182 

70.20 

673181 

73.00 

26 

12 

42 

67336 

45.80 

6.20 

673202 

77.10 

673301 

80.20 

22 

14 

49 

67333 

57.40 

7.10 

673222 

93.20 

673321 

97.70 

24 

14 

52 

67334 

60.80 

7.30 

673242 

97.50 

673341 

102.40 

26 

14 

55 

67336 

64.10 

7.70 

673363 

102.70 

673361 

108.20 

28 

14 

58 

67338 

67.30 

7.90 

673283 

106.80 

673381 

112.80 

36 

14 

61 

67330 

70.50 

8.30 

673302 

112.00 

673301 

118.80 

32 

14 

64 

67333 

73.90 

8.50 

673322 

116.30 

673321 

123.70 

34 

14 

71 

67334 

92.50 

12.00 

673342 

144.60 

673341 

154.10 


Add 6% to panels and barriers only for black enameled slate. 
Add 35% to panels only for marble. 

Add 100% to barriers only for marble. 














1144 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 


125 V. Mains 

Capacity 6 Amp. 
Per Branch 

125 V. Branches 




= 


C 


gj.oo. 

E 



c 


nr 


• f y 

Cut No. 752 


Bp|IPVHBi 



■■Ktia 


Nntgiii! 


HI 

D 


No. 7C2 



(g) PANEL BOARDS. Type 7—2-Wire Mains 

Bias Black slate, oiled finish, J4 inch thick. 

Finish Main and branch bus bars, polished and lacquered. 

Branches 10 Amp. D. P. Push Button Switches with D. P. Edison plus fuse con's. 
Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak. 


B 

R 

A 

N 

C 

H 

E 

S 

Sise of 
Panel 

Catalog 

Number, 

Panel 

Only 

List Prioes 

Combination List Prices of 
Panel-Barriers and Cede Gauge Steel 
Gutter Boxes 

Panel 

Only 

Barriers 

Only 

With 2-P-6 

All Steel Front 

With l-P-6 

All Wood Front 

Wide 

High 

Cat. No. 

List Price 

Cat. No. 

list Price 

Main Cable Lags Only 

2 

14 

6 

74202 

0 7.50 

(3.10 

742022 

022.50 

742021 

026 90 

4 

14 

9 

74204 

12.50 

3.30 

742042 

28.20 

742041 

32.70 

0 

14 

13 

74200 

17.60 

3.70 

742002 

34.70 

742001 

39.40 

8 

14 

16 

74208 

22.80 

3.90 

742082 

40.50 

742081 

45.30 

10 

14 

19 

74210 

27.70 

4.30 

742102 

46.70 

742101 

51.70 

12 

14 

22 

74212 

33.30 

4.50 

742122 

52.90 

742121 

57.90 

14 

14 

25 

74214 

38.90 

4.90 

742142 

59.90 

742141 

65.20 

10 

14 

28 

74210 

43.90 

5.10 

742102 

65.60 

742101 

71.00 

18 

14 

32 

74218 

50.60 

5.40 

74*182 

73.70 

742181 

79 20 

20 

14 

35 

74220 

55.80 

5.80 

742202 

80.30 

742201 

85.80 

22 • 

14 

38 

74222 

61.10 

6.00 

742222 

83.40 

742221 

91 80 

24 

14 

40 

74224 

60.20 

6.20 

742242 

94.70 

742241 

97.70 

20 

14 

43 

74220 

71.50 

6.50 

742202 

104.80 

742201 

108.20 

28 

14 

46 

74228 

76.70 

6.70 

742282 

110.80 

742281 

114.60 

30 

14 

49 

74230 

81.80 

7.10 

742302 

117.60 

742304 

122 10 

32 

14 

52 

74232 

87.00 

7.30 

742322 

123.70 

742321 

128.60 

31 

10 

56 

74234 

125.80 

7.90 

742342 

166.10 

742341 

171.80 


Main Fuse Connections 


2 

14 

9 

■FTV'W 

0 9.00 

03.30 

mL£zm 

024.70 

752021 

029.20 

4 

14 

12 


14.00 

3.50 

752042 

30.40 

762041 

35.00 

0 

14 

17 

75200 

19.40 

4.10 

752002 

37.70 

762O01 

42 60 

8 

14 

20 

75208 

24.60 

4.30 

752082 

43.60 

742081 

48 60 

10 

14 

22 

75210 

29.50 

4.50 

762102 

49.10 

752101 

54 10 

12 

14 

29 

75212 

36.00 

5.30 

752122 

58.50 

752121 

63.90 

14 

14 

32 

75214 

41.60 

5.40 

752142 

64.70 

752141 

70.20 

10 

14 

35 

75216 

46.60 

5.80 

752102 

71.10 

762161 

76.60 

18 

14 

40 

75218 

54.90 

6.20 

752182 

83.40 

752181 

88.40 

20 

14 

43 

75220 

60.10 

6.50 

752202 

93.40 

752201 

96.80 

22 

14 

4G 

75222 

65.40 

6.70 

762222 

99.50 

752221 

103.30 

24 

14 

49 

75224 

70.50 

7.10 

762242 

106.30 

752241 

110.90 

20 

14 

52 

75220 

75.80 

7.30 

752202 

112.50 

752201 

117.40 

28 

14 

55 

75228 

81.00 

7.70 

762282 

119.60 

752281 

125.10 

30 

14 

57 

75230 

86.10 

7.90 

752302 

125.60 

752361 

131.60 

32 

14 

60 

75232 

91.30 

8.10 

762322 

131.70 

752321 

138.10 

34 

16 

69 

75234 

135.70 

10.20 

752342 

184.60 

752341 

193.70 


Main Knife Switch Only 


2 

14 

10 

70202 

$11.80 

03.30 

762022 

027.50 

702021 

032.00 

4 

14 

13 

76204 

16.80 

3.70 

702042 

33.90 

702041 

38.60 

6 

14 

19 

70200 

22.80 

4.30 

702002 41.80 

702001 

46.80 

8 

14 

22 

76208 

28.00 

4.50 

762602 

47.60 

702681 

52.60 

10 

14 

25 

76210 

32.90 

4.90 

702102 

53.90 

762161 


12 

14 

31 

70212 

41.30 

5.40 

702122 

64.40 

762121 

69.90 

14 

14 

33 

76214 

46.90 

5.60 

762142 

70.70 

762141 

76.20 

10 

14 

36 

76216 

51.90 

5.80 

702102 

76.40 

702161 

81.90 

18 

14 

44 

70218 

61.80 

8.50 

702182 

99.20 

762181 

102.CO 

20 

14 

47 

70220, 

67.00 

■jaTrl 

762202 

■HI 

706201 

110.50 

22 

14 

50 

70222 

72.30 

9.20 

702222 

112.60 

762221 

mUBiiM 

24 

14 

52 

70224 

77.40 

9.50 

702242 

118.60 

702241 

123 50 

26 

14 

55 

70220 

82.70 

10.00 

702202 

126.20 

702201 

131.70 

28 

14 

58 

70228 

87.90 

10.30 

702282 

132.40 

762281 

138.40 

30 

14 

61 

76236 


10.80 

Wp",| 

139.80 

762301 

116.60 

32 

14 

64 

76232 


11.10 


146.19 

702321 

153.50 

34 

16 

72 

70234 

145.00 

15.20 

762342 

205.40 

762341 

bee a 


Main Knife Switch with Fuse Connection 


2 

14 

11 

77202 

013.20 

03.50 

772022 029.60 

772021 

034.20 

4 

14 

14 

77204 

18.20 

3.70 

772042 35.30 

772041 

40.00 

6 

14 

19 

77200 

24.20 

4.30 

772002 43.20 

772001 

48.20 

8 

14 

22 

77208 

29.40 

4.50 

772082 49.00 

772081 

54.00 

10 

14 

25 

77210 

34.30 

4.90 

772182 55.30 

772101 

60.60 

12 

14 

32 

77212 

44.50 

5.40 

772122 67.60 

772121 

73 10 

14 

14 

35 

77214 

50.10 

5.80 

772142 74.60 

772141 

80.10 

16 

14 

38 

77216 

55.10 

6.00 

772102 80.40 

772161 

85.80 

18 

14 

45 

77218 

66.30 

8.70 

772182 104.60 

772181 

108.40 

20 

14 

48 

77220 

71.50 

9.00 

772202 110.80 

7722ft 

114 90 

22 

14 

51 

77222 

76.80 

9.50 

772222 118.10 

772221 

123 00 

24 

14 

54 

77224 

81.90 

9.80 

772242 124.20 

772241 

129 30 

26 

14 

57 

77220 

87.20 

10.30 

772202 131.70 

772201 

137 70 

28 

14 

60 

77228 

92.40 

10.50 

772282 138.00 

772281 

144 40 

36 

14 

63 

77230 

97.50 

11.10 

772302 145.40 

772201 

152.80 

32 

14 

66 

77232 

102.70 

11.40 

772322 151.70 

772321 

159 60 

34 

16 

74 

77234 

155.70 

15.50 

772342 217.40 

772141 

227 40 


Add 5% to panels and barriers only for black enameled slate. 
Add 25% to panels only for marble. 

Add !•«% to barriers only for marble. 































Quantity Prices 
Quoted on Request 

125 V. Mains 

Capacity 3 Amp. 
Per Branch 

125 V. Branches 



111 _ 

Cat X*. TT* 


Western Electric 


1145 




PANEL BOARDS. Type 7—3-Wire Mains 


ase 

Finish 

Branches 

Fronts 


Black slate, oiled finish, inch thick. 

Main and branch bus bars polished and laoquc 
i Switches with D.P. 


10 Amp. D. P. Push Botton 
2-P-0 Dead Black Paint Finish. 
l-P-6 Unfinished straight sawed oak. 


[tiered. 

Edison plug fuse connections. 


B 

R 

A 

N 

C 

H 

E 

S 

Size of 
Panel 

Catalog 

Number, 

Panel 

Only 

List Prices 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 

Panel 

Only 

Barriers 

Only 

With 2-P-6 

All Steel Front 

With l-P-6 

All Wood Front 

Wide 

High 

Cat. No. 

List Price 

Cat. No. 

List Price 

Main Cable Lugs Only 

2 

14 

7 

74362 

S 8.20 

33.10 

743022 

823.20 

743021 

827.60 

4 

14 

10 

74364 

13.30 

3.30 

743642 

29.00 

743641 

33.50 

6 

14 

13 

74366 

18.20 

3.70 

743662 


743661 

IKIjSjl 

8 

14 

■Til 

74§§8 

23.70 

3.90 

743682 

41.40 

743681 

46.20 

10 

14 

19 

74310 

29.00 

4.30 

743102 

48.00 

743101 

53.00 

12 

14 

23 

74312 

34.70 

4.70 

743122 

55.00 

743121 

60.10 

14 

14 

26 

74314 


Wi!il 

743142 

60.90 

742141 

60.20 

16 

14 

29 

74316 

45.30 

5.30 

743162 

67.80 

743161 

73.20 

18 

14 

31 

74318 

50.50 

5.40 

743182 

73.60 

743181 

79.10 

26 

14 

34 

74320 

55.90 

5.60 

743202 

79.70 

743201 

85.20 

22 

10 

37 

74322 

62.60 

6.10 

743222 

88.80 

743221 

94.20 

24 

■Tifl 

39 

74324 

68.00 

6.30 

743242 

97.30 

743241 

100.50 

26 

16 

42 

74326 

73.30 

6.50 

743262 

106.70 

743261 

110.20 

28 

16 

45 

74328 

78.50 


743282 

113.90 

743281 

118.00 

36 

16 

48 

74330 

83.70 

7.10 

743362 

120.10 

743301 

124.50 

32 

16 

51 

74332 

89.10 

7.50 

743322 

127.40 

743321 

132.40 

34 

16 

55 

74334 

104.50 

7.90 

743342 

144.80 

743341 

150.50 


Main Fuse Connections 


2 

4 

• 

8 

10 

12 

14 

ie 

18 

20 

22 

24 

20 

28 

30 

32 


14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

16 

16 

16 

16 

16 

16 


10 

13 

15 

18 

21 

26 

29 

32 

35 

38 

43 

46 

49 

52 

55 

58 


73302 

75304 

76300 

76308 

76310 

76312 

76314 

76316 

76318 

76320 

76322 

76324 

76326 

76328 

76330 

76332 


310.50 

14.60 
20.50 
26.00 
31.30 

37.40 

42.60 
48.00 

53.20 

58.60 
66.70 
72.10 

77.40 

82.60 
87.80 

93.20 


33.30 

3.70 

3.90 

4.10 

4.50 

4.90 

5.30 
5.40 
5.80 
6.00 

6.70 

6.90 

7.30 

7.50 

7.90 

8.10 


763622 

763642 

763662 

763082 

763102 

763122 

763142 

763162 

763182 

763202 

763222 

763242 

763262 

763282 

763862 

763322 


326.20 

31.70 

38.20 

44.30 

50.90 

58.40 

65.10 

71.10 

77.70 

83.90 
101.10 
107.50 
114.70 
120.90 
128.10 
134.30 


768621 

763041 

763661 

763681 

763101 

763121 

763141 

763161 

763181 

763201 

763221 

763241 

763261 

763281 

763301 

763321 


330.70 

36.40 

43.00 

49.20 
55.90 
63.70 
70.50 
76.00 

83.20 
89.30 

104.90 
111.60 

119.40 

125.90 
133.80 

140.40 


34 

16 

63 

78334 

110 70 

8.70 

763342 

154.80 

753341 

162.20 


2 

14 

11 

76302 

814.70 

83.50 

763622 

831 10 

763021 

835.70 

4 

14 

14 

76304 

18.80 

3.70 

763642 

33.90 

763641 

40.60 

6 

14 

17 

76306 

24.70 

4.10 

imm 

43.00 

763061 

47.90 

8 

14 

20 

76308 

30.20 

4.30 

763682 

49.20 

763081 

54.20 

10 

14 

23 

76310 

35.50 

4.70 

763162 

55 >0 

763101 

60.90 

12 

14 

28 

76312 

42.50 

5.10 

763122 

64.20 

763121 

69.60 

14 

14 

31 

76314 

47.70 

5.40 

763142 

70.80 

763141 

76 30 

16 

14 

34 

76316 

53.10 

5.60 

763162 

76.90 

763161 

82.40 

18 

14 

37 

76318 

58.30 

6.00 

763182 

83.60 

763181 

89.00 

26 

14 

40 

76320 

63.70 

6.20 

763202 

92.20 

763201 

95.20 

22 

16 

45 

76322 

74.00 

6.90 

763222 

110.00 

763221 

114.10 

24 

16 

48 

76324 

80.00 

7.10 

763242 

116.40 

763241 

120.80 

26 

16 

51 

76326 

85 30 

7..50 

763262 

123.60 

763261 

128.60 

28 

16 

54 

76328 

90.50 

7.70 

763282 

129.80 

763281 

135.20 

36 

16 

57 

76330 

95.70 

8.10 

763362 

136.80 

763301 

142 90 

32 

16 

60 

76332 

101.10 

8.30 

763322 

143.20 

763321 

149.60 

34 

16 

67 

76334 

119 70 

11.80 

763342 

171.60 

763341 

180.20 


Main Knife Switch with Fuse Connections 


2 

14 


77302 

816.80 

83.50 

77302* 

833.20 

773021 

837.80 

4 

14 


77304 

20.90 

3.90 

773042 

38.60 

773041 

43 40 

6 

14 


77306 

26.80 

4.10 

773062 

45.10 

773061 

50.00 

8 

14 


77308 

32.30 

4.30 

773082 

51.30 

773081 

56.30 

10 

14 

23 

77310 

37.60 

4.7Q 

773102 

57.90 

773101 

63.00 

12 

14 

29 

77312 

44.60 

5.30 

773122 

67.10 

773121 

72.50 

14 

14 

32 

77314 

49.80 

5.40 

773142 

72.90 

773141 

78.40 

16 

14 

34 

77316 

55.20 

5.60 

773162 

79.00 

773161 

84.50 

18 

14 

37 

77318 

60.40 

6.00 

773182 

85.70 

778181 

91.10 

20 

14 

40 

77320 

65.80 

6.20 

773202 

94.30 

773201 

97.30 

22 

16 

47 

77322 

79.40 

7.10 

773222 

115.80 

773221 

120 20 

24 

16 

50 

77324 

84.80 

7.30 

773242 

122.10 

773241 

126 80 

26 

16 

53 

77326 

90.10 

7.70 

778262 

129.40 

773261 

134.80 

28 

16 

56 

77328 

95.30 

7.90 

773282 

135.60 

773281 

141.30 

30 

16 

58 

77330 

100.50 

8.10 

773362 

141.60 

773301 

147.70 

32 

16 

61 

77332 

106.90 

8.50 

773322 

149.10 

773321 

156.00 

34 

16 

68 

77334 

127 00 

11.80 

773342 

178 90 

773341 

187.50 


Add 5% to panels and barriers only for black enameled tfate^. 
Add 26%,to panels only for marble. 

Add 100 % to barriers only for marble. 





















































1146 


Western Electric 


Mail Orders Filled 
at Prevailing Prices 




Cat No. 879 


9 

12 

Ml 


3 8.60 

3 3.20 

MUTTTm 

323.60 

EZHUfl 


4 

12 

12 

85904 

13.20 

3.40 

859349 

28.90 

859341 

33.70 

6 

12 

17 

85900 

18.20 

4.00 

859339 

36.00 

859331 

41.00 

8 

12 

20 

85908 

23.00 

4.20 

859389 

41.40 

859381 

46.40 

10 

12 

22 

85910 

27.50 

4.40 

859139 

46.70 

853131 

51.70 

19 

12 

20 

85919 

33.60 

5.20 

853199 

55.50 

853131 

60.80 

14 

12 

32 

85914 

38.80 

5.30 

853149 

61.10 

853141 

66.50 

18 

12 

35 

85910 

43.40 

5.70 

859133 

67.10 

853131 

72.50 

18 

12 

40 

85918 

51.30 

6.10 

859183 

79.10 

853181 

81.90 

90 

12 

43 

85990 

56.10 

6.40 

853339 

88.30 

853931 

91.50 

99 

12 

46 

85993 

61.00 

6.60 

853993 

94.10 

859931 

07.60 

94 

12 

49 

85994 

65.70 

7.00 

859949 

100.50 

853341 

104.70 

90 

12 

52 

85990 

70.60 

7.20 

859939 

106.30 

853931 

110.90 

98 

12 

55 

85998 

75.40 

7.60 

859983 

112.80 

859381 

118.10 

SO 

12 

57 

859S0 

80.10 

7.80 

859333 

118.40 

853331 

124.20 

S9 

12 

60 

85939 

84.90 

8.00 

859339 

124.00 

853331 

130.20 

34 

14 

09 

859S4 

111.60 

10.00 

853343 

158.80 

859341 

167.90 


Main Knife Switch Only 


9 

12 

10 

KTTTT1 

311.40 

3 3.20 

839093 

■ k mum 

833331 

331.10 

4 

12 

13 

86934 

16.00 

3.60 

832342 

32.40 

839341 

37.30 

6 

12 

19 

83333 

21.60 

4.20 

839369 

40.00 

833331 

45.00 

8 

12 

22 

86938 

26.40 

4.40 

862382 

45.60 

833381 

50.60 

13 

12 

25 

83910 

30.90 

4.80 

833132 

51.40 

832131 

56.60 

13 

12 

31 

83919 

38.90 

5.30 

839122 

61.20 

833131 

66.60 

14 

12 

33 

83214 

44.10 

5.50 

832142 

67.00 

832141 

72.50 

13 

12 

36 

83213 

48.70 

5.70 

832139 

72.40 

832161 

77.80 

18 

12 

44 

83318 

58.20 

8.30 

833189 

94.30 

833181 

97.50 

93 

12 

47 

83293 

63.00 

8.80 

832232 

101.20 

839931 

105.00 

39 

12 

50 

83223 

67.90 

9.10 

833993 

107.00 

832991 

111.20 

34 

12 

52 

83234 

72.60 

9.40 

833242 

112.80 

833241 

117.40 

33 

12 

55 

83993 

77.50 

9.90 

832333 

119.60 

833231 

124.90 

38 

12 

58 

83238 

82.30 

10.10 

833283 

125.50 

839981 

131.30 

S3 

12 

61 

83233 

87.00 

10.70 

839332 

132.10 

839331 

138.70 

33 

12 

64 

83232 

91.80 

10.90 

833323 

137.90 

833391 

145.10 

34 

14 

72 

83334 

120.90 

14.70 

833343 

179.00 

839341 

188.50 


Main Knife Switch with Fuse Connections 


2 

12 

11 

87202 

312.80 

3 3.40 

872322 

328.50 

873321 

833.30 

4 

12 

14 

87204 

17.40 

3.60 

872349 

33.80 

872341 

38.70 

3 

12 

19 

87203 

23.00 

4.20 

872339 

41.40 

873331 

46.40 

8 

12 

22 

87908 

27.80 

4.40 

872382 

47.00 

872381 

52.00 

13 

12 * 

25 

87213 

32.30 

4.80 

872132 

52.80 

872131 

58.00 

13 

12 

32 

87919 

42.10 

5.30 

872122 

64.40 

873131 

69.80 

14 

12 

35 

87214 

47.30 v. 

5.70 

872149 

71.00 

873141 

76.40 

13 

12 

38 

87213 

51.90 

5.90 

879132 

76.30 

872131 

81.70 

18 

12 

45 

87218 

62.70 

8.60 

872182 

99.90 

873181 

103.40 

20 

12 

48 

87223 

67.50 

8.80 

872232 

105.70 

872931 

109.50 

22 

12 

51 

87222 

72.40 

9.40 

872222 

112.60 

872921 

117.20 

24 

12 

54 

87294 

77.10 

9.60 

872243 

118.20 

879941 

123.20 

23 

12 

57 

87223 

82.00 

10.10 

872332 

125.20 

879931 

131.00 

98 

12 

60 

87228 

86.80 

10.40 

872282 

130.90 

873981 

137.10 

S3 

12 

63 

87233 

91.50 

10.90 

872339 

137.60 

879331 

144.80 

32 

12 

66 

87232 

96.30 

11.20 

872329 

143.50 

873331 

151.20 

34 

14 

74 

87234 

131.60_ 

15.00 

879343 

191.00 

873341 

200.90 


Add 5% to panels and barriers only for black enameled alate. 
Add 95% to panels only for marble. by V 
Add 1#0% to barriers only for marble. 







Quantity Prices 
Quoted on Request 


126 V. Mains 


Capacity 3 Amp. 
Per Branch 


125 V. Branches 



Cat No. MX 



Cut No. 853 



Cat No. MS 



m © 


m - 

Cat No. STS 


Western Electric 1147 


© PANEL BOARDS. Type 8—3-Wire Mains 

Base Black slate, oiled finish, Vi inch thick. 

Finish Main and branch bus bars polished and lacquered. 

Branches 10 Amp. D. P. Ind. Snap Switches with D. P. Edison plug fuse connections. 
Fronts 2-P-6 Dead Black Paint Finish. 

l-P-6 Unfinished straight sawed oak._ 


T" 

B 

A 

N 

C 

Sice of 
Panel 

Catalog 

Number, 

Panel 

List Prioes 

Combination List Prices of 
Panel-Barriers and Code Gauge Steel 
Gutter Boxes 





With 2-P-6 1 

All Steel Front | 

With l-P-6 

All Wood Front 

H 



Only 


Barriers 

E 

8 

Wide 

| High 

Only 

Only 

Cat. No. 

List Price |Cat. No. 

|List Prioe 





Main Cable Lugs Only 




2 

12 

7 

84202 

$ 7.80 

$ 3.00 

842022 

$22.20 

842021 

$26.70 

4 

12 

10 

84204 

12.50 

3.20 

842042 

27.50 

842041 

32.20 

• 

12 

13 

84200 

17.00 

3.60 

842002 

33.40 

842001 

38.30 

8 

12 

16 

84208 

22.10 

3.80 

842082 

39.10 

842081 

44.10 

IS 

12 

19 

84210 

27.00 

4.20 

842102 

45.40 

. 842101 

50.40 

12 

12 

23 

84212 

32.30 

4.60 

842122 

52.10 

842121 

57.20 

14 

12 

26 

84214 

37.10 

4.80 

842142 

57.60 

842141 

62.80 

If 

12 

29 

84210 

42.10 

5.20 

842102 

64.00 

842101 

69.30 

18 

12 

31 

84218 

46.90 

5.30 

842182 

69.20 

842181 

74.60 

20 

12 

34 

84220 

51.90 

5.50 

842202 

74.80 

842201 

80.30 

22 

14 

37 

84222 

58.20 

6.00 

842222 

83.50 

842221 

88.90 

24 

14 

39 

84224 

63.20 

6.20 

§42242 

91.70 

842241 

94.70 

20 

14 

42 

84220 

68.10 

6.30 

842202 

100.30 

842201 

103.60 

28 

14 

45 

84228 

72.90 

6.70 

842282 

107.00 

842281 

110.80 

20 

14 

48 

84220 

77.70 

6.90 

842202 

112.70 

842201 

116.80 

22 

14 

51 

84222 

82.70 

7.30 

842222 

119.40 

842221 

124.30 

24 

14 

55 

84224 

97.10 

.7.70 

842242 

135.70 

842241 

141.20 


Main Fuse Connections 


2 

12 

10 

80202 

$10.10 

$ 3.20 

862022 

$25.10 

862021 

$29.80 

4 

42 

13 

80204 

13.80 

3.60 

S62042 

30.20 

862041 

35.10 

o 

12 

15 

80200 

19.30 

3.80 

862002 

36.30 

862001 

41.30 

8 

12 

18 

80208 

24.40 

4.00 

862082 

42.20 

862081 

47.20 

10 

12 

21 

80210 


4.40 

862102 

48.50 

862101 

53.50 

12 

12 

26 

80212 

35.00 

4.80 

862122 

55.50 

862121 

60.70 

14 

12 

29 

80214 

39.80 

5.20 

862142 

61.70 

862141 

67.00 

10 

12 

32 

80210 

44.80 

5.30 

862102 

67.10 

862101 

72.50 

18 

12 

35 

80218 

49.60 

5.70 

862182 

73.30 

862181 

78.70 

20 

12 

38 

80220 

54.60 

5.90 

862202 

79.00 

862201 

84.40 

22 

14 

43 

80222 

62.30 

6.50 

862222 

95.60 

862221 

99.00 

24 

14 

46 

80224 

67.30 

6.70 

862242 

101.40 

862241 

105.20 

20 

14 

49 

80220 

72.20 

7.10 

862202 

108.00 

862201 

112.50 

28 

14 

52 

80228 

77.00 

7.30 

862282 

113.70 

862281 

118.60 

20 

14 

55 

80220 

81.80 

7.70 

862202 

120.40 

862201 

125.90 

22 

14 

58 

80222 

86.80 

7.90 

862222 

126.30 

862221 

132.30 

24 

14 

63 

80224 

103.25 

8.50 

862242 

145.70 

862241 

153.10 


Main Knife Switch Only 


2 

12 

11 

8030$ 

$14.30 

$ 3.40 

803033 

m 

803031 


4 

12 

14 

80304 

18.00 

z.m 

803043 

34.40 

803041 

MFTjjJjTjJ 

o 

12 

17 

80800 

23.50 

4.00 

803002 

41.30 

808001 


8 

12 

20 

80308 

28.60 

4.20 

803082 

47.00 

803081 

52.00 

10 

12 

23 

80310 

33.50 

4.60 

803103 

53.30 

803101 

58.40 

12 

12 

28 

8031$ 

40.10 

5.00 

803122 

61.30 

803121 

66.50 

14 

12 

31 

80314 

44 90 

5.30 

803142 

67.20 

803141 

72.60 

10 

12 

34 

80310 

49.90 

5.50 

803102 

72.80 

808101 

78.30 

18 

12 

37 

80318 

54.70 

5.90 

803182 

79.10 

803181 

84.50 

20 

12 

40 

80320 

59.70 * 

6.10 

803303 

87.50 

803201 

90.30 

22 

14 

45 

803$$ 

70.20 

6.70 

803222 

104.30 

803221 

108.10 

24 

14 

48 

80324 

75.20 

6.90 

803243 

110.20 

803241 

114.30 

20 

14 

51 

80320 


7.30 

803202 

116.80 

803201 

121.70 

28 

14 

54 

80838 

84.90 

7.50 

803283 

122.50 

803281 

127.60 

20 

14 

57 

80330 

89.70 

7.90 

803302 

129.20 

803301 

135.20 

22 

14 

60 

8033$ 

94.70 

8.10 

803322 

135.10 

803321 

141.50 

24 

14 

67 

80334 

112.30 

11.60 

803343 

162.30 

803341 

170.80 

Main Knife Switch with Fuse Connections 

2 

12 

11 

8730$ 

1 111 

$ 3.40 

873022 

$32.10 

873031 

$36.90 

4 

12 

15 

87304 

20.10 

IKW!7il 

873042 

37.10 

873041 

42.10 

0 

12 

17 

87300 

25.60 

Mill 

873003 

43.40 

873001 

48.40 

8 

12 

20 

87308 

30.70 

4.20 

873083 

49.10 

873081 

54.10 

10 

12 

23 

87310 

35.60 

4.60 

873103 

55.40 

873101 

60.50 

12 

12 

29 

87813 

42.20 

5.20 

873122 

64.10 

873121 

69.40 

14 

12 

32 

87314 

47.00 

5.30 

873142 

69.30 

873141 

74.70 

10 

12 

34 

87310 

52.00 

5.50 

873103 

74.90 

873101 

80.40 

18 

12 

37 

87318 

56.80 

5.90 

873183 

81.20 

873181 

86.60 

20 

12 

40 

87320 

61.80 

6.10 

873203 

89.60 

873301 

92.40 

22 

14 

47 

8782$ 

75.00 

6.90 

873222 

110.00 

873221 

114.10 

24 

14 

50 

87334 

80.00 

7.10 

873243 

115.80 

878241 

120.30 

to 

14 

53 

87380 

84.90 

7.50 

873202 

122.50 

873201 

127.60 

28 

14 

56 

§7328 

89.70 

7.70 

873283 

128.30 

873281 

133.80 

20 

14 

58 

87330 

94.50 

7.90 

873302 

134.00 

873301 

140.00 

$2 

14 

61 

87333 

99.50 

8.30 

873322 

141.00 

873321 

147.80 

24 

14 

68 

87334 

119.60 

11.60 

873342 

169.60 

873341 

178.10 


Add 6% to panels and barriers only for black enameled slate. 

r\\o 



Add 25 e 

7o to panels only for marble. 


Jigmzea oy 




Add 100 

% to barriers only for marble* 
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Western Electric 


Mail Orders Filled 
. at Prevailing Prices 


{g) RESIDENCE TYPE PANELS 


Base Black slate, oiled finish, H inch thick. 

Mains 30 ampere. 

Finish Main and branch bus bars polished and lacquered. 

Branches Double Pole Edison plug fuse connections. 

Box No. 14 gauge steel, 1 inch larger all around than panel, with knockout holes opposite terminals for 

mains and branches. 

Door Flanged door. No. 14 gauge steel, for surface installation. 

Front Made of No. 14 gauge steel, ^ inch larger all around than box for flush installation. All doors fitted 

With latch. 



Cut No. B9 


Cat No. BUS 


Main Terminals Only 


Size of Panel 


Wide High 


Catalog List Price 
Number Panel 

Panel Only Only 


Combination List Prices on Panel and No. 14 Gauge 
Steel Box, Door or Front 


With Flanged Door 
Surface Type 


With Plain Door Front 
FI ush Type_ 


Catalog No. List Price Catalog No. List Price 




Cut No. R3 



Cut No. B3F 

Main Terminals Only 



















Quantity Prices 
Quoted on Request 


Western Electric 


1149 


(g) RESIDENCE TYPE PANELS 


Mains 

finish 

Branches 

Box 


Door 

Front 


Black slate, oiled finish, Y% inch. 

30 ampere. 

Main and branch bus bars polished and lacquered. 

Double Pole Edison plug fuse connections. 

No. 14 gnuge steel, 1 inch larger all around than panel, with knockout holes opposite terminals for mains, 
meter loops, and branches. 

Flanged door, No. 14 gauge steel, for surface installation. 

Made of No. 14 gauge steel, % inch larger all around than box for flush installation. All doors fitted with 
@ latch. 







Cat No. RS Z Cut No. RS2S 

Mala Knife Switch With Fuse Connections 


B 

R 

A 

N 

C 

H 

E 

S 

Size 

of Panel 

Catalog 
Number 
Panel Only 

List Prioe 
Panel 
Only 

Combination List Prices 
Steel Box, 

With Flanged Door 
Surface Type 

on Panel and No. 14 Gauge 
Door or Front 

1 With Plain Door Front 
i Flush Type 

Wide 

High 

Catalog No. | 

List Price 

| Catalog No. | 

List Price 

3 

7 


9 

RS*3 

* 5.20 

RS23S 

$ 8.60 

RS23F 

$11.80 

4 

7 


12 

RS24 

6.10 

RS24S 

9.90 

RS24F 

13.40 

S 

7 


15 

ESI* 

7.00 

RS35S 

11.20 

RS35F 

15.00 



B 

£ 





Combination 

List Prices on Panel and No. 14 Gauge 

A 

Sise of 

Panel 

Catalog 

List Price 


Steel Box, Door or Front 




Number 

Panel 

With Flanged Door j 

With Plain Door Front 

H 



Panel Only 

Only 

Surface Type 1 

Flush Type 

E 

S 

Wide 

High 



| Catalog No. | 

List Price 

Catalog No. | List Price 


• 

9 

12 

RS34 

$ 9.20 

RS34S 

$13.20 

RSS4F $17.20 

8 

12 

12 

RS38 

10.90 

BS38S 

15.30 

RS38F 19.50 

10 

15 

12 

rssio 

12.60 

ESI 14 8 

Dig&MO 

21.80 


Cat No. BSS 


_ Cut No. RSSF 

Main Knife Switch With Fuse Connection!* 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


(g) TYPE B. F. D. (BOX AND FLANGED DOOR) 

FOR JUNCTION AND PULL BOXES ONLY 
For Surface Installation Only 



Construction Formed from one piece of sheet steel with lapped and riveted corners end 
of Box ££-inch flange turned in all around outside cage. 

Thickness of Standard Code Thickness No. 14 U. 8. Gauge for boxes of 1200 square 
Steel inches or less in area, and under 40 inches in height, and No. 10 gauge 

for boxes over these sites. 


Depth 


Drilling 

Door 


Finish 


(FA) Flag 


All boxes listed on this page are made 4 inches deep. For deeper boxes 
add 5% for each H-incn increase in depth up to and including 8 inches, 
and for boxes deeper than 8 inches add 18% for each 1-inch or fraction 
thereof increase in depth over 4 inches deep. 

All holes will be punched dear in boxes provided templets for holes an 
sent with order. 

These doors are made of one piece of sheet steel of same thicknem as 
ordered for box. and have a $£-inch flange or lap all along the four edges 
of the door. These doors are fitted with strong hinges placed not over 
24 inches apart andwith (FA) Catch and Yale Lock, and when box 
is over 24 inches wide it is furnished with double doors. The door must be 
ordered and shipped with box for the reason that the hinges arc riveted 
and fitted to the box. 

Painted inside and out with two coats of P. A B. paint. Add 25% for 
black enamel finish. 

Add 30% for baked white enamel finish. 

We make an extra charge of 10% for boxes ordered with holes made 
knock-out. Note:— We believe knock-out holes are an unnecessary 
expense to the contractor, because we will furnish, on demand^ (FA) 

f >lugs free; not exceeding 20% of the number of 14 and H holes specified 
or entire order, and these (FA) plugs oan be plaoed in just the holes 
not used for conduit. 


LIST PRICES ON TYPE B. F. D. BOX AND FLANGED DOOR 


Height 
of Box 


Inside Width of Box In Inches 

10 1* 14 1« 18_*0 2* 


V GA ( 


10 G A. 


0 

$ 5.10 

$ 5 20 

$ 5.30 

$ 5.40 

$ 5.50 

$ 5.50 $ 

5.50 

$ 5.70 

$ 5.90 

$ 6.10 

$ 6.30 

8 

5.20 

6.30 

5.40 

5.50 

5.55 

5.60 

5.70 

5.90 

6.10 

6.30 

6.50 

10 

5.30 

5.40 

6.50 

5.50 

5.60 

5.70 

5.80 

6.00 

6.20 

6.45 

6.70 

12 

5.40 

5.50 

5.60 

5.70 

5.80 

5.90 

6.00 

6.20 

6.45 

6.90 

7.10 

15 

5.50 

5.60 

5.70 

5.80 

5.90 

6.15 

6.30 

6.75 

7.15 

7.50 

7.90 

17 

5.70 

6.80 

5.90 

6.00 

6.20 

6.40 

6.60 

7.15 

7.50 

7.90 

8.30 

19 

5.90 

6.00 

6.10 

6.20 

6.40 

6.60 

6.80 

7.30 

7.90 

8.25 

8.65 

21 

6.10 

6.20 

6.30 

6.45 

6.70 

6.90 

7.20 

7.70 

8.20 

8.60 

9.05 

23 

6.30 

6.40 

6.50 

6.70 

6.90 

*7.10 

7.35 

8.00 

8.60 

8.90 

9.40 

25 

6.50 

6.60 

6.70 

6.90 

7.10 

7.30 

7.55' 

8.35 

8.85 

9.25 

9.75 

27 

6.70 

6.80 

6.90 

7.10 

7.30 

7.65 

7.90 

8.60 

9.20 

9.65 

10.20 

29 

6.80 

6.90 

7.10 

7 30 

7.55 

7.80 

8.10 

8.80 

9.55 

10.00 

10.50 

31 

6.90 

7.10 

7.30 

7.50 

7.70 

8.00 

8.30 

9.10 

9.80 

10.35 

10.95 

33 

7.20 

7.40 

7.60 

7.80 

8.10 

8.40 

8.65 

9.45 

10.20 

10.70 

11.35 

35 

7.50 

7.70 

7.90 

8.10 

8.35 

8.65 

8.95 

9.75 

10.55 

11.10 

11.70 

37 

7.80 

8.00 

8.20 

8.40 

8.65 

9.05 

9.30 

10.00 

10.90 

11.45 

12.10 

40 

8.00 

8.20 

8.40 

8.60 

8.95 

9.20 

9.50 

10.30 

11.20 

11.90 

12.60 

42 

8.15 

8.35 

8.55 

8.75 

9.10 

9.40 

9.70 

10.55 

11.50 

12.35 

13.05 

44 

8.55 

8.75 

8.95 

9.15 

9.40 

9.75 

10.05 

10.95 

11.90 

12.65 

13.45 

46 

8.75 

9.95 

9.15 

9.35 

9.70 

9.95 

10.25 

11.10 

12.25 

13.05 

13.85 

48 

8.95 

8.15 

9.35 

9.55 

10.20 

11.30 

12.40 

13.50 

14.65 

15.50 

16.25 

3o" 

12.90 

“IToT 

13.30 

13.46 

13.50 

13.64 

16.36 

18.30 

19.75” 

20.90 

21.96 


52 

54 

56 

58 

61 

63 

65 

67 

69 

71 

73 

75 

77 

79 

81 

83 

85 


13.20 

13.50 

13.80 

14.10 

15.10 
15.60 
16.00 

16.50 

16.90 

17.50 

18.50 
19.00 

19.90 

20.80 
21.30 
21.70 

22.20 


13.35 

13.65 

14.20 

14.90 
15.50 
16.00 

16.70 

17.30 

17.90 
18.60 

19.30 
19.80 

20.70 
21.60 
22.10 
22.60 
22.60 


13.70 

14.10 
14.60 

15.30 

15.90 
16.40 

17.10 

17.70 

18.30 
19.00 

19.70 
20.20 

21.10 
22.00 
22.50 

22.90 
23.10 


13.80 
14.20 
15.00 

15.70 

16.30 

16.80 

17.50 
18.10 

18.70 

19.40 
20.10 
20.60 

21.50 

22.40 
22.90 

23.30 
23.60 


14.00 

14.40 

15.80 

16.50 
17.10 
17.70 

18.40 
19.00 

19.60 

20.30 

21.00 

21.50 

22.40 

23.30 

23.80 
24.20 

24.60 


15.05 

16.90 

17.60 
18.20 
18.70 

19.40 

20.00 

20.60 

21.30 
22.00 
22.50 

23.40 

24.30 
24.80 
25.20 
25.60 


17.40 

17.80 

18.40 
19.00 

19.50 

19.90 

20.50 
21.00 
21.70 

22.40 

22.90 

23.80 

24.50 

24.90 

25.50 

25.90 


19.40 
20.00 
20.60 
21.10 
21.60 
22.20 
22.80 
23.30 
23.80 

24.40 
24.90 
25.50 
26.00 
26.60 
27.10 
27.60 

Dii 


21.05 

21.65 

22.25 

22.95 

23.55 

24.20 

24.90 

25.55 

26.20 

26.90 

27.45 
28.15 
28.80 

29.45 
30.05 
30.70 

litized by 


22.20 

23.00 

23.45 

24.15 
24.80 
25.50 

26.15 
26.85 

27.60 

28.25 
28.95 

29.75 

30.60 

31.25 
32.00 

32.75 


23.35 

24.00 

24.75 

25.50 

26.25 
27.05 
27.70 

28.50 

29.25 
30.00 

30.75 
31.65 
32.45 
33.30 
34.10 
34.95 


1« 

28 

_M 

$12.30 

$12.50 

$12.60 

12.50 

12.70 

12.90 

12.70 

13.00 

13.10 

13.10 

13.30 

13.60 

14.05 

14.50 

15.00 

14.45 

14.90 

15.60 

14.85 

15.40 

16.00 

15.20 

15.65 

16.45 

15.65 

16.20 

17.05 

16.05 

16.70 

17.55 

16.45 

17.00 

17.95 

16.80 

17.40 

18.25 

17.30 

17.90 

18.90 

17.70 

18.45 

19.30 

18.15 

18.95 

19.90 

18.60 

19.40 

20.40 

19.05 

19.80 r 

"505 

19.50 

20.551 

27.45 

19.90 

nor 

28.05 

rarar 

27.45 

28.75 

J 29.30 

30.45 

31.55 

30.15 

31.35 

32.60 

30.90 

32.25 

33.70 

31.20 

33.15 

34.65 

31.95 

34.00 

35.70 

33.30 

35.00 

36.95 

34.10 

36.00 

38.05 

34.95 

36.95 

39.00 

35.85 

37.85 

40.30 

37.90 

40.05 

42.65 

38.80 

41.10 

43.95 

39.65 

42.05 

44.75 

40.55 

43.15 

46.30 

41.40 

44.10 

47.35 

42.25 

44.90 

48.25 

43.10 

45.80 

49.15 

43.95 

46.70 

50.10 

44.80 

47.60 

51.00 

45.70 

48.50 

52.00 
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@ TYPE B. S. C. (BOX AND COYER) 


For Junction and Pull Boxes Only 



Construction Formed from one piece of sheet steel with lapped and riveted 
of Box corners and J^-inch flange turned in all around outside edge which 

is drilled and tapped for fastening cover. 

Thickness of Standard Code Thickness No. 14 U. S. Gauge for boxes of 1200 
Steel square inches or less in area and No. 12 for boxes over this sise. 


Depth AL1 boxes of this type are made 4 inches deep. For deeper boxes 

add $% for each H-inch increase in depth up to and including 
8 inches, and for boxes deeper than 8 inches add 15% for each 
1 inch or fraction thereof increase in depth over 4 inches. 


Drilling 

Cover 


Finish 
(FA) Plug 


All holes will be punched clear in boxes provided templates are 
sent with order showing location and sice of holes wanted. 

These covers are made of one fiat piece of sheet steel of same 
thickness as ordered for box and fitted with machine screws 
at corners for small boxes, with additional machine screws for 
large boxes, spaced not over 24 inches apart. 

These covers are painted with two coats of P. & B. paint. Add 
25% for black baked enamel finish. 

We make an extra charge of 10% for boxes ordered with holes 
made knock-out. 


Note: —We believe knock-out holes are an unnecessary expense 
to the contractor, because we will furnish, on demand, (FA) 
plugs free, not exceeding 20% of the number of H and % holes 
specified for entire order, and these (FA) plugs can be placed 
in just the holes not used for conduit. 


LIST PRICES ON TYPE B. S. C. BOX AND COVER 


Height 
of Box 

4 

5 

$ 

7 

8 

Width 

it is 

of Box in Inches 

14 1$ 18 to 

ts 

24 

2$ 

28 

so 


6 

$2.80 

$2.80 

$2.85 

$2.90 

$3.00 

$3.20 

$3.40 

$3.60 

$3.70 

$3.80 

$3.90 

$4.10 

$4.30 

$5.80 

$6.00 

$6.40 


8 

2.90 

2.95 

3.00 

3.10 

3.20 

3.50 

3.60 

3.70 

3.80 

3.90 

4.00 

4.20 

4.40 

5.90 

6.20 

6.60 


10 

3.00 

3.10 

3.20 

3.30 

3.50 

3.60 

3.70 

3.80 

3.90 

4.00 

4.10 

4.30 

4.50 

6.00 

6.30 

6.70 


12 

3.10 

3.20 

3.40 

3.50 

3.60 

3.70 

3.80 

3.90 

4.05 

4.25 

4.40 

4.65 

5.00 

6.05 

6.35 

6.75 


15 

3.40 

3.50 

3.60 

3.60 

3.70 

3.80 

3.90 

4.00 

4.65 

5.10 

5.40 

5.70 

6.00 

6.30 

6.60 

7.00 


17 

3.50 

3.60 

3.70 

3.70 

3.80 

3.90 

4.25 

4.55 

4.90 

5.40 

5.70 

5.95 

6.30 

6.55 

6.85 

7.40 


10 

3.60 

3.70 

3.80 

3.90 

4.00 

4.10 

4.40 

4.75 

5.05 

5.55 

5.95 

6.25 

6.60 

6.90 

7.20 

7.70 


21 

3.80 

4.00 

4.10 

4.10 

4.20 

4.30 

4.65 

4.95 

5.35 

5.85 

6.25 

6.55 

6.90 

7.15 

7.45 

8.00 


23 

4.00 

4.20 

4.30 

4.30 

4.40 

4.50 

4.80 

5.10 

5.50 

6.10 

6.55 

6.80 

7.10 

7.40 

7.80 

8.40 


25 

4.20 

4.30 

4.40 

4.40 

4.50 

4.65 

4.95 

5.25 

5.65 

6.35 

6.75 

7.05 

7.40 

7.70 

8.10 

8.85 


27 

4.30 

4.40 

4.50 

4.50 

4.60 

4.75 

5.05 

5.50 

5.90 

6.45 

7.00 

7.35 

7.75 

8.00 

8.40 

9.05 


29 

4.40 

4.50 

4.60 

4.70 

4.80 

4.90 

5.25 

5.65 

6.05 

6.70 

7.30 

7.55 

7.95 

8.25 

8.65 

9.35 

14 

31 

4.55 

4.65 

4.75 

4.85 

4.95 

5.05 

5.40 

5.80 

6.10 

7.00 

7.45 

7.75 

8.25 

8.60 

9.10 

9.70 

GA. 

33 

4.80 

4.90 

5.00 

5.10 

5.20 

5.30 

5.70 

6.10 

6.50 

7.25 

7.75 

8.05 

8.55 

9.00 

9.50 

10.10 

35 

4.95 

5.05 

5.15 

5.25 

5.35 

5.45 

5.85 

6.35 

6.75 

7.40 

8.05 

8.30 

8.85 

9.30 

9.85 

10.55 


37 

5.20 

5.30 

5.40 

5.50 

5.60 

5.70 

6.10 

6.60 

7.00 

7.65 

8.35 

8.60 

9.15 

9.60 

10.20 

10.85 


40 

5.35 

5.45 

5.55 

5.65 

5.75 

5.85 

6.35 

6.75 

7.15 

7.85 

8.55 

8.95 

9.55 

10.00 

10.601 

13.80 


42 

5.50 

5.60 

5.70 

5.80 

5.90 

6.00 

6.50 

6.90 

7.30 

8.10 

8.80 

9.25 

9.90 

10.35 

12.05 I 

14.15 


44 

5.80 

5.90 

6.00 

6.10 

6.20 

6.30 

6.70 

7.20 

7.60 

8.40 

9.10 

9.60 

10.20 

10.65 

nSar 

14.80 


46 

6.00 

6.10 

6.15 

6.25 

6.35 

6.45 

6.95 

7.35 

7.75 

8.55 

9.40 

9.90 

10.50 | 

11150 

14.25 

15.10 


48 

7.45 

7.50 

7.60 

7.70 

7.80 

7.90 

8.30 

8.70 

9.10 

9.90 

10.65 

11.35 

11.85 I 

115.10 

15.90 

16.70 


50 

7.65 

7.70 

7.80 

7.90 

8.00 

8.10 

8.50 

9.10 

9.50 

10.25 

11.05 

11.65 I 

1 14.90 

15.70 

16.60 

17.40 


52 

7.95 

8.00 

8.05 

8.15 

8.25 

8.35 

8.75 

9.35 

9.75 

10.50 

11.40 

12.10 | 

| 15.40 

16.25 

17.30 

18.10 


54 

8.40 

8.45 

8.50 

8.60 

8.70 

8.80 

9.20 

9.70 

10.10 

10.85 

11.75 ! 

| 15.15 

16.00 

16.75 

17.80 

18.75 


W 

11.00 

11.05 

11.10 

11.20 

11.30 

11.40 

11.80 

12.30 

12.70 

13.65 

14.75 

15.60 

16.40 

17.30 

18.40 

19.40 


58 

11.45 

11.50 

11.55 

11.65 

11.75 

11.85 

12.35 

12.85 

13.20 

14.15 

15.15 

16.05 

17.00 

17.90 

19.00 

20.20 


61 

11.80 

11.85 

11.90 

12.00 

12.10 

12.20 

12.60 

13.10 

13.45 

14.45 

15.70 

16.55 

17.55 

18.50 

19.80 

21.10 


63 

12.00 

12.05 

12.10 

12.20 

12.30 

12.40 

12.90 

13.40 

13.80 

14.75 

16.10 

17.05 

18.50 

19.10 

20.35 

21.65 


65 

12.50 

12.55 

12.60 

12.70 

12.80 

12.90 

13.40 

13.80 

14.20 

15.20 

16.50 

17.55 

18.65 

19.70 

21.10 

22.70 


67 

12.70 

12.75 

12.80 

12.90 

13.00 

13.10 

13.60 

14.10 

14.50 

15.65 

17.05 

18.00 

19.10 

20.40 

21.75 

23.45 

12 

n A 1 

69 

12.90 

12.95 

13.00 

13.10 

13.20 

13.30 

13.80 

14.30 

14.70 

16.00 

17.55 

18.45 

19.95 

20.90 

22.40 

24.40 

71 

13.40 

13.45 

13.50 

13.60 

13.70 

13.80 

14.30 

14.80 

15.20 

16.30 

18.00 

19.00 

20.20 

21.50 

23.20 

24.90 

uA. 

73 

13.35 

13.70 

13.75 

13.85 

13.95 

14.05 

14.55 

15.05 

15.40 

16.70 

18.50 

19.50 

20.65 

22.20 

24.50 

26.10 


75 

14.00 

14.05 

14.10 

14.20 

14.30 

14.40 

14.90 

15.40 

15.80 

17.15 

18.90 

19.95 

21.25 

22.80 

24.60 

26.75 


77 

14.30 

14.35 

14.40 

14.50 

14.60 

14.70 

15.20 

15.70 

16.10 

17.50 

19.35 

20.75 

21.85 

23.40 

25.30 

27.50 


79 

14.80 

14.85 

14.90 

15.00 

15.10 

15.20 

15.60 

16.10 

16.50 

17.90 

19.90 

21.00 

22.40 

24.00 

26.00 

28.10 


81 

15.10 

15.15 

15.20 

15.30 

15.40 

15.50 

15.90 

16.40 

16.80 

18.30 

20.35 

21.55 

22.95 

24.60 

26.50 

28.80 


83 

15.50 

15.55 

15.60 

15.70 

15.80 

15.90 

16.40 

16.90 

17.30 

18.60 

20.70 

22.05 

23.50 

25.05 

27.10 

29.40 


,65 

15.70 

15.75 

15.80 

15.90 

16.00 . 

16.10 

16.60 

17.10 

17.50 

19.00 

21.25 

22.65 

24.10 

25.80 

27.75 

30.20 
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Western Electric 


Mail Orders Filled 
at Prevailing Prices 


USEFUL TABLES 

Comparative Sizes Wire Gauges in Decimals of an Inch 


No. of 

Wire Gauge 

American Steel 
and Wire Gauge 

Browne k Sharpe 
Gauge 

Birmingham 

Stubs’ 

British Imperial 
Standard* 

Old English 
or London 

French 

0000000 

.4900 



.500 



000000 

.4615 

.58000 


.464 


_ 

00000 


.51650 

.500 

.432 


.... 

0000 

.3938 

.46000 

.454 

.400 

.4540 

.... 

000 

.3625 

.40964 

.425 

.372 

.4250 

.... 

00 

.3310 

.36480 


.348 

.3800 

.... 

0 

.3065 

.3248t 


.324 

.3400 

.... 

1 

.2830 

.28930 

.300 

.300 

.3000 

.033 

2 

.2625 

.25763 

.284 

.276 

.2840 

.040 

3 

.2437 

.22942 

.259 

.252 

.2590 

.050 

4 

.2253 

.20431 

.238 

.232 

.2380 

.063 

5 

llP9K , / j 

.18194 

.220 

.212 

.2200 

.068 

6 


.16202 

.203 

.192 

.2030 

.083 

7 


.14428 

.180 

.176 

.1800 

.097 

8 

.1620 

.12849 

.165 

.160 

.1650 

.110 

9 

.1483 

.11443 

.148 

.144 

.1480 

.120 

10 

.1350 

.10189 

.134 

.128 

.1340 

.135 

11 

.1205 

.09074 

.120 

.116 

.1200 

.149 

12 

.1055 

.08081 

.109 

.104 

.1090 

.162 

13 

.0915 

.07196 

.095 

.092 

.0950 

.172 

14 

.0800 

.06408 

.083 

.080 

.0830 

.185 

15 

.0720 

.05706 

.072 

.072 

.0720 

.197 

16 

.0625 

.05082 

.065 

.064 

.0650 

.212 

17 

.0540 

.04525 

.058 

.056 

.0580 

.225 

18 

.0475 

.04030 

.049 

.048 

.0490 

.238 

19 

.0410 

.03589 

.042 

.040 

.0400 

.250 

20 

.0348 

.03196 

.035 

.036 

.0350 

.263 

21 

.0317 

.02846 

.032 

.032 

.0315 

.279 

22 

.0286 

.02535 

.028 

.028 

.0295 

.290 

23 

.0258 

.02257 

.025 

.024 

.0270 

.303 

24 

.0230 

.02010 

.022 

.022 

.0250 

.316 

25 

.0204 

.01790 

.020 

.020 

.0230 

.331 

26 

.0181 

.01594 

.018 

.018 

.0205 

.342 

27 

.0173 

.01420 

.016 

.0164 

.01875 

.356 

28 

.0162 

.01264 

.014 

.0148 

.01650 

.371 

29 

.0150 

.01126 

.013 

.0136 

.01550 

.383 

30 

.0140 

.01003 

.012 

.0124 

.01375 

.394 

31 

.0132 

.00893 

.010 

.0116 

.01225 

.408 

32 

.0128 

.00795 

.009 

.0108 

.01125 

.419 

33 

.0118 

.00708 

.008 

.0100 

.01025 

.431 

34 

.0104 

.00630 

.007 

.0092 

.00950 

.448 

35 

.0095 

.00561 

.005 

.0084 

.00900 

.458 

36 

.0090 

.00500 

.004 

.0076 

.00750 

.472 

37 

.0085 

.00445 


.0068 

.00650 

.485 

38 

.0080 

.00396 


.0060 

.00575 

.499 

39 

.0075 

.00353 

.... 

.0052 

.00500 

.509 

40 

.0070 

.00314 


.0048 

.00450 

.524 


•Also called New British or English Legal Standard. 


Minimum Size Wire for Motor Services 

When Concealed or Partly Concealed Wires Are Used 


H.P. 

Size Wire B. k S. Gauge 

H.P. 

Size Wire B. & S. Gauge 

110 Volts 

220 Volts 

550 Volts 

110 Volts 

220 Volts 

500 Volts 

A 

14 

14 

■■mi 

30 

0000 

0 

5 

1 

14 

14 


40 


00 

3 

2 

12 

14 


50 


000 

2 

3 

10 

14 


60 


0000 

1 

4 

8 

12 

14 

70 



C 

5 

6 

10 

14 

80 



0Q 


4 

8 

14 

90 



000 

10 

3 

6 

12 

100 



0000 

15 

0 

5 

10 

120 


Google 

.... 

20 

25 

00 

000 

3 

1 

8 

6 

... 

Digili2§d by v 

.... 


--* •»—f-.« *r.ku. 


17 
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TELEGRAPH APPARATUS 



No. 103 With L«fts No. 108 Leftists 

Steel Lever Keys 


The lever and trunnion are made of one piece of fine wrought steel, polished and nickel plated, giving a 
perfect bearing and avoiding the loose trunnion trouble so common in other types. All other metal parts 
finely finished and lacquered. 

Each key is fitted with improved adjustment spring holder. 

Both knobs are of hard composition rubber. 

The durability, lightness and quick action of the steel lever pattern are recognized by experts and oper¬ 
ators. The Posted and Western Union Telegraph Companies have adopted this type as their standard. 


List Mfr. *W. e. List 

No. No. Each 

360539 103 Key, with nickel-plated lever, brass frame, with legs. $3.96 

360540 105 Key, with nickel-plated lever, and frame, with legs. 4.68 

360541 106 Key, with silver-plated lever, and frame, with legs. 6.30 

360542 108 Key, with nickel-plated lever, brass frame, legless. 4.32 

360543 109 Key, with nickel-plated lever, and frame, legless. 5.04 



No. 178 Eureka Type 


No. 180 Excelsior Type 


Eureka Learner's Instrument 

The Eureka Instrument is a first-class, standard size telegraph set. All of the working parts—which 
includes key lever, sounder lever, sounder yoke or anvil, adjusting screws, etc.—are finely finished compo¬ 
sition metal, such as is used in all high-grade instruments. Sounder base is japanned, striped with gilt. 
The base is mahogany and highly polished. The key is of the steel lever pattern, and sounder gives a 
loud, clear and distinct sound. 

Key knob and circuit closer knob are of polished hard rubber composition. 

This instrument will operate on a single standard dry cell But key must be left open when not in 

use. 


List Mfr. *W. E. List 

No. No. Each 

360551 178 Eureka Telegraph Instrument, 5 ohms. $5.76 

360552 179 Eureka Telegraph Instrument, 20 ohms. 6.30 


Excelsior Learner’s Instrument 

The Excelsior Learner’s Instrument is designed to fulfill all the requirements of a short line apparatu 
at the least possible cost. 

The sounder magnets, lever, anvil and key lever are the same as used on the Eureka outfit. 

The frames for holding sounder lever and key lever are stamped from wrought iron and heavily japanned. 
This method of assembling insures permanent adjustment of the side motion of both key and sounder lever 
as there are no screws to become loose. 

The base is mahogany finish highly polished. 

This is a neat and compact learner’s instrument and will give entire satisfaction on lines up to five miles 
in length. 


List Mfr. 


*W • E. List 


No. No. 

360553 180 Excelsior Telegraph Instrument, 5 ohms... 

360554 181 Excelsior Telegraph Instrument, 20 ohms.... 

Either of the above sets can be furnished with key and sounder separate. Prices on application. 
A copy of “Philosophy and Practice of Morse Telegraphy” is furnished gratis with each set. 
•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 


Each 

$4.86 

5.46 
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TELEGRAPH APPARATUS 


Mail Orders Filled 
at Prevailing Prices 



No. 135 

Sounder with Key 


No. 134 

Main Line Sounder Only 



Main Line Sounders 

This sounder is recommended for wrecking, testing, switchboard oT temporary office use, and all places 
where it is desirable to dispense with local batteries. 

They are made with full size relay magnets of 150 ohms resistance having a special armature adjustment 
and are fully suited for doing in a greatly improved manner the work of regular main line box relays. They 
are sensitive to weak currents, giving a clear working sound on currents where without them, a relay with 
local sounder and battery would be absolutely necessary. 


Main Line Sounder With Key 

List Mfr. *W. E. List 

No. No. Each 

360584 135 150 ohms, with key. $21.60 

360585 138 250 ohms, with key. 22.86 

Special resistances to order. 

Main Line Sounder Without Key 

360586 136 150 ohms without key. $18.00 

360587 140 250 ohms without key. 19.26 


No. 115 Standard Pony Relay 


No. 135 Commercial Standard Type 


Standard Pony Relay 


Mounted on Polished Mahogany Base, with Metallic Sub-Base 

This relay will operate on lines up to 20 miles, with perfect ease, in cases where main line sounders fail 
to give satisfaction. 


List 

Mfr. 


*W. E. List 

No. 

No. 


Each 

360559 

114 

5 ohms for burglar alarm work. 

. $6.48 

360560 

115 

20 ohms for lines up to 10 miles. 

. 6.48 

360561 

116 

50 ohms for lines 10 to 30 miles. 

. 7.02 

360562 

118 

75 ohms for lines 30 to 50 miles. 

. 7.56 


Commercial Standard Relay 

This instrument embodies all modem improvements. 

Polished rubber-covered coils, mahogany base, ornamental sub-base and extension adjustment. 

360557 125 150 ohms resistance. 

360558 145 250 ohms resistance. 15.o© 

•Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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LIONEL ELECTRIC TOYS 

In construction, finish and general appearance Lionel Electric Toys have no equal. 

All locomotive bodies are of sheet steel, not cast iron. They are enameled and ornamented in gold, 
with hand rails, bells, headlights and other fittings of nickeled steel. Every Lionel locomotive has an electric 
headlight. 

All cars are hand enameled, not lithographed. They axe decorated in gold, have removable roofs, 
seats in the interior, and imitation glass in windows and transoms. Being made of a heavier gauge of metal, 
they are more durable than any others. Wheels are nickeled steel. Trucks are flexible, which enables 
cars to stay on track at high speed. 

Track is very rigidly constructed. Track ties are wider than any others. Insulated third rail makes 
short circuits impossible. 



No. 33 No. 38 No. 43 


Electric Type Locomotive for 2 % Inch Track 

List Price 

No. 33. Length 11 ins., width 3 ins., height ins* Outfit includes 8 sections curved track, 
making a circle 3 % ft. in diameter. Has electric headlight and connection for lighting interior of 


passenger car... $15.00 

No. 38. Length 12 ins., width 3H ins., height 5 ins. Outfit includes 8 sections curved track, 
making a circle 3 % ft. in diameter. Has electric headlight. Reversing controller and connection for 
lighting interior of passenger cars... 18.00 

No. 53. Length 13 ins., width 3H ins., height 5 ins. Outfit includes 8 curved and 4 straight 
sections of track, making an oval 3 Yl ft. wide by 5 ft. 9 ins. long. Has electric headlight, reversing 
controller and connection for lighting interior of passenger cars. 20.26 

No. 42. Length 15>£ ins., width 4 ins., height 6 ins. Outfit includes 8 curved and 4 straight 
sections of track, making an oval 3^ ft. wide by 5 ft. 9 ins. long. Has electric headlight, reversing 
controller and connection for lighting interior of passenger cars. Has 8 driving wheels, connected 
in pairs.'. 26.26 

No. 54. Dimensions same as No. 42. Locomotive of nickel and brass, beautifully finished.. 41.26 



No. 6 


Steam Type Locomotive for 2% Inch Track 

List Price 

Outfit No. 5. Comprises locomotive with electric headlight and reversing controller, 8 S and 
4 C track, making an oval 3^ ft. by 5 ft. 9 ins. Length of locomotive, llins. $20.26 


Outfit No. 51. Same as No. 5 with the addition of a double-truck tender, 7 ins. long. 22.50 

Outfit No. 6. Comprises locomotive and tender, 22 ins. long over all. Locomotive has 
electric headlight reversing controller and a 4 wheel pilot truck. Included are 8 C and 4 S track, 
making an ovalSJ^ ft. by 5 ft. 9 ins... 31.50 


Outfit No. 7. Similar in appearance to No. 6 with same track equipment, but finished 

entirely in nickel and brass. 48.76 

Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 

137 Electrical House Goode and Kc7;!tk9 















OUTFIT NO. 162 

Outfit No. 162. Comprises No. 152 Locomotive with electric headlight, 1 No. 602 Mail car. 

1 No. 601 Pullman Car, 8 sections OC curved track. 2 sections OS straight track, making an oval 

28% by 39 ins., and 1 No. 88 controlling rheostat. Length of train 23 ins. $11.26 

OUTFIT NO. 164 

Outfit No. 164. Comprises No. 154 Reversing Locomotive with electric headlight, 2 No. 601 
Pullman Cars, 1 No. 602 Mail Car, 8 sections OC curved track, 4 sections OS straight track, making 
an oval 28% by 49 ins., and 1 No. 88 controlling rheostat. Length of train 31% in s. $15.00 


Outfit No. 166. Passenger Train De Luxe 

Outfit comprises No. 156 Locomotive. 2 No. 610 Pullman Cars, 1 No. 612 Observation Car, 

8 sections OC curved track and 6 sections OS straight track, making an oval 28H by 69 ins., also 1 

No. 88 controlling rheostat. Length of train 39 ins. . . $22.50 

Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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LIONEL ELECTRIC TOYS 

TRAIN OUTFITS FOR “O’* GAUGE TRACK 1 \i INCHES WIDE 


OUTFIT NO. 160 LirtPric 

Outfit No. 160. Comprises No. 150 Locomotive with electric headlight, 2 No. 600 Pullman 
Care, 8 sections OC curved track, making a circle 28 ins. in diameter, and 1 No. 88 controlling 
rheostat. Length of train 20 ins. $7.50 


OUTFIT NO. 161 

Outfit No. 161. Comprises No. 150 Locomotive with electric headlight, 1 No. 800 Box Car, 

1 No. 801 Caboose, 8 sections OC curved track, making a circle 2&% ins. in diameter, and 1 No. 88 
controlling rheostat. Length of train 20 ins. $7.50 
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LIONEL ELECTRIC TOYS 

TRAINS FOR STANDARD GAUGE TRACK 2 M INCHES WIDE 



List Price 
Each 


Electric Freight Train Outfit No. 37. Comprises No. 33 Locomotive. 1 No. 112 Gondola 
Car, 1 No. 117 Caboose, and 8 sections curved track, making a circle 3 ft. in diameter. Length of 

train, 31 ins... $18.00 

Electric Freight Train Outfit No. 39. Comprises No. 38 Locomotive, 1 No. 116 Coal Car, 

1 No. 117 Caboose and 8 sections curved track, making a circle 3^ ft. in diameter. Length of 
train 32 ins. 19.50 



Electric Pullman Outfit No. 34. Comprises No. 33 Locomotive, 1 No. 35 Pullman Car, 
1 No. 36 Observation Car, 8 curved and 2 straight sections of track, making an oval 4 ft. 8 ins. long 


by 3 Vi ft. wide. Length of train 34 ins. 21.76 

Electric Pullman Outfit No. 40. Comprises No. 38 Locomotive, 2 No. 35 Pullman Cars, 

1 No. 36 Observation Car, 8 curved and 4 straight sections of track, making an oval 5 ft. 9 ins. 

long and ft. wide. Length of train. 4 ft. 30.00 

Electric Freight Outfit No. 41. Comprises No. 38 Locomotive, and 1 each Nos. 112 Gondola, 

113 Cattle Car, 114 Box Car, 116 Coal Car, 117 Caboose, 8 curved and 4 straight sections of 
track, making an oval 5 ft. 9 ins. long by 3H ft- wide. Length of train, 5 ft. 4 ins. 27.00 



Outfit Nos. 420. Passenger Train De Luxe. Comprises No. 42 Locomotive, 1 each Nos. 
18 Pullman Car, No. 19 Pullman and Baggage Car. No. 190 Observation Car, 8 curved and 8 
straight sections of track, making an oval 3 1 /£ ft. wide by 8 ft. 2 ins. long. The outfit also includes 

a series of 3 lights complete with cords for interior illumination of the cars. 

Outfit No. 421. Similar to Outfit No. 420, but equipped with Locomotive No. 54, finished in 

nickel and brass. 

Electric Passenger Outfit No. 44. Comprises No. 42 Locomotive, 2 No. 29 Day Coaches, 
8 curved and 4 straight sections of track, making an oval 3H ft. wide by 5 ft. 9 ins. long. Length 
of train, 52 ins. 


52.50 
63.76 

37.50 



Steam-Type Electric Pullman Outfit No. 620. Equipment and cars are same as described 

in Outfit No. 420, but has steam-type Locomotive No. 6 instead of the electric-type No. 42 . 60.00 

Steam-Type Electric Pullman Outfit No. 621. Similar to Outfit No. 620 described above, 

but has steam-type Locomotive No. 7, finished in nickel and brass; a strong, beautiful outfit. 75.00 

Electric Pullman Outfit No. 52. Comprises No. 53 Locomotive, 1 each Nos. 180 P ullman 
Car, 181 Pullman and Baggage Car, 182 Observation Car, 8 curved and 4 straight sections of track, 
making an oval 3^ ft. wide by 5 ft. 9 ins. long. Length of train, 54 ins.. itiz-ed- by LjOOQ [£. 37.50 

Delivery F. O. B. Factory, New York City. For warehouse deliveries write nearest house. 
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LIONEL ELECTRIC TOYS 


CARS FOR STANDARD AND “O” GAUGE TRACK 



Observation Car 



Pullman-Baftftafte Car 


FOR “O” GAUGE TRACK \% INCHES WIDE List Price 

Each 

Pullman Car No. 600. 6 ins. long, 2 ins. wide, 3 ins. high. $0.76 

Pullman Car No. 601. 7)4 ins. long, 2 % ins. wide, 2)4 ins. high. 1.36 

Mail Car No. 602. 7 \4 ins. long, 2 ins. wide, 2)4 ins. high. 1.36 

Pullman Car No. 610. 8% ins. long, 2)4 ins. wide, 4 ins. high. 3.00 

Observation Car No. 612. 8% ins. long, 2)4 ins. wide, 4 ins. high. 3.00 

Box Car No.- 800. 6 ins. long, 2 ins. wide, 3 ins. high. ; . .76 

Cattle Car No. 802. 6 ins. long, 2 ins. wide, 3 ins. high.*. .76 

Caboose No. 801. 6 ins. long, 2 ins. wide, 3)4 ins. high. .76 

Box Car No. 820. 7)4 ins. long, 2 % ins. wide, 3)4 ins. high. 1.36 

Caboose No. 822. 714 ins. long, 2% ins. wide, 3% ins. high. 1.36 




Caboose 



Cattle Car 



MV J. A MR HR 

5190S 


CK.JSt.ft CHAMP 

''is 050. ieoso. 



Box Car 


FOR STANDARD GAUGE TRACK 2\i INCHES WIDE List Price 

Each 

Pullman Car No. 35. 11 ins. long, 3 ins. wide, 5 ins. high. $4.50 

Observation Car No. 36. 11 ins. long, 3 ins. wide, 5 ins. high. 4.50 

Pullman Car No. 180. \2)4 ins. long, 3)4 ins. wide, 5 ins. high. 5.26 

Pullman and Baggage Car No. 181. 12 )4 ii^s. long, 2)4 ins. wide, 5 ins. high. 6.00 

Observation Car No. 182. \2)4 ins. long, 2)4 ins. wide, 6 ins. high. 6.00 

Pullman Car No. 18. 16 %, ins. long, 3)4 ins. wide, 6 ins. high. 6.75 

Pullman and Baggage Car No. 19, 18)4 ins. long, 3)4 ins. wide, 6 ins. high. 7.50 

Observation Car No. 190. 16^ ins. long, 3)4 ins. wide, 6 ins. high. . 7.50 

Day Coach No. 29. 16 ins. long, 3 ins. wide, 6 ins. high.*. 5.26 

Gondola Car No. 112. 9)4 ins. long, 3 ins. wide, 2)4 ins. high. 150 

Cattle Car No. 113. 9 l 4 ins. long, 3 ins. wide, 4)4 ins. high. 2.24 

Box Car No. 114. 9)4 ins. long, 3 ins. wide, 4 )4 ins. high. 2.24 

Ballast Car No. 116. 914 ins. long, 3 ins. wide, 3% ins. high. 2.24 

Caboose No. 117. 9 % ins. long, 3 ins. wide, 4% ins. high. 2.24 

FlatCarNo.il. 11 ins. long, 3H ins. wide, 3ins. high. 2.54 

Gondola Car No. 12. 11 ins. long, 3 )4 ins. wide, 3)4 ins. high. 3.00 

Cattle Car No. 13. 11 ins. long, 3)4 ins. wide, 5)4 ins. high. 3.74 

Box Car No. 14. 11 ins. long, 3)4 ins. wide, 5 }4 ins. high. 3.74 

Oil Car No. 15. 11 ins. long, 3)4 ins. wide, 5 )4 ins. high. 3.74 

Ballast Car No. 16. 11 ins. long, 3 )4 ins. wide, 4% ins. high. 3.74 


Caboose No. 17. 9% ins. long, 2)4 ins. wide, 8)4 ins. high.. rtj - z ^ ^ ^ 

Delivery F. O. B. New York City. For warehouse deliveries write nearest house. 

r leCtFltHil Haiiu OnnHa anal NavaIHm 1<4fl 
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LIONEL ELECTRIC TOYS 

TRACK AND ACCESSORIES FOR STANDARD AND “O” GAUGE 



Standard Gauge Track 


STANDARD GAUGE TRACK, 2K INCHES WIDE 


List Price 

No. C, 16 Vi ins. long, curved. Per section $0.38 

No. CC, 16K ins. long, curved, with battery connections. Per section .52 

No. S, 14 ins. long, straight. Per section .38 

No. 7H ins. Tong, straight. Per section .30 

No. SC, 14 ins. long, straight, with battery connections. Per section .52 

"O” GAUGE TRACK, IK INCHES WIDE 

OS straight track, 10}4 ins. long. Per section $0.22 

OSC straight track, 10K ins. long, with battery connections. Per section .38 

OC curved track, 11K ins. long. Per section .22 

OCC curved track, 11K ins. long, with battery connections. Per section .38 



Switches No. 22, 21, 022 and 021 Crossing No. 20, 020 and 020X 


FOR “O” GAUGE TRACK, IK INCHES WIDE 

/ 


List Price 


Switch No. 022. (Right and left hand). Construction is similar to No. 22 switch. Length 

11 y 2 ins.; width 5K ins.; height 3 ins. 

Electric Switch No. 021. (Right and Left Hand.) Similar in construction to No. 21 

Switch. Length 11K ins.; width 5H ins.; height 3 ins. 

Crossing No. 020. Similar in construction to No. 20 Crossing. Measures 10K ins. square.. 
Crossing No. 020X. A 46 degree crossing for use with curved sections only. Length 10K ins. 


$2.24 

3.00 

1.12 

r.5o 


A 


FOR STANDARD GAUGE TRACK, 2K INCHES WIDE 
Switch No. 22. (Right and Left Hand.) Length 16K ins.; width 8 ins.; height 4K ins. 

Connects with track in same manner as straight or curved sections... $3.00 

Electric Switch No. 21. (Right and Left Hand.) This 
is similar in construction to No. 22 described above, but is 
equipped with an electric signal, having a 14 volt bulb, which can 

be easily removed. 

Crossing No. 20. For use in conjunction with switches, 
enabling the formation of Fig. 8 and Fig. 8 loop. Measures 12 

ins. square. Cross rails are mounted on a solid base. 

Lamp Post No. 61. 1 light, complete with electric globe... 

Lamp Post No. 67. 2 lights, complete with 2 electric globes 

Semaphore No. 63. 1 arm, no light. 

Semaphore No. 64. 2 arms, no light. 

Semaphore No. 65. 1 arm, 1 light. 

Semaphore No. 66. 2 arms, 2 lights. 

No. 118 Tunnel for “O” Gauge, IK in. Track. 

No. 119 Tunnel. 16 ins. long, for either “O” Gauge or Lionel 

Standard Gauge track. 

Wt a | Tunnel No. 120. 20 ins. long, for both gauges. 

flg j r No. 121 Station. Substantially constructed and finely fin- 

J L ished in colors. Size, 14 x 10 x 9 ins 



3.74 


1.50 

2.24 

3.74 

1.12 

1.50 

2.24 

3.74 

1.88 

3.00 

5.26 

5.26 


Lamp Post Semaphore 


Delivery F. O. B. Factory, New York City. For warehouse deliveries 
write nearest hodse. 
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G. V. Tjge A 




New York Type A 


CLAMPS, CLEATS AND STRAPS 
Ground Clamps 

G-V—TYPE A GROUND CLAMP 


This Clamp is copper, tinned. For No. 4 wire and smaller. No iron 
enters into the construction of this clamp. 


List 

No. 

Size 

Std. 

Pkg. 

List Price 
Each 

List 

No. 

Size 

Std. 

Pkf. 

List Price 
Each 

5014 

BX 

100 

$0.48 

5112 

1H" 

50 

$0.92 

5038 

H" 

100 

• .48 

5002 

2 " 

50 

1.04 

5012 

a 

100 

.48 

5212 

2H" 

25 

1.16 

5034 

*A" 

100 

.56 

5003 

3 " 

25 

1.28 

5001 

i " 

75 

.68 

5312 

3H" 

10 

1.60 

5114 

i X" 

75 

.80 

5004 

4 " 

10 

1.76 


SHAWMUT GROUND CLAMP 
These Clamps are made for use on H inch to 3 inch pipe, and are 
so constructed as to give the maximum strength with a minimum amount 
of metal, thus reducing cost. The Clamps will hold No. 4 Ground Wire. 


List 

No. 

Size 

Std. 

Pkg. 

List Price 
Each 

List 

No. 

Size 

Sid. 

Pkg. 

List Price 
Each 

580881 

H" 

100 

$0.24 

580886 

1J4" 

50 

$0.46 

580882 

W 

100 

.24 

580887 

2 " 

25 

.52 

580883 

•A" 

100 

.28 

580888 

2H" 

25 

.58 

580884 

1 " 

50 

.34 

580889 

3 " 

15 

.64 

580885 

W 

50 

.40 

. 


.... 



NEW YORK GROUND CLAMP 
These Ground Clamps are made in three types, A, B, and D. Type A 
clamps are for connecting telephone and telegraph ground wires to pipes 
or cables. Type B clamps are for making ground connections for electric 
light wires without the use of solder. Binding posts provide connections far 
No. 2 and No. 4 B. & S. wires. Type D for electric light and motor work. 



Semrllf Conduit Clamp 



List No. 


Size 

List Price 
per 100 

580890 

1" pipe 

$11.00 

580891 

A 

2" pipe 

13.50 

580892 

A 

3" pipe 

16.00 

580893 

B 

1" pipe 

56.00 

580847 

B 

2" pipe 

60.00 


List Pries 

List No. Type 8ne per 100 
580988 B 3* pipe $63.50 

580989 B 4* pipe 68.00 

580990 D 1” pipe 50.00 

580991 D V pipe 52.50 

580992 D 3* pipe 56.00 

580993 DJ 4* pipe 60.00 


SECURITY CONDUIT CLAMP 
This Clamp may be used for supporting conduit on brick or concrete 
walls, ceilingB, iron beams, etc. It is stamped from H inch steel and is 
black enameled to prevent rust. These clamps are made in Hi Ht &®d 
1 inch size, and are packed in boxes containing 100 of a size. 


-List Price per 1000 


Claat 



Corner Cleat 



Pipe Scrar 


List No. Size 

580894 H" 

580895 

580896 1 " 


Less than 100 100-500 

$30.00 $24.00 

45.00 36.00 

75.00 60.00 


500-1000 1000 and Over 
$20.00 $18.00 

30.00 27.00 

50.00 45.00 


BRASS CLEATS 

Std. List Price 

List No. Description Pkg. per 100 

15118 For A" outside diameter wire. 250 $39.00 

15100 For outside diameter wire. 250 48.00 

15103 For H" outside diameter wire. 250 60.00 

15108 For H” outside diameter wire. 250 90.00 

15102 Comer Cleat, for %" outside diameter wire.. 250 45.00 

15104 Comer Cleat, for H” outside diameter wire.. 250 48.00 

15116 Comer Cleat, for fj" outside diameter wire.. 250 75.00 


Aprx. 

List Qnty. Std. 

No. Size per Lb. Pkg. 

290 X* Pipe Strap 32 1000 

291 */ s ' Pipe Strap 30 1000 

292 Pipe Strap 25 1000 

293 W Pipe Strap 20 500 

294 1 9 Pipe Strap 18 100 


PIPE STRAPS 


List 




Apt 


List 

Prioe 

List 



Qatar. 

Std. 

Price 

per Lb. 

No. 


Size per Lb. 

Pkg. 

per Lb. 

$0.50 

295 

1 

9 Pipe Strap 

16 

50 

$0.50 

.50 

296 

lK # Pipe Strap 

10 

25 

.50 

.50 

297 

2 W Pipe Strap 

8 

25 

.50 

.50 

298 

2 

9 Pipe Strap 

6 

20 

.50 

.50 

299 

3H* Pipe Strap 

5 

20 

.50 


62 


Conduit and Wiring A cc aa aorln 
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